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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S, Nuclear Regulatory Cominision (NRC). This informa- 
tion includes (1) docketed material associated with civilian nucleai power plants and other uses of radioactive 
materials and (2) nondocketed material leceived and generated by NRC peitment to its lole as a regulatory 
agency. As used hexe, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. Tills series of documents is indexed by a Personal Author Index, a Corporate 
Souice Iridex, and a Repoit Number Index. 

The docketed information includes the infoimation formeily issued through the Department of Energy*s 
Technical Information Center under the i\l\^ Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on other uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978, The Title List seiies initiated by 
this document replaces PRDI, which will no longer be piepared. Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and mother mailings and 
announcements. 

We are making the monthly issues pioduced in 1979 available free to all who subscribed to PRDI in Calendar 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. Jn particular, if 
there are title descriptions that aie not meaningful, please let us know so that we can correct the data base. 

In so far as possible, we would like this document to be a valuable pait of your reference material. Near the 
end of 1979, subscriptions will be solicited for Calendar Year 1980 at a fee yet to be established. 

DOCKETED ITEMS 

Beginning with Vol. I , No, 4, the listings within dockets are divided into the categories used for filing and 
searching in tlie NRC Public Document Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and coirespondeiice 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing tianscripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 


V 



Q. Inspection reports, IE Bulletins and conespondence 

R. Periodic operaUng reports and related correspondence 

S Reportable occurrences, LERs and related correspondence 
. T. Hearing transcripts on non-antitrust matters 

Appendix A sets forth those categories and describes the matciials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
peiiod of the report. 


The principal elements of the entries in the list are; 



P. 


Operating license stage documents & correspondence 



7904170015 Forwards info on TMI:JM Hendiie 790410 testimony, preliminary 
chronology of NRC actions, desciiption of events & generic coiisideiation 
of incident. 

REHM, T A. Office of the Executive Diiector for Operations, 

79/04/12. t 93pp. , t 



@ ® 



1. NRC/PDR Document category (see Appendix A), 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal autlior, 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St., N,W,, Washington, D.C, 20555. if this space is filled, it gives other somces for copies of the 
documeiU. The entry may be "'Available at NRC’ foi sale; “Available at NTIS”; or “Available at GPO “ 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report numbei, it will appear in the last line of the item following entry 5, 

NONDOCFCETED ITEMS 

Beginning with Vol. 1, No, 6, the nondocketed items are divided into the categoiies used for filing and 
searching in the NRC Public Document Room, Those categories and tlieir symbols are: 

lOCFR - Commission Meeting Records 

ACRS - Advisory Committee on Reactor Safeguards 

AGREEMENT - State Agreements and Programs 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

FOIA - Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 

l&E — Inspection and Enforcement 

NUREG “ NUREG Reports and Related Correspondence 

ORG - Correspondence with other organizations 

PR “ Proposed Rule 

PRM — Petition for Rulemaking 

PROJ - Projccts-Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 


vi 



QA999 — Quality Assurance Inspections 
REGGD - Regulatory Guides 
RES - Research and Technical Assistance Reports 
REVIEW GRP — NRC Research Review Groups 
RM -* Rulemakings 

SECY — Position Papers Before the Commission 
TOP REP “ Vendor Reports and Related Coirespon deuce 
WASTE MGT — Nuclear Waste Management 
XPORTLIC - Export and Import Licenses 


Appendix B sets forth these categoiies and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of tlie nondocketed items are: 


(T) NUREG - NUREG Repoits and Related Correspondence 


© ® 

- yi— ^ " ii 

7901060007 NUREG/CR-0161 


0 


“Dynamic Analysis to Establish Normal Shock & Vibiation Environs 
Expeiienced by Radioactive National Shipping Package.*’ Quaiterly 
Pi ogress Report 780101-780331 . Identifies paiameters which affect 
normal shock & vibiation environs. 

FIELDS, S.R., MECH, SJ. Hanford Engineering Development Laboialoiy. 
FIN A-2093.f 78/11/30. 26pp. Available at NTIS. 

, — ^ ^ \ V — ^ ^ 

0 © © 0 ® 


\ 


® 


1. Nondocketed category 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asteiisk in this position indicates that theie is no personal aulhoi 

6. Coipoiate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondaiy repoil number it will 
appear following this entry. 

8. Date of document desciibed 

9. Pages in document 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St ,N*W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of 
the document. The entiy may be “Available at NRC” foi sale; “Available at NTIS”; or Available at 
GPO.” 


The Nondocketed Items list is arranged sequentially by Accession Number within categoiy. Indented 
items preceded by a dash are enclosures to unindented items. 



NOTES; 


1 . The address for NTIS is‘ 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 5574650. Specify the NRC report number and title when you 
place your order* Publications can be chaiged to American Express credit cards; supply the charge- 
card number when placing your order. 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C, 20402 

To place orders for or to obtain price information about NRC publications at GPO, either write to 
GPO or call the Inquiry Desk at (202) 783-3238. Publications can be charged to VISA or Master- 
charge credit cards;supply the chargecard number when placing your order. 

3. The address for the PDRis: 

1717 H Street, N.W, 

Washington, D.C* 20555 

To place orders, eitlier write to the NRC PDR or call (202) 634-3274. When ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased, Reproduction 
charges for duplication arc as follows: 8^ per page for standard size paper; 1 per page for oveisizecl 
paper (drawings); 25^ per miorofiche foi 24x diazo duplicates. A minimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed witli a bill from Potomac Research, Inc. 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

27*039 

Sheffield, IL , Nuclear Engineering 

Co., Inc, 

1 

27*047 

Barnwell, SC,, Chem-Nuclear 

Systems, Inc. 

1 

27-048 

Richland, WA,, Nuclear Engineering 

Co. 

1 

40-0299 

Union Carbide Corp. 

1 

40-1162 

Western Nuclear, Inc. 

1 

40-1739 

Metals and Control, Inc. 

2 

40-2061 

West Chicago Facility, Kerr-McGee 
Corp. 

2 

40-2259 

Pathfinder Mines Corp. 

2 

40-3392 

Allied Chemical Corp. 

2 

40-3453 

Atlas Minerals 

2 

40-4492 

Federal American Partners 

2 

40*6659 

Petrotomics Co, 

2 

40-7983 

NL Industries, Inc. 

2 

40-8006 

Kerr-McGec Corp. 

3 

40-8027 

Kerr-McGee Corp. 

3 

40-8064 

Exxon Minerals Co. 

3 

40-8102 

Exxon Minerals Co. 

3 

40-8211 

Chamberlain Manufacturing Corp. 

3 

40-8304 

Wyoming Mineral Corp. 

3 

40*8452 

Bear Creek Uranium Co, 

3 

40-8502 

Wyoming Mining Corp., Irigary 

Mine 

3 

40-8584 

Union 76 Minerals Exploration Co, 

3 

40-8585 

Wyoming Mineral Corp. 

3 

40-8602 

United Nuclear Corp. 

3 

40-8616 

American Cynamid Co. 

4 

40-8663 

Nuclear Dynamics, Inc, 

4 


Docket 

Name 

Page 

40-8681 

Energy Fuels Nuclear, Inc. 

4 

40-8692 

Cotter Corp. 

4 

40-8693 

Ogle Petroleum, Inc. 

4 

40-8698 

Plateau Resources, Ltd. 

4 

40-8712 

Gulf Oil Corp. 

4 

40-8714 

Cleveland Cliffs Iron Co. 

4 

40-8721 

Rocky Mountain Energy Co. 

4 

40-8722 

Briish-Wellman, Inc. 

4 

40-8725 

Gulf Mineral Resources Co. 

4 

40-8726 

New Mexico Health-Environment Dept. 

4 

40-8729 

Pioneer Uravan, Inc. 

4 

50-2 

Univ. of Michigan Research Reactor 

5 

50-3 

Indian Point Station, Unit 1 

5 

50-5 

Pennsylvania State Univ, Research 

Reactor 

6 

50-10 

Dresden Nuclear Ppwer Station, 

Unit 1 

6 

50-13 

Babcock & Wilcox Co, Critical 

Facility 

8 

50-16 

Enrico Fermi Atomic Power Plant, 

Unit 1 

8 

50-20 

Massachusetts Institute of 

Technology Research Reactor 

8 

50-22 

Weslinghouse Test Reactor 

8 

50-27 

Washington Stale Univ. Research 

Reactor 

8 

50-29 

Yankce-Rowe Nuclear Power Station 

8 

5047 

Army Materials Research Reactor 

10 

50-54 

Union Carbide Research Reactor 

10 

50-57 

State Univ, of New York Research 

Reactor 

10 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50^59 

Texas A & M Univ, Research 

11 

50-147 

Rockwell Inti Corp. Critical 

15 


Reaclor 



Facility 


50-62 

Univ. of Virginia Research 

11 

50-148 

Univ. of Kansas Research Reactor 

15 


Reactor 


50-150 

Ohio State Univ Research Reactor 

16 

50-70 

General Electric Test Reactor 

11 

50-151 

Univ of Illinois Research Reactor 

16 

50^72 

Univ. of Utah Research Reactor 

11 

50-155 

Big Rock Point Nuclear Power 

16 

50-73 

General Electric Nuclear Test 

11 


Plant 



Reactor 


50-156 

Univ. of Wisconsin Research 

17 

50-77 

Catholic Univ. of America 

12 


Reactor 



Research Reactor 


50-157 

Cornell Univ. Research Reactor 

17 

50-83 

Univ. of Florida Training Reactor 

12 

50-160 

Georgia Institute of Technology 

17 

50-87 

Westinghouse Critical Experiment 

12 


Research Reactor 


50-89 

General Atomic Co, 

12 

50-163 

General Atomic Co. 

18 

50-94 

Rockwell International Research 

12 

50-166 

Univ. of Maryland Research Reactor' 

18 


Reactor 







50-170 

National Naval Medical Center 

18 

50-97 

Cornell Univ, Zero Power Reactor 

12 

50-171 

Peach Bottom Atomic Power 

18 

50-99 

Babcock & Wilcox Test Reactor 

12 


Station, Unit 1 


50-t06 

Oregon Slate Univ. 

12 

50-182 

Purdue Univ. Research Reactor 

18 

50-111 

North Carolina Stale Univ. Research 
Reactor 

12 

50-184 

National Bureau of Standards 

Retie tor 

18 

50-112 

Univ. of Oklahoma Research Reactor 

13 

50-186 

Univ. of Missouri Research Reactor 

18 

50-113 

Univ. of Arizona Rcsearcli Reactor 

13 

50-187 

Space Radiation Research Reactor 

18 

50-115 

Elk River Reactor 

13 

50-188 

Kansas State Univ. Research Reactor 

19 

50-116 

Iowa Stale Univ, Research Reactor 

13 

50-192 

Univ. of Texas Research Reactor 

19 

50-123 

Univ, of Missouri Research Reactor 

13 

50-193 

Rhode Island & Providence 

19 




Plantations AEC 


50-124 

Virginia Polytcch Inst. Training 

Reactor 

13 

50-199 

Manhattan College Research 

19 




Reactor 


50-128 

Texas A & M Univ. Research 

13 


West Valley Reprocessing Plant 

19 

Reactor 

50-201 




50-206 

San Onofre Nuclear Station, 

20 

50-129 

West Virginia Research 

14 


Unit 1 



Reactor 





50-131 

Omaha Veterans Administration 

Hospital Research Reactor 

14 

50-208 

Columbia Univ, Research Reactor 

22 



50-213 

Haddam Neck Plant 

22 

50-133 

Humboldt Bay Power Plant, Unit 3 

14 

50-219 

Oyster Creek Nuclear Power Plant 

24 

50-134 

Worcester Poly tech Inst. Research 

15 





Reactor 


50-220 

Nine Mile Point Nuclear Station, 

25 





Unit 1 


50-139 

Univ. of Washington Research 

15 





Reactor 


50-223 

Univ, of Lowell Research Reactor 

27 

50-142 

UCLA Training Reactor 

15 

50-224 

Univ. of California Research Reactor 

27 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-225 

RPI Critical Experiment 

27 

50-275 

Diablo Canyon Nuclear Power 

67 




Plant, Unit 1 


50-228 

Aerotest Radiography & Research 

28 





Reactor 


50-276 

Georgia Tech Research Reactor 

69 

50-237 

Dresden Nuclear Power Station, 

28 

50-277 

Peach Bottom Atomic Power Station, 

69 


Unit 2 



Unit 2 


50-241 

Mississippi State Univ. Research 

30 

50-278 

Peach Bottom Atomic Power Station, 

71 


Reactor 



Unit 3 


50-243 

Oregon State Univ. Research Reactor 

30 

50-280 

Surry Power Station, Unit 1 

73 

50-244 

Robert Emmet Oinna Nuclear Plant, 

30 

50-281 

Surry Power Station, Unit 2 

76 


Unit 1 


50-282 

Prairie Island Nuclear Station, 

78 

50-245 

Millstone Nuclear Power Station, 

32 


Unit 1 



Unit 1 


50-284 

Idaho State Univ. Research Reactor 

80 

50-247 

Indian Point Station, Unit 2 

34 

50-285 

Fort Calhoun Station, Unit 1 

80 

50-249 

Dresden Nuclear Power Station, 

36 





Units 


50-286 

Indian Point Station, Unit 3 

82 

50-250 

Turkey Point Plant, Unit 3 

37 

50-287 

Oconee Nuclear Station, Unit 3 

83 

50-251 

Turkey Point Plant, Unit 4 

40 

50-288 

Reed College Research Reactor 

86 

50-252 

Univ. of New Mexico Research 

42 

50-289 

Three Mile Island Nuclear Station, 

86 


Reactor 



Unit 1 


50-254 

Quad-Cities Station, Unit 1 

42 

50-293 

Pilgrim Nuclear Power Station, 

88 




Unit 1 


50-255 

Palisades Nuclear Plant 

44 

50-294 

Michigan State Univ. Research 

90 

50-259 

Browns Ferry Nuclear Power 

46 


Reactor 



Station, Unit 1 


50-295 

Zion Nuclear Power Station, Unit 1 

90 

50-260 

Browns Ferry Nuclear Power 

Station, Unit 2 

48 

50-296 

Browns Ferry Nuclear Power 

93 




Station, Unit 3 


50-261 

H.B. Robinson Plant, Unit 2 

49 

50-297 

North Carolina State Univ. 

95 

50-262 

Brigham Young Univ. Research 

51 


PUSTAR Reactor 



Reactor 


50-298 

Cooper Nuclear Station 

95 

50-263 

Monticello Nuclear Genearating Plant 

51 

50-301 

Point Beach Nuclear Plant, 

97 

50-264 

Dow Chemical Co. 

53 


Unit 2 


50-265 

Quad-Cities Station, Unit 2 

53 

50-302 

Crystal River Nuclear Plant, Unit 3 

98 

50-266 

Point Beach Nuclear Plant, Unit 1 

54 

50-303 

Crystal River Nuclear Plant, Unit 4 

101 

50-267 

Fort St. Vrain Nuclear Generating 

56 

50-304 

Zion Nuclear Power Station, Unit 2 

101 


Station 


50-305 

Kewaunee Nuclear Power Plant 

104 

50-269 

Oconee Nuclear Station, Unit 1 

58 

50-306 

Prairie Island Nuclear Station, 

106 

50-270 

Oconee Nuclear Station, Unit 2 

60 


Unit 2 


50-271 

Vermont Yankee Nuclear Power 

63 

50-309 

Maine Yankee Atomic Power Plant 

107 


Station 


50-311 

Salem Nuclear Generating Station, 

109 

50-272 

Salem Nuclear Generating Station, 

64 


Unit 2 



Unit 1 


50-312 

Rancho Seco Nuclear Generating 

HI 

50-274 

U.S, Geological Survey Research 

67 


Station 



Reactor 


xi 
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Page 

50-313 

Arkansas Nuclear One, Unit 1 

113 

50-348 

Joseph M. Farley Nuclear Plant, 

181 





Unit t 


50-315 

Donald C. Cook Nuclear Power 

116 





Plant, Unit 1 


50-352 

Limerick Generating Station, Unit 1 

183 

50-316 

Donald C. Cook Nuclear Power 

118 

50-353 

Limerick Generating Station, Unit 2 

184 


Plant, Unit 2 


50-354 

Hope Creek Nuclear Station, Unit 1 

185 

50-317 

Calvert Cliffs Nuclear Power Plant, 

119 





Unit 1 


50-355 

Hope Creek Nuclear Station, Unit 2 

185 

50018 

Calvert Cliffs Nuclear Power Plant, 

121 

50-356 

Univ. of Illinois Lopra Research 

186 


Unit 2 



Reactor 


50020 

Three Mile Island Nuclear Station, 

122 

50-358 

William H. Zimmer Nuclear Station, 

186 


Unit 2 



Unit 1 


50021 

Edwin I. Hatch Nuclear Plant, 

137 

50-360 

Battelie Memorial Inst. Critical 

189 


Unit 1 



Facility 


50022 

Shoreham Nuclear Power Station 

140 

50-361 

San Onofre Nuclear Station, Unit 2 

189 

50023 

Diablo Canyon Nuclear Power Plant, 

141 

50-362 

San Onofre Nuclear Station, Unit 3 

191 


Unit 2 


50-363 

Forked River Nuclear Station, Unit 1 

193 

50024 

Brunswick Steam Electric Plant, 

143 





Unit 2 


50-364 

Joseph M. Farley Nuclear Plant, 

193 





Unit 2 


50025 

Brunswick Steam Biectric Plant, 

145 





Unit 1 


50-366 

Edwin I, Hatch Nuclear Plant, 

194 





Unit 2 


50026 

Univ, of California at Irvine Research 

147 





Reactor 


50-367 

Bailly Generating Station 

197 

50027 

Sequoyah Nuclear Plant, Unit 1 

147 

50-368 

Arkansas Nuclear One, Unit 2 

198 

50-328 

Sequoyah Nuclear Plant, Unit 2 

148 

50-369 

William B. McGuire Nuclear 

200 





Station, Unit 1 


50029 

Midland Plant, Unit 1 

149 

50-370 

William B. McGuire Nuclear 

202 

50030 

Midland Plant, Unit 2 

152 


Station* Unit 2 


50031 

Duane Arnold Energy Center 

155 

50-373 

LaSalle County Station, Unit 1 

203 

50032 

Barnwell Reprocessing Plant 

156 

50-374 

LaSalle County Station, Unit 2 

204 

50 333 

James A. Fitzpatrick Nuclear 

156 

50-375 

Nuclear Examination Reactor 

205 


Power Plant 





50034 

Beaver Valley Power Station, Unit 1 


50-376 

North Coast Nuclear Plant, 

205 

159 


Puerto Rico 


50035 

St. Lucie Plant, Unit 1 

161 

50-382 

Waterford Generating Station, Unit 3 

205 

50036 

Millstone Nuclear Power Station, 

162 

50-387 

Susquehanna Steam Electric Station, 

207 


Unit 2 



Unit 1 


50038 

North Anna Power Station, Unit I 

164 

50-388 

Susquehanna Steam Electric Station, 

209 





Unit 2 


50039 

North Anna Power Station, Unit 2 

169 

50-389 

St, Lucie Plant, Unit 2 

211 

50041 

Enrico Fermi Atomic Power Plant, 

174 





Unit 2 


50-390 

Watts Bar Nuclear Plant, Unit 1 

212 

50044 

Trojan Nuclear Plant, Unit 1 

175 

50-391 

Watts Bar Nuclear Plant, Unit 2 

214 

50046 

Davis-Besse Nuclear Power Station, 

177 

50-394 

California State Polytech College 

215 


Unit 1 



Research Reactor 



xli 
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Page 

50095 

Virgil C. Summer Nuclear Station, 

215 

50444 

Seabrook Nuclear Station, Unit 2 

244 


Unit 1 


50-445 

Comanche Peak Steam Elect ric 

245 

50096 

Univ. of Virginia Cavalier Reactor 

217 


Station, Unit 1 


50097 

WPPSS Nuclear Project, Unit 2 

217 

50446 

Comanche Peak Steam Electric 

247 





Station, Unit 2 


50-400 

Shearon Harris Nuclear Power Plant, 

218 





Unit 1 


50-448 

Douglas Point Nuclear Station, Unit 1 

250 

50-401 

Shearon Harris Nuclear Power Plant, 

220 

50449 

Douglas Point Nuclear Station, Unit 2 

250 


Unit 2 







50451 

Summit Nuclear Power Station, Unit 2 

250 

50-402 

Shearon Harris Nuclear Power Plant, 

221 





Unit 3 


50452 

Greenwood Energy Center, Unit 2 

250 

50-403 

Shearon Harris Nuclear Power Plant, 

223 

50453 

Greenwood Energy Center, Unit 3 

250 


Unit 4 







50454 

Byron Station, Unit 1 

250 

50-404 

North Anna Power Statipn, Unit 3 

224 

50455 

Byron Station, Unit 2 

251 

50-405 

North Anna Power Station, Unit 4 

225 






50456 

Braidwood Station, Unit 1 

252 

50-406 

Tuskegee Inst. Research Reactor 

226 

50457 

Braidwood Station, Unit 2 

253 

50-407 

Univ. of Utah Research Reactor 

226 

50-458 

River Bend Station, Unit 1 

254 

50-409 

La Crosse Boiling Water Reactor 

226 

50459 

River Bend Station, Unit 2 

255 

50-410 

Nine Mile Point Nuclear Station, 

228 





Unit 2 


50460 

WPPSS Nuclear Project, Unit 1 

255 

50412 

Beaver Valley Power Station, 

228 

50461 

Clinton Power Station, Unit 1 

256 


Unit 2 


50462 

Clinton Power Station, Unit 2 

257 

50-413 

Catawba Nuclear Station, Unit 1 

229 
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Unit 2 

50-316 

118 

Douglas Point Nuclear Station, Unit 1 

50-448 

250 

Douglas Point Nuclear Station, Unit 2 

50-449 

250 

Dow Chemical Co. 

50-264 

53 

Dresden Nuclear Power Station, Unit 1 ^ 

50-10 

6 

Dresden Nuclear Power Station, Unit 2 

50-237 

28 

Dresden Nuclear Power Station, Unit 3 

50-249 

36 

Duane Arnold Energy Center 

50-331 

J55 

idwin I, Hatch Nuclear Plant, Unit 1 

50-321 

137 

'dwln 1. Hatch Nuclear Plant, Unit 2 

50-366 

194 

Ik River Reactor 

50-115 

13 

irico Fermi Atomic Power Plant, 

Unit 1 

50-16 

8 

nrico Fermi Atomic Power Plant, 

50-341 

174 


Unit 2 


Name 

Docket 

Page 

Erie Nuclear Plant, Unit 1 

STN-50’580 

298 

Erie Nuclear Plant, Unit 2 

STN-50-581 

298 

Floating Nuclear Plant 

STN^50437 

238 

Forked River Nuclear Station, 

Unit 1 

50-363 

193 

Fort Calhoun Station, Unit 1 

50-285 

80 

Fort St Vrain Nuclear Generating 

Station 

50-267 

56 

Fulton Generating Station, Unit 1 

50-463 

258 

Fulton Generating Station, Unit 2 

50464 

258 

GASSAR-6 

STN-50-535 

289 

General Atomic Co. 

50-89 

12 

General Atomic Co. 

50-163 

18 

General Electric Test Reactor 

50-70 

11 

General Electric Nuclear Test Reactor 

50-73 

11 

Georgia Institute of Technology 

Research Reactor 

50-160 

17 

Georgia Institute of Technology 

Research Reactor 

50-276 

69 

Grand Gulf Nuclear Station, Unit 1 

50-416 

231 

Grand Gulf Nuclear Station, Unit 2 

50417 

233 

Greene County Nuclear Power Plant 

50-549 

292 

Greenwood Energy Center, Unit 2 

50-452 

250 

Greenwood Energy Center, Unit 3 

50453 

250 

H.B. Robinson .Plant, Unit 2 

50-261 

49 

Hadciam Neck Plant 

50-213 

22 

Hartsvillc Nuclear Plant, Unit 1 

STN-50-518 

281 

Hartsvilic Nuclear Plant, Unit 2 

STN-50-519 

282 

Hartsvillc Nuclear Plant, Unit 3 

STN-50-520 

283 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

283 

Haven Nuclear Plant, Unit 1 

STN-50-502 

276 

Haven Nuclear Plant, Unit 2 

STN-50-503 

276 

Hope Creek Nuclear Station, Unit I 

50-354 

185 

Hope Creek Nuclear Station, Unit 2 

50-355 

185 

Humboldt Bay Power Plant, Unit 3 

50-133 

14 


X)f 



Name 

Docket 

Page 

Name 

Docket 

Page 

Idaho State Univ. Research Reactor 

50-284 

80 

Millstone Nuclear Power Station, 

50-336 

162 




Unit 2 



Indian Point Station, Unit 1 

50-3 

5 

Millstone Nuclear Power Station, 

50-423 

235 

Indian Point Station, Unit 2 

50-247 

34 

Unit 3 



Indian Point Station, Unit 3 

50-286 

82 

Mississippi State Univ. Research 

50-241 

30 




Reactor 



Iowa State Univ. Research Reactor 

50-116 

13 

Monticello Nuclear Generating Plant 

50-263 

51 

James A. Fitzpatrick Nuclear Power 

50-333 

156 




Plant 



National Bureau of Standards Reactor 

50-184 

18 

Janiesport Nuclear Station, Unit 1 

STN-50-516 

280 

National Naval Medical Center 

50-170 

18 

Jaiiicsport Nuclear Station, Unit 2 

STN-50-517 

280 

NEP Nuclear, Unit 1 

STN-50-568 

296 

Joseph M, Farley Nuclear Plant, 

50-348 

181 

NEP Nuclear, Unit 2 

STN-50-569 

297 

Unit 1 



New Haven, Unit 1 

50-596 

301 

Joseph M. Farley Nuclear Plant, 

50-364 

193 




Unit 2 



New Haven, Unit 2 

50-597 

301 

Kansas State Univ, Research Reactor 

50-188 

19 

Nine Mile Point Nuclear Station, 

50-220 

25 




Unit i 



Kewaunee Nuclear Power Plant 

50-305 

104 

Nine Mile Point Nuclear Station, 

50-410 

228 

Koshkonong Nuclear Plant, Unit 1 

50-504 

276 

Unit 2 



Koshkonong Nuclear Plant, Unit 2 

50-505 

276 

North Anna Power Station, Unit 1 

50-338 

164 

Koshkonong Nuclear Plant, Unit 3 

50-506 

276 

North Anna Power Station, Unit 2 

50-339 

169 

Koshkonong Nuclear Plant, Unit 4 

50-507 

276 

North Anna Power Station, Unit 3 

^ 50-404 

224 

Lacrosse Boiling Water Reactor 

50-409 

226 

North Anna Power Station, Unit 4 

50-405 

225 

LaSalle County Station, Unit I 

50-373 

203 

North Carolina State Univ. PULSTAR 

50-297 

95 



Reactor 



LaSalle County Station, Unit 2 

50-374 

204 

North Carolina State Univ. Research 

50-111 

12 

Limerick Generating Station, Unit 1 

50-352 

183 

Reactor 



Limerick Generating Station, Unit 2 

50-353 

184 

North Coast Nuclear Plant, Puerto Rico 

50-376 

205 

Maine Yankee Atomic Power Plant 

50-309 

107 

Nuclear Examination Reactor 

50-375 

205 

Manhattan College Research Reactor 

50-199 

19 

Nuclear Fuels Recovery and Recycle 

50-564 

295 




Center 



Marble Hill Nuclear Station, Unit I 

STN-50-546 

289 

Oconoec Nuclear Station, Unit 1 

50-269 

58 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

290 

Oconoee Nuclear Station, Unit 2 

-50-270 

60 

Massachusetts institute of Technology 

50-20 

8 




Research Reactor 



Oconoee Nuclear Station, Unit 3 

50-287 

83 

Memphis State Univ, Research Reactor 

50-538 

289 

Ohio State Univ, Research Reactor 

50-150 

16 

Michigan State Univ, Research 

50-294 

90 

Omaha Veterans Administration 

50-131 

14 

Reactor 



Hospital Research Reactor 



Midland Plant, Unit 1 

50-329 

149 

Oregon State Univ, 

50-106 

12 

Midland Plant, Unit 2 

' . 50-330 

152 

Oregon State Univ. Research Reactor 

50-243 

30, 

Millstone Nuclear Power Station, 

50-245 

32 

Oyster Creek Nuclear Power Plant 

50-219 

24 


Unit I 


xxi 



iV«mc 

Docket 

Page 

Name 

Docket 

Page 

Pnlisndcs Nuclear Plant 

50-255 

44 

River Bend Station, Unit 1 

50-458 

254 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

287 

River Bend Station, Unit 2 

50-459 

255 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

287 

Rockwell Inti. Corp. Critical Facility 

50-147 

15 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

288 

Rockwell Inti. Research Reactor 

50-94 

12 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

299 

Robert Emmet Ginna Nuclear Plant, 

50-244 

30 




Unit 1 



Palo Verde Nuclear Station, Unit 5 

STN-50-593 

300 

RPI Critical Experiment 

50-225 

27 

Pct'ich lioltoni Atomic Power Slation^ 

50-171 

18 



Unit 1 



Salem Nuclear Generating Station, 

50-272 

64 




Unit 1 



Peach Bottom Atomic Power Station, 

50-277 

69 




Unit 2 



Salem Nuclear Generating Station, 

50-311 

109 




Unit 2 



Peach Bottom Atomic Power Station, 

50-278 

71 




Unit 3 



San Onofre Nuclear Station, Unit 1 

50-206 

20 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

279 

San Onofre Nuclear Station, Unit 2 

50-361 

189 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

279 

San Onofre Nuclear Station, Unit 3 

50-362 

191 

Pennsylvania State Univ. Rcscarcli 

50-5 

6 

Seabrook Nuclear Station, Unit 1 

50-443 

243 

Reactor 



Seabrook Nuclear Station, Unit 2 

50-444 

244 

Perkins Nuclear Slnliou, Unit 1 

STN-50-488 

266 

Sequoyah Nuclear Plant, Unit 1 

50-327 

147 

Perkins Nuclear Station, Unit 2 

STN-50.489 

267 

50-328 

148 

Sequoyah Nuclear Plant, Unit 2 

Perkins Nuclear Station, Unit 3 

STN-50-490 

268 






Shcaroa Harris Nuclear Power Plant, 

50-400 

218 

Perry Nuclear Power Plant, Unit 1 

50-440 

241 

Unit 1 



Perry Nuclear Power Plant, Unit 2 

50-441 

242 

Shearon Harris Nuclear Power Plant, 

50-401 

220 



Unit 2 



"Miipps Bend Nuclear Plant, Unit 1 

50-553 

292 

Shearon Harris Nuclear Power Plant, 

50-402 

221 

hipps Bend Nuclear Plant, Unit 2 

50-554 

293 

Unit 3 



ilgrim Nuclear Power Station, Unit 1 

50-293 

88 

Shearon Harris Nuclear Power Plant, 

50-403 

223 



Unit 4 



Pilgrim Nuclear Power Station, Unit 2 

50-471 

260 

Slioreham Nuclear Power Station 

50-322 

140 

Point Beach Nuclear Plant, Unit 1 

50-266 

54 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 

284 

Point Beach Nuclear Plant, Unit 2 

50-301 

97 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

285 

Prairie Island Nuclear Station, Unit 1 

50-282 

78 

South Texas Project, Unit 1 

STN-50-498 

271 

Prairie Island Nuclear Station, Unit 2 

50-306 

106 

South Texas Project, Unit 2 

STN-50-499 

273 

Purdue Univ. Rcscarcli Reactor 

50-182 

18 

Space Radiation Research Reactor 

50-187 

18 

3und-Cltles Station, Unit 1 

50-254 

42 

State Univ, of New York Research 

50-57 

10 

5uacl-Citlcs Station, Unit 2 

50-265 

53 

Reactor 



ancho Scco Nuclear Generating 

Station 

50-312 

111 

Sterling Power Project, Nuclear, 

Unit 1 

STN-50-485 

265 

ced College Research Reactor 

50-288 

86 

St. Lucie Plant, Unit 1 

50-335 

161 

‘lode Island & Providence 

50-193 

19 

St. Lucie Plant, Unit 2 

50-380 

211 


Plantottons AEC 
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Name 

Docket 

Page 

Name 

Docket 

Page 

Summit Nuclear Power Station, Unit 2 

50-451 

250 

Univ. of Missouri Research Reactor 

50-123 

13 

Sundesert, Unit 1 

50-582 

299 

Univ. of Mi.ssouri Research Reactor 

' 50-186 

18 

Sundesert, Unit 2 

50-582 

299 

Univ. of New Mexico Research 

50-252 

42 



Reactor 



Surry Power Station, Unit 1 

50-280 

73 

Univ of Oklahoma Research Reactor 

50-112 

13 

Surry Power Station, Unit 2 

50-281 

76 

Univ. of Texas Research Reactor 

50-192 

19 

Susquehanna Steam Electric Station, 

50-387 

207 




Unit 1 



Univ. of Utah Research Reactor 

50-72 

11 

Susquehanna Steam Electric Station, 

50-388 

209 

Univ. of Utah Research Reactor 

50-407 

. 226 

Unit 2 



Umv. of Virginia Cavalier Reactor 

50-396 

217 

SWESSAR-Pi 

STN-50-495 

271 

Univ. of Virginia Research Reactor 

59-62 

11 

Texas A & M Univ. Research 

50-59 

11 




Reactor 



Umv. of Washington Research 

50-139 

15 




Reactor 



Texas A & M Univ, Research 

50-129 

13 




Reactor 



Univ. of Wisconsin Research Reactor 

50-156 

17 

Three Mile Island Nuclear Station, 

50-289 

86 

U.S. Geological Survey Research 

50-274 

67 

Unit 1 



Reactor 



Three Mile Island Nuclear Station, 

50-320 

122 

Vermont Yankee Nuclear Power 

50-271 

63 

Unit 2 



Station 



Trojan Nuclear Plant, Unit 1 

50-344 

175 

Virgil C. Summer Nuclear Station, 

50-395 

215 




Unit 1 



Turkey Point Plant, Unit 3 

50-250 

37 

Vhginia Poiylcch Inst. Training 

50-124 

13 

Turkey Point Plant, Unit 4 

50-251 

40 

Reactor 



Tuskegee Inst. Research Reactor 

50-406 

226 

Washington State Umv. Research 

50-27 

8 




Reactor 



Tyrone Energy Park, Unit 1 

STN-50-484 

264 

Waterford Generating Station, 

50-382 

205 

UCLA Training Reactor 

50-142 

15 

Unit 3 



UC-Santa Barbara Research Reactor 

50-433 

238 

Walls Bar Nuclear Plant, Unit 1 

50-390 

212 

Union Carbide Research Reactor 

50-54 

10 

Watts Bar Nuclear Plant, Unit 2 

50-391 

214 

Univ. of Arizona Research Reactor 

50-113 

13 

Westinghouse Critical Experiment 

50-87 

12 

Univ. of California at Irvine 

50-326 

147 

Wcstinghoiise Test Reactor 

50-22 

8 

Research Reactor 



West Valley Reprocessing Plant 

50-201 

19 

Univ. of California Research Reactor 

50-224 

27 

West Virginia Univ, Research Reactor 

50-129 

14 

Univ. of Florida Training Reactor 

50-83 

12 


r 




William B, McGuire Nuclear Station, 

50-369 

200 

Univ. of Illinois Research Reactor 

50-151 

16 

Unit 1 



Univ. of Illinois Lopra Research Reactor 

50-356 

186 

William B. McGuire Nuclear Station, 

50-370 

202 



Unit 2 



Univ. of Kansas Research Reactor 

50-148 

15 

William H, Zimmer Nuclear Station, 

50-358 

186 

Univ, of Lowell Research Reactor 

50-223 

27 

Unit 1 



Univ. of Maryland Research Reactor 

50-166 

18 

Wolf Creek Generating Station 

STN-50-482 

261 

Univ. of Michigan Research Reactor 

50-2 

5 

Worcester Polytegh Inst, Research 

50-134 

15 


Reactor 
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Name 

Docket 

Page 

WPPSS Nuclear Project^ Unit 1 

50-460 

255 

WPPSS Nuclear Project, Unit 2 

50-397 

217 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

276 

WPPSS Nuclear Project, Unit 4 

50-513 

278 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

277 

Yankee- Rowe Nuclear Power 

50-29 

8 


Station 


Name 

Docket 

Page 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

295 

Yellow Creek Nuclear Plant. Unit 2 

STN-50-567 

296 

Zion Nuclear Power Station, Unit 1 

50-295 

90 

Zion Nuclear Power Station, Unit 2 

50-304 

101 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


docket 87-039 SHEFFIELD, IL i NUCLEAR ENGINEER! NO CD 


7907130AOB B«ek» denial of Nuclear Engineering Co request: to dismiss 
proceedings Co is responsible for buried raduaste 
Proceedings must continue to determine method it terms of 
license termination Certificate of five end 
REia.E vl Branch 3 79/03/20 17pp 


79071603Q7 Describes agreements reached bg att^s re lotii level 
raduaste disposal facility located at Sheffield, IL 
EILPERIN, S F Office of the General Counsel 79/04/23 2pp 


7907lfiDB96 AeV receipt of 79032Q Itr re license responsibilities of 
NFS t( NV State Energg Research it Development Authorltg 
Poruards 790423 Itr re settlement agreement u/Nucloar 
Engineering Co 

HENDRIE,J M Commission 79/05/23 ip 


79070903Q6 fiummarg of review of updated renewal application for 
handling & disposal of SNH Unclear if company intends to 
continue to handle matl Critical analysis underway 
SMITH, R D Low Level l^aste Licensing Branch 79/06/01 Ip 


7907830743 Toruiards LE Stratton 790923 Itr confirming telcons re 
D'Appolonia pieiometers at site 

DRAOQNETTE, K S Low Level Waste Licensing Branch 79/06/01 

2pp 


— 7907230771 Confirms 790322 telcons re D'Appolonia pieiometers at site 
Nuclear Engineering Co will remove pieiometers Co has 
been asked to replace instruments w/std monitoring wells 
STRATTON, L E Illinois, State of 79/05/23 Ip 


7907240472 Forwards Revision 1 to branch position, '‘Low-Level Waste 
Burial Ground Site Closure Stab 1 1 1 la tlon " 

BRAOONETTErK S Low Level Waste Licensing Branch 79/06/05 

2pp 


’7907240491 Revision 1 to branch pos i 1 1 on, “Low Level Waste Burial 
Ground Site Closure |< fitabl 1 1 lation " 

e Lou Level Waste Licensing Branch 79/05/17 7pp 


7907160130 Corrects 790606 memo order. 

CHILK, a J Office of the Secretary of the Commission 79/06/13, 

Ip 


7907020012 Nuclear Engineering Co motion for reconsideration B< 
clarification of NRC 790606 notice of hearing & memo l< 
order Certificate of five end. 

CONNER, T B Conner, Moore S< Corber. 79/06/18 17pp 


7907190703 Responds to FOIA request for documents re decommissioning of 
Elk RiverrMN reactor shipment of decommissioned matl to 
^ Sheffield, IL low level nuclear waste s Ite. Documents in 
microfiche being sent to Region 3 for insp 
FELTQNi J M Division of Rules and Records, 79/07/17 ip 


DOCKET 27-047 BARNWELL, fiC, , CHEK-NUCLEAR fiYSTEHS 


790706016Q Submits addl info in support of request for amend to 
License 46-13936 which would authoriie receip t, transport & 
disposal of radioactive wastes containing CaF2 U enriched 
w/(J-235. Supporting documentation and 

REYNOLDS, L E Chem-Nutlear Systems, Inc 79/05/1 J 42pp 


7907180016 Forwards Amend 15 to License 46-16536-01 Amend Is 
result of NRC actions to assure proper burial of 
radioactive matl 

DlRCKfirVI. J Office of Nuclear Material Safety Safeguards 
79/05/23 8pp 


>7907120022 Amend 19 to License 46- 13936-01 , d i sa 1 1 owing transfer of 
burled nuclear matl by abandonment 6 requiring licensee to 
submit updated plan every five years for review 
DIRCKfiiW J Office of Nuclear Material Safety (< Safeguards 
79/05/23 3pp 


—7907120031 Low-Level Waste Branch Posl tlon, Revision 1, low-level waste 
burial ground site closure it stab 1 1 1 lation Site condition 
upon termination should require no ongoing malnt S, only 
passive surveillance 

* Low Level Waste Licensing Branch 79/05/17 7pp 


7907850502 “Economic Analysis of Funding Arrangements for Mainti 
Surveillance Contingency Costa Associated W/Durial of Low 
Level Radioactive Waste in 8C “ 

ANDERSON, L P , GARRISON, □ Q Clemson Unlv 74/18/31 36pp 


DOCKET 27-040 RICHLAND, WA .NUCLEAR ENGINEERING CO 


7907090386 Summary of review of updated renewal application for 
handling & disposal of SNM Unclear if company intends to 
continue to handle matl Critical analysis underway 
SMITH, R D Low Level Waste Licensing Branch 79/06/01 ip 


7907230605 Confirms plans to Visit Nuclear Engineering Co, fnc low-level 
waste disposal site on 79D611 & to discuss license renewal 
on 790618 Forwards proposed agenda & itinerary 
8MITH, R D Low Level Waste Licensing Branch 79/06/05 3pp 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP 


7907110275 Notifies that License 8UA-640 is amended to authoriie 
operation of U heap leaching operation that replaces 
experimental heap leach facility at East Oas Hills mill 
site 

SCARANQi R A Uranium Recovery Licensing Branch. 79/04/23 3pp 


7907190081 Bubmits comments on DE8 

REKEMEYER.P C Union Carbide Corp 79/05/31 I7pp 


—7907190093 Submits info re employee time spent on site 
JOHNSON. D L Union Carbide Corp 77/iO/lO 15pp 


DOCKET 40-1162 WESTERN NUCLEAR, INC 


7907030290 Forwards “Bummary Historical & Archeological Situation 
Repts, Tailings Disposal Sites, Jeffrey City Mill “ 

BOGDEN, 0 Western Nuclear, Inc (subs of Phelps Dodge Corp ) 
79/06/13, Ip 


—7907030296 “Summary Historical it Archeological Situation Repts, Tai 1 ings 
Disposal Sites, Jeffrey City Kill.’* 

a Western Nuclear, Inc <subs. of Phelps Dodge Corp > 79/05/30 

17pp. 


7907020468 Forwards request for addl Info re review of proposed dam 
raise Requests reiponst by 790611 

LINEHAN, J J Uranium Recovery Licensing Branch 79/05/81 3pp 


7907310150 Responds to 790531 Itr. Forwards addl info re design wave 
height runup it upstream beach erosion at tailings 
embankment 

BOGDEN, 0 Western Nuclear, Inc (subs of Phelps Dodge Corp } 
79/06/09 2Spp 


1 



DOCKETED ITEMS 


iDCi^ET 40-1739 riETALS ^ CONTROL. INC 


90704»04A2 RequBits liatal^ It Controls Corp l95S-St files t copy of 
1 1 c ense 

SULLIVAN- J W AffJ nation Unkfiown 79/05/03 Spp 


90706046S Responds to 790303 FQIA request for files h copy of License 
D-349 for Metals & Controls Corp Foruards 341001 license 
app lication, 341021 Ur to NRC* &30204 lie ense, 330907 U 1229 
revisions 551230 license reneual 

FELTON. V M Division of fiuUs and Records 79/0-6/12 7pp 


-790706046? Applies for license for Metals 1. Controls Corp to purchase & 
oun quantitlet of op to SO lb normal &< depleted U-- thorium & 
ccjnpounds 

GUMN. T H Metals & Controls Corp 54/10/01 Ip 


-7907060475 Provides estimate of mail Taquiremants par NRC 341014 Itr 30 
lb normal U metal. 3 lb depleted 1/ metal- lO lb thorium metal 
& 5 lb U compound 

OUMN. r U Metals & Controls Corp 54/10/21 Ip 


-7907060479 Approves License application for Metals U Control Corp to 
purchase up to 3D lb refined source ma tl<- Inc tud ing 30 lb u 
metal. 5 lb depleted U metal. I0 Ib thorium metal & 3 1 b li 
compound 

JOHNSON. L Atomic Energy Commission 93/02/04 Ip 


-7907060484 Revision 1 to License D-549 Metals tt Control Carp may 
purchase up to ICO kg refined source matt Including ICO teg if 
metal. 10 depleted U metal. 30 kg thorium metal & 10 kg U 
compo und 

JOHNSON. L Atomic Energy Commission 79/09/07 ip 


7907060496 Foruards new license w/S-yr term In i?56«rtetals L Control 
Corp may purchase 100 kg U me tali 10 kg depleted U metal Sc 
IQO kg thorium 

JOHNSON. U Atomic Energy Commission 55/12/30 ip 


7907060490 Revision 2 to License D-S49 Metals i- Control Corp may 
purchase refined source .natl during term of contract, 
provided quantity on hand does not exceed 250 kg Matl may be 
resold or used in research 

JOHNSON. L Atomic Energy Commission 55/12/29 ip 


'CKET 40-2061 WEST CHlCAQD FACILITV, KEflR-MCCEE CDRR 


070900S4 Confirms that plans for s babi 1 1 latl on & restoration of West 
hlcago site will be submitted to NRC by 790715 
AlNEy. J L Kerr-McOie Corp 79/05/23 Ip 


7110183 Summary of 790524 telcon ta/J Rainey re Checka Itr about 
err-hScOee plans for disposal at Hest Chicago facility 
ROH. M T Fuel Process Fab Branch 79/03/30 2pp 


CKET 40-2259 PATHFINDER MINES CORP 


)7030107 Completes response to 790330 questions Field investigation 
iTork completed Forward's rept. ''Geotechnical Investigation of 
In (sting Repair Trench Located on East Abutment of 
Imbankment 4 * 

K/GENT.E L Pathfinder Mines Corp 79/05/13 2pp 


'907030107 "Beatechn leal Investigation of Existing Repair Trench 
Located on East Abutment of Embankment 4 " 

NUOENT.E L Pathfinder Mines Corp 79/05/11 I4pp 


>7090243 forwards map showing current topography of area east of 
aillngs Dam 2 H/draft maps 4c field notes as further 
locunentation of consultant response to NRC questions re 
icense &UA-22S9 

lUGENT.E L, Pathfinder Mines Corp 79/05/23 lOpp 


'907090234 "Topography “ 

* Lucky Me Uranium Corp 79/04/27 Ip 


907090257 "Oeology" 5600W. Plate I. 

* Lucky Me Uranium Corp 79/03/01 Ip 


907090260 "Geology" 5600 W. Plate 2 
* Lucky Me Uranium Corp 79/03/01 Ip 


907090264 "Oealogy" 5600Wi Plate 3 
• Lucky Me Uranium Corp ^9/Ofl/Ol Ip, 


7907300004 Supplements 790608 response to NRC 790601 Ur. Questions 1 |c 
14 Discharge of tailings will be through lateral branch 
lines from slurry pipeline along dam Tailings w^lll not 
liquefy after abandonment 

NUGENT. E L Pathfinder Mines Corp 79/06/1 1 2pp 


DOCKET 40-3392 ALLIED CHEMICAL CORP 


7907(90414 Submits requested addl infn re plant emissions & simulated 
lung fluid solubility studies of mail amitteif 
NEUrfAN.R 1 Allied Chemical Corp 79/06/15 7pp 


7907050431 For-uards IE Circular 79-09. "Decurrencos of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Greathlng Apparatus " No action required 

KEPPUER. J O Region 3* Cbicago. Office of the Director 79/06/22 

*P 


7907240135 Forwards IE Circular 79-09. "Occurrencee of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

GRIER-B H Region i. Philadelphia. Office of the Director 
79/06/22 Ip 


DOCKET 40-3453 ATLAS MINERALS 


7907110233 Forwards License SUA-917 

acARANO, R A Uranium Recovery Licensing nranch ■'9/04/23 Ip 


— 7907110264 License SUA-917 authoriilng licensee to possess byproduct 
matl In form of U* waste tailings generated by milling 
operations 

SCARANOfR A Uranium Recovery Licensing Branch 79/04/23 

I3pp 

7907130524 Discusses review of five year compliance history for 
renewal of source matl license 8UA-917 Licensee operating 
within regulations Reneval justified Forwards proposed 
license N/o enc 1 

LOMAX. F Uranium Recovery Licensing Branch 79/04/23 2p p 


790730D137 Requests amend to License SUA-917 to permit raising of 
tailing pond embankment 

SWANBV.O r Atlas Minerals 79/06/03 2pp 


7907300337 Notifies that all correspondence & questions re License 
SUA-9L7 should be addressed to OT Swanby 
DEARTH.. A E Atlas Minerals 79/06/09 tp 

DOCKET 40-4492 FEDERAL AMERICAN PARTNERS 


7907110245 Summary of 790315 meeting w/Pederal American Partners in 
Silver BpringiHD re continued occupation of camp 

ROSS0ACH. L Uranium Recovery Licensing Branch 79/05/16 2pp 


79O7O60I32 Submits addl Info re const of Tailing Dam 2. Data concerns 
const of small retaining berms on top of existing tailing in 
Impoundment 2 

CLARK^ 0 R Fox Consulting Engineers & Geologists. F M Fox & 
Associates 79/05/21 Spp 


7907190739 Poijards draft safety evaluation of geotechnial engineering 
aspects of proposed addition to Tailings Dam 2 Recommends 
granting of licsnse. subj to conditions 
HELLER. L N Goose tences Branch 79/05/29 lOpp 


— 7907190744 Safety evaluation re geotechnical engineering 
♦ Gaosclencei Branch 79/05/29. 0pp 


DOCKET 40-6639 PEtRDTOMICB CO. i GETTY OIL 


7907-030470 Requests submission of modified erosien pratectlon plan L- 
addl info re drainage ditches 

LINEHAN.J J Uranium Recovery Licensing Branch 79/05/18 2pp 


DOCKET 40-7903 NL INDUSTRIES. INC. 


7907110635 Forwards IE Insp Rapt 40-7983/79-01 on 790302 6 1 5 No 
noncomp 1 iance noted 

8H3TM.D.1J Region 1. Philadelphia. Fuel Facility & Materials 

Safety Branch 79/Og/OB. 2pp 


— 7907110664 IE Insp Rept 40-7983/79-01 on 79030B 6 15 No non comp I lance 
noted. Major areas inspected decontamination of facility t 
Independent measurement s 

COSTELLO. F.M . KINNENAN. J . MCCLINTOCK. R Region 1. 

Ph I lade Iph la. Office of the Director 79/05/07 3pp- 
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DOCKET A0-a006 KERR-MCOEE COftP 


7M61409B4 Ack receipt of 790G29 Itr informing NRC of etepe bakon to 
correct violations noted in IE insp of License SUB— 984» on 
790226 

DRGWMi 0 0 Region 4i Dalles. Fuel Paciliti^ & Materials Bafetij 

Dranch 79/04/20 Ip 


— 7906140590 Responds to NRC 790313 1 tr re violations noted in IE Insp 
of License SUD-9B6 on 790226 Corrective actions signs 
have been ordered for affixing to cage in uhlch natural U 
Is stored test drum of ore uil 1 1 be fenced in 
SHELLY. W J Kerr-McOee Corp 79/03/29 2pp 


— 7906140594 Discusses IE Insp of License 8UD-9Q6 on 790226 & foruards 
notice of violation 

BRQWMi 0 D Region 4. Dallas^ Fuel Facility Materials Safety 

Branch 79/03/13 2pp 


■7906140597 Notice of violation from insp on 790226 Noncomp 1 lane e noted 
signs not posted in area of natural U storage t> container of 
natural U containing 1 trCi not labeled 

« Region 4. Dallas. Fuel Facility h Materials Safety Dranch 
79/03/13 Ip 


DOCKET 40-8027 KERR-MCOEE CORP 


7907060035 Foruards updated replacement pages to amended License 
SUD-iOlO per 790420 request from AL Soong 
SHELLEY. W J Kerr-McGoe Corp 79/05/10 7pp 


7907310173 Foruiards info re violation of Amend 4 to License 9UB-1010 
authoriilng test distribution of treated raffinate 
Violation involves noncomp 1 lance u/NPDES re TSS limits 
SHELLEY. W J obsolete code 79/06/12 5pp 


7907050410 Foruiards IE Circular 79-*09. "Dc currences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus No action required 

SEVFRIT.K V Region 4. Dallas. Office of the Director 79/06/22 

Ip 


DOCKET 40-0064 EXXON MINERALS CD USA. EXXON CORP 


79071B0749 Requests amend to License 9UA-1064 to make excursion 
monitoring verification procedures consistent ui/Amend 15 
to License SUA-1139 It procedures approved by MY Dept of 
Environ Quality 

ORTLDFFiO D Exxon Minerals Co .USA 79/05/07 I7pp 


DOCKET 40-Q102 EXXON MINERALS CD USA. EXXON CORP 


7707100706 Requests addl info re application for reneual of source 
matl license to complete revieui 

LINEMAN. J J Uranium Recovery Licensing Branch 79/05/23 31pp 


79072300S2 Notifies of amend to License SUA-il39 eliminating ref to 
individual named as radiation safety officer t* establishing 
min qual i f icati ons for ofc Foruiards Nov 1976 guidelines 
for decontamination of facilities k equipment 

SCARAND. R A Uranium Recovery Licensing Branch 79/05/31 7pp 


7907230785 Notifies of receipt of 790321 Itr {< of acceptance of 
deletion of individual named as radiation safety officer 6 
establishment of min qualifications for position Forwards 
amend to license re guidelines for decontamination 
GARCIA. P J Uranium Recovery Licensing Dranch 79/03/31 6pp 


DOCKET 40-8211 CHAMBERLAIN MANUFACTURING CORP 


7907240043 IE Insp Findings it Licensee Ack dtd 790603 of License 
BUn-ll9B Insp findings no items of noncompliance 
« Region 3. Chicago. Office of the Director 79/06/05 ip 


DOCKET 40-0304 WYOMING MINERAL CORP 


7907100636 Forwards "Irlgaray Mine Site. Third Quarterly Reptt*' 
Jan-Mar 1979. submi tted to State of WY 
8CHENDEL. K R Wyoming Mineral Corp 79/05/22 2pp 


— 7907100639 "Irlgaray Mine Site. Third Quarterly Rept. ” Jan-Mar 1979 
Wyoming Mineral Corp 79/03/22 90pp 


7907180039 Request for renewal of License 8UA-1204 for period of five 
years Check far il7.300 end 

SCHENDEL.K R Wyoming Mineral Corp 79/05/24 Ip 


DOCKET 40-9452 DEAR CREEK URANIUM CO 


7907060074 Forwards requests for info identified during geotechnical 
engineering review of Sept 1978 submittal Requests response 
by 790510 

LINEMAN. J J Uranium Recovery Licensing Branch 79/05/08 6pp 


7907240331 Forwards info re Question 3 of 790426 Itr on tailings beach 
Meteorological data info re atmospheric stability of site 
will be available 790531 Doundary air quality data fc 
estimated reclamation cost for tailing sys end 
ANDREWS. R D Rocky Mountain Energy Co 79/03/24 iOpp 


7907100056 Submits info requested by NRC re meteorological 
characteristics of mill site 

ANDREWS. R 0 Rocky^ Mountain Energy Co 79/03/30 23pp 


7907230770 Summary of 790510 meeting w/Rocky Mountain Energy Co in 
Silver Spring. MD re proposed tailings reclamation plan t 
initial results of NRC environ assessment of util proposal 
to double mill throughput 

GARCIA. P J Uranium Recovery Licensing Dranch 79/05/31 3pp 


DOCKET 40-8502 IRIOARY MINE, WYOMING MINING CORP 


790/300201 Submits chronology of actions re shallow monitor wells of 
Irigary site that have been assigned excursion status 
SCHENDEL.K R Wyoming Mineral Corp 79/06/13 2pp 


DOCKET 40-0394 UNION 76 MINERALS EXPLORATION CO 


7907060312 Notifies of Amend 2 to License 8UA-1350 to incorporate 
revised pages re stack monitoring requirements, location of 
radiation air monitoring & correlation of noncontlnuous 
environ sampling data w/meteorol og ica 1 data 
SCARAND. R Fuel Process t. Fab Branch 79/03/16 Ip 


79071007i0 Recommends approval of amend to License SUA-1330 to delete 
semiannual monitoring of effluents from lab stacks it change 
effluents from lab stacks |< change location for background 
radon air monitoring from Wamsutter to Rawlins 

LINEMAN. J J Uranium Recovery Licensing Dranch 79/05/16 2pp 


7907190350 Forwards first const insp rept by U8 Army Corp of Englneors 
on 790329 

HELLER. L W Geosciences Branch 79/06/05 2pp 


— 790719033B Insp rept of initial operations on tailings basin const on 
790329 Progress is satisfactory Work is proceeding according 
to design 

OEPHILLIPE.A A Army. Dept of. Corps of Engineers 79/05/!0 5pp 


DOCKET 40-B3B3 WYOMING MINERAL CORP 


7907110178 Summary of 790509 site vUlt to facility In Cooperton.UT to 
assess status of operation & to discuss anticipated 
operational/equipment changes 

CDQPERaTEIN. R Uranium Recovery Licensing Dranch 79/05/21 

2pp 


DOCKET 40-0602 UNITED NUCLEAR CORP 


7907060308 Forwards "Prsoperational Radiological Environ Monitoring 
Program Rept." Aug 197B-May 1979. update 
NOLFF. C E Nuclear Dynamics 79/05/25 Ipp 


— 79070603ii *'Pr eoperatlonal Radiological Enlron Monitoring Program Rept" 
Aug 1970-May 1979. update > 

e United Nuclear Corp 79/05/10, ISSpp 


7907020508 Forwards License SUA-t356 

SCARANQj R A Uranium Recovery Licensing Branch 79/03/10 2pp. 


■7907020509 License 9UA-t336 issued to United Nuclear Corp authorizing 
posseseion of byproduct matl in form of U waste tailings 
generated by licensee milling operations 

BCARANOi R A Uranium Recovery Licensing Dranch 79/05/10 

7pp 



4 


DOCKETED ITEMS 


DOCKET 40-0616 AMERICAN CYANAMID CQ 


7907190851 DUcuss«& IE injp of Ll£en»es 24-147B9-0J b SDD-1820 on 
790312 t< forwards notice of violation 

DAVlSi A B Region 3i Chicagoi Fuel Facility b Materials Safety 

Branch 79/06/01 2pp 


— 7907170865 No-tlce of violation from insp on 790312 Noncomp I iance noted 
failure to calibr survey instruments every 6 months & 
failure to post license condi tionti amends & operating 
procedures 

• Region 3 j Chicagoi Fuel Facility 6 Materials Safety Branch 

79/06/01 Ip 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC 


7907110188 Summary of 790510 cite visit to facility in Crook County-WY 
ta view site Sc to discuss licensee proposed operational 
p Ians 

CD0PER9TEIN, R Uranium Recovery Licensing Branch 79/05/23 

2pp 


7907060502 Paruards fourth quarterly rept for Feb-Apr 1979 for License 
SUA-Jt3l 

STDICKj A F Nuclear Dynaokics 79/05/25 Ip 


—7907060505 Fourth quarterly rept for Feb-Apr 1979 for License SUA-tl31 
e Nuclear Dynamics 79/03/25 65pp 


DOCKET 40-B6B1 ENERGY FUELS NUCLEAR, INC 


7907030221 Foruards "Tailings Mgt Sys, “ consisting of Apps A & D of 
license application 

BAKER, C E Energy Fuels Nuclear, Inc 79/06/19 Ip 


— 7907030231 "Tallinge Mgt Sysi" consisting of App A 8, B to license 
ap pl Ication 

e Energy Fuels Nuclear, Inc 79/06/30 50pp 


7907020464 Foruar-ds project «ite showing ell identified archaeological 
sites Oversided drawing end 

BAKER. C E Energy Fuels Nuclear, Inc 79/04/30 Ip 


7907020511 Requests piece on agenda of 790627 meeting of Board of Oil, 
Gas it Mining Nlshes to present reclamation & decommissioning 
plan for White Mesa U Mill t( proposed surety arrangement for 
conpLetion of reclarnietion & decommissioning are complete 
a E F Uranium Group, Inc 79/05/22 Ip 


7907270374 Concurs w/recommendations b findings of White Mesa U Project 
FES 

KEENE, J Utah, State of 79/05/30 Ip 


7907240375 Requests rescheduling of presentation at 790627 meeting of 
Board of Oil. Gas S, Mining requested in 790322 Itr 
Presentation at Jul meeting would allow addl time for 
preparation of rept re surety arrangements 
OLA8IER1O E Energy Fuels Nuclear, Inc 79/03/31 Ip 


DOCKET 40-0692 COTTER CDRP 


7907310567 Submits 790601 permit awarded to Cotter Corp 6g WV Dept of 
Environ Quality to mine Charlie test pit 
SMITH, T Cotter Corp 79/06/04 Upp 


DOCKET 40-0693 OGLE PETROLEUM, INC 


7907310366 Suliniti plan for groundwater quality restoration for 
License 6UA-t336 Project scheduled to begin 790806 
CATCHPDLE, G J Ogle Petroleum, Inc 79/06/08 4pp 

DOCKET 40-8698 PLATEAU RESOURCES, LTD 


7907100687 Forwards EPA review of DE8, lfUREO-0504 Disagrees w/NRC 
assessment that environ coste would not decrease if 
Shootering Project was rejected, since impact would be 
shifted to other eelitlng mill sites 

MERSONrA Environmental Protection Agency. 79/OS/ll t4pp 


79O7050S46 Advises possible pretence of Peregine falcon b bald eagle 
In project area Outlines preparation of required biological 
assessnent re endangered species 

REOANiDK Interior, Dept, of, Fish Wildlife Service 79/03/22 
4pp 


7907180836 Submits summary of 790220 meeting w/EPA j Ho 1 btamp , at ty 
for Plateau Resources Ltd, re EPA permit requirements 
SEWELL, n B Plateau Rpsources, Ltd 79/03/29 2pp 


7907310221 Forwards info re presence of endangered species at site, in 
response to DM Ryan 790522 Itr Surveys Indicate no 
threatened plant or animal species in site vicinity 
SEWELL, n Q Plateau Resources, Ltd 79/06/12 9pp 


DOCKET 40-8712 GULF OIL CORP 


7907020463 Withdraws 790131 application for source mail license 
LINDLEY, P A Gulf Research U Development Co 79/03/10 Ip 


DOCKET 40-8714 CLEVELAND CLIFFS IRON CO 


7907060261 Forwards Radiation Handbook for Collins Draw Solution 
Extraction Recovery Plant 

SOMERVILLE, G K Cleveland-Cl 1 f f s Iron Co 79/04/26 Ip 


—7907060265 Radiation Handbook for Collins Draw Solution Extraction 
Recovery Plant 

* Cleveland-Cllffs Iron Co 79/04/23 13pp 


DOCKET 40-0721 ROCKY MOUNTAIN ENERGY CO 


7907230101 Notifies of acceptance of environ rept re 790212 license 
application Copies of rept must be distributed per enc 1 
1 i st 

SCARANO.R A Uranium Recovery Licensing Branch 79/06/03 4pp 


DOCKET 40-0722 DRUBH-WELLMAN, INC 


7907110175 SummartiBs 790508 site visit to facility in Delta Mlll.UT to 
view site b to review responses to NRC questions re 
applicant submittals 

COOPERSTEIN, R Uranium Recovery Licensing Branch 79/03/22 

2pp 


7907120089 Notice that Issuance of source matl license for U recovery 
operation will have no significant environ impact NRC has 
prepared envlron/sefety impact appraisal E1B not required 
SCARANO, R A Uranium Recovery Licensing Branch 79/06/06 IP 


—7907120105 EIA re Issuance of source matl license for U recovery from 
barren beryllium mill waste streams, Hi 1 lard County, UT by 
Brush Wellman, tnc ElB not required per lOCFRSl 3Cb> 

C00PER8TEIN, R , SCARANO, R A Uranium Recovery Licensing Branch 

79/06/06 42pp 


7907270231 Notifies of license fee overpayment b Intent to refund 
balance 

MILLER, W 0 License Fee Management Branch, 79/06/13 Ip 


DOCKET 40-8723 GULF MINERAL REBOURCES CQ 


7907130457 Forwards '’Groundwater Discharge Plan.Mt Taylor U Mill 
Project, NM " 

WOLFF. T A New MbkIco, State of 79/05/25 Ip 


—7907130461 "Groundwater Discharge Plan.Mt Taylor U Mill Project, NM. " 
prepared by Gulf Mineral Resources Co 
* New Meslco, State of 77/05/31 I75pp, 


DOCKET 40-8726 NEW MEXICO HEALTH - ENVIRONMENT DEPT 


7907020481 Forwards metl re Bokum Resource# Corp application W/o end 
TQPP, A P New Mexico, State of 79/06/25 Ip. 


DOCKET 40-8729 PIONEER URAVAN, INC 


7907230399 Forwards radioactive matl license appl Ications. as sumbltted 
to CO Dept of Health. Radiation Haxardous Waste Control 
Dlv Follow up info will be submitted by 790801 
POLAK, R J Pioneer Nuclear, Inc, 79/06/04. 2pp 


— 7907250403 Application for State of CO radioactive matl license. 
STEWART, R B Pioneer Nuclear, Inc 79/04/18 BOpp 
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— 7907250418 Application for State of CO radioactive matl license Environ 
Tfrpt tc investigation & design rept end 
STEWAKTiR Q Pioneer Nuclear, Inc 79/01/19 ^70pp 


7907090337 Forwards /sore clearly reproduced copies of revised papec of 
ETS for 790412 application for amend re thermal plume 
mopping 

BLATTi M Consolidated Edison Co of Now York 79/06/2i 12pp 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 

DOCKET SO~a UNIV OF MICHIGAN RESEARCH REACTOR 


<1 Inspection reports^ IE Bulletins l< c orre spond enc e 


7907230433 Forwards IE Info Notice 79-16, "Nuclear incident at TNI " 

No action required 

KEPPLER,J O Region 3, ChUago, Office of the Director 79/06/22 
IP 


79072S0474 Forwards IE Info Notice 79-18, "Skylab Reentry " No action 
required 

CRIER. B H Region 1, Philadelphia, Office of the Director 
79/07/06 Ip 


DOCKET 50-3 INDIAN POINT STATION/ UNIT 1 


Q Inspection reports, IE Bulletins 2/ correspondence 


7907060376 Forwards lE Bulletin 79-11, "Faulty Qvcrcurrent Trip Device 
in Circuit Breakers for Engineered Safety dy s " Licensee 
action required 

GRIER, B H Region 1, Ph i ladelph ia. Office of the Director 
79/05/22 Ip 


7907180217 Forwards results of preliminary review of licensee responses 
to IE Dulletina 79-06, 79-06A b Amend I to 79-06 Meeting 
w/ouners of operating plants havitig Hestinghouse-d es igned 
sys scheduled for 79DS30 in Bethefda,HD 

SCHHENCER.A Operating Reactors Branch 1 (Pra 790629) 79/09/22 

4pp 


--7907180221 "Results of Preliminary Review of Licensee Responses to IE 
Bulletin 79-06A, Revi sion I 

* Office of Nuclear Reactor Regulation 79/05/22 92pp 


F Security^ medical, emergency ^ fire protection plans 


790731Q449 Notifies of completion b implementation of procedural 
changes for revised emergency plan, per 790327 Itr 
CAHILL, U J Consolidated Edison Co of New York 79/07/33 Ip 


7907030021 Forwards lE Info Notice 79-i3, "Indication of Loiu Water 
Level in Oyster Creek Reactor " 

GRIER, D H Region I, Phi 1 adelphia, Office of the Director 
79/09/29 Ip 


H General correspondence 


7907170094 Forwards update of std distribution list for correspondence 
re facilities Requests incorporation of requested change 
CAHILL, W J Consolidated Edison Co of New York 79/07/09 2pp 


7907190319 Requests or genl lation*! Changes he incorporated into std 
distribution list 

CAHILL. W J Consolidated Edison Co of New York 79/07/09 2pp 


J Insurance & indemnity information 


7907100591 Forwards Endorsements 90 tt 91 to MAELU Policy MF-29 & 
Endorsements 102 Ic 103 to NELIA Policy Nf-100 

CAHlLLhH J Consolidated Edison Co of New York 79/06/28 9pp 


7907270255 Forwards Con Ed 780413 Itr containing Amend 14 to indemnity 
Agreement 0-19 

CAHILL, W J Consolidated Edison Co of New York 79/07/23 Ip 


—7907270257 Forwards Amend 14 to Indemnity Agreement 0-19 

CAH1LU<N J Consolidated Edison Co of New York 78/04/13 3pp 


7907120409 Responds to IE Bulletins 78-12A U 12D re welds associated 
w/reactor vessels Since Unit 1 Is In shutd own, requested info 
not available Presently awaiting info from suppllor for Unit 
2 Min submit schedule when info Is compiled 

CAHILL, W J Consolidated Edison Co of New York 79/09/2? 3pp 


7907800086 Forwards IE Bulletin 79-12, "Short Period Scrams at BUR 
Facilities " No action required 

DRIER, B H Region 1, Philadelphia. Office of the Director 
79/09/31 Ip 


7907190044 Forwards suppl IE Oulletin 79~0lA, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A6C0 Solenoid Valves) " Action required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
79/06/06 ip 


7907060083 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action requirod 

GRIER, B H. Region 1. Philadelphia, Office of the Director 
79/06/07 Ip 


7907110361 Forwords 1£ Info Notice 79-17, "Source Holder Assembly 
Damage from Klsflt Between Assembly & Reactor Upper Grid 
Plate " 

GRIER, D H Region i, Philadelphia. Office of the- Director 
79/06/20 Ip 


P Operating license stage documents correspondence 


7907310376 Forwards NHC 790313 Ur to licensees of Mestlnghouse 
two-loop plants re rod bank exchange method for verifying 
shutdown margin of tuio-loop NB88 

eCHWENCER.A Operating Reactors Branch 1 <Pre 7906231 79/05/19 

app. 


7907060179 Responds to 790186,0802 4c 0316 Urs re proposed license 
amend Meeting has bean tentatively scheduled for early Hay 
to discuss proposed changes No hearings planned 

DENT ON J H R, Office of Nuclear Reactor Regulation 79/05/18 4pp. 


7907030322 "1976 Year-Class Rept for Multiplant Impact Study of Hudson 
River Estuary, " prspared by TX Instruments Inc. 

Consol idated Edison Co of New York 79/05/31. BOOpp 


7907180158 Forwards NRG 790604 Ur to Mestinghouse requesting addl info 
re small break LOCA analyses & analysis methods At loms 
pointrNRC uiill require documentation re applicability of 
Mestinghouse results to analyses at facility 

BCHNENCER, A Operating Reactors Branch 1 (Pre 790623) 79/06/11 

app 


— 7907180170 Requests eddl Info re small break LOCA analysis Info will be 
Used in evaluating NRC licensing process in light of TKl 
accident, 

ROSS, D, F, Division of Project Hanagemsnt 79/06/04 9pp, 


7907180618 Forwards NURE0-O360i "Staff Rept on Generic Assessment of 
Feedwater Transients In PHRs Designed by B&M M/o end 
GRIMES, B.K Assistant Director for Engineers t* Projects (Pro 
790629). 79/06/11 2pp 


7907830647 Forwards IE Bulletin 79-02. Revi sion 1, "Pipe Support Bast 
Plate Designs Using Concrete Expansion Anchor Dolts " 

Action required 

GRIER, B H Region 1. Philadelphia, Office of the Director 
79/06/21 Ip 


7907240136 Forwards IE Circular 79-09, "Qccurrencei of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus ’* No action required. 

GRIER, B H Region It Philadelphia, Office of the Director 
79/06/23 Ip. 


7907120483 Forwards IE Bulletin 79“13i "Cracking In Feedwator Sys 
Piping " Licensee action required 

DRIER, B H Region Ir Philadelphia, Office of the Director 
79/06/23 Ip 

7907060177 Forwards IE Circular 79-10, "Pipefitting* Mfg from 
Unacceptable Matl " No action required 

ORIERjD H Region 1* Philadelphia, Office of the Director 
79/06/26 ip, 


7907J00494 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

GRIER, B H Rsgton 1. Philadelphia, Office of the Director. 
79/06/28 Ip 


7907180733 Forwards IE Bulletin. 79-14, "Seismic Analysis for As-Built 
Safety-Related Piping Bys " Action required, 

GRIER. B.H Region 1, Philadelphia. Office of the Director 
79/07/02 ip 


7907230494 Forwerds IE Info Notice 79-18, "Skylab Reentry '* No action 
required 

GRIER, B.H Region I, Phi larfelphia, Office of the Director. 
77/07/06 Ip 
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7907270320 Fdru/ards^ IE DuUetin 79-19* '“Dbbp Draft Pump Deficiencies 
Action reqi^lred 

ORIEH.Q H Region 1. Philadelphia. Office of- the Director 

79707/11 ip 

7907250251 Forwards response to IE Bulletin 79-13 & discussion of 
cracking In feeduater sgs piping Unit I presently In 
defueled condition auattlng util decision on ECCS 
installation 

CAHILL. (4 J Consolidated Edison Co of Neu/ York 79/07/16 4pp 


79073104B7 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
GRIER. D H Region I* Philadelphia* Office of the Director 
79/07/16 Ip 


R Periodic operating reports tt related correspondence 


7907ia0969 Forwards environ data far June 1979 re fish species i water 
^Ischage.as specified iti Section 401 

KQNTl.W A ConioHdfltod Edison Co of New York 79/07/10 IQpp 


79071B0490 Forwards monthly operating rept for June 1979 

CAHILL. W J Consolidated Edison Co of New York 79/07/13 Ip 


— 7907180494 Monthly operating rept for June 1979 

KAWULA. L Consolidated Edison Co of New York 79/07/09 Bpp 


8 Reportable occurrences. LERs t< related correspondence 


7907160342 Forwards LER 79-019/04T-0 

D'TGDLE, J D Consolidated Edison Co of New York 79/07/09 Ip 


— 7907160353 LER 79-019/04T-0 on 790619 activity of Eastview 790430 
sample exceeded ten times control station level Caused by 
tritium, releasos of manufacturer near station 

SADLON. S Consolidated Edison Co of New York 79/07/06 iSpp 


DOCKET 50-5 PENNSYLVANIA STATE UNIV RESEARCH REACTOR 


F 6«curltyi medical, emergency 6 fire protection plans 


79O71304SO Requests change to physical security plan Plan withheld 
(ref lOCFfl 27901 

CUNNINGHAM. R G Pennsylvania State Unlv 79/07/05 3pp 


i Inspection reports. IE Dulletins 6 correspondence 


7907250460 Forwards IE Info Notice 79''18. "Bkylah Reentry No action 
requ ired 

GRIER. 8 H Region 1. Philadelphia. Office of the Director 
79/07/06 Ip 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION. UNIT 1 


F Securityr medical; emergency 6 fire protection plans 


''07230513 Discusses safety evaluation review of fire protection sys 
mod Proposed mod acceptable Notes differing viewpoint 
supporting further evaluation re vent sys. valve supervision 
6 interior hose stations 

HALL.R E Brookhaven National Laboratory 79/07/03 3pp 


07310186 '‘Fire Protection in Operating Nuclear Power Stations. Dresden 
Jnit 1.8ER Review.'* Interim rept 

HALL. R E J MACDOUOALL. E. A Brookhaven National Laboratory FIN 
4-3107 7907310186 79/07/03 4pp 


>7110467 Forwards Unit Drawings iaE-J43 6 12E-145 re conduit 6 tray 
Laynutfiper L Derderian request Drawings marked up to show 
able routing of power supply for sphere svc water booster 
lump 0-1S9 Drawings available In Central Files only 
lAUOHTON. M F. Commonwealth Edison Co 79/07/05 Ip 


>7200381 Submits Classes I tc III fees for safeguards contingency 
p Ians 

REEDrC Commonwealth Edison Co 79/07/12 2pp 


/07300330 Forwards Revision 2. Interim physical sacurity plan Plan 
withheld (ref 10CFR2 790> 

REED. C Commonwealth Edison Co 77/07/23 Ip 


C Adjudicatory correspondence 


7907110720 Opposes several proposed actions re storage of Dresden spent 
fuel rods at Cordova plant 6 const of another plant in 
Er ie-8prlngh 1 1 1 area Opposes nuclear energy in principle 
because of alleged inadequate storage methods for radwaste 
HOMAN. P Affiliation Unknown 79/05/31 2pp 


H General correspondence 


7907160290 Four Urs opposing transport of 509 radioactive spent 
fuel rods between facilities 

WIRTHi S , RUNYON. J . GUILTY. J Affiliation Unknown 79/03/10 4pp 


p Operating license stage documents 6 correspondence 


7906190133 Summary of 790417 meeting u/BEP owner's group in Bethosda.MD 
re technical details of site-specific spectra project 
LEVIN.H A Bgstfimatic Evaluation Programs Branch (Pre 7906S3) 

79/04/30 Bpp 


79072600B9 Discusses plans to install communication links between NRC t> 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters 6 regional oft will communicate 
operational Si environ info 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/05/22 

2pp 

7907190325 Summary of 790521 meeting w/Exxon re role in TMl-related 
re-evaluations of operating plants 

KANE.W F Btandardliatlon Branch 79/05/31 4pp 


7907310475 Discusses resolution of deterioration problem of Duna-N 
components in ASCO solenoid valves Response to IE Bulletin 
7B-14 has been revised to assure replacement of mat! in 
necessary components by 601231 

REED.C Commonwealth Edison Co 79/03/31 3pp 


7907250145 Forwards draft ©valuation of SEP Topic Vl-1. "Organic Matla 
6 Post-Accident Chemistry 

ZIEMANN/D L Operating Reactors Branch 2 (Pre 790623) 79/06/06 

3pp 


7907050224 Submits comments on 8EP Topic XV-17 re radiological 
consequences of steam generator tube failure 
JANECEK) R F Commonwealth Edison Co 79/06/11 2pp 


7907100449 Responds to NRC request re extent to which chemical cleaning 
facility complies u/Reg Guide 1,143 Plant meets 
requirements of Position 3 w/one exception. does not comply 
w/Positlon 5 U complies w/Posltion 6 in one area 
JANECEK.R F Commonwealth Edison Co 79/06/11 3pp 


7907110631 Forwards Category 2 b 3 regulatory positions to be addretied 
in BEP Reg Guide 1 114 end 

ZIEMANNiD. L Operating Reactors Branch 2 (Pre 7906281 79/06/1 1 

7pp 


7907230176 Requests listing of alarms 6 voltage monitoring devices 
available to provide operability status indication to 
complete evaluation of 6EP Topic VIII-3 D. "DC Power Bys Bus 
Voltage Monitoring it Annunciation " 

ZIEMANNiD L Operating Reactors Branch 2 (Pre 790623) 79/06/18 

2pp 


7907090305 Bubmlts addl info to 790102 Itr re current Commitments to 
containment purging during normal plant operation 
Schedule for responding to Issues re normal operation 
purging will be submitted by 790BD1 
REEDi C Commonwealth Edison Co 79/07/02 3pp. 

I 

7907260031 Summary of 79062B meeting w/util in Bethasda.MD re purging fc 
venting limits lx performance of purge l< vent valves during 
postulated LOCA 

HANNON. J N Operating Reactors Branch 3 (Pre 790623) 79/07/02 

6pp 


7907130322 Revises 790702 Itf re purging during normal operation 
No purging at power at Zion will be permitted until purge 
valves have been analyzed 6 determined to be capable of 
cloture under DBA 

REEDi C Commonwealth Edison Co 79/07/05 Ip, 


7907170055 Forwards responses to NRC concerns re calculation of local 
stresses In spherical shell at penetrations in Sargent li 
Lundy rept "Stress Rept for Primary Containment 
Penetration *' Oversized drawings available in Central Files 
HANECEKi R F Commonwealth Edison Co, 79/07/10. iSpp 



DOCKETED ITEMS 


0 Inspection reports, IE Bulletins tc cprresponifencc 


7907190042 Forwards IE Insp Repts 50-010/79-05, 50-237/ 79-06 «. 
50-249/79-05 t on 790319-22 & 23 No noncotnp 1 i ance 
noted 

DAVIS, A C Region 3, CMcaga, Fuel Facility ft Materials Safetij 

Branch 79/04/25 2p p 


^-7907190073 IE Insp Repts 50-010/79-05.50-237/79-06 t 50-249/79-05 on 
790319-22 t< 2B No noncomp 1 lance noted Major areas inspected 
radiation protection program It licensee action on previously 
identified insp items 

FISHER. W L . MILLER. D E , HIATT, J U Region 3. Chicago. Fuel 

Facility I. Materials Safety Branch 79/04/23 6pp 


7907190492 Forwards IE Insp Repts 50-010/79-00,50-237/79-12 tt 
50-249/79-10 on 790402-30 K notice of violation 
HEtSHMAh^i R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/05/14 2pp 


—7907190497 Notice of violation from insp on 790402-30 

• Region 3, Chicago, Office of the Director 79/05/10 Ip 


—7907190507 IE Insp Repts 50-010/79-08.50-237/79-12 A 50-249/79-10 on 
790402-30 Noncomp L lance noted exceeding limiting condition 
for operation 

BARKER. J L . SPES&ARO. R L Region 3, Chicago. Office of the 
Director 79/05/10 i2pp 


7907060251 Responds to IE Bulletin 79-09 No OE Type AK-2 circuit 
breakers in use or planned for use in any safety-related 
sys 

REEDjC Commonwealth Edison Co 79/05/17 2pp 


7907U006B Notifies that end IE Bulletin 79-li. "Faulty Overcurrent 
Trip Device in Circuit Breakers for Engineered Safety Bys, " 
was sent to listed parties 

PA9PAS.H Region 3. Chicago. Office of the Director 79/05/24 
‘P 


7907160101 Responds to IE Bulletin 79-10 Submits requal 1 f icatlon 
training program statistics 

REED. C Commonwealth Edison Co 79/05/25 7pp 


7907l20J9a Forwards IE Bulletin 79-02. R evl s i on 1, "Pipe Support Base 
Plate Designs Using Concrete Eipaneion Anchor Dolts " Action 
required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/06/21 
Ip 


7907030441 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/06/22 
if 


7907120680 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " No action required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/06/25 

ip 


7907060303 Forwards IE Circular 79-10. "P i p e f i t t 1 ng s Hfg from 
Unacceptable Mat! *' No action required 

KEPPUER, J 0 Region 3. Chicago, Office of the Director 79/06/26 
JP 


7907130392 Forwards lE Circular 79-13, "Potential Diesel Generator 
Turbocharger Problem No action required 

KCPPLER.J C Region 3, Chicago. Office of the Director 79/06/28 

Ip 


7907130236 Forwards IE Bulletin 79-14. *'8eiimlc Analysis for As-Duitt 
Safety-Related Piping Sys " Action required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/07/02 
Ip 


7907240273 Ack receipt of 770531 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-06, 

50-237/79-07 U 50-247/79-06 

HEISHMAH. R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/07/02 Ip 


— 7907240274 Responds to NRC 790510 Itr re violations noted in IE Imp 
Repts 50-010/77-06. 50-237/79-07 tc 50-249/79-06 Corrective 
actions admi ni s tra tl ve controls now ntinimiie amount of 
combustible matl in safety-related areas 
REEDiC Commonwealth Edison Co 79/05/31 4pp 


7907200272 Forwards IE Du I lot in 79-12. "9hort Period Bera/ns at DWR 
Facilities Action roq^ulred 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/05/31 

ip 


7907130230 Forwards IE Dulletln 79~14, "Seismic Analysis for As-Duilt 
Safety-Related Piping Sys " Action required 

PAPPAg, H Region 3. Chicago. Office of the Directnr 79/07/03 

2pp 


7907200296 Forwards IE Dulletln 79-12, "Short Period Scrams at DWR 
Facilities " Action required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/05/31 
ip 


7907240091 Forwards IE Info Notice 79-10. "Slcylab Reentry " No action 
required 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/07/06 

ip 


7907190224 Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valves) " Action required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/06/06 

ip 


7907240241 Forwards IC Info Notice 79-15. "Deficient Procedures " No 
action required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/06/07 
IP 


7907310311 Forwards IE Bulletin 79-15. ''Deep Draft Pump Deficiencies ♦’ 
Action required 

KEPPLER. v) 0 Region 3. Chicago, Office of the Director 79/07/11 

Ip 


7907310403 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER. J.G Region 3, Chicago. Office of the Director. 79/07/13 

4 


7907260223 Forwards lE Insp Repts 50-010/79-11,50-237/79-14 6 
50-249/79-12 on 790522 No noncompl iance noted 

DAVIS. A B, Region 3. Chicago. Fuel Facility h Materials Safety 

□ranch 79/06/07 2pp 


7907260153 Notifies that written responses to IE Bulletin 79-15*Suppl 
1. should be directed to IE Dlv of Reactor Const Insp 
KEPPLER. JO Region 3» Chicago. Office of the Director 79/07/lB 
IP 


—7907260240 IE Insp Repts 50-010/79-11.50-237/79-14 & 50-249/79-12 on 
790522, No none amp 1 Ian c e noted Major areas inspected* respons e 
of licensee organliatian during scheduled drill involving 
simulated contaminated injuries 

CRANT.W D . OREER.R a. ESSIO. T H Region 3, Chicago. Office of 
the Director 79/06/05 4pp 


7907060007 Advises that IE Info Notice 79-15* "Deficient Procedures." 
was forwarded to listed utils 

PAPPAS. H Region 3. Chicago. Office of the Director, 79/06/08 

2pp 


7907020409 Forwards IE Info Notice 79-t7* "Qourcc Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Grid 
Plate " 

KEPPLER. J,0 Region 3. Chicago. Office of the Director 79/06/20 

Ip 


790726D336 Forwards IE Info Notice 79-19. "Pipe Cracks In Stagnant 
Borated Hater Sys at PWR Plants " No action required 
KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/07/10 


7907250217 Forwards lE Bulletin 79-14. Revis 1 on 1. "Seismic Analysis for 
As-Dullt Safety-Related Mping Sys " Action required 
KEPPLER. J G Region 3. Chicago, Office of the Director 79/07/20 
Ip 


R Periodic operating reports It related correspondence 


7907170074 Forward* monthly operating rapt for June 1979 
STEPHENSON. B S Commonwealth Edison Co 79/07/10, Ip. 


—7907170078 Monthly bperatlng rtpt for June 1979, 

CIE0ZKIEHIC2.8 Commonwealth Edison Co. 79/07/03 20pp 
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DOCKETED ITEMS 


S Rtporiable occurrences, LERs (c related correspondence 


7907230aad Forwards LER 79-002/03L-0 

STEPHENSON, D B CovTimoriuiea 1 th Edison Co 79/07/13 Ip 


-7907250291 LER 79-OO2/0aL-O oh 730823 during monthly surveillance 
DIS 3400-2* Konltor 1 tripped at greater than 1007* 

ubich li not uithin setpoint limit Caused by instrument 
dri^t Setpoint recalifar 

HANCINIjB Commonwealth Edison Co 79/07/13 Ip 


□□CWET 30-13 BADCDCK V WILCOX CD CRITICAL FACILITY 


a inspection reports* IE Bulletins (< correspondence 


7907240484 Forwards IE Info Notice 79-10, "Skylab Reentry " No action 
required 

□ 'REILLYiJ P Region 2, Atlanta, Office of the Director 

79/07/06 ip 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT. UNIT 1 


D Advleory Committee on Reactor Safeguards reports t* correspondence 


7907J90246 Repb to ACRS. "Enrico Fermi Atomic Power Plant " 
* Atomic Energy Commission (Pre 1975) 69/11/31 53pp 


P Operating Ucenss stage documents 6 correspondence 


7907190210 Forwards H Vivian Itr w/PA Bradford response 
DRADFOROiP A Commission 79/04/23 ip 


— 7907190214 FOIA request for rept describing events at 1966 Fermi-l 
nuclear incident 

VIVIAN.W Michigan. Univ of 79/04/12 Ip 


7907190219 Suggests that FOIA request he made to DOE Only rept on 
incident is technical assessment of accident & problems 
encountered in cleanup Ltr has been forwarded to ofc 
handling FOIA requests 

BRADFORD. P A Commission 79/04/23 Ip 


7907190221 Responds to FOIA request for rept describing events at 1966 
Forml-I nuclear incident 

FELTON. J H Division of Rules and Records 79/07/09 2pp 


■7907190223 aummary of 661 lOB meeting w/WJ McCarthy & E Alesanderson re 
status rept on 66I00S Incident 

RlBiL N Atomic Energy Commission. Directorate of Licensing 
(prB-1975) 66/11/17 5pp 


— 7907190231 Forwards 661023 Hart ltr to W Thoffies tc response to Hart 
request for Info on question raised by Thomas 
KAVANAUOHi 0 M Atomic Energy Commission (Pre 1973) 66/11/21 

Ip 


— 79'07i90235 Forwards ^'Preliminary Rept on Fuel Damage in Fermi Reactor, 
u/conclusion determining reacctor shutdown 

KAVANAUDM. 0 H Atomic Energy Commission (Pre 1975) 66/11/21, 

7pp 


— 7907190242 Forward* "Summary of Events Relating to Fermi Fuel Damage 
HOaSS.F T Atomic Energy Commission (Pre 1973) 6a/0B/14 12pp 


R Periddlc operating reports U related Correspondence 


790730D362 Forwards annual rept for decommissioned facility. 
Jul 197B-Juni 1979 

WHITE. W W Detroit Edison Co 79/07/26 ip 


— 7907300373 Annual rept for decommissioned fac i U ty« vful 1970“June i979 
WHITE. W W I ALEXANDERSOM. E Detroit Edison Cq EF-123 79/07/23 

9pp 


DDCKET 30-20 MA3SACK08ETT8 IN8T OF TECH RES. REACTOR 


P Qperatlng license stage documents tc correspondence 


>07260379 Forwards Amend 16 to License R-37 
tElDiR W Operating Reactors Branch;4 (Pre 790625) 79/06/06, 

PP 


— 79072605BI Amend 16 to License p-37. r ovis ing definitions section of 
Tech Specs to add definition of term frequoncy as applied to 
surveillance tests or other periodic activities 

REIDpR W Operating Reactors Branch 4 <Pre 790623) 79/06/06 

Spp 


0 Inspection reports, IE Bulletins 6 correspondence 


7907230400 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI 
No action required 

GRIER. B H Region 1. Ph 1 1 ad e I ph ia. Office of the Director 
79/06/22 ip 


7907250457 Forwards IE Info Notice 79-10, "Skylab Reentry " No action 
required 

GRIER. B H Region 1. Phi ladeJphis, Office of the Director 

79/07/06 i p 


S Reportable occurrences. LERs S, related correspondence 


7907100632 Notifies of RD 30-20/79-4 on 790623 posible fuel element 
cladding failure Reactor was shut down to identify & remove 
faulty element Cause unknown 

CLANCY. W . CLARK. L Massachusetts Institute of Technology 
79/07/02 4pp 


7907110520 Forwards RO 50-20/79-04 on 790622 W/o and 

CLARK. L Massachusetts Institute of Technology 79/07/06 Ip 


DOCKET 50-22 WEST I NOHOUSE TEST REACTOR 


P Operating license stage documents (< correspondence 


7907020091 FOIA request for documents re compliance of NUHEC facility & 
Walta Mill plant w/NRC emission regulations, deta 1 1 s on haw 
wastes are removed U disposed of & any records of violations 
of NRC regulations 6 employee expasuras 

OAZARIK.R , FRASER, J Tribune-Review OroenburgiPA 79/04/23 Ip 


7907020094 Responds to FOIA request for documents re NUMEC facllty & 
Walti Mill plant compliance w/NRC emission stds. Info re 
waste di eposa 1. violations, worker exposure to Tadiation 8, 
accident histories 

FELTON. J M Division of Rules and Records 79/06/13 ip 


Q Inspection reports. IE Bulletins & correspondence 


7907230337 Forwards IE Info Notice 79-lQ, "Sky lab Reentry " No action 
required 

GRIER, n H Region 1. Philadelphia, Office of the Director 
79/07/06 ip 


DOCKET 50-27 MASHINOTDN STATE UNW RESEARCH REACTOR 


P Operating license stage documents U correspottdence 


7907170123 Forwards Amend 9 to License R-76 Requests incorporation of 
revised 8NM limits 

WILSON. H E Washington State Unlv 79/07/09 Ip 


— 7907170130 Amend 9 to License R-76. re 8NM possesslDn limits 

REIDiR W Operating Reactors Branch 4 <Pre 790623) 79/07/02 

2pp 

Q Inspection reports. IE Bulletins 8< correspondence 


7907230602 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI 
No action required 

ENOELKEN, R H Region 5, San Francisco. Office of the Director 
79/06/22 ip 


7907230774 Forwards IE Info Notice 79-lB, "Sky lab Reentry " No action 
required 

ENOELKEN, R H Region 5. San Francisco. Office of the Director 
79/07/06 ip 


DOCKET 30-29 YANKEE-ROWE NUCLEAR POWER STATION 


F Security, medical, emergency fc fire protection plans 


7907090235 Submits Info re conceptual design of plant fire protection 

syi 

MOODY. D E Yankee Atomic Electric Co 79/07/02 4pp 





DOCKETED ITEMS 


7907130203 Forwards, motfififfd amended physical security plan Plan 
ufithheld (ref 10CFR2 790) 

OROCEp n H Yanfcc-e Atomic Electric Co 79/07/09 2pp 


j Insurance 1< indemnity information 


79071E30495 Foruards Endorsements aa & S9 to NEHA Policy NF-76 fc 
Endorsements 74 75 to MAELU Policy MF*-26 

MESBITT*J C Yanitec Atomic Electric Co 79/07/li 5pp 


P Operating license stage documents It correspondence 


7906190135 Summary of 790417 meeting w/SEP owner's group in Dethesda>MD 
re technical details of site-specific spectra project 
LEVIWi H A Systematic Evaluation Programs Branch (Pro 7906S5) 

79/04/30 epp 


7907120207 Summary of 790426 meeting w/utils to discuss Mestinghouse 
plant design# per TMI-2 event 

TMADANIiA Reactor Systems Branch 79/05/02 39pp 


7907060072 Forwards replacea\ent pages which correct errors in Amend* 

97 U 58 to License DPR-S 

2IEMANNjD L Operating Reactors Branch S (Pre 7906291 79/09/09 

lOpp 


7907310960 Forwards NRC 790519 Itr to licensees of Westinghouso 
two-loop plants re rod banV exchange method for verifying 
shutdown margin of two-loop N5S5 

2 IEMANN 1 D L Operating Reactors Branch 2 (Pre 790625) 79/05/19 

2pp 


7907260090 Discusses plans to install communication lin)(s between NRC I* 
nuclear facilities for emergency use Direct lines from each 
facility to NRC hoad^iuar ters S# regional ofc will communicatt 
operational 6 environ info 

ORIER^D H Region Ij PMladelphlai Office of the Director 
79/05/22 2pp 


7907180749 Re<iuests registration as user of Hlttman Nuclear 
Development Corp shipping peckages HN-20O t< HN-600 
HOQDYj D E Yankee Atomic Electric Co 79/05/29 Jp 


7907190325 Summary of 790921 meeting w/Exxon re role In TMI-related 
r e-eva ) uatl on* of operating plants 

KANE, W F Standard 1 zation Branch 79/09/31 4pp 


7907310291 Requests addl Info re SEP Topic Vl-t# "Organic MatU it 
Post''Ac c ident Chemistry " Forwards list of info needed 
ZIEMANNjD L Operatlnfl Reactors Branch 2 (pre 790629) 79/06/06 

3pp 


7907110661 Forwards Category 2 4< 3 regulatory positions to be addressed 
in SEP Reg Guide 1 114 end 

ZlEHANNrD L Operating Reactors Branch 2 (Pre 790629) 79/06/11, 

7pp 


7907240969 Forwards NRC 790604 Itr to Wostlnghouse requesting addl info 
re small break LOCA analyses It analysis methods 
Documentation re applicability of Westinghouse results to 
analyses at facility will eventually be required by NRC 
SCIIWENCER.A Operating Reactors Branch I (Pre 790625) 79/06/11 

2PP 


79072901BG Requests listing of alarms voltage monitoring devices 
available to provide operability status Indication to 
complete evaluation of SEP Topic VIH-3 P» "DC Power Sys But 
Voltage Monitoring & Annunciation " 

ZIEMANN. D L Operating Reactors brand) Q (Pre 790629) 79/06/19 

2PP 

7907100427 Forwards specs for Installation of containment vapor 
container coating sys NRC questions raised In 790606 itr re 
alumtnumi z inc & organic matt which may be subj to rust do 
not applyias facility does not use containment spray 
ORDCEiR. H Yankee Atomic Electric Co 79/06/26 Ip, 


— 7907100433 "Specs for Vinyl Plastic Coating for Exterior I* Interior of 
Vapor Containqri '* prepared by Stdd 
a Yankee Atomic Electric Co 59/03/02 16pp 

7907310437 Responds to NRC 790629 Itr re mgt it technical resources 
available to handle unusual events Util organization 
structure & summaries of combined offsite mgt resources 
epc 1 

NiHNiCKiL E. Yankee Atomic Electric Co. 79/06/26 22pp 

7907100994 Responds to remaining items of NRC 790925 Itr re steam 
generator feedwater piping. 

GRaCE. R H Yankee Atomic Electric Go, 79/07/02 2pp 


7907170145 Ack receipt of NRC 790618 Itr re SEP Topic VlII-3 B. DC 
Power Sys Dus Voltage Monitoring Annuciation Provides list 
of alarms & voltage monitoring devices available to provide 
operability status l-ndicatlon 

GROC£#R H Yankee Atomic Electric Co 79/07/12 2pp 


Q Inspection reports, IE Bulletins & correspondence 


7907310023 Forw^ards summary of 790306 meeting w/util in King of 
Prussia, PA Info presented resulted in withdrawal of Item D 
from 781222 notice of violation 

SMITH, 0 H Region 1, Ph 1 1 ade 1 ph 1 a. Office of the Director 
79/05/02 2pp 


— 7907310027 Sommary of 790306 meeting w/utll In King of Prussia, PA re 
781222 notice of violation Item 50-029/78"- 19-07 will be 
wl thdrawn 

GKiTHiO H Region 1, Ph 1 ladel ph la, Fuel Facility 6 Materials 

Safety Branch 79/03/06 2pp 


— 7907310150 Ack receipt of 790116 Itr informing NRC of steps taken to 
correct violations noted In IE In»p Rept 50-029/70-19 
SMITH, 0 II Region 1, Philadelphia, Fuel Facility S, Materials 

Safety Branch 79/09/02 2pp 


>7907310163 Responds to NRC 701222 Itr re violations noted in IE Insp 
Rept 50-029/70-19 Corrective actions errors In recoi'd were 
corrected by Inspector, responslb le personnel were instructed 
in malnt of records fc radiation areas were posted 
MOODY, D E Yankee Atomic Electric Co 79/01/16 5pp 


—7907310167 Forwards IE Insp Rept 50-29/78-19 on 701106-08 l< notice 
of violation 

SMITH, OH Region 1, Phi ladolph la, Fuel Facility & Materials 

Safety Branch 78/12/22 3pp 


•7907310171 Notice of violation from Insp on 761106-08 

» Region 1, Philadelphia, Office of the Director 78/12/20 

2pp 


—7907310178 IE Insp Rept 50-029/70-19 on 791106-00 None omp 1 1 ance noted 
failure to prepare rapt on exposure of employ ees, fai lure 
to maintain rept on radiation monitoring & failure to post 
two radiation areas 

PLUMLEE,K E. i CLEMONS, P E Region 1, Philadelphia, Fuel 

Facility t, Materials Safety Branch CROCKER, H H Region 2* 

Atlanta, Fuel Facility b Materials Safety Branch 70/12/20 9pp 


7907090076 Responds to IE Bulletin 79-09 Undervoltage trip devices are 
not Installed AK-2 circuit breaker used in diesel generator 
incoming 1 Ines, ttnsrgency bus-bus tie, pump feeder circuit 
breakers I* emergency motor control ctr circuit breakers. 

GROCE, R H Yankee Atomic Electric Co 79/05/18 2pp 

7907050153 Responds to IE Bulletin 79-10 re examination of reactor 
operators 

MOODY, 0 E Yankee Atomic Electric Co 79/05/22 3pp 

7907060436 Forwards IE Bulletin 79-11, "Faulty Dvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys '* Licensee 
action required 

GRIER, 13. H Region 1, Philadelphia, Office of the Director 
79/09/22 Ip 

7907240626 Forward B results of preUmlnary review of licensee responses 
to IE Bulletins 79-D6, 06A & 06, Amend 1 Meeting w/ewners of 
operating plants having Neitlnghouse-designed syi 
scheduled for 790530 in BethesdarhD. 

8CHNENCER,A Operating Reactors Branch I (Pre 790625) 79/03/22 

4pp 


7907190684 Responds to IE Bulletin 79-06A (Ref 6) Lists ECC8 cutback or 
termination criteria L endorses termination of main coolant 
eys pumped flow as core cooling method following accident 
MOODY, D.E. Yankee Atomic Electric Co 79/05/C4. 2pp 


7907030070 Forwards IE Info Notice 79-13, "Indication of Lou Water 
Level in Qystar Creek Reactor ♦' No action required 
GRIER, B.H Region 1, Philadelphia, Office of the Director 
79/03/29 Ip, 


7907200156 Forwards IE Bulletin 79-12, "Short Period 8i;rams at BWR 
Facilities " No action, required 

GRIER, B H. Region 1, Philadelphia, Office of the Director. 
79/05/31. Ip. 


7907190123 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Deficlancles In Environ Qual 1 f ication of 
ASCO Solenoid Valves) *' Action required 

GRiGRiB. H Region 1, Philadelphia, Office of the Director. 

79/06/06 Ip. 
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DOCKETED ITEMS 


79O70t0M0 Forwards lE Info Notica 79-15. "Deficient Procedure* " No 
action required 

QRIER. B H Pejion 1. Phi ladelph la. Office of the Director 

79/0&/0-7 Ip 


7907100461 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Hlsflt Betueen Assemblg & Reactor Upper Grid 
Plate " 

GRIER. B H Region 1» Ph i 1 ad e 1 ph i ai Office of the Director 
77706/20 Ip 


79073004A1 Forward* supplemental response to IE Bulletin 79-06A 
Submits Info ra void formation in RCS. automatic trip 
vai vfiSj trai ning mitructions re safety features & reactor 
coolant pump operation during transient 
KOODY.D E Yankee Atomic Electric Co 79/06/20 4pp 


7907230715 Forwards IE Bulletin 79-02. Revision 1< "Pipe Support Base 
Plate Designs Using Concrete Evpansion Anchor Bolts " 

Action required 

CRIER. 6 H Region 1. Philadelphia. Office of the Director 
77/06/21 jp 


7907240211 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Dreathifig Apparatus ” No action required 

CRIERiS H Region 1. Philadelphia. Office of the Director 
79/06/23 Ip 


7907120505 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping “ Licensee action required 

GRIER. B K Region 1. Ph 1 ladelphia. Office of the Director 
79/06/25 tp 


7907020202 Forwards Revision 1 to inservice insp program for 
7BO3OI-01O63O 

EDWARDS/ D N Yankee Atomic Electric Co 79/06/26 Ip 


— 7907020207 Revision 1 to inservice Insp program fulfilling requirement 
of A5ME code Section XI re Class I. II III pressure 
retaining components 

RANDALL. R 0 . EBERT. H M . MOODY. D E Yankee Atomic Electric Co 
79/06/26 B7pp 


79071003St Forwards IE Circular 79-10. "Plpef ittings Mfg from 
Unacceptable Matl " No action required 

GRIER. B H Region 1. Ph 1 ladetphia. Office of the Director 
79/06/26 1 p 


7907100513 Forwards IE Circular 79-12. “Potential Diesel Generator 
Turbocharger Problem " No action required 

GRIER.a H Region 1. Philadelphia. Office of the Director 
79/06/20 ip 


7907100Q34 Forwards IE Bulletin 79-14. "Seismic Analysis for A*-Dullt 
Safety-Related Piping Sys " Action required 
GRIER. D H Region 1. Phi ladelph ia. Office of the Director 
79/07/02 1 p 


7907250532 Forwards IE Info Notice 79-10. "Skylab Reentry " No action 
required 

GRIER. B H Region 1. Phi ladelphia. Office of the Director 
79/07/06 Ip 


7907270373 Forwards IE Bulletin 79-15, “Deep Draft Pump Deficiencies," 
Action required 

ORlERiB H Region 1. Philadelphia, Office of the Director 
79/07/11 Ip 


7907310547 Forwards IE Circular 79-13, "Replacament of Diesel Fire 
Pump Starting Contactors " No action required 
ORIER.S H Region 1. Philadelphia. Office of the Director 
79/07 /iii Ip 


R Periodic operating reports U related correspondence 


7907170166 Forwards monthly operating rept for June 1979 
WOODY. D £ Yankee Atomic Electric Co 79/07/12 ip 


7907030174 Responds to FOIA request for reportable events or abnormal 
occurrences files for 601110 through 1965 

FELTON, J M Division of Rule* and Records 79/06/05 Ip 


7907100485 Forwards LER 79-017/03L-0 

AUTIO, H A Yankee Atomic Electric Co 79/07/06 Ip 


— 79071004B9 LER 79-017/03L-0 on 790607 steam generator blowdown 
radiation monitor failed high Caused by failure of rate 
meter unit internal circuit* Failed printed circuit cards 
replaced w/spare* 6 channel returned to normal 
LONG. D 0 Yankee Atomic Electric Co 79/07/06 ip 


7907100493 Forwards LER 79-016/03L-0 

ADTia.H A Yankee Atomic Electric Co 79/07/06 ip 


>7907100500 LER 79-016/03L-0 on 790607 steam generator D lowdown 
radiation monitor failed low Caused by failure of pre-amp 
unit in monitor Unit replaced w/spare 6 channel returned bo 
normal 

LONG. D G Yankee Atomic Electric Co 79/07/06 ip 


POCKET 50-47 ARMY MATERIALS RESEARCH REACTOR 


Q Inspection reports. IE Dulletins & correspondence 


7907250440 Forwards IE Info Notice 79-10. "Skylab Reentry " No action 
required 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
79/07/06 Ip 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


7907030263 Forwards Amend 14 to License R-01, safety evaluation it 
notice of issuance k availability 

REID. R H Operating Reactors Branch 4 iPre 790625) 79/05/17 

4PP 


—7707030269 Amend 14 to License R-01 changing Tech Specs to permit 
power Increase from 100 to 250 KN in natural convection 
mode 

REID. R W Operating Reactor* Dranch 4 (Pro 790625) 79/05/17 

3pp 


—7907030270 Safety evaluation supporting Amend 14 to License R-01 
o Operating Reactors Branch 4 (Pre 790625) 79/05/17 lOpp 


—7907030271 App A to Tech Spec*, ref lec ting Amend 14 changa permitting 
power Increase 

* Operating Reactors Branch 4 (Pre 790625) 79/05/17 58pp 


Q Inspection reports. IE Bulletins & correspondence 


7907230380 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI " 
No action required 

GRIER.O H Region 1. Philadelphia. Office of the Director 
79/06/22 Ip 


7907250352 Forwards IE Info Notice 79-lB, "Skylab Reentry " No action 
required 

ORIER.D H Region 1. Philadelphia. Office of the Director 
79/07/06 ip 


DOCKET 50-57 STATE UNIV OF NEW YORK RESEARCH REACTOR ‘ 


P Operating license stage documents L correspondence 


7907180857 Forwards Amend 17 to License R-77 safety evaluation 
REID. R W Operating Reactors Branch 4 (Pre 790625), 79/06/07 

2pp 

—7907180063 Amend 17 to License R-??, incorporating Tech Bpeci contained 
In App A 

REID.R W Operating Reactors Branch 4 (Pre 790625) 79/06/07, 

7pp 


—7907170172 Monthly operating rept for June 1979 

SJOGREN. R M Yankee Atomic Electric Co 79/07/12 5pp 

occurrences, LERi k related correspondence 

7907030100 POJA 'or reportable event or abnormal occurrence 

fllas from 601110 through 1965 

OOS3EL1N,P Q Affiliation Unknown, 79/04/04 Ip 


— 7907IB0B67 Safety evaluation supporting Amend !7 to Llcenso R-77 
* Operating Reactors Branch 4 (Pro 790625). 79/06/07 5pp 

0 Inspection reports, JE Bulletins k correspondence 


7907100230 Forwards IE Circular 79-00. “Attempted Extortion ♦* Low 
Enriched U, “ No action required. 

GRIER, B H Region 1, Philadelph la, Office of the Director. 
79/05/10. 2pp. 
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790?2003'?5 Ack receipt of 790513 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-057/79-OS 
BRUNNER* E J Region li Philadelphia. Reactor Operations Nuclear 

Support Branch 79/Ofa/iB Ip 


—7907200400 Responds to NRC 790416 Itr re violation noted in IE Insp 
Rept S0''057/79-<}2 Not yet in compliance Hopes to have 
solution In six-height tjecks 

ORLOBKY. P M Neu York, State Unlv of. Buffalo 79/05/15 Ip 


—7907200406 forwards IE Insp Rept 50-057/79-02 on 790313-15 U notice of 
vio la tlon 

BRUNNER* E J Region 1* Philadelphia, Office of the Director 
79/04/16 3pp 


— 7907200416 Notice of violation from insp on 790313-15 

» Region i, Philadelphia, Office of the Director 79/04/16 
Ip 


— 7907S00420 IE Insp Rept 30-057/79-02 on 790313-13 Noncamp 1 lance noted 
failure to provide NSC revieu of operating procedures 
RAVNOND. H J * MCCABE, E C Region 1, Philadelphia* Reactor 

Operations Nuclear Support Branch 79/04/16 9pp 


7907230467 Foruards IE Info Notice 79-18* "Skylab Reentry " No action 
reiqulred 

ORIER«B H Region 1* Philadelphia* Office of the Director 
79/07/06 ip 


DOCKET 50-59 TEXAS AttM UNIV RESEARCH REACTOR 


■J Insurance & indemnity information 


79O7090S36 Submits executed Amend 14 to tndeminlty Agreement E-12* 
Increasing coverage to *160,000*000 
MILLERiJ E Texas A M Unlv 79/07/02 2pp 

P Operating license stage documents 6 correspondence 


7907030467 Forwards revised pages to Tech Spec App A* per 790425 Amend 
12 to License R-23 

REID,R U Operating Reactors Branch 4 iPre 790625) 79/03/24 

9pp 


7907090314 Forwards annual operations rept for June 1978-May 1979 re 
AON-201N training reac tor , Li cense R-23 
COCHRAN* R 0 Texas A «t M Univ 79/06/20 Ip 


— 7907090317 Annual operations rept, June 197B-May 1979* for A0N-20IM 
training reoctor, License R-23 

ZGLICZYNSKl* J Texas A & M Unlv 79/05/31 9pp 


Q Inspection reports* IE Bulletins << correspondence 


7907100259 Forwards IE Circular 79-08* "Attempted Extortion - Low 
Enriched U " No action required 

SEVFRIT*K V Region 4. Dallas* Office of the Director 79/05/10 


7907020030 Forwards IE Circular 79-09, "Occurrence of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus " 

S£YFRir*K 9 Region 4* Dallas* Office of the Director 79/06/22 
Ip 


7907230507 Forwards IE Info Notice 79-16. "Nuclear Incident at TMl " 
No action required 

SEYFRITiK V Region 4* Dallas* Office of the Director 79/06/22 

Ip 

R Periodic operating reports l< related correspondence 


7907030247 Forwards "Annual Operations Rept of A0N-201M Training 
Reactor* License R-23," June 197B-May 1979 
COCHRAN* R,0 Texas A & M Unlv 79/06/21 Ip 


— 7907030249 "Annual Operations Rept of A0N-201M Training Reac tor* License 
R-aS* " for June 1970-Ma9 1979 

Z0HqZYN8KI*J Bf COCHRAN* R 0 Texas A 8* M Univ 79/05/31 9pp 


DOCKET 50-62 UNIV OF VIRGINIA RESEARCH REACTOR 


Q Inspection reports* IE Bulletins & correspondence 


7907100081 Forwards IE Circular 79-00* "Attempted Extortion - Lou 
Enriched U '* No action required 

O^REILLYfJ P Region 2# Atlanta* Office of the Director. 
79/05/ IB. tp 


7907230415 Forwards IE Info Notice 79-16* "Nuclear Incident at TMI " 
No action required 

O'REILLYiJ P Region 2, Atlanta* Office of the Director 
77/06/22 Ip 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 


0 Adjudicatory correspondence 


7903230309 Informs of status of geology review licensee final 
documentation of geology investigations expected by 790228 
NRC review will take several months 
SWANSON* 0 T Branch i 79/02/23 Ip 


7907130287 Orders each party to address ASLD in written memorandum, re 
intervenor R Dellums Directs parties to discuss status of 
intervenor L whether case should be referred to DOJ 
LUTON* E Atomic Safety and Licensing Board Panel 79/06/18 3pp 


7907190631 Orders parties to respond to questions re intervention of 
Congressman Dellums b representation by Halterman L Bnow 
Focus of questions standing I* possible violation of federal 
criminal law 

LUTON* E Atomic Safety and Licensing Board Panel 79/06/18 3pp 


P Operating licenso stage documents L corrospontfonc a 


7907240433 Forwards questions from US Geological Survoy 

seismological aspects of site Requests review of technical L 
policy issues 

JACKSON* R E Geosciences Branch 79/05/30 Bpp 


7907190616 Submits info re UB08 paper on quaternary deposits L faults 
offsetting alluvial deposits in San Francisco Dag region 
Requests info be included in preparation of 8ER 
DARM1T2EL*R W General Electric Co *Nuclear Energy Products Dlv 
79/07/12 2pp 


Q Inspection reports* IE Bulletins L correspondence 


7907130171 Forwards IE Insp Rept 30-070/79-01 No noncompliance noted 
CREWS* J L Region 3. San Francisco, Reactor Operations Nuclear 

Support Branch 79/05/04 2pp 


—7907130179 IE Insp Rept 50-070/79-01 on 790327-29 No noncompl ianc e 
noted Major areas inspected organl lat ion* logs E* records & 
containment leak rate test 

CANTER* H L , JOHNSTON* 0 W * FAULKENDERRY* D Region 3* San 

Francisco, Reactor Operations Nuclear Support Branch 79/05/04 
3pp 


7907830542 Forwards IE Info Notice 79-16, "Nuclear Incident ot TMl " 
No action required 

ENGELKHN.R H Region 3* San Francisco* Office of the Director 
79/06/28 Ip 


7907230749 Forwards IE Info Notice 79-10* "Skylab Reentry " No action 
required 

ENOELKEN*n H Region 5* San Francisco* Office of the Director 
79/07/06 Ip 

DOCKET 30-72 UNIV OF UTAH RESEARCH REACTOR 


Q Inspection reports* lE Bulletins 6 correspondence 


7907100263 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " No action required 

SEYFRIT.K V Region 4, Dallas* Office of the Director 79/05/IB 

Ip 

790702002B Forwards lE Circular 79-09* "Occurrence of Bpllt or 
Punctured Regul ator Diaphragms In Certain Self-Conta inad 
Braathlng Apparatus " 

BEYFRITiK V Region 4* Dallas* Office of the Director 79/06/22 

IP 

7907830514 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI." 
No action required 

SEYPRlTiK V Region 4, Dallas* Office of the DlrtctOT 79/06/22 

Ip 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P Operating license stage documents t* correspondence 


7906200836 Forwards "Requal i f Icatlon Program for OE Nuclear Test 
Reactor" as part of request for renewal application for 
License R-33 

DARIilTZEL.R M General Electric Ct> * Nucl ear Energy Products Div. 
79/06/13 2pp 
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DOCKETED ITEMS 


■7906200340 "‘R equa 1 1 P tea 1 1 on Program for GE Nuclear T»st Reactor " 

* General Elettric Co , Nuclear Energy Products Div NEDO-12724 
79y0flA3l I6pp 


7907120333 Foriuarda retpork»ea to questions in NRC 790627 Ur re 
structural mod for test reactor 

DARMITZEL-P U General Electric Co .Nuclear Energy Products Div 
79707/09 aapp 


Q Inspection reportSf IE bulletins 6 correspondence 


7907230542 Forwards IE info Notice 79-16, "Nuclear Incident at TMl " 
No action required 

ENGELWENiR: H Region 8, San Francisco, Office of the«Dipector 
79/06/S2 Ip 


7907330749 Forwards IE Info Notice 79-18, "Skulab Reentry " No action 
required 

ENOELKEN, R M Region 5, S^n Francisco, Office of the Director 

77/07/06 Ip 


DOCKET 50-77 CATHOLIC UNIV CF AMERICA RE5CARCH REACTOR 
0 Inspection reports, lE Dullotlns 6 correspondence 


7907530392 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI " 
Mo action retiuired 

GRIER. D H Region 1, Philadelphia, Office of the Director 
79/06/aB Ip 


7707550430 Forwards IE Info Notice 79-13. "Bkylab Reentry " No action 
rrqui rad 

DRIER. Q H Region 1. Ph i la d cl ph i a. Office of the Director 
77/07/06 Ip 


DOCKET 50-B3 UNIV OF FLDftIDA TRAINING REACTOR 
3 Inspection, reports. IE Bulletins fi. correspondence 


770750022S Forwards IE Jnsp Ropt 90-0B3/79-0I on 790427 No 
noncompl lane e npted 

KENNAi W B Region S, Atlanta* Safeguards Branch 79/05/11 2pp 


— 7707200B41 IE Insp Rept 90-033/77-01 on 790427 No noncompl lance noted 
Major areal inspected security plans, protection of SNM. 
security organ 1 1 ation. access control, loc ks> procedures t. 
security program 

K0DRE*D E . TaDIN»W J Region 2. Atlanta. Safeguards Branch 

79/OS/ll, 4pp 


7907100095 Forwards IE Circular 79-00. "Attempted Extortion - Lou 
Enriched U " No action required 

O'REILLY. vl P Regio-n S* Atlanta. Office of the Director 
77/05/ le Ip 


7907330413 Forwards IE Info Notice 79-16. "Nuclear Incident at TMl " 
No action required 

O'REILLY. J P Region 3. Atlanta. Office of the Director 
79/06/22 Ip 

7907240474 Forwards IE Info Notice 79-tQ/ "Slylab Reentry " No action 
required 

□ -'REILLY. J P Reglati 2. Atlanta. Office of the Director 
79/07/06 Ip 


DDCKET 30-87 WESTINGHOUSE CRITICAL EXPERIMENT 


Q Inspection reports. IE Oulletlni !< correspondence 


790723Q425 Forwards IE Info Notice 79-16. "Nuclear Incident at TMl " 

No action required 

KEPPLER*J 0 Region 3. Chicago. Office of the Director 79/06/22 
ip. 


7907240016 Forwards IE Info Notice 79-lBi "Skylab Reentry " No action 
required. 

KEPPLER.O a Region 3, Chicago. Office of the Director 79/07/09 
Ip 


DOCKET &0-B9 GENERAL ATOillC CO 


F Security, medical* emergency it fire protection plans 


79O705O90B Forwards five revised pages to modified physical security 
plan for guard training & qualification plan Pages withheld 
<ref I0CFR2 790). 

tlOWRV^U R General Atomic Co tsubs, of Oulf Oil Corp }. 79/06/2B 

Ip 


Q Inspection reports. lE Bulletins ti correspondence 


7907230536 Forwards IE Info Notice 79-i6. "Nuclear Incident at TMl " 
No action required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
79/06/S2 1 p 


7907230747 Forwards IE Info Notice 79-18. "Skylab Reentry " No action 
required 

ENGELKEN. R H Region 5. San Francisco. Office of the Director 
79/07/06 ip 


DOCKET SO-94 ROCKWELL INTERNATIONAL RESEARCH REACTOR 


J Insurance Sc indemnity Information 


7907120399 Forwards executed copy of Amend 15 to Indemnity Agreement 
B-13 

WHEELER. L W Rockwell Internet lohal Corp 79/06/27 2pp 


Q Inspection reports. lE Bulletins & correspondence 


7907230547 Forwards IE Info Notice 79-16. "Nuclear Incident at THI " 
No action required 

ENGELUEN.R H Region 5. San Francisco. Office of the Director 
79/06/22 tp 


7907230754 Forwards IE Info Notice 79-18. "Skylah Reentry " No action 
required 

ENGELKENi n H Region 5. San Francisco. Office of the Director 
79/07/06 Ip 


DOCKET 50-97 CORNELL UNIV ZERO POWER REACTOR 


Q Inspection reports. IE Bulletins b correspondence 


7907230396 Forwards IE Info Notice 79~l6. "Nuclear Incident at TMl " 
Wo action required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/06/22 Ip 


7907250453 Forwards IE Info Notice 79-10. "Skylab Reentry " No action 
required 

ORIER.D H Region 1. Phi lade Iph ia. Office of the Director 
79/07/06 Ip 


DOCKET SO-99 BABCOCK WILCOX TEST REACTOR 


Q Inspection reports. IE Bulletins & correspondence 


7907240404 Forwards lE Info Notice 79-10* "Skylab Reentry " No action 
required 

O'REILLY.O P Region 2. Atlanta. Office of the Director 
79/07/06 1 p 


DOCKET 30-106 OREGON STATE UNIV 


0 Inspection reports. IE Bulletins it correspondence 


7907230562 Forwards IE Info Notice 79-t6. "Nuclear Incident at TMI " 
No action required 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
79/06/22 ip 


7907230759 Forwards IE Info Notice 79-19. "Skylab Reentry *' No action 
required 

ENOELKEN.R H Region 3. San Francisco. Office of the Director 
79/07/06 Ip 


DOCKET 30-111 NORTH CAROLINA BTATE UNIV RESEARCH REACTOR 


8 Inspection reports. IE Bulletins t. correspondence 


7907100102 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U " Np action required. 

O'REILLYiJ P Region 2. Atlanta. Office of the Director 
79/05/18 Ip, 


7907230410 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI " 
No action required, 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/22 ip 
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7'?072<iO468 Foruards IE Info Notice 79-10* "SJiylab Reentry “ No action 
r equ i r od 

■O'^REILLYiJ P Region 2* Atlanta* Office of the Director 

79/07/06 Ip 


DOCKET &0~na UNIV OF OKLAHOMA RESEARCH REACTOR 


Q Inspection reports* IE Bulletins Cv correspondence 


79071002-56 Forwards IE Circular 79-08i "Attempted Extortion - Lou 
Enriched U " No action required 

SEYFRlTiK V Region 4* Dallas* Office of the Director 79/03/10 
J P 


7907020024 Forwards IE Circular 79-09i "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " 

SEVFRITiK V Region 4. Dallas. Office of the Director 79/06/22 
Ip 


79D7230510 Forwards IE Info Notice 79-16* "Nuclear Incident at TMI 
No action required 

SEyFRIT*K V Region 4, Dallas* Office of the Director 79/06/22 

Ip 


DOCKET 30-113 UNIV OF ARIZONA RESEARCH REACTOR 


Q Inspection reports* IE Bulletins ^ correspondence 


7907230560 Forwards IE Info Notice 79“i6* "Nuclear Incident at TMI 
No action required 

ENGELKEN*fi H Region 5* Son Francisco* Office of the Director 
79/06/22 ip 


7907230761 Forwards IE Info Notice 79-10. "Skylab Reentry " No action 
required 

ENOELKENeR H Region 5* San Frantisco* Office of the Director 
79/07/06 Ip 


DOCKET 30-113 ELK RIVER REACTOR 


P Operating license stage documents correspondence 


7907190703 Responds to FOIA request for documents re decommissioning of 
Elk River.MN reactor it shipment of decommissioned tnatl to 
Sheffield. IL low level nuclear waste site Documents in 
mleroificho being sent to Region 3 for insp 

FEl^TON* J M Division of Hules and Records 79/07/17 Xp 


DOCKET 50-116 IOWA 9TATE UNIV RESEARCH REACTOR 


0 Inspection reports* IE Bulletins it correspondence 


7907310100 Forwards lE Insp Rept 50-116/79-02 on 790522-24 No 
none oirp 1 1 ance noted 

HEISHMAN. R F Region 3* Chicago* Reactor Operations Nuclear 

Support Branch, 79/06/14 2pp 


— 7907310109 IE Insp Kept 50-116/79-02 on 790S22-24 No noncomp 1 laneo 
noted Major areas inspected records* logs (< organization* 
rcvteij & audit f unc tlons* requal i f Ication training* 
procedures* survei 1 lance L malnt 

StrANSON.E R r L1TTLE*W 0 Region 3* Chicago, Office of the 

Director 79/06/14 4pp 


7907230426 Forwards IE Info Notice 79-16* "Nuclear Incident at TMI *' 

No action required 

KEPPL6Rl^I 0 Region 3* Chicago* Office of the Director 79/06/22 

Jp 


7907240022 Forwards IE Info Notice 79-18* "Bkylab Reentry " No action 
required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/07/09 
IP 


DOCKET 50-123 UNIV OF MISSOURI RESEARCH REACTOR 


Q Inspection reporter lE Bulletins it correspondence 


7907230435 Forwards IE Info Notice 79-16. ‘'Nuclear Incident at TMI," 

No action required 

KEPPLER,J*0 Region 3* Chicago* Office of the Director 79/06/22 

ip 


7907240033 Forwards IE Info Notice 79-10* "Skylab Reentry " No action 
required 

KEPPLER*J 0 Region 3* Chicago. Office of the Director 79/07/09 

Ip 


DOCKET 50-124 VIRGINIA PDLYTECH 1N5T TRAlHlNO REACTOR 


P Operating I icense stage documents It correspondence 


7907300163 Forwards revleui items 6 power increase SAR topics to 
facilitate renewal of License R-62, which expires 791116 
REID*R H Operating Reactors Branch 4 (Pre 790625) 79/06/01 

lOpp 


0 Inspection reports* IE Pulletlns it correspondence 


790/100070 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U " No action required 

O'RElLLy. J P Region 2. Atlanta* Office of the Director 

79/05/18 ip 


7907230416 Forwards IE Info Notice 79-16* "Nuclear Incident at TMI 
No action required 

O'REILLY. J P Region S> Atlanta* Office of the Director 
79/06/22 Ip 


7907240476 Forwards IE Infa Notice 79-18. "Skylab Reentry " No action 
required 

0'REILLY*J P Region S* Atlanta* Office of the Director 

79/07/06 ip 


DOCKET 50-128 TEXAS A8*M UNIV RESEARCH REACTOR 


F Security, medical* emergency it fire protection plans 


7907100596 Forwards proliminary physical security plan Plan withheld 
(ref 10CFR2 790) 

MILLER. J E Texas A 1* M Unlv 79/07/02 2pp 


I Financial information 


7907IQ0624 Submits application for renewal of License R-83 for 
continued operation of TBIOA pool-type reactor W/»Upporting 
documents $< financial rapt for year ending 760S31 
KILLER* J E Texas A t< K Univ 79/07/02 2pp 


—7907100687 Annual financial rapt of TX Englnaaring Experiment Station 
for year ending 700031 

BENSON* 0 J * FENNER. E H * NKITMOREiH E Texas A t< M Univ 
78/00/31 82pp 


p Dporatlng license stage documents 1* correspondence 


7907100310 Forwards application for renewal of License R-BO* SNM 
requi rementsi BAR* Tech Specs, EIA, Emergency Plan it Operator 
Requal 1 f i cat! on Program 

MILLER. J E Taxas A h M Univ 79/07/02 2pp 


—7907100324 Application for raneual of License R-03 
MILLER* J E Texas A & H Univ 79/07/03 8pp 


—7907100340 SAR for License R-83 

» Texas A M Univ 79/06/30 IBlpp 


—7907100346 EIA for License R-03 

» Texas A 8< M Univ. 79/06/30 Upp 


—7907100352 Emergency plan for License R-03 
* Texas A Ic M Univ 79/06/30 IBpp 


—7907100359 Tech Specs for License R-a3 
» Texas A 4c M Univ 79/07/02 41 pp 


— 7907100369 Reactor operator it senior reactor operator raqual i f icat Ion 
program* Revl kton 2 

» Texas A «< M Univ 79/06/30 4pp 


7907100465 Forwards corrected page 33 bo Tech Specs for License R-8 
FEUT2*D £ Texas A fc M Univ 79/07/10 2pp 
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Q Inspection reporfcsi IE Dulletini Si corretpondence 


7907100299 ForUArde IE Circoldr 79-08. "Attempted Extortion - Low 
E-nnched U ” Wo action renolrad 

SEYFRIT.K V Region 4* Dallas. Office of the Director 79/05/10 

Ip 


7907020020 Forwards IE Circular 79-09. "Occurrence of Split Or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus “ 

SEVFRlTrK V Region 4. Dallas. Office of the Director 79/06/22 
Ip 


790722 0907 Forwards IE Info notice 79-16. "Nuclear Incident at TMI '■ 
No action required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/06/22 
Ip ' 


ft Periodic operating reports 8t related correspondence 


7907310392 Forwards "Fifteenth Progress Rept 197B. " submitted to DDE 
RANDALL. J D Texas A «< rt Umv 79/07/23 2pp 


--7907310393 “Fifteenth Progress Rept 1970.“ submitted to DOE 
DATES. E F . FELTZ, D E . HARRIS. C E Texas A M Univ 
DRO-4207-12 79/06/30 75pp 


S Reportable occurrences. LERs V related correspondence 


7907170040 Final RO rept re failure of experiment scram circuit to 
function during surveillance testing due to malfunction of 
reset switch Caused by dust on moving parts Switch cleaned & 
Immed iatsl V functioned 

FELTI. D E Teias A L M Univ 79/06/25 2pp 


DOCKET 50-129 WEST VIROINIA UNIV RESEARCH REACTOR 


P Operating license stage documents t< correspondence 


790724OS73 Forwards Amend 7 to License R-9B fc safety evaluation 
REIDiR H Operating Reactors Branch 4 (Pre 790625) 79/06/13 

2pp 


— 7907240549 Amend 7 to License R-9B allowing transfer of fuel to 
licensed party 

REIO.R W Operating Reactors Branch 4 (Pre 7906251 79/06/13 

Bpp 


--790724097B Safety evaluation supporting Amend 7 to License R-90 
• Operating Reactors Branch 4 (Pre 790625) 79/06/13 2pp 


0 Inspection reports. IE Bulletins & correspondence 


7907100193 Forwards lE Circular 79-OB. "Attempted Extortion - Low 
Enriched U “ iNo action required 

O'REILLY. J F Region 2. Atlanta. Office of the Director 
79/05/18 Ip 


7907230410 Forwards IE Info Notice 79-16. “Nuclear Incident at TMI " 
No action required 

O'RElLLy.J P Region 2* Atlanta. Office of the Director 
79/06/22 Ip 


7907240470 Forwards IE Info Notice 79-10. "Btylah Reentry " No action 
required 

O'REILLYjJ P Region 2« Atlanta. Office of the Director 
^9/07/06 ip 


;KET 50-131 OMAHA VET ADMIN H03P RESEARCH REACTOR 


Operating license stage documents S< correspondence 


7907310614 Forwards FR notice of proposed renewal of amended License 
R-57 

REID, R W Operating Reactors Branch 4 <Pre 790623) 79/06/00 

2pp 


■7907310617 Notice of proposed renewal of amended License R-57 

BEjDjfl U Operating Reactors Branch 4 (Pre 79062S) 79/06/00 

3pp 


0 Inspection reports. IE Bulletins 6 correspondence 


7907100245 Forwards IE Circular 79-00, “Attempted Extortion - Low 
Enriched U “ No action required 

SEVFRIT.KV Region 4. Dallas. Office of the Director 79/03/10 

Ip 

7907020017 Forwards IE Circular 79-09. "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain 8e 1 f-Conta 1 n cd 
Breathing Apparatus " 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/06/22 

Ip 

7907230437 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI " 
No action required 

BEVFRIT.R V Region 4. Dallas, Office of the Director 79/06/22 

IP 


7907310615 Forwards IE Info Notice 79-10. “Skylab Reentry “ No action 
required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/06 
Ip 


DOCKET 50-133 HUMBOLDT DAY POWER PLANT, UNIT 3 


G Adjudicatory correspondence 


7907100630 Order, rei terat Ing 790507 order. requesting util to submit 
rept re ongoing geologic investigation First rept must be 
made within 10 days it then regularly every 60 days 
LUTON.E Atomic Safety and Licensing Board Panel 79/06/19 Ip 


P Operating license stage documents it correspondence 


7907100657 Forwards NUREO-0560, "Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by B6W " W/o end 
GRIHESiB K Assistant Director for Engineers & Projects (Pre 
790625) 79/06/11 2pp 


7907230242 Notifies that requested info for review of corporate 
capati 1 1 i t ies will be submitted by 790730 Info requested In 
Sections I b II B of NRC 790629 Ur will be submitted upon 
completion 

CRANE, P A Pacific Gas it Electric Co 79/07/16 ip 


0 Inspection reports. IE Bulletins it correspondence 


7904130346 Forwards PN0-79-67P 

ENOELKEN. R )h Region 5. San Francisco, Office of the Director 
79/04/09 Ip 


7904160043 Forwards PN0-79-67a 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
79/04/10 ip 


7907U0078 Forwards IE Insp Rept 50-133/79-01 on 790320-23 No 
none ompl lance noted 

CREN8. J L Region 5. Ban Francisco. Reactor Operations Nuclear 

Support Branch 79/05/04 2pp 


•7907110092 IE Insp Rept 50-133/79-01 on 790320-23 No noncomp 1 lance 
noted Major areas inspected changes to procedures, fire 
protec tion/preventlon. followup on IE bul letlns. c irculars it 
LERs 

8TERNPER0. D . MORRILL. P J Region 5. Ban Francisco. Reactor 

Operations Nuclear Support Branch 79/05/03 6pp 


7906200052 Forwards IE Info Notice 79-13. "Indication of Low Hater 
Level in Oyster Creek Reactor " 

ENOELKEN. R K Region 5. San Francisco, Office of the Director 
79/05/29 Ip 


7907090161 Responds to IE Bulletin 79-04 No Velan swing check valves In 
use or planned for use, 

CRANE. P A Pacific Oas I. Electric Co 79/05/30 Ip 


7907190417 Forwards suppl IE Bulletin 79-OlAi “Environ Dual 1 f tcation of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " No action required 

ENGELKEN.R H Region 5. Ban Francisco. Office of the Director 
79/06/06 I p 


7907060029 Forwards IE Info Notice 79-15. ''Deficient Procedures " No 
action required 

ENOELKEN, R H Region 5, San Francisco. Office of the Director 
79/06/07 Ip 



DOCKETED ITEMS 


1 ! 


7907020^48 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage From Misfit Detween Assembly i Reactor Upper Grid 
Plate " 

ENOELKENi R H Region 5i San Francisco. Office of the Director 

79/06/20 ip 

7907120000 Forwards tE Bulletin 79-'02. Ravi s i on 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

ENQELKEN, R H Region 5. San Francisco. Office of the Director 
79/06/21 Ip 


7907110200 Forwards lE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

ENGELKEN. R H Region 9, San Francisco. Office of the Director 

79/06/22 Ip 

7907120617 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " No action required 

ENGELKEN. R H Region 9, San Francisco. Office of the Director 

79/06/25 ip 

7907060216 Forwards IE Circular 79-10, "Pi pef i tlings Mfg from 
Unacceptable Mail " No action required 

ENQELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/06/26 Ip 


7907100529 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

ENGELKEN, R H Region 5. Ban Francisco. Office of the Director 
79/06/2B Ip 


7907130203 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Oullt 
Safety-Related Piping Sys *' Action required 

ENGELKENrR H Region 9. Ban Francisco, Office of the Director 
79/07/02 ip 


7907230777 Forwards IE Info Notice 79-18, "Bkylab Reentry " No action 
required 

ENGELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/07/06 Jp 


7907270377 Forwards lE Bulletin 79-19. "Deep Draft Pomp Deficiencies 
Action required 

ENGELKEN, R H Region S, Ban Francisco, Office of the Director 
79/07/11 Ip 


7907310396 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

ENGELKENrR H Region 9, San Francisco, Office of the Director 
79/07/13 Ip 


7907260270 Notifies that written responses to IE Bulletin 79-19, Buppl 
Irshauld be directed to IE Div of Reactor Const Insp 
ENGELKENrR H Region 9. San Francisco# Office of the Director 
79/07/ ID Ip 


R Periodic operating reports & related correspondence 


7907050531 Forwards PN0-79-67AU 

ENGELKEN, R H Region 9, San Francisco, Office of the Director 
79/06/26 Ip 


7907130384 Forwards PNa-79-67AV 

ENGELKENrR H Region 5, Ban Francisco, Office of the Director 
79/07/03 Ip 


DOCKET 50-134 WORCESTER POLVTECH IN 8 T RESEARCH REACTOR 


P Operating license stage documents correspondence 


7907200311 Requests 20-yr extension of License R-61 issued on S9{216 
t, due to expire on 791123 Inst does not plan substantive 
changes in reactor operation Safety analysis t. Tech Specs 
being revised 

BOLZ.R E Morcoster Polytechnic Inst 79/07/16 2pp 


0 Inspection reports, IE Bulletins correspondence 


7907290477 Forwards lE Info Notice 79-lB. "Bkylab Reentry " No action 
required 

QRIERiD H Region 1, Philadelphia, Office of the Director 
79/07/06 Ip 


DOCKET 90-139 UNIV OF WASHINGTON RESEARCH nEACTBR 


Q Inspection reports, IE Bulletins & correspondence 


7907230601 Forwards lE Info Notice 79-16. "Nuclear Incident at TMl " 
No action required 

ENGELKEN, R H Region 9, Ban Francisco, Office of the Director 
79/06/22 Ip 


7907230772 Forwards lE Info Notice 79-18. "Bkylab Reentry " No action 
required 

ENGELKENrR H Region 9, San Francisco, Office of the Director 
79/07/06 Ip 


DOCKET 90-142 UCLA TRAINING REACTOR 


P Operating license stage documents tt correspondence 


7907090046 Requests author i lation to ship irradiated fuel plates by 
placing threaded steel rod/plyuood cask basket inside G£ 700 
cask 

ABHDAUOH. C E California, Univ of, Los AngeUs 79/05/15 2pp 


0 Inspection reports, IE Bulletins h correspondence 


7907230994 Forwards IE Info Notice 79-16, "Nuclear IncUant at TMl " 
No action required 

ENQELKEN, R H Region 9, Ban Francisco, Off ice of the Director 
79/06/22 Ip 


7907IB0402 Forwards monthly operating rept for June 1979 
WEEKS, E D Pacific oJs & Electric Co 79/07/10 2pp 


“7907100409 Monthly operating rept for June 1979 

GETTYrD C Pacific Gas I Electric Co 79/07/02 3pp 


B Reportable occurrences, LERs 84 related correspondence 


7909020227 Forwards PN0-79-67AF 

ENGELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/04/29 Ip 


7905020256 Forwards PN0-79-67AG 

ENGELKEN, R H Region 5, San Francisco# Office of the Director 
79/04/26 Ip 


7907020202 Forwards PNa-79-67AR 

ENGELKEN. R H Region 9, San Francisco, Office of the Director 
79/06/05 ip 


7907030191 Forwards PN0-79-67AS 

ENGELKENrR M Region 9# Gan Francisco, Office of the Director 
79/06/13 Ip 


7907030232 Forwards PNQ-79-67ATr "Nuclear Incident at TMl " 

ENGELKEN. R K. Region 5, Ban Francisco. Office of the Director 
79/06/19 ip. 


7907230766 Forwards IE Info Notice 79-18. "Bkylab Reentry " No action 
required * 

ENGELKENrR H Region 9. Ban Francisco. Office of the Director 
79/07/06 Ip 


DOCKET 50-147 ROCKWELL INTL CORP CRITICAL FACILITY 


J Insurance indemnity Information 


7907120399 Forwards executed copy of Amend 19 to Indemnity Agreement 
WHEELER# L M Rockwell International Corp 79/06/87 2pp 


docket 50-140 UNIV OF KANSAS RESEARCH REACTOR 


G Inspection reports# IE Bulletins it correspondence 


7907100271 Forwards IE Circular 79-OB, "Attempted Extortion - Low 
Enriched IT " No action required, 

BEYFRIT, K V Region 4. Dallas, Office of the Director. 79/05/iB 
IP 


7907020082 Forwards IE Circular 79-09# "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " 

SEYFRiTrK V Region 4. Dallas. Office of the Director 79/06/22 

Ip 
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7907230308 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI “ 
No action Tei^iiired 

SEYFiilT. K V Region 4. Dallas. Office of the Director 79/06/22 

Ip 


7907310273 Requests addl info re SEP Topic Vl-l. "Organic Mails i 
Pot t-Acc Ident Chemisirg " Forwards list of info needed 
ZIEMANN. D L Operating Reactors Branch 2 (Pre 790623) 79/06/06 

3pp 


R Periodic operating reports 6 related correspondence 


7907270151 Submits annual routine rept for License R‘*7e 
MESLER. R B Kansas. Univ of 79/07/16 2pp 


DOCKET 50-150 OHIO STATE UNIV RESEARCH REACTOR 
Q Inspection reports, IE Bulletins 6 correspondence 


7907110623 Forwards Category 2 3 regulatory positions to be addressed 

in SEP Reg Oulde i 114. Revision l.rnc) 

ZIEHANN. D L Operating Reactors Branch 2 (Pre 790625) 79/06/11 

7pp 


7907250170 Requests listing of alarms !< voltage monitoring devices 
available to provide operability status indication to 
complete evaluation of SEP Topic VIII~3 D. "DC Power Sys Dus 
Voltage Monitoring t< Annunciation " 

ZIENANN. D L Operating Reactors Branch 2 (Pre 790625J 79/06/18 

2pp 


7907230430 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI " 

No action required 

KEPPLER.J O Region 3. Chicago. Office of the Director 79/06/22 

Ip 


7907030420 Submits offer to provide NRC w/steel & concrete test 
specimens coated w/protectlve coating sgs presently 
employed In nuclear facilities 

PUBCHEU. M A Consumers Power Co 79/06/27 3pp 


7907240026 Forwards IE Info Notice 79-lfi. "Skglab Reentry " No action 
r equlred 

KEPPLER.J 0 Region 3. Chicago- Office of the Director 79/07/09 
Ip 


7907170024 Responds to NRC 790606 Itr requesting addl Info to 
evaluate SEP Topic Vl-i. "Organic MAtl & Post-Accident 
Chemistry " 

HOFFMAN. D P Consumers Power Co 79/07/12 2pp 


DOCKET S0-15t DNIV OF ILLINOIS RESEARCH REACTOR 
Q Inspection report*. IE Dolletln* 6 correspondence 


7907230432 Forwards lE Info Notice 79-16. "Nuclear Incident at TMI " 

No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/22 

Ip 


7907240030 Forwards IE Info Notice 79-10. "Btylab Reentry " No action 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/09 
IP 


DOCKET S0-JS5 BIO ROCK POINT NUCLEAR PLANT 

A App 1 Lcat 1 on/conatructJ on stage documents & correspondence 


7907190536 Forwards requests for Tech Spec changes 
HOFFMAN. D P Consumers Power Co 79/07/16 ip 


— 7907190340 Requests change to Tech Spec for License DPR-6 Changes made 
within Administrative Controls Bee tl on. Chapter 6 
DEWITT. R D Consumers Power Co 79/07/16 llpp 


—7907190550 Requests change to Tech Spec for License DPn-8D Changes made 
within Admlnl stration Controls Section. Chapter 6 
DEWITT. R B Consumers Power Co 79/07/16 14pp 


7907260727 Forwards list of alarms fc voltage monitoring devices 
associated w/Class IE batteries. in response to NRC 790618 
request 

BIXEL.O A Carolina Power Light Co 79/07/23 4pp 


0 Inspection reports. IE Bulletins correspondence 


790703042B Submits offer to provide NRC u/steel St concrete test 
specimens u/protective coating sys presently employed In 
nuclear facilities 

PUSCHEL. M A Consumer* Power Co 79/06/27 Spp 


F Security* medical, emergency b fire protection plans 


7907190415 Submits mods to 790301 followup to fire protection 
admin i strat ive guidelines Audits are performed biennially, 
not biannuallij Fire protection needs must be Identified when 
nalnt orders submitted 

HOFFMAN. D P Consumer* Power Co 79/07/16 Ip 


7907260290 Foruiarde IE Insp Rept SO-135/79-08 on 790417-12 No 
noncompl lance noted 

HEIBHMAN.R F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 79/05/00 2pp 


— 7907260300 IE Insp Rept 50-155/79-00 on 790417-80 No noncompliance 
noted Major areas inspected moderator temp coefficent. 
control rod sequence b reactivity chectsi contra 1 rod scram 
time tests b shutdown margin determination 

CHOW. E T . WONG. D M K * STREETER. J F Region 3. Chicago. Office 
of the Director 79/09/07 6pp 


7907300310 Forwards appropriate Class III payment, in response to 790703 
request for fees for contingency plans & guard training 
plan* 

FOOD* W G Consumers Power Co 79/07/24 Ip 


P Operating licenio stage documents b correspondence 


7906190135 Summary of 790417 meeting w/8EP owner's group in Dethesda.MD 
re technical details of i ite-specif U spectra project 
LEVIN. K A Systematic Evaluation Programs Branch iPre 790625) 

79/04/30 Gpp 


7907100756 Discusses QA for radioactive matl transportation Util will 
use latest version of OA topical rept CPC-l-A for 
radioactive matl transportation b plant operations 
HOFFMAN. D P COniumari Power Cq 79/05/15 Ip 


7907260095 Discusses plans to Install communication links between NRC b 
nuclear facilities for emergency use, Direct lines from each 
facility to NRC headquarters b regional ofc will communicate 
QpeTatlonal b environ info 

KEPPLER.J. 0 Region 3, Chicago. Office of the Director 79/05/28 

apj> 


79(>7190-325 Summary of 790521 meeting w/Esxon re role In TUI-related 
re-eyaLuatl ons of operating plants 
KANE, W. F, Btanrfarrfiiai Ion Branch. 79/05/31 4pp 


7907180307 Forwards IE Insp Rept 50-155/79-09 on 790424-25 No 
noncompl ianca noted 

FIORELLI.O Region 3. Chicago. Reactor Construction b Engineering 

Support Branch 79/05/15 2pp 

—7907100319 IE Insp Rept 30-155/79-09 on 790424-23 No noncompliance 
noted Major areas inspected leakage at control rod drive 
penetration F2 

LEE.E.W K Region 3. Chicago. Office of the Director 79/05/10 

3pp. 

7907190209 Responds to IE Bulletin 79-10 re r equal 1 fUation training of 
reactor operators b senior operators Pertinent Info end 
BIXEL, D A Consumers Power Co 79/05/83 3pp. 


7907160234 Respond* to I£ Bulletin 79-12B re atypical weld matl In 
reactor pressure vessel welds C-£ will submit generic rept 
before 790600 Util will ref C-£ rept In response by 790629 
Final response will be submitted by 790731 
BIXEL. D. A Consumers Power Co 79/05/29 Ip 


7907190239 Responds to lE Bulletin 79-12D re atypical weld matl in 
reactor pressure vessel welds C-E Is performing records 
search b will submit generic rept directly to NRC by 790600 
BIXEL* D A Consumers Power Co 79/05/29, ip 


7907200310 Forwards IE Bulletin 79-12. "Short Period Scram* at BUR 
Facilities," Action required 

KEPPLER.J 0 Region 3* Chicago. Office of the Director, 79/05/31, 

Ip 



DOCKETED ITEMS 
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7‘?0719024& Forwards soppl IE QuHgtln 79-OlA. "Environ Qualification of 
Class I£^ Equipment (Deficiencies in Environ Qualification of 
A5CO Soienoid Valves) " Action required 

KEPPLERiJ G Region 3. Chicago, Office of the Director 79/0^/06 

Ip 


7907240232 Forwards IE Info Notice 79-15* "Deficient Procedures " No 
action required 

KEPPLERrJ 0 Region 3* Chicago. Office of the Director 79/06/07 
IP 


7907060007 Advises that IE Info Notice 79-15, "Deficient Procedures 
foTuarded to listed utils 

PAPPAS* H Region 3, Chicago* Office of the Director 79/06/0Q 

2pp 


7907O2O4S3 Forwards IE Info Notice 79-17* "Source Holder Assembltj 
Damage from Misfit Detween Assembly & Reactor Upper Grid 
Plate " 

KEPPLEftrJ 0 Region 3, Chicago, Office of the Director 79/06/20 
Ip 


7907120225 Forwards IE Bulletin 79-02* Ravi s 1 on 1» "Pipe Support Dase 
Plate Designs Using Concreta Expansion Anchor Bolts " Action 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/06/31 
Ip 


7907050445 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLER/J 0 Region 3* Chicago* Office of the Director 79/06/2? 

Ip 


7907120700 Forwards IE Dulletln 79-13. "Cracking in Feedwater Bys 
Piping " No action required 

KEPPLER* J G Region 3. Chicago* Dffico of the Director 79/06/25 
1 J> 


7907300479 Insp Rept 50-1S3/79-10 on 790506-10 U 0611-13 No 
noncomp 1 iance noted Major area inspected engineered safety 
features* operat ing procedures 6 operator training 

RfDOWAY*K R . BDYD* D C Region 3, Chicago. Office of the Director 
79/06/25 7pp 


7907060310 Forwards IE Circular 79-10* "Pi pef I ttings Mfg from 
Unaccep tab 1 e Makl " No action required 

KEPPLER*JG Region 3. Chicago, Office of the Director 79/06/26 

Ip 


79071Q0406 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 79/06/20 


7907130262 Forwards IE Bulletin 79-14, "Boismlc Analysis for As-Dullt 
gafoty-Related Piping 8ys " Action required 

KEPPLERjJ G Region 3. Chicago, Office of the Director 79/07/02 

Ip 


7907240039 Forwards IE Info Notice 79-18* "Sky lab Reentry " No action 
required 

KEPPUER* O O Region 3, Chicago, Office of the Director 79/07/06 
Ip 


7907310320 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

KEPPUER* J G Region 3* Chicago* Office of the Director 79/07/H 

Ip 


7907310406 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER. J 0 Region 3, Chicago* Office of the Director 79/07/13 

Ip 


7907240324 Forwards "Special Rept 20 1979 Inservice Insp 6 " 
BlXEUtD A Consumers Power Co 79/07/16 Ip 


—7907240320 "Special Rept 20 1979 Inservlce Insp 6 " 

# Consumers P.ower Co 79/07/10 SBpp 

7907260160 Notifies that written responses to IE Bulletin 79-15* Suppl 
1* should be directed to IE Div of Reactor Const Insp 
KEPPLER. J 0 Region 3* Chicago* Office of the Director 79/07/10 
Ip 


7907260354 Forwards IE Info Notice 79-19* "Pipe Cracks In Stagnant 
Borated Water 8ys at PWR Plants " No action required 
KEPPLER, J 0 Region 3* Chicago. Office of the Director 79/07/10 
Ip 


790725022B Forwards IE Bulletin 79-14* Revi si on I* "Seismic Analysis for 
As-Duilt Safety-Related Piping Sys " Action required 

KEPPLER. J 0 Region 3. Chicago* Office of the Director 79/07/20 
Ip 


7907270215 Requests approval of 781222 request for relief from Section 
XI of ASHE Doiler L Pressure Code re inservlce insp pragram 
Proposals for specific code mods end 
OlXELtD A Consumers Power Co 79/07/25 24pp 


R Periodic operating reports U related correspondence 


7907130393 Forwards monthly operating rept far June 1979 
HARTMAN. C J Consumors Power Co 79/07/06 2pp 


—7907130399 Monthly operating rept for June 1979 

HIMEBAUCH.N Consumers Power Co 79/07/06 4pp 


S Reportable occurrences* UERs L related correspondence 


7907200370 Forwards LER 79-02 1/03L-0 

HOFFMAN, D P Consumers Power Co 79/07/13 Ip 


— 7907200304 LER 79-021/03L-0 on 790616 static inverter power supply for 
one containment vacuum relief loop found de-energitod 
Caused by blow input fuse Fuse replaced L routine equipment 
checks undertaken 

a Consumers Pouier Co 79/07/13 ip 


DOCKET 50-156 UNIV OF WISCONSIN RESEARCH REACTOR 


0 Inspection reports* 1£ Oulletlns I* correspondence 


7907230436 Forwards IE Info Notice 79-16* "Nuclear Incident at TMI " 

No action required 

KEPPLER* J G Region 3, Chicago. Office of the Director 79/06/22 

Ip 


7907240066 Forwards IE Info Notice 79-10* "Skylab Reentry " No action 
required 

KEPPLER* J 0 Region 3* Chicago. Office of the Director 79/07/09 

Ip 


DOCKET 50-157 CORNELL UNIV RESEARCH REACTOR 


Q Inspection reports* IE Oullebins h correspondence 


7907230396 Forwards IE Info Notice 79-16. "Nucl ear Incident at TMI 
No action required 

ORIER.O K Region 1* Philadelphia* Office Of the Director 
79/06/22 Ip 


7907250453 Forwards IE Info Notice 79-10. "9kylab Reentry " No action 
required 

GRIER* B H Region 1. Philadelphia. Office of the Director 
79/07/06 ip 


DOCKET 50-160 GEORGIA 1N3T OF TECH RESEARCH REACTOR 


P Dperating license stage documents St correspondence 


7907060093 Forwards Amend 4 to License R-97 S* safety evaluation 
REIDiR U Operating Reactors Branch 4 (Pre 790625) 79/05/30 

2pp 


— 7907060098 Amend 4 to License R-97 incorporating organ 1 x« 1 1 ona 1 change* 
reactivity limits t* survetliance changes -tr permitting 2-mode 
power operation 

REID/R W Operating Reactors Branch 4 <Pre 790625) 79/05/30 

i2pp 


—7907060104 Safety evaluation supporting Amend 4 to License R-9/ 

REtO*R*W Operating Reactors Branch 4 (Pro 790625) 79/05/30 

5pp. 


Q Inspection reports* IE Bulletins (* correspondence 


7907100657 Forwards IE Circular 79-08* "Attempted Extortion - Low 
Enriched U '* No action required 

O'RCILLYf J P Region 2* Atlanta* Office of the Director 
79/05/10 2pp 
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7907230408 Foruurds iE Info Notice 79-'l6. ''Nuclear Incident at TMI 
No action required 

□'REILLYj J F Region 3. Atlanta, Office of the Director 

79/06/22 Ip 


7907240464 Foru^ards IE Info Notice 79-lBi ''Skglab Reentry *' No action 
required 

O'REILLVi J P Region 2i Atlanta, Office of the Director 
79/07/06 Ip 


DOCKET 50-163 OENEflAL ATOMIC COMPANY 


F Securltgi medical, emergency tc fire protection plans 


7907050308 Foruiarda five revised pages to modified physical security 
plan for guard training & qualification plan Pages withheld 
<ref 10CFR2 790) 

KOURY.N R Oenera) Atomic Co (subs of Dulf Oil Corp 1 79/06/28 

IP 


O Inspection reports, IE Dulletins $< correspondence 


7907230536 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI 
Nd action required 

ENOELKEN,P hi Region 5i San Francisco, Office of the Director 
79/06/22 Ip 


7907230747 Forwards IE Info Notice 79-lB, "Skylab Reentry " No action 
requ Ired 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/07/06 Ip 


DOCKET 50-166 UNIV OF MARYLAND RESEARCH REACTOR 


0 Inspection reports, IE Qulletins & correspondence 


79073S047I Forwards IE Info Notice 79-10, "Skylab Reentry " No action 
requ 1 red 

DRIER, H H Region i, Phi lodelph ia, Office of the Director 
79/07/06 Ip 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


P Operating license stage documents & correspondence 


79 07090 349 Forwards Amend 17 to Tech Specs for License R-fi4 

MCINDOE, D W Defense, Dept of, Defense Nuclear Agency 79/07/02 
I? 


— 7907090354 Amend 17 to Tech Specs for License R-84, deve) oped per Reg 
Guide 1 16 Si proposed ANSI Btd 15 IB 

* Defense, Dept of, Defense Nuclear Agency 79/07/02 37pp 


O Inspection reports, IE Bulletins L correspondence 


7907230437 Forwards IE Info Notice 79-10, "Skylab Reentry " No action 
required 

GR1BR»B H Region i, Philadelphia, Office of the Director 
79/07/06 ip 


DOCKET 50-171 PEACH OOTTOM ATOMIC POWER STATION, UNIT I 


J Insurance & indemnity information 


7907130374 Foruartfs axftcuted Amend 20 to Indemnity Agreement 0-20 
DRADLEy,E J Philadelphia Electric Co 79/07/09 3pp 


R Periodic operating reports b related correspondence 


7907260632 Forwards Decommission Annua] Rept 1978 
ALDEN,W N Philadelphia Electric Co 79/07/19 Ip 


— 7907260639 Dec ammml ss 1 on Annual Rept 1970 

» Philadelphia Electric Co 79/07/19 Ip 


U Oongress i ana l/Enecutiva Correspondence 


790 7180696 Responds to 790507 Ur re PaclUtles in light of accident at 
TMI Forwards actions taken at facilities as result of TMI 
Inc 1 dent 

HENDRIE, Jil Commission 79/06/20 3 pp 


—7907180713 Requests thorough insp of facilities in light of accident at 
TMI Requests info re exact steps being taken to guard 
against TMI-type accident at facilities 
ROTH,W V Senate 79/05/07 Ip 


DOCKET SO- 102 PURDUE UNIV RESEARCH REACTOR 


Q Inspection reports, IE Dulletins 6 correspondence 


7907230431 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI " 

No action required 

KEPPLER,J G Region 3, Chicago, Office of the Director 79/06/22 
IP 


7907240027 Forwards !E Info Notice 79-10, "Skylab Reentry " No action 
required 

KEPPUER,J 0 Region 3, Chicago, Office of the Director 79/07/09 
ip 


DOCKET 50-104 NATIONAL DUREAU OF STANDARDS REACTOR 


O Inspection reports, IE Oulletins 6 correspondence 


7907130156 Ack receipt of 790601 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-194/79-02 
MAnTIN,W 0 Region I, Philadelphia, Safeguards Branch 79/06/08 

ip 


—7907130160 Forwards IE Insp Rept 50-184/79-02 on 790122-25 & notice of 
violation Info withheld (ref 10CFR2 790) 

MARTIN, W G Region 1, Philadelphia, Safeguards Branch 

79/05/00 2pp 


—7907130163 IE Insp Rept 50-IQ4/79-02 on 790122-25 None omp 1 i one e noted 
failure to requalify members of security force annually 
Details withheld (ref 10CFR2 790) 

I]AILEY,R , OALLINA.C , DEVLIN, U W Region 1, Philadelphia, 

Safeguards Branch 79/03/04 Ip 


7907250442 Forwards IE Info Notice 79-18. "Skylab Reentry " No action 
required 

GRIER, B H Region 1, Ph 1 ladel ph ia, Office of the Director 
79/07/06 Ip 


DOCKET 50-186 UNIV OF MISSOURI RESEARCH REACTOR 


Q Inspection reports, IE Dulletlns << correspondence 


7907260272 Forwards IE Insp Rept 30-166/79-03 on 790514-17 No 
noncompliance noted 

DAVI6.A B. Region 3, Chicago. Fuel Facility L Materials Safety 

Branch 79/06/00 2pp 

—7907260281 IE Insp Rapts 50-186/79-03 on 790514-17 No noncomp 1 iance 
noted Major areas Inspected radiation protection raduaste 
mgt programs, previous items of noncompliance &r commitments 
& facility changes & mods 

DUDRV.N E , FISHER. W L Region 3, Chicago, Fuel Facility St 

Materials Safety Branch 79/06/06 9pp 


7907230434 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI " 

No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/06/22 
Ip 


7907240035 Forwards IE Info Notice 79-10, "Skylab Reentry " No action 
required 

KEPPLER, J O Region 3. Chicago, Office of the Director 79/07/09 
Ip 

S Reportable occurrences, LERs related correspondence 


7907050322 Discusses failure of nuclear instrumentation Channel 4 On 
790531, while operating at 10 MN, Channel 4 Indication failed 
downscale Caused by failure of plcometer Corrected by 
installation of spare picometer module 

MCKIDDEN.UC, DRUGGER, R M Missouri, Unlv of 79/06/29 2pp 


DOCKET 50-187 SPACE RADIATION RESEARCH REACTOR 


Q Inspection reports, IE Bulletins b correspondence 


7907230344 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI 
No action required 

ENGELKENrR K Region 3. San Francisco, Office of the Director 
79/06/22. Ip 
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790723075-3 Forwarrfs IE Info Notice 79-18, “Slti/lah Reentry " No action 
required 

ENOELKENj R H Region 3/ San Pranci«co« Office of the Director 

79/07/06 Ip 


□□CWET 30-100 KAN8AS STATE ON IV RESEARCH REACTOR 


Q Inspection reportSi IE Qulletins correspondence 


7907100273 Forwards IE Circular 79-OB. "Attempted Extortion - Low 
Enriched U " No action required 

SEVFRIT.K V Region 4# Dallas^ Office of the Director 79/03/10 

IP 

7907O200B0 Forwards IE Circular 79-09# "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Oreathing Apparatus 

SEYFRITjK V Region 4j Dallas# Office of the Director 79/06/23 

ip 

7907230306 Forwards IE Info Notice 79-l6i "Nuclear Incident at TMI “ 
No action required 

BEYFRIT# K V Region 4i DalJasj Office of the Director 79/06/32 

Ip 


DOCKET 50-192 UNW OF TEXAS RESEARCH REACTOR 


J Insurance 6 indomnitg information 


7907170186 Forwards Amend 11 to Indemnity Agreement E-35 
DUSEK*A J Texas. Only of 79/07/11 2pp 


Q Inspection reports# IE Bulletins 6 correspondence 


7907200320 IE Insp Rept 30-192/79-02 on 790409-11 No noncompliance 
noted Major areas inspected plant status# fac 1 1 i ty 
or g anl zatl on# log s l< records, revl eu> 6 audit functions# 
requal 1 f tcation training emergency plan 

JOHNSON. E H # CUPPiE A # MADSEN# 0 L Region 4. Dallas. Reactor 

Operations Nuclear Support Branch 79/04/23 lOpp 


7907200213 Forwards IE Insp Rept 50-193/79-03 on 790409-11 No 
noTicomp 1 lance noted 

MAOSEN# O L Region 4. Dallas# Reactor Oporatlons Nuclear Support 

Dranch 79/04/30 2pp 


7907100263 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U “ No action required 

8EYFRIT#K V Region 4# Dallas# Office of the Director 79/03/10 
ip 


7907020033 Forwards IE Circular 79-09. "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus 

SEYFRITiK V Region 4# Dallas# Office of the Director 79/06/32 

Ip 


7907230312 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI " 
No action required 

8EYFRIT#K V Region 4# Dallas# Office of the Director 79/06/22 

ip 


ODCKET 50-193 RHODE ISLAND b PROVIDENCE PLANTATIONS AEC 


G Inspection reports# IE Bulletins 6 correspondence 


7907100239 Forwards IE Circular 79-00# "Attempted Extortion - Low 
Enriched U " No action required 

GRIER.-0 H Region 1# Philadelphia. Office of the Director 
79/05/ 18 Spp 


7907230340 Forwards lE Info Notice 79-18# "Btylah Reentry," No action 
required 

DRIER. D H Region 1# Philadelphia# Office of the Director 
79/07/06 Ip 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


O Inspection reports# IE Bulletins 6 correspondence 


7907230390 Forwards IE Info Notice 79-16# "Nuclear Incident at TMI, 
No action required 

ORtERrD H Region 1. Philadelphia# Office of the Director 
79/06/22 Ip 


7907230436 Forwards IE Info Notice 79-10. "SVylah Reentry " No action 
required 

* GRIER. B H Region 1. Philadelphia. Office of the Director 
79/07/06 Ip 


DOCKeT 30-201 WEST VALLEY REPR0CE89IN0 PLANT 


H General correspondenc e 


7907100666 Ack receipt of 790338 1 tr re license responsibilities for 
West Vallley facility co-licensees Response is 1 napprop r i a tc 
because of pending proceeding Forwards settlement agreement 
(ii/Nucl«ar Engineering Co W/o and 
HENDRIE# J M Commission 79/0S/23 Ip 


I Financial information 


79070603B6 Forwards financial statements as of 70123 1 # incl Ud i ng 
comparative data for 1977 Statoments withheld 
<ref lOCFRB 790) 

CDNTl#P L Nuclear Fuel Services. Inc (suhs of Getty Oil Co 1 
79/05/14 3pp 


7907300410 Responds to- 790615 FOIA request r o projected cost of 
perpetual care for facility U wastes 6 perpetual care of 
nuclear wastes at othor facilities Forwards App A# listing 
documents end 

FELTON^ J M Division of Rutes and Records 79/07/10 Spp 


—7907300415 Forwards Amend 2 to NFB 630130 CP application submitted by 
NY State Atomic 6 Space Development Authority 
RUEDHAUaEN#0 M Debevoise 6 Llcberman 65/01/12 Ip 


— 7907300410 Amend 2 to NFS 630130 CP application lubmlttorf by NY 
State Atomic U Space Development Authority Updates change in 
name of author ity. flnancla 1 qual 1 f icat 1 one it contractual 
relationship w/NFS 

TOWNSEND# 0 New York# State of 63/01/12 ISpp 


—7907300424 Transcript of AEC 630514 statement before JCAE re NFS 
proposal for commercial chemical reprocessing sve b 
contractual agreement w/AEC 

* Atomic tnorgy Commission. 63/03/14 I7pp 


—7907300427 Responds to 630308 Itr re Pr ic e-Anderson indemnification 
agreomont w/NFS Agreement does not terminate until all 
radioactive matl has been removed U transportation of matl 
from location has ended 

LQWENBTEfNi R Atomic Energy Commission# Directorate of Licensing 
(Pre-19751 63/09/13 Ip 


-7907300434 Forwards complete list of documents given to GAO re proposed 
contract between AEC ic NFB 

VINCIOUERRA# J V Atomt c En e rg y C omml s s 1 on 63/05/08, 7pp 


—7907300440 Suggests changes for AE Luedecke testimony before JCAE re 
NFS 620726 CP application Describes status of licensing 
actions 

CONNER#! B Atomic Energy Commission 63/05/07 2pp 


‘7907300444 Notifies that NFS 690726 CP appUcatioii 6 NY State Atomic 
RbD Authority 630130 CP application should be issued 
Forwards suggested form content of pr-ovlsional CP 
MCCONNELL# E R # WOLMAN# A # CALL1HAN#D Atomic Safety and Liconting 
Board Panel 63/041/20 2-Opp 


■7907300466 Forwards documents to be received as part of doclflonal 
record subj to ABLD approval W/TD Connor 630314 Itr to 
A 8tamblor#CA Love joy 630403 testimony 6 NY State Atomic 
RtcD Authority 630400 Amend t to CP end 
CONNER.? 0 Atomic Energy Commission 63/04/13 2pp 


—790730-0492 Notifies that evaluation of financial qual 1 f Icat Ion of 
applicants cannot be completed w/o add 1 info Itemized cost 
estimates for major compononts# f inane la 1 guarantee from 
Bechtel 6 latest annual rept are needed 
CONNER#? D Atomic Energy Commission 63/03/14 2pp 


—7907300497 Teitlmony of CA Love joy re financial Info in NFB I# NY State 
Atomic RfcD Authority CP application Financial qualifications 
have been es tab 1 1 shadj CP should be granted# 

LOVEJDY# C A Atomic Energy Commission 63/04/13 7pp 


— 7907300300 Notifies of review of cost estimate fc supporting data in NFB 
application for CP Project estimate of *30 7 million is 
reasonable Addl funds will not be necessary . provided scope 
of project remains unchanged, 

RADLEY# H M H Monroe Radley 63/04/03 9pp 
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— 7«?t>7300509 A'tiend 1 to NFS 630130 CP application swbmitted by MY 
St4te< AtofTiJ c Spac« Devclopn^cnt Authoritg State of NV is 
re«panslblr for ^aint of site tr uastos stored at site 
tOMMSEKO. 0 Ncui York* State of 63Y04/0B 4pp 


— 7707300513 Paspomd* to 630313 I tr re assurance that State of NV ulll be 
respio-nsib I e for aiaint of st^ras* tanka & burial site 
Foriifards NV State DPe of Atoaiic Development ti NV State 
Atomic R£cD Ai^thorlfcij 630331 agreement 
TOWNSEND, D Nem York. State of 63/04/09 3p p 


— 7907300517 Metro o-P agreement between NY State Ofc of Atomic Development 
tc NV State Atomic R&O Autboritg re responeitti 1 i tg for moint 
Pf ^^torage tanks- & burial site 

TOWM9END.O , FEROUSOH, U NeuVork* State of 63/03/31 lOpp 


■^'7907300531 Discusser required financial protection for proposed 
chefTiical processing plant Submits related questions re level 
of financial protection, Price-Ander son indemnification 
agreement i^earli/ fee for indemnl f i cation agreement 
TOWMSEND, Q Neui Yorkr State of 63/03/OB 4pp 


•— 79Q73005&5 Requests aarly decision re level of financial protection for 
fuel! reprocessing plant Info is necessary to proceed 
u/canst schedule 

RyNICN>C Nuclear Fuel Services. Inc (subs of Oetty Oil Co > 
63/03/37 3pp 


~--7907300533 Ratifies of testimony for CP t DL 630304 hearing for 
chemical processing plant State of NY should furnish 
assurance of resp onsib i Hty for proper maint of storage 
tanks tc burial site, per Atomic Energy Act of 1954 
LdVfENBTEIN, R* Atojnlc Energy Commission^ Directorate of Licensing 
(Pre-l97SJ 63/02/13 2pp 


— 7907300536 For^Jards NV State Atomic RfcD Authority 630130 application 
for CP 

RUESHAUSEN, D f1 Ms u York. State of 63/01/30 Ip 


'-79O730053B Application for CP re fuei processing plant, subml tted by NY 
State Atomic R&D Authority NFS may enter into contractual or 
lease arrangements u/3tate of NY 
TOHNSSNDjO Mew York. State of 63/01/29 J4pp 


'•"7907300S44 Discusses briefing by NFS, State of NY Atomic RI<D Authority 
It Stoller Aisoclates r« costs of storage of high level 
raduasteatsite ^ 

NU6BDAUMER.D A , RUSNACK. N Atomic Energy Commi sslon'Deputy 
Director for Fuels and Materials (Pre-1975> 63/09/03 4pp 


F Operating license stage d-ocuments 6 correspondence 


7907360012 Discusses plans ta install cornmunica t i an links betuieen NRC 6 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters 6 regional qfc uiU eummunicate 
operational U environ info 

ORIER.D H Region !• Philadelphia, Office of the Director 
79/05/22 2pp 


7907110238 Notification of 790711 meeting u/MF8 in Silver Spring, MD to 
discuss progress of efforts to process available technical 
Info to provide basis for future decontamination 6 
d ecomifii s a i onlng of facility 

MAUONNEY, C F Fuel Reprocess it Recycle Drench. 79/05/29 2pp 


7907130079 Summary of 790516 meeting w/Nuclear Fuel Sve, Inc 6 NV Energy 
R&O Authority In Silver SprlngiMD re processing of data for 
decontami na tlan it d ecommi sslorti ng of facility 6 SD'S pan 
defect study status 

HAUOHNEY. 0 U Fuel Reprocess & Recycle Dranch 79/05/24 SOpp 


7907S50547 FOIA request for all 1953-66 NSC documents re projected 
costs of perpetual care for uastes tr waste facilities 
SHEAiJ F New York, State of 79/06/14 2pp 


79&7300336 Requests accession list of 1953-66 documents on file at NRC 
re projected costs of perpetual care for facility 6 luaftes 
it care of nuclear wastes at other facilitiei. 

8HEA, J F. New York, fitate of. 79/D6/IS 2pp 


7907&3D24I Ack receipt of 790116 Itr r* 1972 nemo concerning violations 
at facility as reported In anartynaus Itr Forwards NRC 
InteroFc correspond me# it insp repts from 1972 
HENDRIE:. O, H Commission. 79/07 /Oh 74pp 


--7907230246 Expresses concern re AECJ 720912 memo describing proposed 
action concerning possible violations at facility Requests 
details of any action taken 
RESNiKOFFrH Sierra Club. 79/01/18 Ip 


—7 9 07230350 Forwards anonymous Itr re ppssiblo safety violations at 
facility Possible courses of action discussed 

HENDRIE, J M Atomic Energy Commission, Directorate of Licensing 
(Pre-1975) 72/09/i2 ip 


7907230536 Responds to 790614 FOIA request for all 1953'66 NRC records 
re projected cost of perpetual care for wastes 6 waste 
facilities Forwards accession list 

FELTON, J H Division of Rules and Records 79/07/11 2pp 


O Inspection reports, IE Bulletins S, correspondence 


7907100333 Forwards lE Circular 79-00, "Attempted Extortion - Low 
Enriched U '' No action required 

ORieR,D H Region 1, Ph i ladelphia. Office of the Director 
79/05/10 3pp 


R Periodic operating reports it related correspondence 


7907190718 Forwards quarterly environ monitoring rapt for jan-Mar 1979 
DLDHAM.W A Nuclear Fuel Services. Inc . West Valley Reprocessing 
Plant 79/04/27 13pp 


— 7907190727 Ouarterly environ monitoring rept for Jan-Mar 1979 

* Nuclear Fuel Services. Inc , West Valley Reprocessing Plant 
79/04/27 12pp 


7907050417 Forwards discharge monitoring rept for Apr 1979 

OLDHAHiW A Nuclear Fuel Services, Inc isubs of Getty Oil Co > 
79/05/09 4pp 


8 Reportable occurrences, LERs 6 related correspondence 


7907180770 Ack receipt of 790329 rept of safety evaluation of pan 8D-2 
defect at West ValleyrNV Rept Is inadequate Situation is 
bordering on edge of major catastrophe Suggests matl be 
removed solidified as soon as possible 
REBNIKOFF, H Sierra Club 79/05/16 3pp 


V Conpreselonjl/Esecotlve Correspondence 


79O709O00S Responds to 790320 Ur to J« Hendrie re license duties of 
NFS at Sheffield site fit NV State Energy R6D authority for 
West Valley plant Nuclear Fuel Bve cannot transfer 
responsibilities w/o NRC approval 

01RK8. W J Office of Nuclear Material Safety it Safeguards 
79/03/29 2pp 


—7907090007 Requests info re NRC responsibility to terminate NFS 
license to operate waste disposal site at Sheffield. lU 
VOLKER.D H New York, State of 79/03/2B 2pp 


DOCKET 50-206 SAN ONOFRE NUCLEAR BTATION. UNIT I 


A Application/construction stage documents & correspondence 


7907310377 Forwards Jul 1979 ''Final Environ Impact Rept" re proposed 
San Dnpfre-to-Mi ssion 230 kV transmission line End 
available in Central Flies 

STEGER^D 9 California, State of 79/07/37 Ip 


P Operating license stage documents fi< correspondence 


7906190135 Summary of 790417 meeting u/8EP oiwner's group in Dethesda,MD 
re technical details of site-specific spectra project 
LEVIN.,.H A Systematic Evaluation Programs Branch <Pre 790625) 

79/04/30 4pp 


7907120207 Bumrnary of 790486 meeting w/utils to discuss Westlnghouse 
plant design re TMI-2 event 

THADANliA Reactor aystems Dranch 79/05/02 39pp 


7907310539 Forwards NRC 790515 Itr to licensees of Wostinghouse 
tWD-loup plants re rod bank exchange method for verifying 
shutdown margin of two-1 OPp N5S8. 

ZIEMANN, D L, Operating Reactors Branch 2 (Pre 790625) 79/05/15 

2pp. 


7907310287 Requests addl Info re SEP Topic VI*^!, "Organic Matls fic 
Poib-Accldent Chemistry " Forwards list of info needed 
ZIEHANNj D L Operating Reactors Branch 2 iPrt 790635) 79/06/06 

3PP 
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7907110696: Forwards Categ 4 ir(| 2 0 regulatory positions to be addressed 

in SEP Aeg Guide 1 114 end 

ZIEMANN.D L Operating Reactors Branch 2 (Pro 790629) 79/06/11 

'ypf- 


7907240560 Forwards NRC 790604 Itr to Westinghouse requesting addl info 
re small break LOCA analyses tc analysis methods 
Documentation re applicability of Westlnghouse results to 
analyses at facility will eventually be required by NRC 
SCHMENCERi A Operating Reactors Branch I iPre 790625) 79/06/ 1 t 

2pp 


7907250127 Requests listing of alarms t« voltage monitoring devices 
available to provide operability status indication to 
complete evaluation of 6 EP Topic VIII'-3 &• "DC Power 8 ys Dus 
Voltage Monitoring 8 < Annunciation " 

ZJEMANN.D L Operating Reactors Branch 2 (Pre 790623) 79/06/19 

2pp 


7907300030 Forwards Arnond 41 to License DPR'^IO & notice of issuance & 
ava liability 

2IEMANN. D L Operating Reactors Branch 2 (Pre 790625) 79/06/10 

Gpp 


— 7907300033 Amend 41 to License PPR-13dncreaB Ing annual discharge 
limits qP sulfate for CV79 6 CYOO 

2I£MA^NcD L Operating Reactors Branch 2 (Pre 790625) 

79/06/10 6 pp 


— 7907300035 Notice of Issuance availability of Amend 41 to License 
DPR~13 

2 IEMANN 1 D L Operating Reactors Branch 2 (Pre 790625) 

79/06/18 2pp 


7907030469 Forwards rept "Water Transport Through 5iOOO-Ft Long 
Eectien Along Outfall Line* " per NRC request re SEP 
Kydrologv taplct 

HAYNES* J 0 Southern California Edison Co 79/06/20 Ip 


— 7907030469 "Mater Transport Through 3, 000-Ft Long Section Along Outfall 
Linei '* Nov 1972 

* Southern California Edison Co 72/11/30 200pp 


7907030474 Submits info re SEP Topics 1 11-12* "Environ Qua 1 i f ication of 
Saf ety-Rela bad Equipment*" U Topic VI-3* "Containment 
Pressure 81 Heat Removal Capability*" In response to 790504 
request 

HAYNES* J 0 Southern California Edison Co 79/06/22 5pp 


7907I7021S Forwards comments on list of topics deleted from SEP re 
combustible gas control S* undordraln sys U accumulator 
isolation valves 

HAYNES* J O Southern California Edison Co 79/07/03 2pp 


7907100629 Confirms 790626 telcon re Westtnghouse generic small break 
LOCA analyses Because results of specific analyses may not 
be applicable to fae 1 1 1 ty* vendor will further Investigate 
design 

BASKIN* K P. Southern California Edison Co 79/07/06 Ip 


7907090261 aumfnariies actions taken prior to NRC 790024 meeting on 
pipe breaks^ Work undertaken to identify high energy lines 
Inside containment & syt required for safe shutdown Effects 
□f postulated breaks in high energy lines examined 
HAYNESi J 0 Southern California Edison Co 79/07/09 Ip 


7907190549 Forwards "Simulation of Earthquake Oround Motions for San 
Onofre Nuclear Generating Station Unit 1**' Suppl 1 
BABKINiK P Southern Cal 1 fornla. Ed iion Co 79/07/12 2pp 


—7907190951 "Simulation of Earthquake Ground Motions for San Onofre 
Nuclear Generating Station Unit 1*" Suppl i* prepared by 
TCRA Corp 

■* Southern California Edison Co 79/07/31. 167pp 

•Q Inspection reports* IE Bulletins & correspondence 


7907050413 Responds to t£ Bulletin 79-04* "Incorrect Weights for Velan 
Suing Check Valves " No Velan valves installed or scheduled 
to be Installed .at facility, 

HEAD* J T. Southern California Edison Co 79/04/30. Ip 


7907090442 Forwards info requested ih IE Bulletin 79-07 re seismic 
stress analysli of safety-related piping 

HEAD*J T. South Carolina Electric ^ Gas Co 79/04/30 7pp 


7907090390 Responds to IE Bulletin 79-03 No A9ME 9A-3I2 
Type 304 stainless steel pipe spools in u*e or planned 
for use in safety-related syi at facility 
HEAD*J T Southern California Edison Co 79/05/00. 1 


7907240618 Forwards results of preliminary review of licensee resptinsei 
to IE Bulletins 79-06* 06A t 06* Amend 1 Meeting u/owners of 
operating plants having Mes t inghouse-das igned sys scheduled 
for 790530 in Detheida.MD 

aCHWENCER*A Operating Reactors Branch I (Pre 790625) 79/03/22 

4pp 


7907200372 Forwards lE Bulletin 79-12* "Short Period Scrams at BUR 
Facilities " No action required 

ENGELKEN* R H Region 5* San Francisco* Office of the Director 
79/05/31 ip 


7907260528 Forwards IE Insp Rept 50-206/79-05 on 790319-23 No 
noncompliance noted 

BOOK* H E Region 5* San Francisco* Fuel Facility Materials 

Safety Branch 79/06/01 2 pp 


—7907260334 IE Insp Rept 50-206/79-05 on 790319-23 No noncomp I ianco 
noted Major areas Inspected environ monitoring protection 
programs* review of program procedures* repts it OA audits 
CURTIS* J R * BAIRD* U B Region 3* San Francisco* Office of the 

Director BOOK* H E Region 5* Ban Francisco* Fuel Facility tc 

Materials Safety Branch 79/06/01 4pp 


7907270009 Forwards IE Insp Rept 50-206/79-07 on 790301-03 No 
noncompliance note-d 

CREWS* J L Region 5* San Francisco* Reactor Operations Nuclear 

Support Branch 79/06/01 2pp 


— 7907270013 IE Insp Rept 50-206/79-07 on 790501-03 No hancompl iance 
noted Major areas Inspected Insorvlce insp data revl euf 8 * 
evaluatl on* LER followup Sc independent insp effort 
CANTER<H U * HAlSTiD Region 5* Ban Francisco* Office of the 
Director FAULKENBERRY* 0 Region 5* San Francisco* Reactor 

Operations Nuclear Support Branch 79/06/01 Gpp 


7907190426 Forwards suppl IE Bulletin 79-OlA* "Environ Oual if i cation o-f 
Class IE Equipment (Def Ic 1 enc 1 es in Environ Qua 1 i f Icat ion of 
ASCO Solenoid Valves) " No action required 

ENOELKENiR H Region 5* San Francisco* Office of the Director 
79/06/06 Ip 


7907060032 Forwards IE Info Notice 79-15i "Deficient Procedures " No 
action required 

ENGELKEN* R H Raglan S* Ban Francisco* Office of the Director 
79/06/07 Ip 


7907090427 Notification of 790613 meeting w/util in BethasdaiMD to 
discuss results of examinations 6 analyses of feedwater 
noiilc cracking at facility U to Identify cause of failure* 
method of repair 6 testing program 

JORDAN* E L Division of Reactor Operetions Inspections 79/06/12 

2 pp 


7907120365 Discusses finding of unacceptable Indicationi in welds in 
main feedwater piping sys Based on info presented at 79D613 
meeting* understands util uii 11 conduct baseline Inservlce 
weld examinations 8 * submit interim rept 

ENGELKEN* R. H Region 5* flan Francisco* Office of the Director 
79/06/14 2pp 


7907020450 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Oetweeo Assembly Reactor Upper Grid 
Plate ** 

ENOELKENiR H Region 3* San Francisco* Office of the Director 
79/06/20 ip 


7907120012 Forwards IE Bulletin 79-02* Rovt s ion 1* "Pip# Support Base 
Plate Dasigns Using Concrete Expansion Anchor Bolts " Action 
required 

ENGELKEN* R H Region 5* San Francisco* Office of the Director 
79/06/21 ip 


790711020S Forwards lE Circular 79-09* ’'Occurrences of fiplit or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

ENGELKEN* R H Region 5* 8 an Francisco* Office of the Director, 
79/06/22, tp 


7907120624 Forwards IE Bulletin 79-13* "Cracking in Feedwater Bys 
Piping '* Action required 

ENGELKEN* R,H Region 5* San Francisco* Office of the Ulrector 
79/06/25 Ip 


79073003B2 Forwards supplemental response to IE Bulletins 79-06A b 
06A*Revlslon 1 Provides info re transient b accident 
candltions* containment isolation b training instructions for 
automatic safety Injection 

HEAD, J, T. Southern California Edison Co 79/06/29 12 pp, 
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7907060219 Fnruard* IE Circular 79’-10. "Pipe f i ttlng* Wfg from 
t/n 4 C c f p tab 1 e Matl " No action required 

ENCELKEN^R H Regitin 5. San Franc i*co. Office of the Director 
79/06/26 Ip 


7907100531 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

ENGELKEN.R H Region 5, San Frandeto. Office of the Director 
79/06/2S Ip 


7907130212 Forwards IE Bulletin 79-14. "Seismic Atialysl* for A«-Built 
Safe tg-ReUted Piping Sqs " Action required 

ENCELKEN.R K Region 3. San Francisco, Office of the Director 
79/07/02 Ip 


7907230781 Forwards IE Info Notice 79-18. "Skylab Reentry ■' No action 
required 

ENCELKEN.R H Resion 5, San Francisco. Office of the Director 
79/07/06 Ip 


7907250220 Forwards lE Insp Rept 50-206/79-08 on 790529-0601 6 notice 
of violation Rept withheld (ref 1CCFP2 7901 

NORDERHAUO. L R Region 5. San Francisco. Safeguards Oranch 

79/07/06 app 


7907I&0706 Forwards lE fluMetin 79-15, "Deep Draft Pump Deficiencies 
Action required 

ENGELKEN.R H Region 5. San Francisco, Office of the Director 
79/07/11 Jp 


7907310399 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

ENGELKEN. R H Region 5, San Francisco, Office of the Directvr 
79/07/13 Jp 


7907260277 Notifies that written responses to IE Bulletin 79-15* Suppl 
I, should be directed to JE Div of Reector Const Insp 
ENGELKEN.R H Region 5, San Francisco. Office of the Director 
79/07/ IB Ip 


R Periodic operating reports U related correspondence 


7907100375 Forwards "Annual Operating Rept.Vol IV Biolog ical, 
Sed Imsn t olog it a 1 6 Oceanographic Data Analgses 1978 " 
CURRfE.R a Southern California Edison Co 79/06/27 Ip 


--7907100387 "Annual Operating Rept. Vol IV Qiol og ical. BedimentoJog ical 
b Oceanographic Data Analyses 1978 " Prepared by Broun & 

Caldutl 1, Loclihifd Center for Marine Research 6 Marine 
Biolagica) Consultants. Tnc 

* Southern California Edison Co 79-R0-54 79/12/31 500pp 


7707100593 Forwards monthly operating rept for June 1979 
CURRAN, J M Southern California Edison Co 79/07/15 Ip 


►7907100598 Monthly operating rapt for June 1979 

RODRIGUEZ. J P Southern California Edison Co 79/07/05 Spp 


8 Reportable occurrences. LERi & related correspondence 


7907130387 Forwards PN0-79-67AV 

ENOELKEN. R H Region 5, San Francisco. Office of the Directer 
79/07/03 Ip 


DOCKET S0~20B COLUMBIA t/NIV RESEARCH REACTOR 
0 Inspection reports, IE Oulletins 6 correspondence 


7907230394 Forwards IE Info Notice 79-i6. "Nuclear Incident at TMI " 
No action required 

GRIER. Q H Region I. Philadelphia, Office of the Director 
79/06/22 ip 


7907230451 Forwards IE Info Notice 79-18. "Skylab Reentry " No action 
required 

GRIER. S H Region 1, Ph 1 lade Iph ia. Office of the Director 
79/07/06 Ip 


DOCKET 50-213 HADOAM NECK PLANT 


F Security, medical, emergency 6 fire protection plans 


7907180543 Submits formal notification re change to commitment made 
in MG Counsll 790424 Itr re amended security plan Tour 
restrictions will be removed in some areas of plant, per 
790509 telcon among R Kelmlg.H Madden 6 RP Tragglo 
CQUNSIL.N Q Connecticut Vankee Atomic Power Co 79/07/09 2pp 


7907230570 Documents info provided verbally re delay In schedule of 
submittals for fire protection mods Delay until 790731 due 
to TMI event & IE Bulletin requirements 
COUNSIUWO Northeast Utilities 79/07/19 2pp 


P Operating license stage dotuments & correspondence 


7906190135 Summary of 790417 meeting u/BEP owner's group in Dethesda.MD 
re technical details of site-specific spectra project 
LEVIN. H A Systematic Evaluation Programs Branch <Pre 790625) 

79/04/30 4pp 


7907i20207 Summary of 790426 meeting ur/utlls to discuss Meetinghouse 
plant design re TMI-2 event 

THADANI,A Reactor Systems Branch 79/03/0S 39pp 


79O73103B0 Forwards NRC 790519 Itr to licensees of Mestinghousa 
two-loop plants re rod bank exchange method for verifying 
shutdown margin of tuo-laop N8B8 

BCHMENCER. A Operating Reactors Branch 1 <Pre 790625) 79/05/13 

2pp 


7907260042 Discusses plans to Install communication links between NRC & 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters & regional ofc will communicate 
operational 6 environ info, 

CRIER, B H Region 1. Ph i ladelph la. Office of the Director 
79/05/22 2pp 


79D73IO270 Requests addl Info re SEP Topic Vl-l. "Organic Mails ft 
PoBt-Accl dent Chemistry " forwards list of info needed 
21ENANN. DL Operating Reactors Branch 2 (Pre 790625) 79/06/06 

app 


7907020287 Forwards PN0-79-67AR 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/06/03 Ip 


7907030199 Forwards FNO-79-67AS 

ENGELKEN, R H Region 5, San Franciico, Office of the Director 
79/06/11 ip 


7907030238 Forwards PN0-79-67AT, "Nucliar Incident at TMI " 

ENGELKEN, R H Region 5, San Franclscp. Office pf the Director 
79/06/19. ip 


7907050530 Forwards PN0-79-67AU 

ENOELKEN.R H Region 5, San Franciscor Office pf the Director 
79/06/26 ]p 


7907100602 Forward, JB Moore 790619 Ur re cracked welds an snubber 
Cause was attributed to water hammers or vibration in 
feedwater sy* 

BASKIN. K P Southern California Edison Co 79/07/03 2pp 


7907110783 Forwards "SEP Review of Safe Shutdown 8ys for Haddam Neck 
Plant, *' draft evaluation of Topics V-10 Q.V-ll D. VH-3 I* X 
Requests response within 30 days, 

ZIEMANN. D L Operating Reactors Branch 2 <Pr* 790629) 79/06/07 

2pp 


— 7907110729 "SEP Review of 8afe Shutdown Sys for Haddam Neck Plant, 
draft evaluation of Topics V-IO D,V-ii B. VlI-3 X 

a Operating Reactors Branch 2 (Pre 790625) 79/06/07 94pp 


7907110676 Forwards Category 2 6, 3 regulatory positions to be addressed 
in SEP Reg Guide 1 114 end 

ZIEMANN, D L Operating Reactors Branch 2 (Pre 790629) 79/06/1 i 

7pp. 


7907340944 Forwards NRC 790604 Xtr to Mestlnghouse requesting addl info 
re small break tOCA analyses & analysis methods 
Documentaion re app 1 icab 1 1 1 ty of Mestlnghousa results to 
analyses at facility will eventually be required by NRC 
SCHMENCER, A Operating Reactors Branch 1 (Pre 790629) 79/06/11 

2pp, 


—7907100603 Discusses actions taken to alleviate cracked snubbs 
pTobUm Cracked welds were repaired w/reactor at cold 

faadwatar regulating valve hes been readjusted. 
MOORE, J B Southern California Edison Co 79/06/19 Spp 


7907S60909 Summary of 790516 meeting w/util in Sftthesda,MD re geology 
& seismology issues related to SEP review of tectonic 
province !< seismic design 

LEVIN* H A Systematic Evaluation Programs Branch (Pre 7906S5) 

79/06/11 6pp 
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7907250179 listing of alarms & voltag« monitoring devices 

available to provide operabllitg status indication to 
complato evaluation of SEP Topic VI H~3 B, "DC Power Bys Bus 
Valtage Monitoring Annunciation *’ 

HEMANMjD L Operating Reactors Branch S iPre 790625) 79/06/lB 

2pp 


790703037B Notifies that review of draft evaluation SEP Topic IV-i 
A for factual correctness is complete NRG asSBSsgient 
substantively corect 

COVNaJL, W 0 Connecticut Yankee Atomic Power Co 79/06/25 tp 


7907300567 Summary of 790S22 meeting w/utll in Silver 8prlng<KD re 
NRC comments on submittal of proposed Tech Specs to 
Implement 10CPR50 App I requirements 

WAKBACH, r V Operating Reactors Branch 2 79/07/05 ^pp 


7907260737 Requests extension until 790013 to respond to NRC 
790629 request for PUR licensee capabilities to anticipate 
respond to unusual Incidents 

COUNBiLiM Q Northeast Utilities 79/07/16 Ip 


O Inspection reports* lE Bulletins h correspondence 


7907090444 Discusses meeting held in Phi ladelph ia« PA on 790316 Meeting 
was b-aneflclal in providing util u/understand ing of NRC 
concern w/mgt control of radiation protection programs 
ORIERcD.N Region 1j Philadelphia! Office of the Director 
79/04/46 6pp 


--7907090449 Summary of 790316 meeting w/utll in Ph 1 lade Iph iai PA ro 
Region 1 concerns w/mgt control in area of radiation 
protection program 

CROCKER! H U Region l! Philadelphia! Office of the Director 
79/04/lA 4pp 


7907060469 Responds to IE Bulletin 79-09 OE Type AK-2 circuit breakers 
are not used 

COUNSlLfU 0 Connecticut Yankee Atomic Power Co 79/05/17 Ip 


7907060377 Forwards IE Bulletin 79-11. 'Taulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Bye " Licensee 
actloTi required 

ORIER^Q H Region li Philadelphia! Office of the Director 
79/05/23 Ip 


7907240599 Forwards results of preLtminary review of licensee responses 
to IE Dulletins 79-06! 06A 4< 06i Aoitnd 1 Meeting 
u/auiners of operating plants having Westinghouse-destgned 
sys scheduled for 790530 in BethesdaiMD 

SCHWENCBR.A Operating Reactors Branch 1 (Pra 790625) 79/05/22 

4pp 


7907050460 Rasponds to IE Bulletin 76-120 re atypical weld matl in 
reactor pressure vessel C-E is performing requested search 
& will submit rept to NRC by 79D60B 

CDUNBIL!^ 0 Northeast Nuclear Energy Co (Northeast Utilities) 
79/(55/24 Ip 


790703(5023 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor '* 

ORIERtB H Region 1. Philadelphia! Office of the Director 
79/05/29 Ip 


7907200093 Forwards IE Bulletin 79-12. "Short Period Berams at BUR 
Facilities." No action required 

ORlERit) H Region li Philadelphia. Office of the Director. 
79/05/31 Ip 


7907190045 Forwards suppl IE Bulletin 79-OlAi “Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qual 1 f icatlon of 
ASCO Solenoid Valves) “ Action required 

ORICRjB. H Region ir Philadelphia. Office of the Director 
79/06/06 ip 


79070600B4 Forwards IC Info Notice 79-15r "Deficient Procedures *' No 
action required 

(9R1ER.B. H, Region 1. Philadelphia. Office of the Director. 
79/06/07 Ip 


7907410363 Forwards 1£ Info Notice 79-17. "Qource Holder Assembly 
Damage from Misfit Between Assembly Reactor Upper Qrld 
Plate, " 

ORIER.B.H Region It Ph i ladelph ia. Office of the Director 
79/06/20, Ip 

7907230650 Forwards IE Bulletin 79“02, Revl s Ion 4. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required 

ORJER.B.H Region i. Ph 1 ladelph ia. Office of the Director. 
79/06/21 Ip. 


7907240140 Forwards IE Circular 79-09. "Dccurrences of Split or 
Punctured Regulator Diaphragms in Certain Bel f-Contai ned 
Breathing Apparatus “ No action required 

(9RIER.D H Region 1. Philadelphia. Office of the Director 
79/06/23 ip 


7907120407 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " Licensee action required 

ORIER.O H Region ii Philadelphia. Office of the Director 
79/06/25 ip 


7907060180 Forwards IE Circular 79-10. "Pipef itting s Mfg From 
Unacceptable Matl " No action required 

GRIER, B H Region 1. Philadelphia. Office of the Director 
79/06/26 ip 


7907100495 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

GRIER) B H Region 1. Philadelphia. Office of the Director 
79/06/20 Ip 


7907060167 Forwards "Inservice Testing Program for Pumps b Valves it 
Pressura Test Program for 790901-010501 " 

COUN0IL.U 0 Connecticut Yankee Atomic Power Cp 79/06/29 2pp 


— 7907060171 "Inservice Testing Program for Pumps b Valves it Pressure 
Test Program for 790901-010501 " 

a Connecticut Yankee Atomic Power Co 79/06/30 64pp 


7907310006 Ack receipt of 790524 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-213/79-00 
BRUNNERiE J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/06/29 Ip 


“7907310000 Responds to NRC 790809 Itr re violations noted in IE Insp 
Rept 50-213/79-08 Corrective actions new alarm mercold was 
installed in refueling water storage tank 

COUNSlLi U 0 Connecticut Yankee Atomic Power Co 79/05/24 2pp 


“7907310011 Forwards IE Insp Rept 50-213/79-0B on 790320-23 6 notice 
of violation 

BRUNNER.E J Region i. Phi ladelphia. Reactor Operations Nuclear 

Support Branch 79/05/09. 2pp 


—7907310014 Notice of violation from insp on 790320-23 

a Region 1. Phi ladelphia. Office of the Director 79/05/09 
ip 


—7907310017 IE Insp Rept 50-213/79-00 pn 790320-23 None omp Uanc e noted 
failure to prepare temporary change in procedure for 
surveillance of refueling water storage tank 
DAUNACK. U H . KIBTER.H D Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/05/00 ?pp 


7907100750 Forwards IE Bulletin 79-14. "Balimic Analysis for As-DulU 
0afety-Relatad Piping Sys " Action required 
ORIER.B H Region 1. Phi ladelphlai Office of the Director. 
79/07/02. Ip 


7907250496 Forwards IE Info Notice 79-10. "Bkylah Reentry " No action 
required, 

GRIER.B H Region t. Philadelphia. Office of the Director 
79/07/06, ip. 

7907300468 Draft supplemental responses to IE Bulletin 79-06Ai Revl s 1 on 
1 Submits infu re emergency procedures) Inadvertent 
transferrol of radioactive matl outside containment, test! ng 
of safety'^related sys it initiation of containment isolation, 
a Connecticut Yankee Atomic Power Go 77/07/06 5pp 


7907270326 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/07/ il ip 


790723G52B Responds to IE Bulletin 79-134 14 tc 02 re feedwater sys 
piping aubmlti schedule for insp of feedwater piping sys. 
rept on operating adequacy, emergency procedures S: method 
for leak detection 

CDUNSIL. K 0 Connecticut Yankee Atomic Power Co 79/07/13 3pp. 


7907310489 Forwards IE Circular 79-13. "Replacemant of Diesel Fire 
Pump Starting Contactors " No action required 
GRIER. D,H, Region 1. Philadelphia. Office of the Director 
79/07/16 Ip, 

R Periodic operating reports 4< related correspondence 


7907100525 Forwards monthly operating rept for June 1979 

GRAVES. R,H Connecticut Yankee Atomic Power Co. 79/07/11 ip 
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— 7907160327 Monthly op«ratinfl r®pt for Jun# 1979 

» Connecticut yanfcef Atofnic Power Co 79/07/13 app 


S Deportahle occurr&nct*i LER* & rel^t^d c 0 Tr«Kpoi\dence 


79071700i7 Bubfliit* prfrUniinary notlficetlon of RO 79-07/lP 
During welkdouin of Category I piping iy«i one pip* eupport 
on *vc uater piping uai founef not to i o type epeeified on 
b 1 ueprl nt 

CRAVES f R H Connecticut Yanlcee Atomic Powar Co 79/07/10 Ip 


7907260710 Forwards UER 79-007/0iT-0 

ORAVES.R H Connaeticiifc Vantee Atomic Power Co 79/07/23 3pp 


--7907260717 UER 79-007/01T-0 on 790707 one Categ^ory 1 pipe support on 
SVC water piping WS-121-3 found not to be seismic Tgpo 
WB-REa-l specified on drawing Caused by human error Existing 
pipe changed immed la te 1 y 

THOMAS. R M Connecticut Vankee Atomic Pouier Co 79/07/23 Ip 


DOCKET S0-2J9 OySTER CREEK NUCLEAR POWER PLANT 


F Sacurity. medical, emergency & fire protection plans 


7907020160 Dlscu&ses commitment to provide alternate means of supplying 
water tO' yard loop Decision made to provide 3 00 • 000 gal tank 
it pump to provide firs protection sys water demand 
riNFROCKi I R Jersey Central Power it Light Ca 79/06/26 ip 


0 Adjudlcatary correspondence 


790713-0092 Mema & order that ET6 became part of provisional OL Requests 
NRC to submit evaluation of recent coolant flow reduction 
inc ident 

LA20fR M Atomic Safety and Licensing Doard Panel 79/09/31 2pp 


7907160113 Responds to ASL8 790331 memo it order Foruiards license amend 
safety evaluation re 790902 loss of coolant inventory Core 
Is und-amaged tt new Tech Specs are imposed Plant can resume 
operation u)/o undue risk 

NOaDHEAD.C P Branch 3 79/06/03 App 


**-7907160 1S7 Summary of 790S30 meetlns in tVashlngtoni OC to discuss 
status of 790902 event Plant may resume operation 
CHlLKfS J Office of the Secretary of the Conmlssion 79/06/04 


—.7907100143 Notifies of review completion of 790S02 event re loss of 
coolant inventory Forwards safety evaluation Proposed 
changes to Tech Specs must be implemented prior to restart 
Plant may resume operation Certificate of Sve and 
8TeLU0..V. Division of Operating Reactors 79/09/30 3pp 


--7907160160 Informs that restart core Is undamaged Util has made 
necessary changes to Tech Specs Operation of plant may be 
resuaied w/o undue risk to health L safety of public 
* Office of Nuclear Reactor Regulation 79/03/30 44pp 


J Insurance & Indemnity Information 


7907290319 Advises that notice of claim by OB Hue-y has been filed, 
alleging mental stress incurred by family due to danger of 
radioactive contamination from facility 
ALTON. C. 0 American Nuclear Insurers. 79/07/lB Ip 


P Operating license stage tfocumints L correspondence 


7906190139 Summary of 790417 meeting w/SEP owner's group In Bethesda.ftO 
re technical details of s 1 ti-spec I f 1 c spectra project 
LEViNi H A Systematic Evaluation Programs Branch (Pre 790625) 

79/04/30 4pp 


7907060496 Forwards request for addl info re test program for startup L 
power aecenslon U appropriateness of annulus initruments 
for describing water level over core* 

ZtEMANN. D. L. Operating Reactori Branch 2 (Pre 790629) 79/09/15 

3PP 


9071107SB Summary of 790503-04 site trip re 790502 triple low water 
level. 

JDWICKI.B J Operating Reactors Branch 2 (Pre 790623) 79/05/22 

3pp 


7907260052 Dlecusses plans to install communication links between NRC 6 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters & regional ofc will communicate 
operational & environ info 

GRIER. G H Region 1. Philadelphia. Office of the Director 
79/03/22 2pp 


7907060242 Forwards safety evaluation presenting review 6 conclusions 
re 79050S transient condition of core & corrective action 
taken to prevent recurrence 

■ STELLO. V Division of Operating Reactors 79/05/30 3pp 


—7907060243 “Re start BER •' 

* Division of Operating Reactors 79/05/30 42pp 


7907100009 Forwards Amend 35 to License DPR-16. safety evaluation h 
notice of Issuanca it availablity 

ZtEMANN. D L Operating Reactors Branch 2 (Pre 790625) 79/05/30 

2pp 


— 7907100012 Amend 35 to License DPR-16. inc orporatlng Tech Specs 
contained in App A. as revised 

ZIEMANM. D L Operating Reactors Branch 2 (Pre 790625) 

79/03/30 4pp 


— 7907100013 Safety evaloatjoo supporting Amend 33 to License OPft-16 
*f Division of Operating Reactors 79/03/30 Spp 


—‘7907100017 Notice of issuance & availability of Amend 33 to License 
DPR-16 

« Division of Operating Reactors 79/05/30 3pp 


7907110480 Notice of Issuance of Amend 35 to License DPR-16. which 
revises Tech Specs to allow operation u/ane recirculation 
loop out of SVC. using max planar linear heat generation rate 
1 Imlts 

ZIENANN. D L Operating Reactors Branch 2 iPre 790625) 79/05/30 

3pp 


—7907110553 Safety evaluation supporting Amend 39 to License DPR-16 
* Office of Nuclear Reactor Regulation 79/05/30 Spp 


7907130134 Forwards Amend 36 to License DPR-f6. safety evaluation it 
notice of issuance L availability 

ZIEMANN. 0 L Operating Reactors Branch 2 (Pre 790623) 79/09/30 

2pp 


—7907130140 Amend 36 to License DPR-16 revising Tech Specs re fuel 
cladding safety limits 

ZIEMANN. D L Operating Reactors Branch 3 (Pre 790629) 

79/03/30, 7pp 


-‘*7907130-146 Safety evaluation supporting Amend 36 to License DPR-16. 
* Office of Nuclear Reactor Regulation 79/03/30 3pp 


-*•7907130194 Notice of issuance it availability of Amend 36 to License 
OPR-16 

ZIEMANN/ D L Operating Reactors Branch 2 (Pre 790629) 

79/09/30 3pp 


7907190325 Summary of 790521 meeting u/Exxon re role in TMI-related 
re-evaluations of operating plants 

KANE.U F. Standardization Branch 79/09/31 4pp 


7907060424 Forwards Amend 37 to Llcanis 17PR-16 it notice of issuance L 
aval lability 

REGAN* U H Environmental Projects Branch 2 79/06/06 2pp 


— 7907060426 Amend 37 to License DPR-i6. estab llih Ing App B Tech Specs 
• Assistant Director for Environmental Projects 79/06/06 

app 

— 7907060430 Notice of issuance i< availability of Amend 37 to License 
DPR-16, 

REGAN. N K Environmental Projects Branch 2 79/06/06 2pp 


—7907060434 Tech Specs for App □ to License DPR-16 

» Jersey Central Power it Light Co 7B/11/30 i02pp. 


7907310264 Requests addl Info re SEP Topic Vl-l. “Organic Metis & 
Post-Accident Chemistry ” Forwards list of info needed 
ZIEMANN, D L Operating Reactor# Branch 2 (Pre 790625) 79/06/06, 

3PP* 


7907110666 Forwards Category 2 L 3 regulatory positions to be addressed 
in SEP Reg Guide 1 114 encl 

ZIEMANN, 0 L Operating Reactors Branch 2 <Pre 790625). 79/06/11, 

7pp 
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7^07110662 Confirms NHC 7907t7~lB fits Visit to obssrvo mi t»-*pec 1 f ic 
fsstvrss re seismit design Supporting d ocumsntAt ion end 
2IEMANM, D L Operating Reactors Dranch 2 (Pre 790625) 79/06/13 

200PP 


79O72501B3 Requests listing of alarms it voltage monitoring devices 
available to provide operability status Indication to 
complete evaluation of SEP Topic VIII~3 D« “DC Power Sys Dus 
Voltage Monitoring it Annunciation “ 

ZIEMANN, D L Operating Reactors Branch 8 <Pre 790625) 79/06/lB 

2pp 


7907110727 “Analysis of Populations of Boring & Fouling Organiima In 
Vicinity of Oyster Creek Nuclear Generating Btation< '' 
quartarly repti Sep t-Nov 1978 

HDAQLANDi k E Lehigh Unlv ^ NUREO/CR-OaiS 79/06/30 76pp 


Q Inspection reportsi IE Qulletint & correjipondence 


7907050223 Responds to IE Bullet in 79-09 OE Type AK-2A-25 «* AK-2A-50 
circuit breakers are used In supplying power to equipment in 
safety-related tys 

FIMFROCKj I R Jersey Central Power It Light Co 79/03/17, 4pp 


79070603B2 Forwards IE Pulletin 79-11# "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Bafoty 3y« “ Licensee 
action required, 

QRIER<B H Region Ph 1 ladel phi a# Office of the Director 

79/05/aa jp 


7907030030 Fortiards IE Inf-o Notice 79-13i "Indication of Lou Water 
Level in Oyster Creek Reactor “ 

ORlERiQ H Region Phi 1 adel phla# Office of the Director 
79/05/S9 Ip 


7907200103 Forwards IE Bulletin 79-124 "Short Period Bcrams at DWR 
Facilities " Action required 

ORIERjO H Region l> Philadelphia# Office of the Director 

79/05/'3l Ip 


7907190052 Forwards suppl IE Bulletin 79-01A4 "Environ Quol 1 f icatlon of 
Class IE Equipment <Def Ic tone ies in Environ Qualification of 
A5C0 Solenoid Valves) “ Action required 

0R1ER#I3 H Region it Ph 1 ladel phia# Office of the Director 
79/OhrO& Ip 


7907060098 Forwards TE Info Notice 79-lSi "Deficient Procedures “ No 
action- required 

CRIERrQ H Region it Philadelphia# Office of the Director 
79/06/07 Ip 


790711D3'6B Forwards IE info Notice 79-17i "Source Holder Assembly 
Damage from Misfit Between Assembly b Reactor Upper Qrid 
Plate " 

ORIERjlI H Region Philadelphia. Office of the Director 
79/06/20 Ip 


7907230669 Forwards IE Bulletin 79-02^ RevI slon !• "Plpo Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts *' 

Action required 

QRIERiD H Region li Phi ladelphia. Office of the Director 
79/06/21 Ip 


7907230303 Forwards IE Info Notice 79-10# “Sky lab Reentry “ No action 
required 

QAI£R#D H Region 1# Philadelphia. Office of the Director 
79/07/06 Ip 


7907270333 Forwards lE Bulletin 79-lS> “Deep Draft Pump Deficiencies ■■ 
Action required 

DRIER. B H Region 1. Phi 1 ade 1 phla. Office of the Director 
79/07/11 ip 


7907310499 Forwards IE Circular 79-13# "Replacement of Diesel Fire 
Pump Starting Contactors ’’ No action required 
ORIER^D H Region 1# Ph i I ad e 1 p h la # Office cf the Director 
79/07/16 Ip 


R Periodic operating reports it related correspondence 


7907100399 Forwards sixteenth quarterly progress rept. "Wo-adbortr Study 
Associated ui/Dyster Creek Oenerating Station#'* for 
790209-0504 

FINFROCK# 1 R Jersey Central Power 6 Light Co 79/07/02 Ip 


— 7907100402 "Noodbortr Study Associated w/Oyster Creek Oenerating 
Station#" sixteenth quarterly progress rept for 790209-0504# 
prepared by Battelle Columbus Labs. 

* Jersey Central Power b Light Co 79/06/15 20pp 


7907250350 Forwards monthly operating rtpt for June 1979 
RQ88#D A Jersey Central Power fc Light Co 79/07/13 ip 


—7907250354 Monthly operating rept for June 1979 

MCCLAIN^C N Jersey Central Power tc Light Co 79/07/11 Bpp. 


S Reportable occurrences# LERs b related correspondence 


7907030379 Forwards LER 79-020/OIT-0 

RQBS# D A Jersey Central Power 6 Light Co 79/06/27 Ip 


— 7907030381 UER 79-020/017-0 on 790613 secondary containment integrity 
breached when reactor bldg airlock doors it^are opened 
simul teneously. Caused by failure of procedure to state 
correct method for securing airlock doors Procedure revised 
ROBS. D A Jersey Central Power 6 Light Co 79/06/27 9pp 


7907260307 Forwards LER 79-021 /03L-0 

RQBS# 0 A Jersey Central Power b Light Go 79/07/20 Ip 


—7907260593 LER 79-08i/03L-0 pn 790620- during surveillance testing 
ect 1 vi ti es# Instruinent 1P15A was found to trip at valve 
higher than allowed by Tech Specs Instrument found to be 
within expected accuracy attainable 

R0S8# D A Jersey Central Power b Light Co 79/07/20 3pp 


7907270170 Forwards RP 50-219/79/23- IP 

CARROLLtJ T Jersey Central Power 6 Light Co 79/07/20 ip 


—7907270202 RD 219/79/23-lP on 790719 recirculating pump A removad 
from SVC for mainttln violation of Tech Specs which require 
min of four pumps in operation Pump returned to sve b 
reactor restarted 

flUINTENZ, T-E Jersey Central Power & Light Co 79/07/20 2pp 


7907240130 Forwards IE Circular 79-09# "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Bel f-Contalned 
Breathing Apparatus " No action required 

GRIER# B H Region it Philadelphia# Office of the Director 
79/06/23 Ip. 


T Hearing transcripts on noh-antltrus t mitten 


7907090019 Transcript of 790530 meeting in Wash ing ton. DC re status of 
790502 event at facility Pp 1-32 Documentation end 
HENORIE#J rt » OILlNBKV#V , KENNEDY, R T Commission 79/03/30 
4Bpp 


7907120496 Forwards IE Bulletin 79-13# "Cracking in Feedwater 8yi 
Piping “ No action required 

GRIER, 3 H Region 1. Philadelphia# Office of the Director 
79/06/23, Ip 


7907060167 Forwards lE Circular 79-10. "Plpef ittings MPg from 
Unacceptable Matl. “ No action required, 

ORIERiB H Region 1# Philadelphia# Office of the Director 
79/06/26, Ip. . 


7907100498 Forwards lE Circular 79-12# "Potential Diesel Generator 
Turbocharger Problem. “ No action required 

CRIER, B N Region 1# Philadelphia# Office of the Director 
79/06/28 ip 


7907180770 Forwards IE Bulletin 79-14# “Seismic Analysts for As-Built 
8af etyRela ted Piping Bys “ Action required 
GRIER. B,H Region 1# Philadelphia# Office of the Director, 
79/07/02 Ip 


7907090024 Highlights 790SQ2 event. During lurvelllance tifits# false 
reactor high pressure scram V subssquent events caussd 
shutdown of all three feedwater pumps Mater level decreased 
to loto-low-lotj level alarm, 

E1BENN1IT«D Division of Operating Reactors. 79/03/30 lopp 


DOCKET 30-220 NINE MILE POINT NUCLEAR STATION# UNIT I 
J Insurance it indemnity information 


7907050283 Forwards 'Endursemints 34.53 &# 56 
RUSHMORE, J W Niagara Mohawk Power Corp 


to MAELD Policy MF’*46 
79/06/27 4pp 


7907030304 Forwards Endorsements 64.65 U 66 
HUBHHDRErJ. N Niagara Mohawk Power Corp 


to NELIA Policy NF-161 
79/06/27, 4pp, 
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DOCKETED ITEMS 


P Op4irAtinj] st^gfr docuntent-i h correspondence 


7907240061 Discusses plans to install c o/rmun i cat i on links betbisen NflC L 
nuclear facilities for emergency use Direct lines from each 
facility to MRC headquarters & raglanal ofc will communicate 
operational & environ Info 

QHIER.B H Region 1. Philadelphia, Office of the Director 
79/05/22 Spp 


79071806-14 Forwards rJUREO-0560, "Staff fiept on Generic Assessment of 
feedwater Transients in PWRs Designed by S&lf W/o end 
GRIMES, D K Assistant Director for Engineers & Projects (Pre 
7906251 79/06/fl 2pp, 


7907240374 Forwards Amend 32 to License DPR'~63, safety evaluation t, 
notice of Issuance & availability 

IPPOLITO, T A Operating Reactors Dranch 3 (Pre 790625) 

79/06/11 2pp 


7907240370 Amend 32 to License DPR-’63, estereding safety limit on min 
reactor vessel water 1 eve I » I imlt ing safety sys setting on 
I ou-lout- 1 otu water level & adding requirement re open 
recirculation loops 

IPPOLITO-T A Operating Reactors Dranch A (Pro 790625) 

79/06/n app 


--79072403B0 Safety avaluation supporting Amend 32 to License DPR~63 
IPPOLfTO^T A Operating Reactors Branch 3 (Pre 790625) 

79/06/11 3pp 


— 79072403B2 Notice of Issuance & availability of Amend 32 to License 
DPR-60 

IPPOLITO, T A Operating Reactors Dranch 3 CPre 7906251. 

79 / 06 /n app 


7907200430 Forwards errata to facility "ARvatic Ecology Studies Data 
Rept 1970 “ 

QCilNElDER.R ft Niagara Nohawk Power Corp 79/07/11 lOpp 


7907230077 Forwards application for amend to License DPR-63 allowing 
rated power operation u/one recirculation loop isolated 
TH0MA8,E D LeBoeuf, Lamb, Lelby & MaePae 79/07/19 2pp 


^**^79072301 51 Application for amend to License DPR~63 allowing rated power 
operated u/on« recirculation loop Isolated Certificate of 
Sve tc supporting docume-ntation end 

DIEE, D P Niagara Mohawk power Corp 79/07/10 7pp 


7907260654 Forwards info on TMftSAP U ADLPIPE computer codes re 
verification of modeling techniques for seismic calculations 
on unit safety’related piping sys 

DIBE, D P Niagara Mohauik Power Corp 79/07/24 SOOpp 


0 Inspection repartsf IE Bulletins it correspondence 


7907230471 rorwards IE Insp Rapt 50-220/79-09 on 790326-29 No 
tioncomp] lance noted 

DRDNNEftrE J Region 1, Ph 1 ladelph ia. Reactor Operetlons Nuclear 

Support Branch 79/05/02 Spp 


—7907230479 IE Insp Rept 50-220/79-09 on 790326-29 NO noncomp I iance 
noted Major areas 1 nspac ted: r • f uel ing operatlans, IE Circular 
6 Bulletin review L licensee actions re previous Insp 
f Ind ings 

ARC»fir2EL-R I MCCADE.E C Region 1, Ph i Ude Iph ia. Office of the 
Director 79/05/01 7pp 


7707060420 Responds to lE Bulletin 79-09 GE Type AK-S circuit breakers 
are used in sa frty-r elated sys using shunt trip devices 
Preventive meint program has heen Initiated 
SCHNEIDER, R R Niagara Mohawk Power Corp 77/05/07 Ip. 


7907270379 Forwards IE Insp Rapt 50-220/79-08 on 790308-09.20-23 
6 27-30. 

CARLBONiftiT Region 1, Philadelphia* Reactor Construction t< 

Engineering Support Branch 79/05/lB 2pp 


— 7907270301 IE Insp ftept 30“2aO/79-OB on 790 3 OB- 07« 20-23 Ic 87-30 No 
noncomp Hance noted Major arfas inspected* torus mod 
jcttvitl esi emergency condenser noiile saft-tTUf replacement, 
actions relative to LER 79-07 8» Inservice Insps 
TftlPPrU. E r MCDREARTY* R* A , JERMIOAN, E P Region 1, 

Ph 1 ladelpJi ie, Reactor Construction it Engineering Support Branch 
79/05/16. 12pp. 


7907130129 Forwards Info on requalification training program In 
response to IE Bulletin 79*-10 re apparent operator failures 
I at TMl 

I aCHNEIDERiR R, Niapare Mohawk Power Corp 79/05/21 3pp 


7907060395 Forwards IE Bulletin 79-11, "Faulty Overcurrant Trip Device 
in Circuit Breakers for Engineered Safety Sys ” Licensee 
action required 

Oni£R*B H Region 1, Philadelphia. Office of the Director 
79/03/28 Ip 


7907090094 Responds to lE Bulletin 79-10 Submits requaU f Icatlon 
training program statistics 

LEONARD, vf D Power Authority State of New Vork 79/05/22 3pp 


7907030044 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor 

GRIER. B H Region 1* Philadelphia, Office of the Director 
79/05/29 Ip 


7907200117 Forwards IE Bulletin 79-12, ‘‘Short Period Scrams at DWft 
Facilities " Action required 

GRIER, B H Region 1* Philadelphia, Office of the Director 
79/05/31 Ip 


7907130178 Notlficatlnn that civil penalties will be Imposed, due to 
insp finding re weakness in implementation of physical 
security program Notice of proposed Imposition of civil 
penalties end App A withheld (ref 10CFR2 790) 

DAVI6, J 0 Office of Inspection U Enforcement 79/06/05 2pp 


—7907130182 "Notice of Proposed Imposition of Civil Penalties " 
■» Office of Inspection t. Enforcement 79/06/05 2pp 


7907190004 Forwards supfl IE Bulletin 79-OlA, "Environ Qual i f Ication of 
Class IE Equipment (Deficiencies in Environ Qual i f ication of 
A3C0 Solenoid Valve*) " Action required 

GRIER, B H Region 1, Ph i ladelph la, Office of the Director 
79/06/06 Ip 


7907060109 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required 

OftlERiB H Region 1, Philadelphia, Office of the Director 
79/06/07 ip 


7907300148 Responde to IE Bulletin 79-01 re environ qualification of 
electrical components Required electrical equipment in 
containment ie qualified for LDCA environs Supporting 
do<cumentat ion end 

SCHNEIDER, R R Niagara Mohawk Power Corp 79/06/11 iSpp 


—7907300160 Rept re llmi torque valve operator test for meeting geneTal 
requlrcmente of electrical valve actuator in nuclear 
reactor containment environ Prepared by Philadelphia Gear 
Corp 

♦ Franklin Institute 69/01/02 ©pp 


—7907300166 Rept of test on Philadelphia Gear Corp 8MBQ-1S llmitorque 
Prepared by Lockheed Electronics Co 
*» Franklin Institute 68/07/31 6pp. 


--7907300175 Rept re llmitorque valve operator test under simulated 
reactor containment past-accident steam it chemical Frapared 
for Philadelphia Gear Corp 

» Niagara Mohawk Power Corp 6B/11/3D 4lpp 


— 7907300181 Addendum I to test rept of llmitorque valve actuator in 
nuclear reactor containment environ, prepared by Philadelpha 
Dear Corp Forwarding Itr «ncl 
» Niagara Mohawk Power Corp 69/04/29 5pp 


7907270384 Forwards IE ln»p Rapt 50-820/79-05 on 790207-10 
GRIEft.B H Region 1, Phi ladelphla. Office of the Director 
79/06/13 2pp 


—7907270386 IE Insp Rept 50-280/79-05 on 790207-10 Noncomp Uance noted 
access requirements, physical barriers it response records 
DEVLIN, J U , bailey, R.J , TH0NU8, L Region 1, Philadelphia, 

Safeguard* Branch 79/06/Q5 Ip, 


7907180401 Forward* safety evaluation of piping reanaly si s, per IE 
Bulletin 79-07 Requirements of bulletin have been fulfilled 
Power operation may resume 

IPPOLITO. T A Operating Reactor* Branch 3 iPri 790685) 

79/06/19 2pp. 


— 7907180407 ©ofety evaluation of piping reanaiysi* per IE Bulletin 
79-07 IE bulletin requirements adequately satisfied 
s Operating Reactors Branch 3 (Pre 790625) 79/06/19. 3pp 


7907100475 Forwards IE Inf® Notice 79“17, "Bourc# Holder Assembly 
Damegc from Misfit Sitwecn Astemblg l< Reactor Upper Grid 
Plate " 

ORlEftrO.H Region 1, Philadelphia. Office of the Director 
79/06/20 ip. 


DOCKETED ITEMS 
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7907230693 Forward® IE Bullotin 79-02i Revl s 1 on 1< "Plpa Support Base 
Plate Designs Using Concrete Expansion Anchor Doitfi 
Action required 

GRlERiB K Region 1» Ph 1 ladclph ia< Office of the Director 
79/06/21 Ip 


7907230029 Ac k receipt of 790608 1 tr infortning NRC of steps taken to 
correct violations noted In IE Insp Rept 30— 220/79“07 
SMITHjiO H Region 1. Philadelphia! Fuel Facility «« Materials 

Safety Branch 79/06/02 Ip 


— 790723003B Responds to NRC 790600 Itr re violations noted in IE Insp 
Rept 50-220/79-07 Corrective actions radiation work permit 
requirenient reviewed re access control 

aCHNEIDERi R R Niagara Mohawk Power Corp 79/06/08 3pp 


— 7907230044 Forwards IE Insp Rept 50-220/79-07 on 790313-16 U notice of 
violation 

SMITH G H Region !■ Philadelphia! Fuel Facility I* Materials 

Safety Branch 79/03/16 2pp 

— 7907230051 Notice of violation from insp on 790313-16 

« Region i, PhlUdolphiai Office of the Director 79/05/11 

app 


— 7907230057 IE Insp Rept 50-220/79-07 on 790313-16 Noncompliance noted 
failure to adhere to radiation protection procedures 
specified in Tech Spec* 

TH0NU3.L H ! NIM1TZ!R L Region ii Philadelphia! Office of the 

Director CRaCKER!H N Region Ji Philadelphia* Fuel Facility U 

Materials Safety Branch 79/05/11 I4pp 


7907240180 Forwards lE Circular 79-09i "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Dreabhlng Apparatus " No action required 

ORIERiD H Region 1* Philadelphia/ Office of the Director 
79/06/23 Ip 


7907120310 Forwards lE Dullctin 79-13* "Cracking in Feedwater 8ys 
Piping " No action required 

QRIER.B H Region 1* Ph 1 lade Iph la. Office of the Director 
79/06/25 Ip 


7907060193 Forwards lE Circular 79-10. 'T ipe f i ttings Mfg from 
Unacceptable Mail '* No action required 

QRIER*D H Region 1* Philadelphia! Office of the Director 
79/06/26 ip 


7907160782 Forwards lE Bulletin 79-14! "Seismic Analysis for As-Built 
Safety-Related Piping Bys " Action required 

ORlERi B H Region 1* Philadelphia* Office of the Director 
79/07/02 Ip 


7907230310 Forwards IE Info Notice 79-l0i "Bkylab Reentry " No action 
requi red 

ORIER.B H Region 1* Philadelphia. Office of the Director 
79/07/06 ip 


7907270347 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

DRIER* D H Region 1* Philadelphia! Office of the Dlroctor 
79/07/11. Ip 


7907310311 Forwards IE Circular 79-13* "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
ORlERrB H Region 1* Philadelphia* Office of the Director. 
79/07/16 Ip 


R Periodic operating reports related correspondence 


7907130444 Forwards monthly operating rept for June 1979 
SCHNEIDER* R R. Nlagare Mohawk Power Corp 79/07/10 Ip 

— 7907130448 Monthly operating rept for June 1979 

PERKINS* T N Niagara Mohawk Power Corp 79/07/10 Spp 


7907170225 Forwards monthly operating rept for June 1979 
SCHNEIDER* R R Niagara Mohawk Power Corp 79/07/10 ip 

B Reportable occurrences* LERs It related correspondence 


7907050338 Forwards LER 79-013/031,-0 

SCHNEIDER* R R Niagara Mohawk Power Corp 79/06/08 ip 


—7907030354 LER 79-013/03L-0 on 790610. during refueling outage* time 
delay device in reactor protection sys would not operate in 
appropriate manner Caused by bad clutch coll Coll replaced & 
retested. 

DUDAiE Niagara Mohawk Power Corp 79/06/28 Ip. 


7907130381 Forwards LER 79-016/03L-0 & LER 79-O17/0OL-0 
SCHNEIDER* R R Niagara Mohawk Power Corp 79/07/09 Ip 


—7907130392 LER 79—016/03L-0 qn 790626 failure to review temporary 
electrical maint procedure within seven days Review made 
1< approvals received 

DUDAi E Niagara Mohawk Power Corp 79/07/09 Ip 


— 7907130383 LER 79-017/03L-0 on 790612 containment spray water intortie 
valves leaked causing failure of integrated leak rate test 
Valves removed * cl eaned 6 re-lnstalled 
DUDA* E Niagara Mohawk Power Corp 79/07/09 Ip 


DOCKET 50-223 UN IV OF LOWELL RESEARCH REACTOR 


P Operating license stage documents & correspondence 


7907100020 Forwards Amend 3 to License R-125 tt safety evaluation 
REIBiR W Operating Reactors Dranch,4 (Pr* 790625) 79/05/29 

2pp 


—7907100024 Amend 3 to License R-103< chang ing frequency of conducting 
Integrated leak rate tests of containment bldg 

RElDiR U Operating Reactors Branch 4 (Pre 790623) 79/05/29 

4pp 


— 7907100027 Safety evaluation supporting Amend 3 to License R-125 
* Office of Nuclear Reactor Regulation 79/05/29 4pp 


Q Inspection reports* IE Bulletins it correspondence 


7907250469 Forwards IE Info Notice 79-lSi "Skylab Reentry " No action 
required 

GRIERfQ H Region 1. Philadelphia. Office of the Director 
79/07/06 ip 


DOCKET 50-224 UNIV OF CALIFORNIA RESEARCH REACTOR 


H General corretpendence 


7907090302 Notifies that 8 Kaplan will continue as reactor 
administrator 

LIM* T H California* Univ of. Berkeley 79/06/29 ip 


7907160370 Notifies that VB Schrock will be reactor administrator of 
Berkeley research reactor* as of 790710 
LIM*T H California* Univ of. Berkeley 79/07/09 Ip 

0 Inspection reports* IE Bulletins fi< correspondence 


7907190470 Forwards IE Insp Rept 50-224/79-01 on 790424-23 No 
noncompliance noted 

CREWS* J L Region 5. San Francisco* Reactor Operations Nuclear 

Support Branch 79/05/17 2pp 


— 79071904B4 IE Insp Rept 30-224/79-01 on 790424-25 No none omp 1 1 anc e 
noted Major areas inspected facility organiiatlon* log s & 
records* requa 1 1 fl cation training* procedures* survei 1 lance* 
experiments, re view Ic audit 

MILLER* L F Region 3* San Francisco* Office of tho Director 
79/03/16, 4pp 


7907120094 Forwards IE Insp Rept 30-224/79-02 on 790521 No 
noncomp I lance noted, Enel withheld (ref iOCFR2 790} 

NORDERHAUOi L R Region 5* Han Francisco. Safeguards Branch 

79/06/06, 2pp 


7907230584 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI 
No action required 

EKOELKENi R H Region 5* San Francisco* Office of the Director 
79/06/22 ip 


7907230764 Forwards IE Info Notice 79-lBi "Skylab Reentry " No action 
required 

ENOELKEN* R H Region 5* San Francisco* Office of the Director 
79/07/06 Ip 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


P Operating llcenta stage dacumentt b c orrespondeilce 


7907030172 Notlflas that License CX-22 will expire 790630 Renewal 
requires submission of application demonstrating safety of 
reactor operation over period of renewal W/list of items to 
be reviewed prior to renewal 

REIDiR W Operating Reactors Branch 4 (Pre 7906251, 79/05/13 

9pp 
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DOCKETED ITEMS 


Q Intpectlpn reporti. 1£ Bulletins & corrpt pontferjce 


H O^ner^l corrB^pondPnce 


7?072&02$7 Forward* l£ Info NqUcb 79-10. "Sbylab Rvsntry •’ No action 
rfiq.u irtd 

ORIER.B H Rtgion Ir Phi ladslphiai Office of the Director 
79/07/06 Jp 


DOCKET 50-220 AEROTEST RADIOGRAPHY ii RESEARCH REACTOR 


Q Inspection reports. IE Sulletini & correspondence 


790723052? Forwards IE Info Notice 79-lA. “Nuclear Incident at TKI " 
No action re<iuired 

ENOELKENfR H Region 9i 9an Francisco. Office of the Director 
79/06/22 Ip 


79D7230745 Forward* IE Info Notice 79-101 “Skglab Reentry " No action 
required 

ENCELKEN.R H Region 5. San FrancUco, Office of the Director 
79/07/06 Ip 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION. UNIT 2 


F Security, medical, emergency it fire protection plane 


7907190155 Forwards draft suppl to fire protection safety evaluation 
UAINAS. fl Plant Sgstemi Branch 79/06/12 2pp 


— 7907170167 Draft suppl to fire protection safety evaluation 
* Office of Nuclear Reactor Regulation 79/06/12 Itpp 


7907200381 Subnits Classes 1 (< III feei for safeguards contingency 
plans 

REED. C Commonwealth Edison Co 79/07/12 2pp 


7907300330 Forwards Revision 2. interim physical security plan Plan 
withheld (rtf 10CFR2 790) 

REEDjC Commonwialth Edison Co 79/07/23 Ip 


7907160890 Four Itrs opposing transport of 509 radioactive epont 
fuel rods between facilities 

MIRTH, 8 . RUNYON. J . GUILTY. J Affiliation Unknown 79/05/10 4pp 


P Operating license stage documents correspondence 


7906190135 Summary of 790417 meeting w/SEP owner ^s group in Dethesda, MD 
re technical details of i 1 te-spec 1 f ic spectra project 
LEVfN.R A Systematic Evaluation Programs Branch iPre 790623) 

79/04/30 4pp 


7907260069 Discusses plans to Install communication links between NflO L 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarter* 6 regional ofc will communicate 
operational i< environ info 

KEPPLEr.J o Region 3. Chicago, Office of the Director 79/0a/2a 
3pp 


7907310475 Discusses resolution of deterioration problem of puna-N 
components in ASCO solenoid valves Response to IE Bulletin 
70-14 has been revised to assure replacement of mat! In 
necessary components by 001231 

REED. C Commonwealth Edison Co 79/03/31 3pp 


7907230143 Forwards draft evaluation of BEP Topic VI-I. "Organic Matl* 
6 Post-Accident Chemistry 

ZIEMANN, D L Operating Reactors Branch 2 <Pre 790623) 79/06/06 

3pp 


7907110631 Forwards Category 2 & 3 regulatory positions to be addresied 
in SEP Reg Guide 1 114 end 

ZIEMANN, DL Operating Reactors Branch 2 IPre 790625) 79/06/11 

7pp 


7907030204 Forwards supplemental info to Special Rept 43 re spent fuel 
storage pool mods 

jANECEKiR F Commonwealth Edison Co 79/06/12 3pp 


G Adjudicatory correspondence 


7907050423 Forwards NRDC annual rept fc metis i, Cltlxens for Better 
Environ metis supporting applicant position re involvement 
Of both erganiiatloni in breed environ litigation Mail 
provided in response to 790419 memo 6 order Svc list end 
5TEPTQE. p Ishaotj Lincoln 6 Beat# 79/05/03 5Ipp 


oppoiitlon to NRC motion for reconsideration of ASL0 
790419 memo 6 order following sptcial prehearlno 
conference Certificate of Bvc end, 

ROlSMANiA Z Natural Resources Defense Council 79/05/10 2pp 


7907110499 gtati of IL opposition to NRC 790504 motion 6 Cotom Ed 79030? 
mocion for reconsideration fc/or clarification 6 referral of 
Selr?u «tBO L order admitting Contentions 6 6 li 

SES^ULER.fi H lUinolsi State of. 79/05/17 6pp 


7907110572 Forwards new info re analysis of sabotage U possible 
consequences, potentially relevant to McOulre proceedings 
U/a end Certificate of Svc end “ 

CARTER. T F Division of Safeguards 79/01/22. 3pp 


7907200105 NRTC response in oppoiition to Comm Ed motion for 
reconsideration or. in alt«rnativa. for darlficetlon or 

of sefeguards for spent fuel shipments 
Motion li unwarranted 6 i he on* is tent w/lOCFR73 
ftOrSnAN. A 1 Natural Resources Defense Council, 79/05/82 


4pp 


^^shlSm^nt.^pSLi^ r “Z*"*^*' Jtatemint re safeguards for spent f« 
P^op‘>Ied rule to protect spent fuel shipments 
against sabotage. presented in 7904S9 memo to 

CDCHRA^rB** J®!* «rf»l9-te Certificate of sve end 

COCHRAN. T B Neturel Risourcts Defense Council, 79/05/18 3pp, 

Opposes severe! proposed actions re storage of Dresden spei 
Erie SpringhUl Area, Opposes nuclear energy tn prlndole 
MurwM. r Affiliation Unknown 79/05/31 Spp 


7907830176 Requests listing of alarms fc voltage monitoring devices 
available to provide operability status indication to 
complete evaluation of BEP Topic VlII-Q D. "DC Power Bys Bu« 

Voltage Monitoring fc Annunciation " 

ZIEMANN, 0,L Operating Reactors Branch 2 (Pre 790623) 79/06/10 

2pp 


7907090303 Submits addl Info to 790102 Ur re current commitments to 
containment purging during normal plant operation 
Schedule for responding to issues re normal operation 
purging will be submitted by 790001 
BEED.C Commonwealth Edison Co 79/07/02 3pp 


7907860031 Summary of 790628 meeting w/utll In Dethetda.MD re purglno L 
venting limits tt performance of purge 1* vent valves during 
postulated LQCA 

HANNON, J N Operating Reactor* Branch 3 (Pre 790623), 79/07/02. 


7907130322 Revises 790702 Itr re purging during normal operation. 
No purging at power at Zion will be permitted until purge 
valves have been analyted & determined to be capable of 
closure under DBA 

REEOiC Commonwealth Edison Co 79/07/03, Ip 


aZZ.. . ..u i/w u.i»innux: itr Analysis 

of reactor Internal stress analysis from GE will be 
available by 790001 Turbine bldg design computation will be 
evaluation of Reactor-Turbine Bldg end 
JANECEK.R F Commonwealth Edison Co 79/07/06, 23pp, 

® Stress Analysis Support 8k irt. Revision 3" Parts A< 
B-12 B-19, prepared by Nuclear Component* Eng Ineoriho, B6W 

* Commonwealth Edison Co 70/10/i3 49pp 


7907190363 Forwards description ^ drawings from OEI-92007 for plant 
type control rod drive hydraulic control units.ac motor ^ 

** drawing for motor control ctr 
JANECEKi R F Commonwealth Edison Co 79/07/J6 2pp, 




237E9ieG2-(?3, Thirteen oversljod drawings available 
in Central File* 

* Commonwealth Edison Co. 79/07/16. iOlpp 


onltsr parts 


proposed transfer of 509 spent fuel rods to 
Quad Cities nuclear facility in Cordova, IL. Opposa. trinif.r 
radioactive wait# cannot be dispotad of 

GUINN, C R Afflllition Unknown 79/06/01 2pp 


7907230895 Forwards errata 6 addenda sheet* for approved supplemental 
licensing submittal NEDO-24160, Change* addl ftabilltu ^ 

data for asirapolated rod block line Revision anticipate* 
txpAndvd pouitp #loui 

JANECEK.R F Connonu.tlth Ectiion Co 79/07/14. 4p, 


L 
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7907340349 R»iiuRBt» that G£ rept NEDE-39090'"Pi "Analfjfcica 1 Modal for 
T-Quetich«r J«t Loads on aubraerged Structures/” submitted 
7905ai<ba included in dociats 

JANECEK. R F Commonwealth Edison Co 79/07/18 Ip 


0 Inspection reports/ IE Dultetins St correspondence 


7907190042 Forwards TE Insp Repts 50-010/79-05/ 50-237/79-06 8t 
50-249/79-03 & on 790319-28 !< 28 No noncompliance 
noted 

DA^^lSi A B Region 3/ Chicago/ Fuel racilitv it Materials Safety 

Branch 79/04/85 8pp 


— 7907190073 lE Insp Repts 50-010/79-05/ SO-237/79-06 it 50-249/79-05 on 
790319-22 &'83 No non c omp 1 1 anc e noted Major areas inspected 
radiation protection program it licensee action on previously 
identified insp Items 

FISHER. L I MILLER/ D E / MIATT. J N Region 3/ Chicago/ Fuel 

Facility ii Materials Safety Branch 79/04/23 6pp 


7907190492 Forwards IE Inep Repts 50-010/79-08.50-237/79-12 it 
ao-249/79-IO on 790402-30 & notice of violation 
HEIBHMANiR F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/05/14 2pp 


—7907190497 Notice of violation from insp on 790402-30 

4 Region 3 j Chicago/ Office of the Director 79/05/10 Ip 


—7907190507 IE Insp Repts 5O-O1O/79-0B. 50-237/79-18 & 50-249/79-10 on 
790402-30 Noncomp 1 lance noted exceeding limiting condition 
for operation 

BARKER, J L, / SPESSARDiR L Region 3i Chicago. Office of the 
Director 79/05/10 12pp 


7907060251 Responds to IE Bulletin 79-09 No OB Type AK-2 circuit 
breakers in use or planned for use in any taf ety-related 

sys 

REED/ C Commonwealth Edison Co 79/05/17. 2pp 


7907160101 Responds to IE Bulletin 79-10 Submits roqual 1 f Icatl on 
training program statistics 

REEDrC Commonwealth Edison Co 79/05/25 7pp 


7907800296 Forwards IE Bulletin 79-12/ ''Short Period Scrams at OUR 
Facilities." Action required 

KEPPLERiJ. (5 Region 3. Chicago/ Office of the Director 79/05/31 


7907240134 Forwards IE Insp Rapt 50-837/79-OB on 790380-82,0409-10 U 
0503 No noncomp 1 lance noted 

FIORELLlrO Region 3. Chicago, Reactor Construction Engineering 

Support Branch 79/05/31 Spp 


—7907240130 IE Insp Rapt 50-837/79-00 on 790320-22/0409-10 it 0503 No 
noncamp 1 lance noted Major areas inspected Inearvice insp 
program* procedures. work ac tivl ties. data ravlew & evaluation 
KEY. W J. . DANIELSON. D H Region 3. Chicago. Reactor 

Construction h Engineering Support Branch 79/05/89 6pp 


7907190224 Forwards suppl IE Bulletin 79-OlA. ''Environ Oualificatlon of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ABCO Solenoid Valves),*' Action required 

KEPPLERr J Q Region 3. Chicago. Office of the Director 79/06/06. 

tp. 


7907240241 Forwards IE Info Notice 79-15. "Deficient Procedures.*' No 
action required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/06/07 

4p. 


7907860223 Forwards lE Insp Repts 50-010/79-11.50-237/79-14 it 
30-249/79-12 on 790588 Mo noncompl lance noted. 

DAV10. A. B. Region 3. Chicago. Fuel Facility b Materials Safety 

Branch 79/06/07. 8pp 


--7907260240 IE Insp Repts 50-010/79-1 1. S0**237/79- 1 4 it 50-249/79-12 on 
790528, No noncompl ianc e noted Major areas Inspected, response 
of licensee organliation during scheduled drill involving 
siffi-ulated contaminated injuries 

GRANT. M B j GREER. R J . ESStO. T H Region 3. Chicago. Office of 
the Director 79/06/05, 4pp.. 


790'70600-07 Advises that IE Info Notice 79-15. *'Deflciant Procedures.*' 
uas forwarded to listed utils 

PAPPAS. H, Region 3, Chicago. Office of the Director. 79/06/00 

2pp 


7907300496 lE Insp Repts 50-837/79-13 & 50-849/79-11 on 790502-10. 
Noncomp lianc e noted inadequate operating proceduree for 
engineered safety features, 

WALKER. R,D.. BARKER* J. L. i SPEBSARD. R U. Region 3. Chicago. Office 
of the Director. 79/06/12 ISpp 


7907260810 Forwards IE Insp Repts 90-837/79-13 30-849/79-11 on 

790S02-1Q 6 notice of violation 

HEI8HNAN. R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/06/13 Spp. 


— 7907260815 Notice of violation from insp on 790302-18 

e Region 3. Chicago. Reactor Operations Nuclear Support Branch 
79/06/13 Ip 


—7907260022 IE Insp Repts 50-837/79-13 S< 50-849/79-11 on 790502-18 
Noncompliance noted Inadequate operating procedures 
WALKER. R D , DARKER, J L . 8PE88ARD/ R L Region 3. Chicago, 

Reactor Operations Nuclear Support Branch 79/06/12 iSpp 


7907080409 Forwards IE Info Notice 79-17> "Source Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Orld 
Plate ■' 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/06/80 

ip 


7907180190 Foruerds IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts Action 
required 

KEPPLER. J 0 Region 3, Chicago* Office of the Director 79/06/21, 

ip 


7907050441 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 79/06/28 
IP 


7907180600 Forwards IE Bulletin 79-13. "Cracking In Feedwater Syi 
Piping " No action required 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/06/85 
ip 


7907060278 Forwards "Instrvlce Insp &c Testing Programs." Revision 1 
JANECEK.R F Commonwealth Edison Co 79/06/86 Spp 


— 7907060273 "InservUe Insp it Testing Programs. " Revision 1 
* Commonwealth Edison Co 79/06/26 31 Spp 


7907060303 Forwards IE Circular 79-10. ''Plpef Ittings Mfg from 
Unacceptable Matl " No action required 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/06/26 

Jp 


79071B0398 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem, '* No action required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/06/20 

Ip 


7907130236 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Bullt 
Safety-Related Piping Sys " Action required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/07/02 
Ip 


7907840273 Ack receipt of 790531 1 fcr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-06. 
50-837/79-07 it 50-849/79-06 

HEtSHMAN. R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch. 79/07/08 Ip 


—7907840274 Responds to NRC 790510 Itr re violations noted in IE Insp 
Repts 50-010/79-06.50-837/79-07 it 50-249/79-06 Corrective 
actions' administrative controls now mlnimiie amount of 
combustible matl In safety-related areas 
REED. C Commonwealth Edison Co 79/05/31, 4pp. 


7907240081 Forwards lE Info Notice 79-18. "Skylab Reentry." No action 
required, 

KEPPLER.J. 0 Region 3. Chicago. Office of the Director, 79/07/06 
ip. 


7907310311 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies *' 
Action required 

KEPPLER.J. 0 Region 3. Chicago. Office of the Director 79/07/11 

tp 


7907310403 Forwards IE Circular 79-13. ''Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director. 79/07/13 
Ip. 


7907260153 Notifies that written responses to IE Bulletin 79-13. Suppl 
1, should be directed to IE Dlv of Reactor Const Insp 
KEPPLER.J, 0 Region 3. Chicago. Office of the Director 79/07/iB 
Ip. 
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77072*0336 Foruards IE Wotice 79-J7. ''Pipe Oracts in StiJgnant 

Berated Water Stj i at PWR Plants “ Nq action required 

KEPPLER. J G Region 3, Chicago, Office of the Direcfcor 79/07/lB 

IP 


7707250217 Foruards IE Dulletin 79^ 14, Revis lo-n 1» "Seismic Analysis for 
As-'Quilt Safety-Related Piping Sys *' Action required 

»\EPPLeRi J G Region 3, Chicago. Office of the Director 79/07/20 
ip 


7907230562 Foruiards IE Info 
No action required 
ENGELKEN. R H Region 5. 
79/06/22 ip 


7907230799 Fortuards IE Info 
required 

EMOELKEN. R H Region S, 
79/07/06 Ip 


Notice 79- 
Sail Franc 

Notice 79- 
San Franc 


16. "Nuclear Incident at TMI " 


1 SCO, 

Of 

flee 

of 

the 

Director 

18. ’ 

'Sky 

lab 

Reentry 

" No action 

i BCD, 

Of 

flee 

of 

the 

Director 


R Periodic operating reports t related correspondence 


DOCKET 50-244 ROBERT EMUET OINNA NUCLEAR PLANT, UNIT 1 


7907170074 Foriuards monthly operating rept for June 1979 
STEPHENSON, Q □ Comnienueal th Edison Co 79/07/10 Ip 


--7907170078 Ko-nfthly operating rept for June 1979 

CIESZKIEWICZ, S Commonwealth Edison Co 79/07/03 20pp 


S Reportable occurrences* LERs Ic related correspondence 


7907030404 Forwards LER 79-O37/03L-0 

STEPHENSON, D D CommoniiJea I th Edison Ca 79/06/22 Ip 


—7907030403 LER 79-037/O3L-O on 790530 after operator closed Dus 24-1 
auilllargi cabinet door, diesel generator differential fault 
a ) armed, resui t Ing In trip to faul relay u/target up Caused 
bg closlrv? auiiliary door eicessively hard 
CHAN, J Commonwealth Edison Co 79/06/22 Ip 


79071 J0442 Forwards LER 79-042/03L-0 

STEPHENSON* 5 R Commonwealth Edison Co 79/07/02 Ip 


"•-79071 J04 43 LER 79-042/O3L-0 Oh 79060H during instrument sur vei t iance* 
HPCI steam line high flow switch DPtS 2353 tripped at I 5 
inches of water abovre Tech Spec Table 3 2 1 limit Caused by 
instrument drift Switch reset 

PARELL,N Commonwealth Edison Co 79/07/02 Jp 


7907110430 Forwards LER 79-040/03L-0 

STEPHENSON, a B Commonwealth Edison Co 79/07/03 ip 


'’-7907110433 L.ER 79-040/03L-0 on 790605 water discovered spraying into 
radwasta reboller room, flood i ng radioac t 1 ve)g contaminated 
floor $t Jaaklng onto ground around bldg Caused by rupture of 
clean water hose Area secured 

JONES, F ConmorweaJ th Edison Ca 79/07/03 tp 


7907260709 Forwards LER 79-043/03L-0 
STEPHENSON, D D Commonwealth Edison Co 79/07/19 Ip 


F Security, medical, emergency ?< fire protection plans 


7907310597 Forwards KRC reeponses to licensee 790313 comments re 
fire protection safety evaluation Requests c lar i f i cati on of 
licensee commitments re appropriate mods 
LAtNAS, 0 Plant Systems Branch 79/06/21 i3pp 


7907050361 Responds to Item 3 2 7 of fire protection safety evaluation 
dtd 790214 Porformanca tests on ta>o fire pumps conducted 
on 790516 Presently analysing test methods & 
ins trumentat 1 an 

WHITE, L D Rochester Oas t. Electric Corp 79/06/29 Ip 


7907110334 Forwards revised page to physical security p Ian, changi ng 
administrative controls for distribution of manual vital 
area keys to Dn-duty operations personnel Enel withheld 
fref lOCFR S 7901 

WHITE, L D Rochester <>aB Sc Electric Corp 79/06/29 Ip 


P Operating license stage documents k correspondence 


7906190135 Summary of 790417 meeting w/SEP owner's group in Dethesdd,hD 
re technical details of site-specific spectra project 
LEV^IN, H A Systematic evaluation Programs Branch (Pro 7906251 

79/04/30 4pp 


7907120207 Summary of 790426 meeting w/utils to discuss Westinghouse 
plant design re TMl-2 event 

THADANI.A Reactor Systems Branch 79/05/02 39pp 


7907260073 Discusses plans to install communication links between NflC 6 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters & regional ofc will communicate 
* operational 6 environ info 

0R1£H,B M Region J, Philadelphia, Office of the Director 

79/05/22 2pp 


--7907260720 LER 79-043/03L-O on 790621 samplings from floor drain sample 
tank A yielded concentration of 9 2 E06 picocurie w/total of 
0 74 Cl exceeding Tech Specs Evaporation bottoms tank 
pres sur lied 

JORESj F A Commonwealth Edison Co 79/07/19 Ip 


DOCKET SO '241 K1SSI89IPPI STATE UNIU RESEARCH REACTOR 
Q Inspection reports* IE Dullptins 6 eormpcindence 


7907100097 Forwards IE Circular 79-03. "Attempted Extortion - Lou 
Enriched 1/ '* No action required 

O'REILLV^J P Region 2. Atlanta* Office of the Director 
79/05/18 Ip 


DOCKET 30-243 OREGON STATE UN IV RESEARCH REACTOR 
P Operating license stage documents b c orrespotidenc e 


7907180559 Forwards "DR State TRIGA Reactor Operating procedures," 
rept llrfuel handling procedures 
R1N0LE,J C Oregon State Univ 79/Q7/11 ip 


— 7907180570 "DR State TRIGA Reactor Operating Froceduras, " rept 11, fuel 
handling procedures 

• Oregon State tnlv 79/07/11 I7pp 


7907060233 Forwards revised safety assessment of SEP Topic IV-A 
operation ui/less than all loops in «vc 

ZIEHANN. D L Oporatlng Reactors Branch 2 iPre 79062S1 79/0S/S9 

5PP 


7907120494 Summary of 790310 meeting w/util in BethesdaiMD re review 
of auxiliary feedwater sys b other related sys, as part of 
ongoing review following TMI incident 

shea, J J Operating Reactors Branch 2 <Pre 7906251 79/05/29 

27PP 


7907190325 Summary of 790521 meeting w/Exion re role in TNI-rolatod 
re-evaluations of operating plants 

KANE, WF Standardliatlon Branch 79/05/31 4pp 


7907190807 Forward* request for addi info re revision levels of reg 
guides b description of OA procedures, in ordor to continue 
review of Revision 5 to Euppl IV of full-term license 
application 

ZIEMANN, D L Operating Reactors Branch 2 (Pre 790625) 79/06/05 

4pp 


7907310226 Requests addl Info re SEP Topic Vl-i, "Orgalnic Hatls b 
Post-Accident Chemistry " Forwards list of info needed 
ZI£NANN,0 L Operating Reactors Branch 2 <Pre 790625) 79/06/06 

3pp 


7907110651 Forwards Category 2 b 3 regulatpry positions to be addressed 
in BEP Reg Guide J 114 end 

ZIEMANN, D L Operating Reactors Branch 2 I Pre 790625) 79/06/11 

7pp, 


Q Inspsetion reports, IE Bulletins b correspondence 


7907190145 Forward* IE Insp Rept SO-243/79-01 on 790514-15 No 
noncompl lance noted, Rept withheld <ref 10CFR2 790) 

KDRDERHAUGi L ft Region S, Ran Francisco, Safeguards Branch 

79/06/19 Jp 


7907240357 Farwards MRC 790604 Itr to Westinghouse requesting addl info 
re small break LDCA analyses b analysis methods 
Documentat ion re applicability of Heitinghouse results to 
analyses at facility will eventually be required by NRC 
8CHWENCER, A. Operating Reactors Branch 1 <Pre 790625), 79/06/ J I 

2pp 
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79O72SO3O0 Forwards Am«rid 27 to Lictnse DPR-i 8 i saf stt; evaluation & 
notice of Issuance & availability 

2IENANN.DL Operating Reactors Branch 2 (Pre 790629) 79/06/15 

2pp 


--79O7250312 Amend 27 to License DPfi-l 8 proposing mods to safety 
injection actuation sys Logics 

2JEMANNiD L Operating Reactors Branch 2 (Pre 790625 J 

79/06/lS 4pp 


--7907250319 Safety evaluation supporting Amend 27 to License DpR -10 
a Operating Reactors Branch 2 (Pro 790625) 79/06/15 2pp 


^-7907290322 Notice of issuance Sc availability of Amend 27 to License 
DPR-ia 

ZlEMANNcD L Operating Reactors Branch 2 (Pre 790625) 

79/06/19 2pp 


7907290186 Ret^uests listing of alarms b voltage monitoring devices 
available to provide operability status indication to 
complete evaluation of 8 EP Topic VlII -3 Qj "DC Power Sys Bus 
Voltage Monitoring Sc Annunciation " 

ZIEMANN, D L Operating Reactors Branch 2 (Pre 790625) 79/06/18 

2 pp 


7907250053 Summary of 790612 meeting u/util in Pi ttaburgh< PA re review 
of progress to date on seismic qual If ication of mechanical 
equipment 

JABDOURfK N Systematic Evaluation Programs Branch (Pre 790625) 

79/06/21 6 pp 


7907030477 Forwards summary of status of mods tc Insp program re 731101 
evaluation of OL effects of postulated high energy line 
breaks outside containment All mods completed Ic inservlce 
insp program Initiated 

WHITEfL D Rochester Oas h Electric Corp 79/06/27 6 pp 


7907090293 Responds to NRC 781129 Itr re containment purging during 
normal plant operation Discusses mfg analyses It confirmation 
that containment Isolation valves will close under 
postulated design basis accident 

MHITEc L D Rochester Oa» tr Electric Corp 79/07/02 ip 


7907090234 Forwards Info ro seismic qualification of mechanical & 
electrical equipment & fluid & electric distribution tys 
IfHITEfL D Rochester Oas Electric Corp 77/07/03 4pp 


—7907090240 Bubmits info re seismic qualification of mechanical ti 
electrical equipment fluid electric distribution sys 
Includes test repts>Tech Specs it overslxed drawings 
P Rochester Oas & Electric Corp 66/09/16 lOOpp 


7907090267 Forwards Amend 10 to application to convert provisional DL 
to full-term OL Revision 6 to Suppl IV to application 
Certificate of Svc end. 

* LeDoeuff Lamb* Lelby 6 MacRae 79/07/06 4pp. 


—79071)90268 Amend 10 to application to convert provisional QL to 
full-term QL tt Revision 6 to Guppl IV to technical suppl of 
app 1 i cation 

UHITEtL D Rochester Oas St Electric Corp, 79/07/02. llpp 


7907120994 Responds to 790610 request re info available to control room 
operator to indicate status of Clast IE batter lesi assoc lated 
chargers U direct current buses 

'KHITG 4 L, 0 Rochester Oas 6 Electric Corp 79/07/06 2pp 


7907130250 Forwards addl info re pressure shielding steel diaphragm* 
In response to questions raised during review of util 790517 
subml ttal 

WHITE* L D Rochester Oas 6 Electric Corp 79/07/06 SOpp 

7907300572 Notification of 790724 meeting u/util In BethesdarMD to 
discuss seismic rtanalysis program 

WAMBACHr T V Operating Reactors Branch 2. 79/07/10 7 pp 

7907200236 Forwards addl 8 EP seismic review info including summary 
analysis of equipment inside contalnmenti w/tank 6 foundation 
drawings for diesel generator air tanks* boric acid storage 
tanks U refueling water storage tank End in Central Files 
WHITEi L. D Rochester Oat tc Electric Corp, 79/07/16 2pp 


79072301124 Forwards application for amend to License DPR-lS changing 
reactor overpressure protection sys requirements. 

FARQNiR B LeDoeuf* Lamb* Lelby U MacRae 79/07/19. 2pp 


— 7907230233 Application for amend to License DPR-lB changing reactor 
overpreifUre protection sys requirements W/Cortif Icate of 
Svc U related info. 

WHITE* L D Rochester Oas U Electric Corp 79/07/17 Bpp. 


7907290353 Responds to 790620 telcon request Forwards NPDES 6 permit 
supporting info 

DE 8 EYN. R J Rochester Oas 6 Electric Corp 79/07/19 Ip 


—7907250362 NPDE 8 Permit NY0000493 Stipulation dtd 780612 Supporting 
correspondence end 

BCOLNICK.M Environmental Protection Agency 75/02/24 35pp 


Q Inspection reports* IE Bulletins 6 correspondence 


7907090228 Requests extention to 790801 for response to IE Bulletins 
70-12A 6 7Q-12D 

WHITE. L D Rochester Oai 6 Electric Corp 79/09/10 Ip 


7907050396 Responds to IE Bulletin 79-09 No OE Type AK-2 
circuit breakers Installed or planned for use in 
safety-related sys at facility 

WHITE. L D Rochester Oos 6 Electric Corp 79/09/10 ip 


7907060431 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Bye " Licensee 
action required 

ORIER.D H Region I* Philadelphia. Office of the Director 
79/05/22 Ip 


7907840614 Forwards results of preliminary review of licensee responses 
to IE Bulletins 79''06i 06A L 06. Amend 1 Meeting 
w/owners of operating plants having Westinghouse-designed 
sys scheduled for 790930 In Bethesda* MD 

aCHWENCER.A Operating Reactors Branch 1 (Pre 7906291 79/05/22 

4pp 


7907300044 Forwards IE Insp Rept 90-244/79-07 on 780919-21, Np 
noncompliance noted 

SMITH.O.H Region 1 . Philadelphia* Fuel Facllltv Materials 

Safety Branch 79/09/83 2pp. 


—7907300090 IE Insp Rept 90-244/79-07 on 700919-81 No noncompliance 
noted Major areas Inspected results of affluent sample split 
between licensee 6 NRC Region 1 during previous imp 
KOTTAN.J J * 8T0HR.J P Region 1. Philadelphia* Fuel Facility it 

Materials Safety Branch 79/09/21 4pp- 


7907050830 Responds to IE Bulletin 79-10. "Requal i fiction Training 
Program Btatistlcs " Forwards util requal I f Icatlon training 
program statistics 

WHITE.L D Rochester Oas it Electric Corp 79/05/85 3pp 


7907030074 Forwards IE Info Notice 79-13* "Indication of Low Water 
Level in Oyster Creek Reactor 

ORIER.D H Region 1. Philadelphia. Office of the Director 
79/05/29 Ip 


7907800151 Forwards IE Bulletin 79-12. "Bhort Period Bcrem* at BWR 
Facilities " No action required 

ORIER.D, H Region i. Philadelphia* Office of the Direetor 
79/05/31 ip. 


7907230481 Submits addl Info to end BLW 790313 response re lE 
Boiletini 7S-12A I* 7B-t8D* "Atypical Weld Matl in Reactor 
Pressure Vestel Welds " Forwards vendor 790313 Itr to 
Westlnghouse Util maintains requlremtnts met 
WHITE* L.D Rochester Oai L Electric Corp, 79/06/01 3pp 


—7907230493 Forwards response to lE Bulletins 78-12 U 7B-12A* "Records 
Investigation Rept Re Off-Chemistry Welds in Hatl 
aurveillence Bpeelmens 6 Responses to Bulletin 7B-i2l(70-12A 
Suppl. " Concludes Crystal River 3 Isolated event 
TAYLOR* J H Babcock it Wllco* Co. 79/03/13 2 pp 


7907190116 Forwards suppl IE Bulletin 79-OlA. "Environ Dual if icatlon of 
Glass IE Equipment (Deficiencies in Environ -Qualification of 
A6C0 Solenoid Velvet). " Action required. 

ORIER.D H. Region 1* Ph lladelphla. Office of the Direetor 
79/06/06. Ip 


7907060133 Forwards IE Info Notice 79-15. "Deficient Procedures," Mo 
action required, 

ORIER.B H Region 1* Phi ladelph la* Office of the Director 
79/06/07 Ip 


79071004BO Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Between Assembly 8 < Reactor Upper Qrld 
Plate " 

ORIER.B. H Region 1* Philadelphia* Office of the Director 
79/06/20 ip. 


7907230706 Forwards IE Bulletin 79-02* Revision 1* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required 

ORIER.D. H. Region t* Philadelphia* Office of the Director 
79/06/81. ip. » 
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docketed items 


7=0730038*? Forwartf* supplemental reepontei to IE Bulletin* 79~0&A l< 
Qi^A.fievition I Submit* info re suminarv of thange* m 
ODcrating procerfuresg c onta innent i solatlon. tchedu) e o 
ravleu of training procedure* If alignment ^ 

WHITE lD ftocbelter Ca* L Electric CofP 79/06/22 32pp 


7907240203 Foru/afd* IE Circular 79-09. -Occurrence* 

Punctured Regulator Dtaphragm* in Certain Self-Contained 
nraaChing Apparatu* ** No action required . . ^ 

CRIEBiB H Region l. Philadelphia. Office of the Director 
79/06/23 Ip 


790712057B Forward* IE Bulletin 79-J3. 
Piping " Licensee action required 
GRIEB. B H Region !• Philadelphia. 
79/06/25 ip 


“Cracking in Feedwater Sg* 
Office of the Director 


docket 90-243 millstone NUCl.eAR_PDWEft_0TATION^_UNIT_l 

r'9rcwitiir'nedicaTr''I™i^ienru i Tlr4_ProU£Uon_p).n. 


nn'T^oiS, 

c‘SuS}l.ts* opa 

p op.rpunj iicpn.. 

ji ..A.i-inn i.i/fiEP DUJnef'* OT'oun in OethetciaA 

7onAl4nl35 Summarg of 79041/ meetins w/otr » v i 


LEVIN. H A 
79/04/30 4PP 


7907100376 Forward* IE Circular 79-10. 
Unacceptable fiatl " No action require 
CRIER.B H Region I* Phi ladelphia. 
77/06/26 Ip 


"Ptpef ittlnge Mpg from 
d 

Office of the Director 


7907100310 Forward* IE Circular 79-12. "Potential Oie*el Generator 
Turbocharger Prohiem " No action required 

GRlEfl.0 Hi Region 1. Philadelphia. Office of the Director 
79/06/2B Ip 


7907090396 Advls.s of Int.nHon to AppIU 

rept NU“GA“ If Revision 3A, to meet criteria of iOCFR/l 
COUNSIL/W 0 Northeeit Utilitleft 79/03/U Ip 


of OA topical 
31 


7907260060 Di.fo.... pl.no to in.toll ^ 

nuclear facilitle* for emergoncy use Oiroct line* from each 
fecilltg to NRC headquarters t* regional ofc will communicate 

SiifER*^"' ‘ R':nr.'"^6i..9o.p6i., Dffuo oP th. O.roctor 


790706044J Forward* in*ervice inip program for 1980-09 
<Aaa G of OA Manual) 

WHlTEiL D Roche»ter Oa* 6 Electric Corp 79/07/02 2pp 

-»7907060450 Injerviee Insp program for 1960-89 iApp B of QA manual) 
CURTISfA E , ANDERSON. C R RoChetter Gat 6 Electric Corp 
79/07/02 39pp 


7907100622 Forward* IE Bulletin 79-'M. "Seismic Analgti* for A»-0ullt 
Safety-Related Piping Sg* '* Action required 
CRIER. B M Region I. Phi ladelph ia. Office of the Director 
79/07/02 Ip 


7907120169 Forward* Amend 62 to License DPR-gl . safety evaluation 6 

notice of issuance 6 availability -.o/^Aoni 79/nA/rti 

2lEliANN»D L Operating Reactors Branch 2 (Pie 79062D) 79/06/01 

2pp 


—7907130179 Amend 62 to License DPR-2li revl * Ing Tech Bpecs re limiting 
of conditions for primary sys boundary 

ZiEMANN.Dt Operating Reactor* Branch S <Pre 790623) 

79/06/01 I4pp 


—7907120168 Safety evaluation supporting Amend 62 to License DPn-21 
» Office of Nuclear Reactor Regulation 79/06/01, 3pp 


7907230527 Forwards IE Info Notice 79-10. -Skylab Reentry '* No action 
requlrsd 

CRIER. 0 H Region l. Philadelphia. Office of the Director 
79/07/06 1 p 


7907270367 Forwards IE Bulletin 79-15. “Deep Draft Pomp Deficiencies *’ 
Action required 

GRIER. B H Region i. Philadelphia. Office of the Director 
79/07/ i I Ip 


— 7907120199 Notice of issuance it availability of Amend 62 to License 

ZIEMANN. D L Operating Reactors Branch 2 iPre 7906B3) 

79/06/01 2pp 

7907260919 Notification of 790828-29 meeting u/util to discuss seUmlc 
design considerations 

BHEA.sl R Office of International Programs 79/06/01 Ip 


7907310342 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pgmp Starting Contactors No action required 
ORlERrE H Region 1. Philadelphia. Office of the Director 
79/07/16 Ip 


1 Periodic operating reports fc related correspondence 


^907090236 Forward* monthly operating rept for May 1979 
6N0H.B Rochester OaS 6 Electric Corp 79/06/12 Ip 


^7907090239 Monthly operating rept for May 1979 

DEFEU.L Rochester Oas & Electric Corp, 79/06/08 5pp 


Rsporteble occurrence*. LER* 6 related correspondence 


PC7I60401 Forward* LER 79-012/01X-I 

UHITE, L D Rochsster Oai & Electric Corp 79/07/10 Ip 


7907160404 LER 79-012/OlX-J on 790327 several anchor bolts identified 
ai not being in accordance w/drauinq during insirvlce tnsp 
Caused by inadequate control of const installation Anchor 
bolts corrected 

BODINE. v) Rochester Gas li Electric Corp 79/07/10 2pp 


07S60S94 Forwards LER 79-Oia/OlT-O 

^ITE.L D Rochester Oas it Electric Corp 79/07/23 tp 


7907260396 LER 79”0i3/OlT-0 on 790707 during ultrasonic t« radloqrapMt 
ataslnaVinn of steam generator feedwater nojcile-to-elbou 
wfeldsiimtii linear indications in elbows were found Cause 
not identified Elbows replaced 

^URTia. A E , SPECTOR, S M Rochester Gat 6 Electric Corp 


7907180801 Forwards request for addl info ra degraded grid voltage In 
order to complete review of Util 770601 submittal 
LAlNABrO Plant aystem* Branch 79/06/06 3pp 


7907310231 Requests addl info re BEP TTopIc VI-I. '^Organic Matl* 8* 
Post-Accident Chemistry " Forwards list of info needed 
2IEMANN»DL, Operating Reactors Branch 2 (Pr# 790620) 79/06/06 

3pp 


7907120091 Summary of 790317-16 meeting w/util U systematic evaluation 
program otll ouners'group at plant site re Topic 111-5 Ai 
’‘Effects of Pipe Break on Struc tures. 8y s It Components Inside 
Containment ^ 

SHEAiJ J Operating Reactors Branch 2 iPre 790625) 79/06/07 

24pp 


7907110673 Forwards Category 8 l< 3 regulatory positions to be addressed 
in 8EF Reg Guide J 114 end 

ZIEMANN. D,U Operating Reactor* Branch 8 <Pre 790623) 79/06/11 

7pp 


7907830189 Request* listing of alarms U voltage monitoring devices 
available to provide operability status indication to 
complete evaluation of SEP Topic VlII-3 0. *'DC Power 0ys Bus 
Voltage Monitoring Si Annunciation “ 

llEMANN.D L Operating Reactors Branch 2 <Pra 790623) 79/06/10 

8pp. 


7907050297 Forwards Offsite Dose Calculation Manual, 
CDUNSIL.W 0 Northeast Util 1 tie* 79/06/89 ip. 


— 7907090261 Offsite Dote Calculation Manual 
e Ijortheast Utilities. 79/06/30. 6Bpp 


7907180630 Forwards proposed amend to Licenses DPR-21 !< DPR-69 revising 
ET6, MIT rept. '’Analytis of Exposure panel Data Collected at 
Millstone Point” end. 

COUNSlLiW Q Northeast UtiUtles 79/07/02 2pp 
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— 790712OA47 Propoifid amemd to ETB 

* Northeast Utilities 79/07/QZ 60pp 


— 7907120637 "Analysis of Eiposura Panel Data Collected at Millstone 
Polntj" prepared hy MIT 

» Northeast Utilities 77/07/31 126pp 


7?07SOi0349 Fortifsrds addl dacomentation ro electrical equipment environ 
qualification discussed in WO Counsll 790309 Itr to DL 
Ziemanti Present info modified to include limit sultches on 
M8IV 

COUNSIL^WO Northeast Utilities 79/07/12 3pp 


7907260737 Requests extension until 790013 to respond to NRC 
790629 request for PWn licensee capabilities to anticipate 6 
respond to unusual incidents 

CDUNSiLiWO Northeast Utilities 79/07/16 ip 


0 Inspection reportSi IE Dullotlns 6 correspondence 


7907110493 Forwards IE Insp Ropts 30^-249/79-07 U 90-336/79-07 on 
790319-23 No noncomp Hance noted 

H Region !■ Philadelphia* Fuel Facility 6 Materials 

Safety Branch 79/09/09 2pp 


—7907110460 IE Insp Ropts 90-249/79-07 U 90-3p6/79-07 on 790319-23 No 
none ampl lance noted Major areas inspected radiation program 
refueling outage cond 1 1 ions* sol id raduiaste mgt Sc followup on 
previous insp findings 

YUHA0* 0 P Region ii Philadelphia* Office of the Director 
CROCKER* H W Region 1* Philadelphia! Fuel Facility & Materials 

aafety Branch 79/09/08 iOpp 


7907110607 Responds to IE Bulletin 79-09 re OE Type AK-2 circuit 
treaters in safety-related sys Circuit breakers are in use 
at facility* but do not have fal luro-c aus Ing undervoltage 
tripping device 

C0UN8IL* U 0 Northeast Utilities 79/09/11 2pp 


7907020229 Responds to items of IE Bulletin 79-08 No Tech Spec changes 
required 

CDUNaiLrVi 0 Northeast Utilities 79/09/14 Ip 


7907090233 Responds to 1C Dullotln 79-10* "Requal If icatl on Training 
Program Statistics " Forwards util requalification training 
program statistics 

COUhiaiLiW 0 Northeast Utilities 79/05/22 9pp 


7907060392 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys “ Licensee 
action required 

ORIEft* B H Region Ir Ph 1 ladelph la* Office of the Director 
79/09722 Ip 


7907090160 Responds to lE Bulletin 70-120 re atypical wold matl in 
reactor pressure vessel C-E Is performing requested search 
win submit rept to NRC by 790600 
CQUNSILjW O Northeast Nuclear Energy Co (Northeast Utilities), 
79/08/24 Ip 


7907030041 Forwards IE Info Notice 79-iai "Indication of Lou Water 
Level In Oyster Creek Reactor," No action required 
DRIER. D.H Region 1* Philadelphia! Office of the Director, 
79/05/29 Ip 


7907200115 Forwards IE Bulletin 79-12* "Short Period Scrams at BWR 
Facilities " Action required 

DRIER. D H Region 1* Ph I ladelph la* Office of the Director 
79/05/31 ip 


7907190069 Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class le Equipment (Deficiencies in Environ Qualification of 
4BC0 Solenoid Valves) " Action required 

OftlERi B H Region 1* Philadelphia* Office of the Director 
79/06/06 Ip 


7907060106 Forwards IE Info Notice 79-19* "Deficient Procedures,*' No 
action required 

QAlERiS H Region 1* Philadelphia* Office of the Director. 
79/06/07, Ip 


7907260103 Responds to IE Bulletin 79-02 "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " Program 
Initiated 790501 to replace all load carrying shell type 
anchors w/wedge type anchors on most base platss, 

COUNQlLi InJ (7. Northeast Utl lities 79/06/08 2pp 


7907100473 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Between Assembly U Reactor Upper Orld 
Plate " 

DRIER* D H Region I* Philadelphia* Office of the Director 
79/06/20 ip 


7907230631 Forwards IE Bulletin 79-02* Revi s 1 on 1* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required 

ORIERtB H Region 1* Philadelphia* Office of the Director 
79/06/21 Ip 


7907240174 Forwards IE Circular 79-09* "Occiirrenc es of Split or 
Punctured Regulator Diaphragms in Certain Sel f-Conta ined 
Breathing Apparatus " No action required 

0R1ER*D H Region i. Ph 1 ladelph ia* Office of the Director 
79/06/23 t p 


7907120507 Forwards IE Bulletin 79-13. "Cracking In. Feedwater Sys 
Piping " No action required 

ORIER* D H Region 1* Philadelphia* Office of the Director 
79/06/23 Ip 


7907060193 Forwards IC Circular 79-10. "Pipcf 1 tfclngs Nfg Prom 
Unacceptable Matl " No action required 

0RIER*D,H Region 1* Philadelphia* Office of the Director 
79/06/26 Ip 


7907110027 Forwards IE Circular 79-12* "Potential Diesel (Jenerator 
Turbocharger Problem " No action required 

ORlERfO H Region 1* Ph 1 1 adel phia* Office of the Director 
79/06/28 Ip 


79071B0779 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Built 
8af ety-Related Piping Sys " Action required 

DRIER* B H Region 1* Philadelphia* Office of the Director 
79/07/02 Ip 


7907230309 Forwards IE Info Notice 79-10* "Skylab Reentry " No action 
required 

ORIER*D N Region i* Philadelphia* Office of the Director. 
79/07/06 Ip 


790/270342 Forwards IE Dulletln 79-15* "Deep Draft Pump Deficiencies " 
Action required 

ORIER*B H Region 1* Ph 1 ladel phie* Office of the Director 
79/07/11 Ip 


7907310509 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
ORIER* D H Region 1 j Philadelphia* Office of the Director 
79/07/16 Ip 


R Periodic operating reports l< related correspondence 


7907200236 Forwards monthly operating rept for June 1979 
OPEKA. J F Northeast Utilities 79/07/16 Ip 


—7907200239 Monthly operating rept for June 1979 
YOUNO*R Northeast Utilities 79/07/12 7pp 


0 Reportable occurrences* LERs 8< related correspondence 


7907090304 Forwards LER 79-016/03L-0 

OPEKA. J.F, Northeast Utilities 79/06/27. Ip 


—7907090306 LER 79-016/03L-0 on 790530: pressure switches 263-32Ai 
263-52Ci 263-S4A 8< 263-5411 tripped outside allowable band 
Oeused by setpoint drift Switches reset within required 
range 6 teeted 

VQUNOiR.H Northeast Utilities, 79/06/27 3pp. 


7907090300 Forwards LER 79-017/03L-0 

□PEKA.J.F, Northeast Utl lltiss. 79/06/29, Ip 


■7907090302 LER 79-017/03L-0 on 790602, steam tunnel switch trlpptd at 
setpoint higher than specified In Tech Specs, Geustd by 
setpoint drift. Switch adjusted U tested satisfactorily 
e Northeast Utilities. 79/06/28 3pp. 


7907260725 Submits RO-79-10/iP on 790713' sod lum pentaborate 
concentration in standby liquid control sys was found to be 
in noneonservativs error by 18X Caused by error In 
computation procedure 

OPEKA. J.F, Northeast Utilities, 79/07/16 ip 
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DOCKETED ITEMS 


DOCKET 50-247 iNDlANt POINT STATlOM* UNIT 3 
F Seturit^j nodical, emergency t, fire protection pUn» 


7907la06ia Forwards NUREO'-OS^O. "Stafl* Rffpt on Oenerlc AKsessment of 
Feedwater Transients in PWRs Designed Pg DfcW " W/o end 
GftlHE8i 0 K Assistant Director for Engineers it Projects <Pre 

790625) 77/06 /U 2pp 


7707310449 Notifies of campletlon & implementation of procedural 
changes for revised emergency plan, per 790397 Itr 
CAHILL.k J Consolidatad Edison Co of New York 79/07/23 Ip 


O Adjudlcatorg correspondence 


790 7240403 Forwards Amend 55 to License DPR“26i safety evaluation !< 
notice of Issuance & avalllbillty 

SCHWENCER. A Operating Reactors Branch 1 tPre 790625) 79/06/12 

2pp 


7907180754 Affidavit stating familiarity u/cantents of June 1779 
document on efficiency of epibenihic sled f or ^-coll'ec ting 
perch in. 177B Rept prepared by TX Instruments. I nc for util 
JANNARONE. J R Consolidated Edison Co of Nsu York 79/06/06 Ip 


79-07120512 Avers familiarity u/contents of "1976 Year Class Rept for 
hultiplarvt Impact Study of Hudson River Estuary**’ May 1979 
Contents of rept are true 

UAMMARONE. J R C onso J 1 d a ted Edison Co of New York 79/06/15 Ip 


— 7707240411 Amend 35 to License DPR-26 to reduce amount of hydraulic 
snubbers required by Tech 9p ec s « ref 1 ec t ing redesign of 
safety-related pipeline support sgs 

SCHWENCER. A Operating Reactors Branch 1 (Pre 790625) 

79/06/12 21 pp 


— 7907240415 Safety evaluation supporting Amend 53 to License DPR-26 
8CHWENCER.A Operating Reactors Branch 1 (Pre 790623) 

79/06/12 2pp 


H General correspondence 


7907170094 Forward* update of std distribution list for correspondence 
re facilities Requests Incorporation of requested change 
CAHH.L.W 0 Consolidated Edison Co of New York 79/07/09 2pp 


7907190319 Requests organl latlonal changes be incorporated into std 
distribution list 

CAHILL* U J Consolidated Edison Co of New Vork 79/07/09 2pp 


P Dperatlng license stage documents U correspondence 


7907120SD7 Summary of 770426 mestlris u/utils to discuss Uestlnghouse 
plant design re TMJ-2 event 

THADANI.A Reactor Systems Branch 79/05/02 39pp 


7907310576 Forwards NRC 790513 Itr to licensees of Meetinghouse 
two-loop plants re rod bank exchange method for verifying 
shutdown margin of two-loop N&S9 

8CHMENCER.A Qporating Reactors Branch 1 (Pre 790623> 79/05/15 

2pp 


7907060179 Responds to 790l26i0202 b 0316 lire re proposed license 
ameniT Meeting has been tentatively scheduled for early May 
to discuss proposed changes No hearings planned 

DENTOM. M R Office of Nuclear Reactor Regulation 79/05/18 4pp 


7907260040 Discusses plans to install communication links between NRC & 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters b regional ofc will communicate 
operational U environ Info 

ORlERiD H Region 1. Philadelphia. Office of the Director 
79/05/22 2pp 


7907030322 *‘1976 Year-Class Rept for Multlplant Impact Study of Hudson 
River Estuary." prepared by TX Instruments Inc 
* Consolidated Edison Co of New York 79/05/31 BOOpp 


— 7907240410 Notice of issuance b availability of Amend 55 to License 
DPR-26 

8CHMENCER.A Operating Reactors Drench I (Pre 790625) 

79/06/12 app 


7907050337 Forwards more clearly reproduced copies of revised pages of 
ETB for 790412 application for amend re thermal plume 
mapping. 

DLATT.M Consolidated Edison Co of New York 79/06/26 I2pp 


7907190003 Responds to FDIA request for NRC Annual Rept 1978. recent NHC 
studies of TMI rept indicating methods to cool down TMI core 
ti E18 for Indian Point facility b DNL Forwards NRC Annual 
Rept 1978 M/o end 

FELTONfJ M Division of Rule* and Records 79/07/06 ip 


7907170132 Provides supplemental response to 781128 Itr re containment 
purging during normal operation b safety actuation 
electrical circuitry manual override capability review 
CAHILL*W -J Consolidated Edison Co of New York 79/07/09 5pp 


7907310249 Dlscosaes facility applicability of WCAP-9600. "Rept on 
Small Break Accidents for Meetinghouse N858 Sys " Rept was 
forwarded to DF Ross in 790629 Itr. 

CAHILL. M J Consolidated Edison Co of New York 79/07/23 Ip 


7907300393 Forwards "Effldencv of lOO-Ft Beach Seine for Estimating 
Shore Zone Densities at Night of Juvenile Striped Bass. 

Juvenile Mhite Perch b Yearling b Cider White Perch '* 

Affidavit -b certificate of 8vc end 

CAHILL. W J Consolidated Edison Co of New York 79/07/24 3pp 


— 7907300409 "Efficiency of lOO-Ft Beach Seine for Estimating Shore 
Zone Densities at Night of Juvenile Btriped Bass* Juveni le 
White Perch b Yearling b Older White Perch.*' submitted on 
behalf of Con Ed 

a Tcias Instruments. Inc 79/07/24 122pp 


Q Inspection reports. IE Bulletins b correspondence 


7907180697 Summary of 790522-23 meeting w/utlls b United Engineers b 
Constructor* in NY re lelsmU analysis 

OLBKAN.L Operating Reactors Branch J (Pre 790625) 79/06/01 

3pp 


7907190609 Forward* Amend 54 to License DPR-SA. safety evaluation b 
notice of issuance b availability 

aCHWENCER.A Operating Reactors Branch 1 (Pre 790623) 79/06/07 

2pp, 


—7907190614 Amend 34 to License DPH-26 changing Tech Specs* to permit 
waiving turbine stop b control valve testing at end of 
cycle 

BCHMENCER.A Operating Reactors Branch 1 (Pre 790625) 

79/06/07 5pp 


—7907190620 Befetg evaluation supporting Amend 54 bo License OPR-26 
a Office of Nuclear Reactor Ragulatlon 79/06/07 2pp. 


-*-7907190623 Notice of issuance b aval lability of Amend 54 to License 
DPR-26 

SCHWENCERiA Operating Reactors Branch 1 (Pr* 790625). 

79/06/07 app. 


790-7t80i3& Forwards NRC 770604 Itr to W*stlngbnuie requesting addl info 
re small break LOCA analyses b analysis methods. At some 
poinbjNRC win require documentation re applicability of 
Wesbinghouse results to analyees ab facility 

SCHWENCERiA Operating Reactors Branch 1 (Pre 790625). 79/06/tl 

app. 


7907120636 Forwards State of NY 790423 Itr re pressurlier level 
b| sbebl esi f or use in preparing response to IE Bulletin 
79 “06 A 

RO08. D Division of Project Management 79/05/03 Ip 

7907050218 Discusses proposed steam generator insp during refueling 
outage proposal fulfills all requirements Requests insp of 
cracks discovered in last insp b determination of support 
plate-to-wrapper contact progress 

acHWENCER.A Operating Reactors Branch 2 (Pre 790625) 79/0S/J3 

2pp 


7907160471 Forwards lE Insp Rept 50-247/79-04 on 790204-0303 No 
none ompl lance noted 

DRUNNER«E J Region i» Ph t ladel phi a. Reactor Operations Nuclear 

Support Branch 79/05/16 2pp 


—7907180483 IE Insp Rapt 30-247/79-04 on 790204-0303. No noncompl iance 
noted Major areas inspected plant op eratlons* access control 
area physical protectl on. preparations for site emergency 
drill b radiation protection. 

REBELQM8KI.J . JOHNSON i D Region 1. Philadelphia. Office of the 

Director KEIMIO.R R Region 1. Phlladelphloj Reactor 

□penatlons Nuclear Support Branch. 79/05/14 lOpp 


7907180309 Forwards IE Insp Rept 30-247/79''06 on 790320-23 No 
noncompliance noted 

CARUBON.R.T Region 1. Phi ladelph la. Reactor Construction b 

Engineering Support Branch 79/05/17, 2pp 
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— 7?071B0399 IE Insp Rept 30-247/79-06 on 790330-23 No noncomp I lance 
note^ Major areas in'spected fire protection & prevention 
programi s ta-tus of mods h implementation of procedures 
outlined In Amends 36 U 43 re fire protection 

PAQLlNOiK J , KOLTAYj P 5 , EBNETER. S 0 Region 1. Philadelphia. 

Reactor Construction it Engineering Support Branch 79/05/15 
12PP 


7907060376 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety 8y% *' Licensee 
ectlon required 

ORIER. B H Region t. Philadelphia. Office of the Director 

79/05/a2v Ip 


79117180217 Forwards results ef preliminary review of licensee responses 
to IE Bulletins 79-06. :79-0AA !< Amend I to 79-06 Meeting 
■w/owners of operating plants having Westinghouse-designed 
sys scheduled for 7-90530 in DotheidaiMD 

BCHWENCER.A Operating Reactors Branch 1 (Pre 790625) 79/05/22 

4pp 


79071B0753 Forwards IE Bulletin 79-14. “Selsniic Analysis for As-Bullt 
Safety-Related Piping Sys " Action required 

ORIERiB H Region 1. Philadelphia. Office of the Director 

79/07/02 1 p 


7907250494 Forwards IE Info Notice 79-iB. "Skylab Reentry " No action 
required 

ORIER. D H Region 1. Philadelphia. Office of the Director 

79/07/06 Ip 


7907270320 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

ORIER.B H Region 1. Philadelphia. Office of the Director 

79/07/11 Ip 


7907250251 Forwards response to IE Bulletin 79-13 it discussion of 
cracking In feedwater sys piping Unit 1 presently In 
defueled condition awaiting util decision on ECCB 
Installation 

CAHILL. N J Consolidated Edison Co of New Vork 79/07/16 4pp 


— 7907IB0221 "Results of Preliminary Review of Licensee Responses to IE 
Bulletin 79-06A. Revl Sion 1 " 

• Office of Nuclear Reactor Regulation 79/05/22 52pp 


7907030021 Forwards IE Irtfo Notice 79-13. "Indication of Low Hater 
Level in Oyster Creek Reactor *’ 

ORIER.B H Region 1. Philadelphia. Office of the Director 

79/05/29 1 p 


7907120409 Responds to IE Bulletins 78-12A 8f ISB re welds associated 
w/reactor vessels Since Unit 1 is In shutdown. requested info 
not available Presently awaiting info from supplier for Unit 
S Hill submit schedule when Info is compiled 

CAHILL. VJ J Consolidated Edison Co of New York 79/05/29 2pp 


7907200096 Forwards IE Qulletin 79-12. "Short Period Scrams at DHR 
Facilities." No action required 

ORIER.B H Region 1. Philadelphia. Office of tho Director 
79/05/31 Ip 


7907190044 Forwards supp 1 IE Bulletin 79-OlA. "Environ QwaUflcation of 
Clast IE Equipment 1 Dep 1 c iencles in Environ Qualification of 
ABCO Solenoid Valves). " Action required 

ORIER.B H Region 1.. Philadelphia. Office of the Director 

79/06/06 Ip 


7907060093 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

ORIER.B H Region 1 j Philadelphia. Office of the Director 
79/06/07 Ip 


7907110361 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Betuieen Assembly it Reactor Upper Grid 
Plate " 

GRIER. 8 H. Region I* Philadelphia. Office of the Director 
79/06/20, Ip 


7907230647 Forwards IE Bulletin 79-02. Revl s Ion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required. 

GRIER. QhH. Region 1. Philadelphia. Office of the Director 
79/06/21. Ip 


79073004S7 Forwards Supplemental reiponse to IE Bulletin 79-06A. Subml ts 
info re operating procedures for dealing w/translents 
acc Idents. review of training instructions for engineered 
safety features l< safety-related valves 

ZARAKASiP Consolidated Edison Co of New York. 79/06/22 12pp. 


7907240136 Forwards IE Circular 79-09. "Occurrences of 8pllt or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus *' No action required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director 
79/06/23 ip 


790712D4B3 Forwards IE Bulletin 79-13. "Cracking In Feedwater Bye 
Piping." Licensee action required 

ORlERrB. H Region 1. Philadelphia. Office of the Director 
79/06/25 Ip 


7907060177 Forwards IE Circular 79-10. "Plpef ittlngs Mfg from 
Unacceptable Hatl " No action required 

ORIER.B H. Region It Phi ladelphia. Office of the Director. 
79/06/26. Ip 


7907100494 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turhochergar Problem ’* No action required 

GRlERiB H. Region It Philadelphia. Office of the Director 
79/06/29, Jp 


79073104S7 Forwards lE Circular 79-13. "Replacement of Diesel Fire 
Pump Btarting Contactors *' No action required 
ORIER.B H Region 1. Philadelphia. Office of the Director 
79/07/16 Ip 


7907250337 Responds to IE Bulletins 79-01 it 79-OlA ABCO soleniod valves 
are used in safety-related sys Evaluation is under way 
Detailed rept forthcamlng 

CAKILL.H J Consolidated Edison Co, of New York 79/07/10 Ip 


R Periodic operating reports & related correspondence 


7907100569 Forwards environ data for June 1979 re flih species water 
dischage.as specified in Bectlon 401 

MONTI. W A Consolidated Edison Co. of New York 79/07/10 iBpp 


7907180490 Forwards monthly operating rept for June 1979 

CAHILL. W J Consolidated Edison Co of New York 79/07/13 Ip 


-"79071B0494 Monthly operating rept for June 1979 

KAWULA. L Consolidated Edison Co of New York 79/07/05 Gpp 


8 Reportable occurrences. UERs h related correspondence 


7907110420 Confirms RD 79-010/01 Addl info received on 790626 from 
Hestinghouse For high energy line breaks inside containment, 
potential level bias could result in delayed protection 
signals of low steam generator water levels 

MONTl.MA Consolidated Edison Co of New Vork 79/06/20 2pp 


7907190469 Confirms notification of RD-79-Oie/Ol Advised by 
Hestinghouse that during high energy line breaks inside 
containment. level bias could result in delayed protection 
signals Corroctlva action will be taken before plant startup 
HONTI.U A. Commonwealth Edison Co, 79/06/20 Gpp 


7907160342 Forwards LER 79-OI9/04T-0 

□ aoOLE.J D Consolidated Edison Co. of New York 79/07/09 Ip 


—7907160353 LER 79-019/04T-0 on 790619 activity of Eestview 790430 
Sample axcaeded ten times control station level Caused by 
tritium releases of manufacturer near station. 

SADLON. 8. Consolidated Edison Co, of Now York 79/07/06 2pp 


7907200309 Forwards LER 79-OiB/OlT-O 

CAHILL. H J ConioHdated Edison Co of New York 79/07/10. Ip 


7907200401 LER 79-OlB/OlT-O on 790626 formal notice received from 
Hestlnghoust that, for high energy breaks In contelnment* 
potential level bias could result In delayed protection 
signals based on low-low steam generator water level. 

MAKEPEACE. J M. Consolidated Edison Co of New York 79/07/10 

2pp. 


7907240389 Forwards LER 79-016/03L-0 

CAHILL. H.J Consolidated Edison Co. of New Vork 79/07/13. Ip 


—7907240397 LER 79-01A/03L-0 on 790613’ during end of cycle eperatlon. 
snubber 8R-M24 on line MB-^S had lets than required fluid 
level. Cause could not be determined Snubber to be replaced 
MAKEPEACE. H Consolidated Edison Co of New York 79/07/13. 

Ip 


7907300287 Forwards LER 79-017/031-0. 

CAKlLLfM. J. Consolidated Edison Co of New York 79/07/24. Ip. 
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907300293 LER 79-0l7y03L“0 on 790634 on« oP two high temp tirriet 
fnutoFP va|v9« PCV-JGIOS io s<;od(n to ai/xiliary b^iiler 

PeeK} pump 22 (ifoulcl not cloic Pull stroke Cau«atf bg valv« 
□paratlng sluggishly Valve exercised 

MAHtpeACE. J M Consolidated Edison Co oP Neu York 79/07/34 

Ip 


DQCWer 50-349 DRESDEN NUCLEAR POWER STATION- UNIT 3 
F Socurity, medicalj emergency & fire protection plans 


7907O5OS90 DescTites addl mod to cable tunnel sprinkler for fire 
protection sy» 

JANECEttiR F Commonwealth Edison Co 79/06/U Jp 


7907190155 Forwards draft suppl to fire protection safety evaluation 
LAINA^jO Plant Syitems firatich 79/06/12 2pp 


•-79£>7190147 Draft suppl to fire protection safety evaluation 
* Office of Nuclear Reactor Regulation 79/06/12 lipp 


7907I90200 PoTLiards 790612 Automatic Sprinkler Corp drawing 26-l73St 
Sheet JOB of lOcRevision 4 Drawing Indicates cable tunnel 
sprinkler sgs mod 

JANECEHiR F Commonuiea | th Edison Co 79/07/13 Ip 


7907300330 Forwards Revision 3i interim physical sBcurlty plan Plan 
withheld (ref 10CFR2 790) 

RE£D«C Commonwealth Edison Co 79/07/33 Ip 


7907300301 Submits Classes I l< III foes for safeguards contingency 
plans 

REEOrC Commonwealth Edison Co 79/07/13 2pp 


0 Ad juif i eatery correspondence 


79070S0433 Forwards NR0C apnual rapt t* matls h Citliens for Better 
Environ mails supporting applicant position re involvement 
of both organ 1 1 at Ions in broad environ litigation Matl 
provided in response to 790419 memo h order 8vc list end 
STEPTDEiF Isham* Lincoln L Deale 79/05/03 Slpp 


79071 104B6 NRDC apposition to NRC motloit for reconsideration of ASLQ 
790419 mefko U order following special prehearing 
conference Certificate of Sve end 

ROlSNANfA Z Natural Resources Defense Council 79/05/10 2pp 


7907110499 State of IL opposition to NHC 790S04 mptlon 1, Comm Ed 790507 
notion for recont 1 derat 1 on Wor clarification it referral of 
A8LD 790419 memo If order admitting Contentions 6 !< 1 1 
BEAULER.SN llllnoUr State of 79/05/17 6pp 


79D71 10780 Opposes savaral proposed actions re storage of Dresden spent 
fuel rods at Cordova plant !< const of another plant in 
Er 1 e-9pr inghi 1 1 area Opposes nuclear energy in principle 
hecaitse of alleged inadequate storage methods for radwaste 
HOMANiP APpn 1 a tl on Unknown 79/05/31 3pp 


7907310479 Discusses resolution of deterioration problem of Duna^N 
components in A^CO solenoid valves Response to IE Bulletin 
70-14 has been revised to assure replacement of matl In 
necessary components by B01231. 

REED. C Commonwealth Edison Cp 79/C5/3J 3pp 


7907180610 Forwards NUREO’-OSAO, '^'Staff Rept on Generic Assessment of 
Feedwater Transients In PWRs Designed by B&W “ U/o enc 1 
0RIME8«J] K Assistant Director for Engineers & Projects (Pro 
7906251 79/06/11 Spp 


7907050264 Forwards supplemental Info to Special Ropt 43 re spent fuel 
storage pool mods 

JAN^CEKiR F Commonwealth Edison Co 79/06/12 3pp 


7907090303 Submits addl info to 790108 Itr re current commitments to 
containment purging during normal plant operation 
Schedule for responding to Issues re normal operation 
purging will be submitted by 79OB0I 
REEDj C Commonwealth Edison Co 79/07/02 3pp 


7907260031 Summary of 790620 meeting w/utll in DethesdarNO re purging k 
venting limits U performance of purge 4 vent valves during 
postulated LOCA 

HANNON* J N Operating Reactors Branch 3 (Pro 7706251 79/07/02 

6pp 


7907130323 Revises 79070& Itr re purging during normal operation 
No purging at power at Zion will be permitted until purge 
valves have been analyied 4 determined to be capable of 
closure under DBA 

REEDi C Commonwealth Edison Co 79/07/05 Ip 


7907240345 Requests that OE rept NEDE-25090-Pr "Analytical Model fpr 
T-Quencher vIet Loads on Submerged Structures*" submitted 
790531* be included in dockets 

JANECEKrft F Commonwealth Edison Co 79/07/lB Ip 


0 Inspection reportsi IE Bulletins It correspondence 


7907190043 Forwards IE Insp Repts 30-010/79-05*30-237/79-06 «< 
50-249/79-05 It on 790319-28 St 28 No noncompliance 
noted 

DAV19- A 0 Region 3i Chicago- Fuel Facility l« Materials Safety 

Branch 79/04/25 2pp 


—7907190073 IE Insp Repts 50-010/79-03.50-237/79-06 I. 50-249/79-05 on 
790319-22 4t 26 No noncompliance noted Major areas Inspected 
radiation protection program St liceniee 0 ction on previously 
Identified insp Items 

FISHER. M L I MILLER. D E . HIATT* J W Region 3* Chicago* Fuel 

Facility l< Materials Safety Branch. 79/04/23 6pp 


7907190492 Forwards IE Insp Repts 30-010/79-08*50-237/79-12 t< 
50-249/79-10 on 790402-30 & notice of violation 
HEISHNAn.R F Region 3* Chicago* Reactor Operations Nuclear 

Support Branch 79/05/14 2pp 


—7907190497 Notice of Violation from insp on 790402-30 

« Region 3* Chicago* Offlpe of the Director 79/05/i0 ip 


7907200105 NRDC reiponsa in opposition to Comm Ed motion for 
reconsiiferat 1 on ori In a) ternat 1 ve* f or clarification or 
refeTra! re adequacy of safeguards for spent fuel shipments 
Motion Is unwarranted I* inconsistent W/10CFR73 
R0I8MAN.A Z. Natural Retourcas Defanse Council 79/05/22. 4pp 


—7907190507 IE Insp Repts 30-010/79-00* 50-237/79-12 S. 50-249/79-10 on 
790402-30 Noncomp 1 1 ancB noted eiccoedlng limiting condition 
for Operation 

BARKER, J, L , SPESSARD, R L Region 3* Chicago, Office of the 
Director 79/03/10, 13pp 


— 7907300203 NRDC staff scientist statement re Safeguards for spent fue) 
shipments Proposed rule to protect spent fuel shipments 
against sabo tage, presented in 790429 memo td 
Ca(ne\le I Ion, i s nosi likely adequate Certificate of Sve end 
COCHRANi T fl Natural Rasources Defense Council 79/05/10 3pp 


H Darteral correspondence 


7907060251 Responds to JE Bulletin 79-09 No OE Type AK-S circuit 
breakers in use or planned for use In any safety-related 
sys 

REEDi C Commonwealth Edison Co, 79/05/17 3pp 


7907100101 Responds to IE Bulletin 79-10 0obmlts requal J fication 
training program statistics 

RECD.C Commonwealth Edison Co 79/03/25 7pp 


7907160298 Four Itrs opposing transport of 509 radioactive spent 
fuel rods between facilities 

HIRTH.0. * RUNYOIJ.J , QUiLTYfJ, Affiliation Unknown 79/03/10 4pp 


P. Operating license stage documents & correspondence 


7907260009 Discusses plans to install communication links beturaen NftC & 
nuclear fecltltles for emergency use Direct lides from each 
facility to NRC headquarters regional oPc will communicate 
operational it environ info 

lEPPLElTr J. 0, Region 3* Chicago* Office of the Director. 79/03/22 

2pp 


7907800296 Forwards IE Bulletin 79-lS* "Short Period Scrams at flWR 
Facilities, " Action required 

KEPFLER, J O Region 3§ Chicago* Office of the Director 79/03/31 

ip 

7907190230 Forwards suppl IE Bulletin 79-OlAi "Environ Qual 1 f Ication of 
Class IE Equipment (Oeflclancles in Environ Qualification of 
AfiCO Bblanoid Valves! " Action required 

KEPPLEft, J O Region 3, Chicago, Office of the Director 79/06/06 

Ip 


7907240241 Forwards IE Info Notice 79-15* "Deficient Procedures " No 
action required 

KEPPLEft, J. O Region 3* Chicago, Office of the Director 79/06/07 

Ip 
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79072602S3 Foruarrfa lE Inap Reptfi 50-010/79-11.50-237/79-14 & 
50-249/79-12 on 790322 No noncomp 1 lane e noted 

DAVIS. A 0 fteglon 3. Chicago. Fuel Facility & MaterlaU Safety 

Branch 79/06/07 2pp 

* 

—7907260240 IE In»p Ropt» 50-010/79-11,50-237/79-14 t, 30-249/79-12 on 
790522 No noocompl lance noted Major areas inspected response 
of licensee organization during scheduled drill Involving 
flraulated contaminated injuries 

GRANT. W B . OREERiR J , £0810, T H Region 3. Chicago, Office of 
the Director 79/06/05 4pp 


7907060007 Advises that lE Info Notice 79-13. "Deficient Procedures" 
forwarded to listed utils 

PAPPAS. H Region 3, Chicago. Office of the DireetPr 79/06/08 

2pp 


79073O04BA IE Insp Repts 50-237/79-13 & 30-249/79-11 on 790302-10 
Hone omp I lane e noted Inadequate operating procedures for 
engineered safety features 

WAt-KER.R 0 I DARKER. J L . SPESBARD, R L Region 3, Chicago, Office 
of the Director 79/06/12 iSpp 


7907260910 Forwards IE Insp Repts 30-237/79-13 & 30-249/79-11 on 
79050a-ia Si notice of violation 

HElGHMIANiR F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/06/13 2pp 


—7907260813 Notice of violation from insp on 790502-18 

e Region 3, Chicago, Reactor Operations Nuclear Support Branch 
79/06/13 ip 


—7907260022 IE insp Repts 50-237/79-13 & 30-249/79-11 on 790302-10 
Noncojnpl lance noted Inadequate operating procedures. 

WALKEfi.R D , DARKER, J L , BPEBBARD, R L Region 3, Chicago, 

Reactor Operations Nuclear Support Branch 79/06/12 iSpp 


7907020409 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate " 

KEPFLER. J 0 Region 3. Chicago, Office of the Director 79/06/20 
ip 


7907120198 Forwards lE Bulletin 79-08, Revi sion 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/06/21 
Ip 


7907050441 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Ba 1 f-Contained 
Breathing Apparatus " No action required 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 79/06/22 

Ip 


7907120680 Forwards IE Bulletin 79-13. "Cracking In Feedwater Bys 
Piping *' No action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/06/25 

Ip. 


7907060272 Forwards "Iniervlct Insp it Testing Programs, " Revision 1 
JANECEK, R F Commonwealth Edison Co. 79/06/26 2pp 


— 7907060273 "Inservice Insp t< Testing Programs," Revision 1 
« Commonwealth Edison Co, 79/06/26 313pp 


7707060303 Forwards IE Circular 79-tO, "PI pef I ttlngs Mfg from 
Unacceptable Matl " No action required 

KEPPLER.J. G Region 3, Chicago, Office of the Director 79/06/26. 

Ip. 


7907180398 Forward* IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem. " No action required. * 

KEPpLERfJ, 0 Region 3, Chicago, Office of the Director. 79/06/20 

Ip 


7907130236 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Built 
Bafaty-Related Piping Bys, " Action required 

KEPPLERiJ. 0 Region 3, Chicago, Office of the Director 79/07/02 

Ip 


7907240873 Ack receipt of 790331 Itr informing NRC of steps taken to 
correct violations noted in l£ Insp Repts 30-010/79-06, 
50-837/79-07 l( 50-249/79-06. 

HEISHMAN, R P Region 3, Chicago, Reactor Operation* Nuclear 

Support Branch, 79/07/02, ip 


—7907240274 Responds to NRC 790510 Itr re violations noted in IE Insp 
Repts 30-010/79-06,30-237/79-07 & 30-249/79-06 Corrective 
actions administrative controls now minimize amount of 
combustible matl In safety-related areas 
REED, C Commonwealth Edison Co 79/05/31 4pp 


7907240001 Forwards IE Info Notice 79-18. ''8kylab Reentry " No action 
required 

KEPPLER,J Q Region 3. Chicago. Office of the Director 79/07/06 

ip 


7907310311 Forwards lE Bulletin 79-13, "Deep Draft Pump Deficiencies " 
Action required 

KEPPLER, U G Region G. Chicago. Office of the Director 79/07/11 
Ip 


7907310403 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER,UG Region 3, Chicago. Office of the Director 79/07/13 
ip 


7907260153 Notifies that urltten responses to IE Dulletln 79-15, Suppl 
1, should be directed to l£ Div of Reactor Const In*p 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/07/10 
ip 


7907260336 Forwards IE Info Notice 79-19. "Pipe Cracks In Stagnant 
Borated Hater Sys at PHR Plants " No action required 
KEPPLER,J. G Region 3, Chicago, Office of the Director 79/07/18 
Ip 


7907230217 Forwards IE Bulletin 79-14. Revl s ion I, "Seismic Analysis for 
As-Dullt Safety-Related Piping Sys " Action required 
KEPPLER,J 0 Region 3, Chicago, Office of the Director 79/07/20 
Ip 


R, Periodic operating report* related correspondence 


7907170074 Forwards monthly operating rept for June 1979 
STEPHENSON, D D Commonwealth Edison Co 79/07/10 Ip 


—7907170070 Monthly operating rept for June 1979 

CIESZKIEWICZ, S Commonwealth Edison Co 79/07/03 20pp 


8, Reportable occurrences, LERs related c o-rrespondenee 


7907100300 Forwards LER 79-01 5-03U-0 

STEPHENSON, B, D Commonwealth Edison Co 79/07/03 ip 


— 7907100311 LER 79-015-03L-0 on 79060B source range monitor hi count 
initiated fad block in excess of Tech Specs max Caused by 
electronic Instrument drift Source range monitor readjusted 
DUNBAR, J Commonwealth Edison Co 79/07/03 ip 


7907110340 Forwards LER 79-014/03L-0 

STEPHENSON, B B Commonwealth Edison Co 79/07/03 ip 


—7907110354 LER 79-014/03L-0 on 790606 core spray pump 3A gland supply 
lint found leaking at connection to pump casing Caused by 
leaky fitting Fitting replaced 

SMITH, 0. Commonwealth Edison Co 79/07/03 Ip 


7907280364 Forwards LER 79-016/03L-0 

STEPHENSON, B 9 Commonwealth Edison Co 79/07/19 Ip 


—7907230372 LER 79-016/03L-0 on 790621 hi flow isolation switch 
DPIS 3-216-20 tripped at 116 5 psid Caused tiy failed mercury 
switch Replaced w/Mercold Type 3-11 switch, DP18 3-261-80 
adjusted fc verified 

LINDBERO, C Commonwealth Edison Co. 79/06/21 ip 


DOCKET 30-230 TURKEY POINT PLANT, UNIT 3 


F, Security, medical, emergency << fire protection plan* 


7907260661 Forwerd* appropriate Cla«* III f«i for Safeguards 
Contlngancy Plans, In response to RM Diggs 790703 Itr 
W/o end. 

UHRlOiR.E Florida Power fc Light Co 79/07/19. ip, 

G Adjudicatory correspondence 


7907110668 FL Power Light response to 790S09 order in which 
applicant It NRC ware requested to submit position re 
petitioner HP Oncavage 790502 new contentions Petitioner 
requeste do nut meet requirements Certificate of Sve end. 

BAU8ER,MA. Lowenstein, Newman, Reis, Axelrad bToll. 79/03/21. iSpp. 
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7‘i07O9Q0&l Petitiocxer tVP Qac^vaga tiuppiUpni»ntal suhmi«slon n«<»u(ssti 
inter ^»r)OT st4tu% per 7*90531 ord«r 
ROCDU, B S Rogoij-, S 79/06/05 9pp 

— 79070700&6 /lo-tide qP appearance on behal# of potltioner MP Oncavafle 
Certificate of Svc enol 
RaoaWttt S Ragcui Q 79/06/05 3pp 

790719047^ Florida Pouer & opp{i*itiDn to fiP Oncavago »i#pp Jenutrital 

^ubtnisalsn for Jntarvention in proceeding New &c lent i $t 
790405 article t Certiftcate of Svc eric J 

RElSiH F I D/\USER«M A LOupnstein. Neu,.TiaJi* Reis. Ai» Ira d it Toll 
79/06/aQ S5pp 


7907190457 NfiC answer to hP Qncavage 790605 tubmission Jti iupport of 
orisirtal petition to interveneios revised per 790605 
suppl Certificate cf Svc enc3 
ODLDCERO. S C Drench S 79/06/SS Spp 


P Operating license staff? documents t* correspondence 


7907120207 Bvmmari/ of 790426 nteeting u*/utils to discuss Nestlnffhoiise 
plant design re TMI''2 event 

TH6DANI.A Reactor Bifsteros Branch 79/05/02 39pp 


7907310304 For^jiards NJtC 790515 Itr to licensees of Mestinghouse 
tiLio~]oop plants re rod banl eecfiange nethod for verlf^jing 
shutdoun margin of tuo-loop NSSS M/o end 

SCMWENCER.A Operating Reactors Branch I iPre 790625) 79/05/15 

Ip 


7907130090 Requests solid waste process control program 4« Offsite Dose 
Calculation Manual in order to complete review of proposed 
Tech Specs 

SCHNENCER. A Operating Reactors Branch I (Pre 790625) 79/05/22 

2pp 


7907130133 Act receipt of uti) 770321 Itr responding to NRC request for 
•valuation of postulated f u« 1 handling accident inside 
containment Potential consequences of postulated accident 
are tuithin iOCFRlOQ guidelines t< are acceptable 

SCWWeMCER^A Operating Reactors Branch I IPre 790633> 79/05/30 

app 


— 7907130141 Safetg evaluation re fuel handling accident Inside 
containment Doses for one assembli^ failure are 
appropr i ate ) y within lOCFRlOO guideline values & therefore 
acceptab le 

* Operating Reactors Branch J fPre 790623) 79/05/30 4pp 


7907H0694 Sujumarg of 790529 meeting w/FU Power 6 l.ight Co re 
containment purge during normal plant operation 
DROTEflKUIS. M Operating Reactors Branch i iPre 790625) 

79/06/03 6pp 


7907110730 Forwards errata sheet for BER issued 790SM 

SCHWENCERrA Operating Reactors Branch I (Pre 790625) 79/06/05 

3pp 


7907240546 Forwards NRC 790604 Itr to ifest 1 nghouse requesting addl info 
re itnatl brealc LOCA analyses & analysis methods NRC wllj 
eyentuallg require documentation re applicab il 1 of 
Nestinghouse results to analyses at facility 

SCHHENCER, A Operating Reactors Branch ) fPre 790623) 79/06/11 

Spp 


790723000-B Forwards NUREO-0560 j "Staff Repfc on Oenertd Assessment of 
Feedwater Transients in PWRs Designed b^ a6W ” M/o end 
CRIKEB.D K Assistant Director for Engineers it Projects (Pre 
790625) 79/06/ il 2pp 


7907260-035 Requests registration as user of riQifel ^^“1/2 
UHR 10. R E Florida Power 6 Light Co 79/06/11 Ip 


7907350535 Forwards Amends 49 it 41 to Licenses DPR-31 U DPR-41. 
respect Ivclg* sa fetg evaluation 6 notice of issuance l< 
aval lab 1 1 i tg 

SCRWEKCERiA Operating Reactors aroncb i iPr* 790625), 79/06/ I 5 

3pp 


— 7907290S43 Amends 4? & 4J to Licenses DPR^'SI h Dpft-4li raspec tlve ) q, 
approving operation w/peaking factor of 2, IQ. assuming no 
more than 22)i of steam gensrator tubes are plugged 
SCHWENCERiA Operating Reactors Branch 1 (Pre 790635) 

79/06/15 I6pp 


•7907250549 Safetv evaluation supporting Amends 49 ti 41 to Licenses 
DPR-Sl It DPR-41 r respec t iveJq, 

* Operating Reactors Branch 1 (Fro 790625), 79/06/lS Spp 


--7*7072505 57 Notice of issuance availability of Amends 49 & 41 to 
Licenses 0PI?~31 It DPR-41 , resp ect i vely 

SCHWENCER. A Operatingi Reactors Branch 1 (Pre 790683) 

79^06/15 2pp 

7907300514 Discusses 790526 emergency power diesel generator control 
sys failure during sustainod 24''h load test at facility 
Based on corrections it 790214 meeting u/utll<Unit 3 was 
permitted to go to full power 

OROTENHOia.W Operating Reactors Branch 1 79/D6/20 5pp 


0 Inspection reports. )H Bulletins it correspondence 


7907020366 Forwards IE Bulletin 79-05B, “Nuclear Incident at 
Tm ~ Suppl " 

O'REILLV.J P Region 2. Atlanta. Office of the Director 

79/04/21 2pp 


7907110722 Confirms 790S02 tejcon durinff which util agreed to 
establish procedures & Instructions to operators re HPI 
initiation Agreement conflicts w/response to IE Bulletin 
79-06A. I tern 7c 

SCHMJDT.A D Florida Power 6 Light Co 79/05/04 ip 


7907110325 Forwards 16 Info Notice 79-11. "Lower Reactor ^/essel Head 
Insulation Support Problem," No action required 
0^RE1LLY.%/P Region 2. Atlanta, Office of the Director 

79/05/07 2pp 


7907060263 Responds to IE‘ Bulletin 79-06A( I tom 13 Tech Specs mod re 
safety injection trip logic approved on 790304 as Amends 4B 
& 40 to Licenses DPR^Ql 6 DPR’-4l. respectively No other mods 
identi f i »d 

UHRia, R E Florida Power Id Light Co 79/05/15 Ip 


7907130152 Aclk 790306 request for delay Jn development of inservice 
insp program pending decision on proposed changes to 
10CFR50 55a Delay is unacceptable 

SCHWENCER.A Operating Reactors Branch I (Pre 790625) 79/05/16 

3pp 


7907100184 Forwards IE Circular 79-00, "Attempted Eitortlen - Low 
Enriched U No action required 

O'RErULY, J P Region 2^ Atlanta, Office of the Director 
79/0 5/ le 2pp 


7907)10103 Forwards IE Dunetin 79-15. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys *' Action 
required 

O’RElLLYrJ P Region 2, Atlanta, Office of the Director 
79/05/22 2pp 


7907240602 Forwards results of prellftiinary review of lleensea responses 
to IE Bulletins 79-06. 06A it 06, Amend 1 Heeting 
u/owners of operating plants having Uestinghouse-designBiJ 
syt scheduled for 790530 in PethesdaiMD 

8CHVIENCER. A Operating Reactors Branch 1 (Pre 790625) 79/05/22 

4pp 


790724D170 Forwards IB Insp Repts 50-230/79-13 & 30-251/79-13 on 
790509-11 No no nc amp 1 lance noted 

LENtS. R C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/05/23 Zpp 


—7907240184 IE fnsp Repts 50-250/79-13 h 50-251/79-13 an 790500-11 Na 
noimcompl lance noted Major areas inspected startup testing 
results for Unit 3 -Sr refueling activities for Unit 4 
VOOT-LOWEUL, R J Region 2. Atlanta, Office of the Director 
riARTIN. R D Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/22 Spp. 


7907120280 Responds to IE Bulletin 79-10 Forwards operator I, senior 
operator examination results t> related statistics 
UHRIO.R E Florida Power it Light Co 79/03/24 5pp 


79O710OIBO Supplement* response to IE Bulletin 79-07 Uses ADLPIPE to 
perform seismic analyses af saf ety-related piping changes 6 
mods None of methods specified (n bulletin are used 
UHRIO, I? E Florida Power ic Light Co 79/03/24 2pp 


7907I00094 Responds to IE Bulleti»>* 79-06 h 063 Responsibl li ty for 
Inillation it verification of auxiliary feedwater flow to 
steam generators is primary duty of designated operator 
during transients & accidents 

UHRIO^R E Florida Power & Light Co 79/05/25 Ip 


7907030096 Forwards IE Info Notice 79-13. “Indication of Low Mater 
Level in Oyster Creek Reactor-'* No action required 
O'REILLY,^ P- Region fl. Atlanta, Office of the Director 
79/05/29 Spp 
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7^07130305 FofwaTda status rept dpacribing progress in responding to 
[E Bulletin 7B-'12D re atypical ueld matl 
UKRI0<R E Florida Power Light Co 79/05/39 3pp 


7907260503 Forwards IB Insp Repts 50-a50/79'*05 h 50-351/79-05 on 
790501-03 Na nonconip 1 iance noted 

LElJlSiR C Region 3> Atlanta^ Reactor Construction L Engineering 

Support Branch 79/05/29 2pp 


—7907260308 IE Insp Repts 50-250/79-05 & 50-251/79-05 on 790501-03 No 
nancqtnpl i ance noted Major areas inspected verification of 
engineered safeguards feature sys valve breaker t< switch 
alignments & review of facility operating procedures 
VERDEY, E H Region 2, Atiantai Office of the Director 
79/05/29 5pp 


7907200192 Forwards IE Bulletin 79-12. “Short Period Scrams at BUR 
Facilities “ No action required 

O'REILLVjJ P Region 2. Atlanta. Office of the Director 

79/05/31 2pp 


7907190233 Responds to IE Bulletin 79-06A re possibility of steam 
bubble formation or release of noncondensable gases In 
primary sys Completed control circuit mods automatically 
initiate safety injection 

UKRIO.R E Florida Power h Light Co 79/06/04 Spp 


7907090140 Suppl response to IE Bulletin 79-03 Further investigotion 
has revealed that pipe siies between 6-24 inches are in use 
at facility 

UHfilO. R E Florida Power Light Co 79/06/05 2pp 


7907190172 Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qua! i fleet J on of 
A 8 CQ Solenoid Valves) " Action required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79706/06 app 


7907D600S6 Forwrards IE Info Notice 79-15. ‘'Deficient Procedures " No 
action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/07 app 


79072S01S6 Requests that Region 2 measurements van be granted access 
privileges of “licensee designated vehicle " 

□ ■'REILLY. J P Region 2 . Atlanta. Office of the Director 
79/06/ Ei Spp 


7907190142 Aesponds to IE Bulletin 79-01 Unable to submit requested 
rept re environ qualification of Class IE equipment 
until 790702 

UHRIO.R E Florida Powor t* Light Co 79/06/12 Ip 


7907240004 Ac k receipt of 790529 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/79-07 t 
50-251/79-07 

LEUI 81 R C Region 2. Atlanta. Reactor Operattant Nuclear Support 

Branch 79/06/19 Ip 


— 7907240020 Responds to NRC 790303 Itr re violation noted in IE Insp 
Repts 50-250/79-07 6 90-231/79-07 Corrective actions 
Individuals who performed local leak rats tests were 
certified on 790302 

UHRIO.R E Florida Power 6 Light Co 79/05/29 2pp 


— 7907240029 Forwards IE Insp Repts 50-250/79-07 U 50-251/79-07 on 
790220-23 ti notice of violation 

LEMlSrR C Region 2 . Atlanta. Reactor Operations Nuclear 

Support Branch 79/05/03 Bpp 


—7907240069 Notice of violation from Insp on 790220-93 

e' Region 2. Atlanta^ Office of the Director 79/04/26 ip 

— 7907240070 IE Insp Repte 50-250/79-07 & 50-251/79-07 on 790220-23 
Non c omp 1 i arte e noted failure to use certified personnel par 
Tech Specs in performance of leak testing between 
Dee 197B-FBb 1979 

JOHKSONfA H Region 2 . Atlanta. Qffice of the Director 

MARTIN. R D Region 2 . Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/26 6 pp 

79070203B6 Forwards IE Info Notice 79-17. “Source Holder Assembly 
Damage from Misfit Detw&en Assembly St Reactor Upper Grid 
Plate. " 

O'REILLVjJ P Region- 2. Atlanta. Office of the Director. 
79/06/20, ip. 


7907120078 Forwards IE Birlletln 79-02, Re vl si on 1. "Pipe Support Bate 
Plate Designs Using Concrete Expansion Anchor Bolts *’ Action 
required. 

O'REILLY. J P. Region 2, Atlanta, afflce of the Director 
79/06/21 ip. 


7907110226 Forwards IE Circular 79-09, ''Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Dreathing Apparatus *' No action required 

O'RElLLViJ P Rcgicin 2. Atlanta, Office of the Director 
79/06/22 Ip 


7907310019 Forwards IE Qullstin 79-13. “Cracking in Feedwater Sys 
Piping “ Action required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/06/25 2pp 


7907110269 Forwards IE Circular 79-10, "Pipe FI tt ings Mfg from 
Unacceptable Matl ’’ hin action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/26 2pp 


7907100435 Forwards IE Circular 79-12. "Potantial Diesel Generator 
Turbocharger Problem " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/28 2 pp 


7907230001 Forwards lE Imp Rept 30-250/79-21 £. 50-251/79-21 on 790606 
No noncampUance noted 

O'REILLY. J P Region I. Philadelphia. Office of the Director 
79/06/20 2 pp 


—7907230002 IE Insp Repts 50-250/79-21 ic 50-251/79-21 on 790606 No 
noncomp 1 iancfl noted Major areas inspected meeting discussing 
OA insp conducted 790312-16 6 19-21 

RUHLMAN. U A Region 2. Atlanta. Reactor Operations Nuclear 

Support Dranch 79/06/21 2pp 


7907310240 Forwards IE Bulletin 79-14. ''Solsinlc Analysis for As-Duilt 
Safety-Related Piping Sys “ Action required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/07/02 2 pp 


7907310379 Forwards IE Dutletin 79-15. “Deep Draft Pump Deficiencies “ 
Action required 

O'REILLY. J P Region 2 , Atlanta. Office of the Director 
79/07/11 2pp 


7907240362 Requests that util onwers group 790629 rept forwarding info 
requested by IE Bulletins 79-06 L 06A re postulated small 
break accidents be Included in dockets 
UHRIO. R E Florida Power It Light Co 79/07/17 Ip 


S Reportable occurrences. LERs U related correspondence 


7907090303 Forwards LER 79-019/03L-0 

eCHMIDT.A D Florida power L Light Co 79/06/14 ip 


—7907090311 LGR 79-019/03L-0 on 790513 during power opera t ton. fewer than 
three required intake cooling water pumps were operable 
Caused by debris at pump suction well Pump backflushed L 
tested satis fee tori 1 y 

8CH0PPMAM, M A Florida Power & Light Co 79/06/ H Ip 


7907090337 RO 1979-22 on 790626 loss of 4a-416(5 volt bus did not result 
In shared 0 motor control automatic transfer Nill control 
motor ctr manually Design change will be long-term action 
YAEOER. H E Florida Power L Light Co, 79/06/27 Ip 


7907170090 Forwards LER 79-022/0 1 T-0 

SCHMIDT. A, D Florida Power L Light Co 79/07/10 ip 


—7907170101 LER 79-022/01T-0 on 790626 loss of DB 4160 V bus would not 
result In automatic transfer of shared D motor ctr to 
alternative supply from 4A 4160 V bus Operating procedures 
arc being revised to correct situation 

SCHOPPMAN. M A Florida Power k Light Co 79/06/26 Spp 


7907170179 Forwards LER 79-021/01 T-0 

SCHMlOTi A D Florida Power L Light Co 79/07/10 ip 


—7907170195 LER 79-021/01T-0 on 790626 N3BS vendor notified util of 
potential level bias which could delay reactor trip L 
feedwater Initiation or cause false level indications 
License amend will be proposed to increase sys setpoint 
8 CHDPPMAN 1 M A Florida Power L Light Co 79/07/10 Spp. 


U Congreislonal/Executive Correspondence 


790626059D Forwards D- Drowning 790404 questions re FL nuclear power 
situation. Requasts necessary info for reply 
MICA. DA House of Rep 79/04/05 2pp 
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— 79063&059^3 Ack receipt 0 f 7-70405 I tr r« P Orfluning li\Po roq^iis«t FL 
nuclear pouer lituatiari Foruard^ Inttructloni ta operatari 
re ttepi to prevent -occurrenca like Tlil t« JH Kendrle 790410 
tesfclffiony to Sobc oftinti ttee on Nuclear Regulation W/o end 
KAMMERER^C 0-fflce of CongreKslonji 1 Affairs 79/04/18 Ip 


7707250157 Forwards petitioner MR Oncavage 790SI2 Itr addreatad to 
Senator Stone re pleading^ relating! to petitioner 
contentions preiented at prehearing conference Requests 
consideration of petition & return of findingi U views 
STONE, R Senate, 79/05/31 ]p 


—'7907050175 Forwards KP Oncavage 790404 reply to Florida Power & Light 
790330 & NRC 79040^ responses 
□NCAVAOE.M P Mark Oneavage 79/05/12 Ip 


-'•7907250104 Reply to licensee 790330 & IfRC 790406 responses Area will 
suffer ecnnanslc dJslocatians if plant is allaued te 
continue to operate List of contentions end 
ONCAVACEiM P Mar* Oncavage 79/04/24 9pp 


DOCKET 50“25J rUHKEV POINT PLANT, UNIT 4 


F Security^ medical, Emergtncg t< fire protection plans 


7907260661 Forwards appropriate Class lit fee for Safeguards 
Contingency Plans, in response to RM Piggs 790703 Itr 
W/o end 

UHRIO, R E Florida Power & Light Co 79/07/19 Ip 


0 Adjudicatory corr espondence 


7907110669 FL Power h Light response to 790509 order in which 
applicant L NRC were requested to submit position re 
petitioner HP Oncavage 790503 new contentions Petitioner 
requests dd not meet requirements Certificate of Sve end. 

SAUSER, Yi A Lowenstein, Newman, Rei Sj Aselrad It Toll 79/05/21 13pp 


7907090061 Petitioner HP Oncavaye supplemental submission Requests 
intervenor status per 790531 order 
RODOlf, D Q Rogcw, R 79/06/05 9pp 


—7907090066 Notice of appearance on behalf of petitioner MP Oncavage 
Certificate of 8vc end. 

RD00W,11 S Ro gow, 19 79/06/05 3pp 


7907J9047S Florida Power 6 Light opposition to MP Oncavagi supplemental 
submission for intervention in proceeding New Sdsntist 
790405 article L Certificate of Svc end, 

REtSa H F , GAUSERiM A LDwenste t nr Newman, Re is. As e Irad 6 Toll 
79/Ofa/aO 25pp 


7907190457 NHC answer to HP Oncavagt 790603 submission in support of 
original petition to intervene, as revised par 790605 
supp) Certificate of Svc enc] 

OOLDBERD^S C Branch 2 79/06/25 5pp 


P Operating license stage documents 6 corresgondenca 


7907120207 Summary of 790426 meeting w/utlls to discuss (lest inghoufs 
plant design re TMI''2 event 

THADANliA Reactor Sgsteeis Dranch, 79/05/02 39pp 


7907310584 Forwards NRC 790515 Ur to licensees of Wes tlnghouse 
tUD^lo-op plants re rod ban* exchange tnathod for verifying 
shut-down margin of two-loop NSS8 W/o end 

SCHWENCERi A Operating Haactors Branch 1 <Pra 790625) 79/05/19 

ip 


7907130090 Requests solid waste process control program & Offsite Dose 
Calculation Manual in order to complete review of proposed 
Tech Specs 

BCHUENCER.A Operating Reactors Dranch i (Pre 790629) 79/09/32 

spp 


7907130133 Ac* receipt of util 770321 Itr responding to NRC request for 
evaluation of postulated fuel handling acddant inside 
centairunent Potential consaquances of postulated accident 
are within lOCFRiOO guidelines $c are acceptable 

SCNKENCERiA Operating Reactors Sranch 1 IPre 790629) 79/09/30 

2fP. 


— 7907130141 Safety ayaiuatlon re fuel handling accident Inside 
containment Ooses for one assembly failure are 
appropriately within lOCFRiOO guideline values It therefore 
accep tab la, 

« Operating Reactors firirtch 1 CPre 790629) 79/05/30, 4pp, 


7907110694 Surtimary of 790529 meeting w/FL Power 6 Light Co re 
containment purge during normal plant operation 
0B0TENHU1S,M Operating Reactors Branch I IPre 790629) 

79/06/03 6pp 


7907110730 Forwards errata sheet for 8ER Issued 790514 

8CMWENCER,A Operating Reactors Branch 1 (Pre 790623) 79/06/04 

3pp 


7907240346 Forwards WRC 790604 Jtr to Hestinghouse requesting addi Info 
re small break LOCA analyses 6 analysis methods NRC will 
eventually require documentati on re appl icab 1 1 i ty of 
Nestinghouse results to analvs^s at facility 

3CMWENCER, A Operating Reactors Branch I CPre 790629) 77/06/It 

2pp. 


7907250008 Forwards Nl)REO-0S60, ''Staff Rapt on Generic Assessment pf 
Feedwater Transients In PWRs Designed by BLW “ W/o end 
0RIME8,D K Assletant Director for Engineers & Projects IPre 
7906 25). 79/06/11 2pp 


7907260035 Requests registration as user of Model NLl-i/0 
UHRI0,R e Florida Power fr Light Co 79/06/11 Ip 


7907250333 Forwards Amends 49 6 41 to Licenses DPR-31 & DPR-4i, 
respect ively, safe ty evaluation 6 notice of issuance it 
aval lability 

eCMWENCER, A Operating Reactors Branch 1 (Pra 790629) 79/06/15 

0pp. 


—7907250343 Amends 49 6 41 to Licenses DPR-31 b DPR-41, rospectlvelyi 
approving operation w/peaking factor of 2 10, assuming no 
more than 22 % of steam generator tubes are plugged 
BCHW£NC£R,A Operating Reactors Branch 1 (Pre 790629) 

79/06/19 I6pp 


—7907290549 Safety evaluation supporting Amends 49 It 4i to Lictnsts 
DPR-31 If DPR-41i respectively 

* Operating Reactors Branch 1 fPrt 790625) 79/06/15, 9pj> 


—7907250937 Notice of Issuance L availability of Amends 49 6 41 to 
Licenses DPR-31 & DPR-41, respectively 

8CWWENCER,A, Operating Reactors Branch 1 IPre 790625) 
79/06/19. 2pp 


7907300514 Discusses 790'S26 emergency power diesel generator control 
■ys failure during sustained 24-h load test at facility 
Based on corrections 6 790214 meeting w/utll,Onit 3 was 
permitted to go to full power 

0R0TENHU38,H Operating Reactors Branch 1 79/06/20 5pp, 


0 inspection reports, IE Bulletins 6 correspondence 


7907020366 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMt - Bupei* " 

O'RElLuy, P. Regton 2, Atlanta, Office of the Director 
79/04/21 Spp 


7907110722 Confirms 790502 telcon during which util agreed to 
■fttabllsh procedures 6 Instructions to operators re HP! 
initiation. Agreement conflicts w/response to IE Bulletin 
79-06A, Item 7c 

SCHMIDT, A D. Florida Power 6 Light Co 79/05/04 Ip 


7907110325 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Iniuletimn Support Preblsm " Mo action riqulrsd. 

0'RErLLy*J P. Region 2, Atlanta, Office of the Director. 
79/05/07. 2pp 


7907060263 Responds to IE Bulletin 79-06 A> Item 13 Tech Specs mod re 
safety injection trip logic approved on 790904 as Amends 4B 
6 40 to Licenses DPR-31 L DPR-41, respectively No other mods 
identified. 

UHRI0,R E Florida Power ft Light Co 79/05/15 Ip 


7907130192 Ac* 790306 request for delay in development of inservlce 
Inep program pending decision on proposed chenges to 
lOCFftSO S5a Deley is uneece Rtable. 

8CHWENCER, A Operating Reactors Branch 1 (Pr# 790625), 79/09/16, 

3pp. 


7907100104 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U. " No action required. 

O'REILLY, J.P Region 2, Atlenta, Office of the Director 
79/05/18. 2pp 


7907110103 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Syt " Action 
required 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/03/^2, 2pp. 
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7907240602 Porwai'da results o'f preliminary rovieu of licansBe rc^poncos 
to IE Dulletins 79-Q£n O&A & 06i Amend 1 Meeting 
u/ouner« of operating plants having UestlnghouKe'-deBi gned 
sijB Scheduled for 790330 in Dethesda»MD 

8CHUENCER< A Operating Reactors branch L (Pre 790623) 79/03/23 

4pp 


7907240170 Forwards IE Insp Repts 30-350/79-13 h 50-251/79-13 on 
79050&-il No noncomp 1 1 anc e noted 

LEHISi R C Region 2i Atlantai Reactor Operations Nuclear Support 

Qranch 79/05/23 2pp 


— 7907240184 IE Insp Repts 30-250/79-13 «< 50-251 /79- 1 3 on 790500-i I No 
fionncoinp I ianc e noted Major areas inspected startup testing 
results for Unit 3 «c refueling activities for Unit 4 
VOOT-LOWELL 1 R J Region 2* Atlanta. Office of the Director 
HARTIN»R D Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch 79/05/23 Spp 


79071203SO Responds to IE Dulletin 79-10 Forwards operator «< senior 
operator examination results U related statistics 
tFHRIO.R E Florida Power <« Light Co 79/05/24 5pp 


79071G01BO Supplements response to IE Sulletin 79-07 Uses ADLPIPE to 
perform seismic analyses of safety-related piping changes 
mods None of methods specified in bulletin are used 
LPHRIO.R E Florida Power U Light Co 79/05/24 2pp 


7907100094 Responds to IE Dglletins 79-06 L 06B Responsibility for 
initiation & verification of auxiliary feedwater flow to 
steam generators is primary duty of designated operator 
during transients Sc accidents 

UHRlOiR E Florida Powor L Light Co 79/05/25 Ip 


7907030096 Forwards IE Info Notice 79-13. "Indication of Low Motor 
Level In Oyster Creek Reactor " No action required, 
iO''flElLLVj J P Region 8.. Atlanta. Office of the Director 
79/05/29 2pp 


790713030S Forwards status rept descrthing progress in responding to 
IE DuUetln 76-120 re atypical weld matl 
UHRIG.R E Florida Power U Light Co 79/05/29 2pp 


7907260502 Forwards IE Insp Repts 50-230/79-05 S. 50-251/79-05 on 
790501-03 iNo noncompl lane e noted 

LEMIG.R C Region 2. Atlanta. Reactor Construction Engineering 

Support Branch 79/05/29 2pp 


-“7907260300 IE Insp Repts 8O-S50/79-0S & 50-251/79-05 on 790501-03 No 
noncompliance noted .Major areas inspected verification of 
engineered safeguard! feature sys vaWo breaker it switch 
alignments & review of facility operating procedures 
VERDEV.E H Region 2. Atlanta. Office of the Director 
79/09/89 Spp 


7907200192 Forwards IE Bulletin 79-12. "Short Period Scrams at DWR 
Facilities No action required 

□'REILLY^J P Region 2t Atlanta. Office of the Director 
79/05/31 2pp. 


7907190833 Responds to IE DoUetln 79-D6A re possibility of steam 
bubble formation or release of noncondensable gases in 
primary sys Completed control circuit mods automatically 
initiate safety Injection 

UMRlOjR E. Florida Power *c Light Co 79/06/04 5pp 


7907090140 Suppl response to IE Bulletin 79-03 Further investigation 
has revealed that pipe sixes between 6-24 inches are in use 
at facility 

UHRIO, R E Florida Power ir Light Co 79/06/08 Spp. 


7907190172 Forwards suppl JE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Oua 1 1 f lea t ion of 
ASCO eolsnold Valves!," Action required 

O'REILLY. J P Region 3^ Atlanta. Office of the Director 
79/06/06 2pp 


79D7O60036 Forwards JE Info Notice 79-15. "Deficient Procedures " No 
action required 

O 'REILLY. J. P Region 2r Atlanta. Office of the Director 
79/06/07, 2pp. 


7907230153 Requests that Region 8 ffleasurims nts van be grented access 
privileges of "licensee designated vehicle " 

□ 'REILLY, vf. P Region 8. Atlanta. Office of the Director 
79/06/11, 3pp. 


7907190142 Responds to IE Bulletin 79-Oi, Unable to submit requested 
rept re environ qualification of Class IE squlpment 
until 790702. 

UKRlOiR.E, Florida Power It Light Co 79/06/12. ip 


7907240004 Act raceipt of 790529 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-250/79-07 it 
30-231/79-07 

LEUJGfR C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/06/19 Ip 


— 7907840080 Responds to NRC 790303 1 tr re violation noted in IE Insp 
Rspti Sd-250/79“07 & 5D-831/79-07 Corrective actions 
individuals who parfornaed local leak rate tests were 
certified on 790302 

DMRIO,R,E Florida Power 6 Light Co 79/05/29 2pp 


—7907240029 Forwards IE Insp Repts 50-250/79-07 & 50-251/79-0? on. 
790820-23 tc notice of violation 

LEWIS. R C Region 2. Atlanta^ Reactor Operations Nuclear 

Support Branch 79/09/03 2p p 


— -7907 240065 Notice of violation from insp on 790220-23 

* Region 2. Atlanta. Office of the Director 79/04/26 Ip 


— 7907 240070 IE Insp Repts 50-250/79-07 L 80-251/79-07 on 790220-23 
Noncompliance noted failure to use certified personnel per 
Tech Specs in performance of leak testing between 
Dec 1970-Feb 1979, 

JOHNSON) A H Region 2. Atlanta. Office of the Director 

MARTIN. R 0 Region 2. Atlanta. Reactor Operatlpm Nuclear 

Support Branch 79/04/26 6pp 


7907020306 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly fc Reactor Upper Grid 
Plate " 

O'REILLY. J P Region 2. Atlanta. Office of the Director, 
79/06/20 Ip 


7907120073 Forwards IE Bulletin 79-02. Rovis Ion 1. "Pipe Support Deis 
Flats Designs Using Concrete Expansion Anchor Bolts " Action 
requl red 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/21 ip 


79-D7110226 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/22 Ip 


7907310019 Forwards IE Bulletin 79-13. "Cracking In Fseduatar Bys 
Piping " Action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 

79/06/85 2pp 

t 

7907110269 Forwards IE Circular 79-10. "Plpef itt ings rtfg from 
Unacceptable Hatl " hTo action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/06/86 Spp 


7907100435 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

O'ftEILLV. J P Region 2. Atlanta. Office of the Director. 
79/06/20 Spp 


7907830001 Forwards IE Insp Rept 50-250/79-81 E. 50-251 /79-2t on 790606 
No noncompliance noted 

O'REILLY. JP Region Ir Philadelphia. Office of the Director 
79/06/20 Spp 

—7707830008 IE Insp Repts 50-250/79-81 U 50-831/79-21 on 790606 No 
noncompl lance noted Major areas tnipec ted, meeting discussing 
QA insp conducted 790318-16 t. 19-81 

RUHLMAM. M A Region 8. Atlanta. Reactor aparatlons Nuclear 

Support Branch 7-9/06/81 8pp 


7907310240 Forwards IE Bulletin 79-l4» "Seismic Analysis for As-Built 
Safety-Related Piping Sys " Action required 
O'REILLY. J F Region 2. Atlanta. Office of the Director 
79/07/08 2pp 


7907310379 Forwards IE Bulletin 79-15. "Deep Draft Pump Dfrfle i eneJes, " 
Action required, 

D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/07/11 8pp, 


79'07840368 Requests that util onweri group 790689 rept forwarding info 
requeeted by IE Bullatlns 79-06 6 06A re poatulated small 
break accidents be included Its dockets 
UHRIO. R E. Florida Power b Light Co, 79/07/17 Ip 


8 Reportable occyrrenc tSi LERi L related c orraipondenca 


7907110400 Forwards LER 7B-007/03L-0 

SCHMIDT. A D Florida Power it Light Co 70/OQ/O7. Ip 
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— 79(yfilCAXZ LgR 7B-007/03L-0 on 7S0710 for 11 5-'' , c ond en&a to storage 
tank level u;a-$ belou Teth Spec limits Cau-seii by condenser 
leaks tn both units Water treatment tras shut doun S< storage 
tanks filled 

eCHOPPMAN. 11 A Florida l^ouer h Light Co 78/00/07 Spp 


7907090350 Foruarifs LER 79-008/03L-0 

SCHMIDT* A D Florida Power & Light Co 79/06/35 Ip 


— 7907090371 LFR 79'‘009/03L-0 on 790336 emergency diesel generator 
stopped due to lockout Tslag actuation Caused by iinproper 
settings on undervoltage time delag relays Relays reset 
tested Test procedures will be revised 

SCHDPPrtAN,M A Florida Power f< Light Co 79/06/25 Ip 


79071701SQ Forwards lER 79-OlO/On-O 

SCHMfDT.A D Florida Power t Light Co 79/07/10 Ip 


— '7907170164 L£R 79-0 lO/OtT-O on 790626 NSSS vendor notified util of 
potential level bias which could delay reactor trip St 
feedwater initiation or cause false level indications 
License amend will t>« proposed to increase sys setpoint 
SCHDPFrtA^J*H A Florida Power fc Light Co 79/07/10 3pp 


7907180557 Forwards LfR 79'009/03L-0 

ECHrtlOTiA D Florida Power tc Light Co 79/07/J I Ip 


— 7907J80565 LER 79-009/3L-0 on 790611 mechanical snubber on C steam 
generator feedwater line found In Jockfd-up condition Cause 
unknown Snubber replaced 

SCHOPPMAM.MA Florida Power & Light Co 79/07/11 Ip 


U Ccngr essJona 1/Execut i ve Cerrespondenice 


79072S0157 Forwards petitioner MP Oncavage 790512 Hr addressed to 
Senator Stone re pleadings relating tp petitioner 
contentions presented at preheat ing conference Feguests 
consldera t i on of petition & return of findings & views 
STONE. R Senate 79/05/31 Ip 


-♦*79072 bOl 75 Forwards MP Oncavage 79042-4 reply to Florida Power 8* Light 
790330 U NRC 790406 responses 
DNCAVAOE.MP Wark Oncflvage 79/05/12 Jp 


— ■7907250104 Reply to licensee 790330 b NRC 790406 reaponseB Area will 
suffer ecanomic dislacatjons if plant is allowed to 
continue te operate List of tontentions end 
0NCAVA9E. H P Mark Oncavagc 79/04/24 9pp 


DOCKET S0-25S UN IV OF NEW MEXICO RESEAflCM rtEACTOR 


0 Inspection reportSf IE OulJetins ti correspondence 


7907100260 Forwards lE Circular 79-00. '’Attempted Extortion ~ Low 
Enriched U " No action re<iulred 

SEVFRJT.K V Region 4, Dallas. Office of the Director 79/05/18 
IP 


79070SQ033 Forwards iE Circular 79-09. "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus ” 

SEVFRiT. K V Region 4, Dallas. Office -of the Director 79/0-6/23 
Ip 


DOCKET 50-254 OUAD-CITIES STATION* UNIT I 


F Security* medical* emergency & fire protection plans 


7907200391 Submit* Classes 16 III fees for safeguards contingency 
plans 

REED»C Commonwealth Edison Co 79/07/12' 2pp 


79073D0330 Forwards Revision 2» Interlni physical security plan Plan 
withheld (ref tOCFR2 790) 

REED. C Coflimonweal th Edison Co. 79/07/20 Ip, 


0 Adjudicatory correspondence 


7907050423 Forwards NRDC annual ropi b matls fc Cl tl sens for Better 
Environ metis supporting applicant position re Involvemecit 
of both orgenl tati on* in broad environ litigation Hatl 
provided in response to 790419 memo 6 ardor Svc list enci 
STEPTOE*P Isham. Lincoln b Beale 79/05/03 SIpp, 


7907110486 NRDC opposition to NRC motion for reconsideration of ASLB 
790419 memo & order following special prehearing 
conference Certificate of Svc end 

ROlSMAN* A Z Natural Resources Defense Council 79/05/10 2pp 


7907110499 State of IL opposition to NRC 790504 motion b Comm fd 790SO'' 
motion for reconsl derat i on «</or clarification «< referral of 
A5L0 790419 (nemo & order admitting Contentions 6 & 1 J 
SEKULER.Q N Illinois. State of 79/05/17 6pp 


7907300185 NRDC response in opposition to Comm Ed motion for 
retonsl deration or. m al ternati ve« for clarification pr 
referral re adequacy of safeguards for spent fuel shipments 
HotJon Is untuarrantetl It inconsistent W/J0CFR73 

ROI&MAN. A Z Natural Resources Defense Council 79/05/28 4pp 


--79O72O03O3 NRDC staff scientist statement re safeguards fop ipint fuel 
shipments Froposed rule to protect spent fuel s)iipments 
against sabotage. presented in 790429 memo to 
Commissi on. 1 s most likely adequate Certificate of Bvc end 
COCHRAN. T 8 Natural Resources Defense Council 79/05/lD 3pp 


H General correspondence 


7907160298 Four 1 tr« opposing transportation of 509 radioactive ipent 
fuel rods between facilities 

MIRTH. 8 Affiliation Unknown 79/05/10 4pp 


P Operating license stage documents if correspondence 


7907360009 Discusses plans to install communication links between NffC -t 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters 6 regional ofc will communicate 
operational «« environ info 

KEPPLERr J G Region 3. Chicago. Office of the Director 79/05/23 

Spp 


7907310475 Discusses resolution of deterioration problem of Dunp-N 
components in ASCO solenoid valves Response to IE Bulletin 
76-14 has been revised to assure replacement of matl in 
necessary components by 801231 
REED. C Commonwioal th Edison Co 79/05/31 3pp 


7907390004 Forwards NUREO-0560. "Rtpff Rept on Oeheric Assessment Of 
Feedwater Transients in PWRs Designed by 0e(N " W/o end 
GRIMES. 0 K Assistant Director for Engineers 6 Projects (Pre 

790625) 79/06/ n Spp 


7907310462 Requests substitution of encl instruction sheet i addition 
of Tech Spec pages to Amend 50 to License DPR-29 
IPPOLITO.T A Operating Reactors Branch 3 (Pre 790625) 

79/06/12. 6pp 


7907190033 Forwards summary status of fuel perfarmancB. end of Cycle 4. 
Feb 1979 

KALIVIANAKI8. N Commonwealth Edison Co 79/06/15 SSpp 


7907260645 Summary of 790606 meeting w/util in Bethesda.KD re 
proposed App I Tech Specs b related matters 

BEVANi R B Operating Reactors Branch 3 (Pro 790625) 79/06/23 

3PP 


7907090305 Eubrnits add! Info to 790103 Hr re current commitments to 
cantaln(nent purging during normal plant operation 
Schedule for responding to issues re normal operation 
purging will be submitted by 790B01 
REED. C Commonwealth Edison Co 79/07/02 3pp 


7907260031 Summary oP 790638 meeting w/utll in Bethesda.KD re purging 6 
venting limits b performance of purge 6 vent valves during 
postulated LOCA 

HANNON. J N Operating Reactors Branch 3 (Pre 790625) 79/07/02 

6pp 


790713033a Revises 790702 Hr re purging during normal operation 
No purging at power at Zion will be permitted until purge 
valves have been analyzed Ic determined to be capable of 
closure under DBA 

REED. C CohMOoriweat th Edison Co 79/07/05 Ip 


7907160294 Forwards responses to NRC comments at 790606 nteetlng re 
cffslte Dose calculation manual. for NRC review prior to 
790716 meeting 

NAUGHXON* W F Commonwealth Edison Co 79/07/05 4pp 


7907J90943 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test." 790219-22 Requests NRC approval of plans to ecliedula 
next Type A test for Dec 1900 

KALIVIANAKI8* N Commonwealth Edison Co 79/07/05 ip 



DOCKETED ITEMS 


7907190545 "Reactor Containment: Bldg Integrated Leak Rate Tosti " 
790319-33 

* Commonwealth Edison Cn 79/07/05 60pp 

7907300341 Notification of 790712 meeting w/util in Betheada*MD to 
discuss proposed App I Tech Specs 

BEVAN« R B Operating Reactors Branch 3 79/07/06 3pp 


7907170070 Forwards corrected page 1 of Pac i 1 i tg startup test rept 
transmitted w/790521 Itr 

JANECEKj R F Commonuaalth Edison Co 79/07/11 Hpp 


7907340345 Requests that GE rept NEDE-2S090-P> "Analgtlcal Model for 
T-Ouencher Jet Loads on Submerged Structures/" submitted 
790531/ be included in dockets 

JANECEK/R F Commonwealth Edison Co 79/07/18 Ip 


G Inspection reportSi IE Bulletins S( correspondence 


7907060251 Responds to IE Bvllotin 79-09 No OE Type AK-2 circuit 
breakers in use or planned for use In any saf ety-re lated 
ays 

REED.C Commonwealth Edison Co 79/05/17 Spp 


79O71BO101 Responds to IE Bulletin 79-10 Submits requal i f Icat Ion 
training program statistics 

REED/ C Commonwealth Edison Co 79/05/25 7pp 


7907300396 Forwards IE Bulletin 79-iS. "Short Period Scrams at BWR 
Facilities " Action required 

KEPPLERi J G Region 3/ Chicago/ Office of the Director 79/05/31 
Ip 


7907L90366 Notification of 790606 meeting w/utll In Bethesda/MD to 
discuss App 1 to Tech Specs St related matters/ Inc 1 ud Ing 
process control program 

DEVAN/ R D Operating Reactors Branch 3 IPre 790625) 79/06/05 

2pp 


7907190230 Forwards suppl IE Bulletin 79-OlAi "Environ Qualification of 
Class IE Equipment iDef i c 1 one ies in Environ Qualification of 
A3C0 Bolenoid Valves) " Action required 

KEPPLER/ J G Region 3/ Chlcagoi Office of the Director 79/06/06 

Ip 


7907240241 Forwards IE Info Notice 79~15/ "Deflciont Procedures " No 
action required 

KEPPLERi J 0 Region 3/ Chicago. Office of the Director 77/06/07 
IP 


7907060007 Advises that IE Info Notice 79—15/ “Deficient Procedures" 
forwarded to listed utils 

PAPPAS/ H Region 3, Chicago. Office of the Director 79/06/00 

2pp 


79073100BO Forwards IE Insp Repts 50"254/79-09 «/ 50-265/79-07 on 
790315-16/ 31. 23. 0403-05. 10. 19/ 23/ 24/ 27 & 0500 U notice 
of violation 

HEISHMANrR F Region 3. Chicago/ Reactor Dperations Nuclear 

Support aranch 79/06/13 2pp 


—7907310006 Notice of violation from insp on 790310-16.21.22/0403-05/ 
18/ 19i 23/ 24/ 37 U 0500 

Region 3. Chicago. Office of the Director 79/06/12 ip 


—7907310096 IE Insp Repts 50-254/79-09 8. 50-265/79-07 on 790315-16.21. 
22/0403-03/18,19/23/34,27 U 0300 Noncomp Uance noted 
automatic function of vacuum breakers not available 
CHRISSOTIM05/ N / 8PE8BARD/ R L, Region 3/ Chicago. Office of the 
Director 79/06/12 5pp 


7907300491 IE Insp Repts 30-254/79-12 8< 50-263/79-10 on 790501-24 No 
none omp 1 ianc e noted Major areas inspected, operator training, 
safety f oaturssi survel 1 lance test procedures & procedures 
for verificatien of sys alignment 

CHR I SSOT 1 MOa. N / WONQ/B « . BPE88ARD, R L Region 3/ Chicago, 
Office of the Director 79/06/14 - 13pp 


7907160304 Forwards IE Insp Repts 50-234/79-12 U 30-265/79-10 on 
79050i-24 No noncomp 1 ianco noted 

HElSHMANi R F Region 3, Chicago. Reactor Qperatlons Nuclear 

Support Branch 79/06/15 2pp 


--7907 100455 IE Insp Repts 30-234/79-12 50-265/79-10 on 790501-24 No 

noncomp 1 ianc e noted Major areas inspected licensee response 
to IE Bulletin 79-00 re TMt Implications for BWRs 
CHRIS&QTlMDSiN . UONOi B M . SPESSARD. R L Region 3. Chicago. 
Office of the Director 79/06/14 I3pp 


7907020409 Forwards IE Info Notice 79-17. "Bource Holder Assembly 
Damage from Misfit Between Assembly !< Reactor Upper Grid 
Plate “ 

KEPPLER. J 0 Region 3. ChlcasO' Office of the Director 79/06/20 

Ip 


7907120198 Forwards IE Bulletin 79-02. Revl s i on 1. “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts '* Action 
required 

KEPPLER/ J 0 Region 3, Chicago. Office of the Director 79/06/21 
ip 


7907050441 Foruords IE Circular 79—09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contal ned 
Breathing Apparatus " No action required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/06/22 

ip 


7907I206BO Forwards IE Bulletin 79—13. "Cracking In Feedwater Oys 
Piping " No action required 

KEPPLER/J 0 Region 3. Chicago. Office nf the Director 79/06/25 

Ip 


7907060303 Forwards IE Circular 79-10. "Pip ef 1 ttlngs Mfg from 
Unacceptable Matl " No action required 

KEPPLER/J G Region 3. Chicago. Office of the Dlrfrcfcor 79/06/26 
ip 


79071B0392 Forwards lE Circular 79—12. “Potential Diesel Generator 
Turbocharger Problem “ No action required 

KEPPLER/J 0 Region 3, Chicago. Office of the Director 79/06/20 

ip 


7907130236 Forwards lE Bulletin 79-14. "Seismic Analysis for As-Built 
8af aty-Related Piping Sys " Action required 

KEPPLER/J Q Region 3. Chicago. Office of the Director 79/07/02 
IP 


7907240081 Forwards lE Info Notice 79-10. “Skylab Reentry " No action 
required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/07/06 

Ip 


7907310311 Forwards IE Bulletin 79-15. “Deep Draft Pump Deficiencies " 
Actl on required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/07/11 

Ip 


7907310403 Forwards 1C Circular 79-13. “Replacement of Diosel Fire 
Pump Starting Contactors " No action required 

KEPPLER/J 0 Region 3, Chicago. Office of the Director 79/07/13 
IP 


7907260153 Notifies that written responses to IE Bulletin 79-15, Suppl 
1. should be directed to IE Dlv of Reactor Const Insp 
KEPPLER/J G Region 3. Chicago. Office of the Director 79/07/10 
IP 


7707260336 Forwards IE Info Notice 79-19. "Pipe Cracks in Stagnant 
Dorated Water Sys at PUR Plants " No action required 
KEPPLER. J G Region 3. Chicago. Office of the Director 79/07/10 
Ip 


7907250217 Forwards IE Bulletin 79-14. Revision 1. “Seismic Analysis for 
As-Built Safety-Related Piping Bys “ Action required 
KEPPLER, J 0 Region 3. Chicago, Office of tho Director 79/07/20 
Ip 


R Periodic operating reports 6 related correspondence 


7907240369 Monthly performance rept for May 1979 
HANNUM.D Commonwealth Edison Co 79/05/31 23pp 


7907240322 Monthly operating rept for June 1979 

HANNUM.D Commonwealth Edison Co 79/06/30 20pp, 


s Reportable occurrences. LERs related correspondence 


79071 104S9 Forwards LER 79-020/03L-0 

KALIVIANAKIS.N Commonwealth Edison Co 79/06/20 Ip 


—7907110462 LER 79-020/03L-0 on 790325 quarterly MS IV closure timing 
BtiTvei I lanca performed & MBIV closed in 6-s instead of 5-s 
Caused by varied speed control valve adjustment on hydraulic 
cy 1 Inder 

CLARK, D Commonwealth Edison Co 79/06/20 3pp 


44 


DOCKETED ITEMS 


7907110444 f o-ruflrid s LER 79-02 J/03L-0 

UQLrvrANAKjS, N Comwo nwedlti; Edtipn Co 79/0&/27 Ip 


-'•7907110443 LGR 79-021/031-0 on 790&01 drgiii« U-to-iupprot«l dn chambor 
vacuum breaker Div 11 alarm sqs breaker f-ovt^d tripped on 
790410 it reported afi non-roportab 1« Should be redaeslfled 
Cauie of bre-akor trip unknown 

VAHRENWALOr J Commonuea 1 th Ed If on Co 7ft/0h/77 Ip 


79072503AA Forward* LEfi 79-022/03L-0 

RALfVlANAKlBj N Commonwealth Edlfon Co 79/07/13 ip 


— 79072S0370 LER 79-02a/03L-0 on 790622 after returning Unit 1 die«el 
jenorator to ivc# fol 1 awing monthly preventive malnt ln«p« 
fuel line leak was diecovered Caused bg worn gasket on fuel 
line filter Filter gasket replaced 

VAHRENWALO^J Commonwealth Edi*on Co 79/07/13 Ip 


DDC^ei 50-23S FAL1SADE3 NUCLEAn PLANT 


A Appl icati anycorti true t i on stags documents & correspondence 


790703Q4B3 Buhmifts offer to provide NfiC w/stesL & concrete test 
specimens w/protsctlve coating igs pre-sentlv employed in 
nuclear facilities 

PUBCHEL;H A Consumers Power Co 79/06/27 3pp 


F 9ocurltg« medical* emergency ft fire protection plans 


7907190413 Bubifilts mods to 790301 followup to fire protection 
administrative guidelines Audits are performed biennially* 
not biannually Fire protection need* must be Identified when 
maint order* submitted 

HOFF MAN I P P Consumers Power Co 79/07/JA Ip. 


7907300310 Forwards appropriate Class ill payment* in response to 790703 
request for fee* for contingency plans i» guard training 
flans. 

F0OO*(4 O’ Consumers Power Co 79/Q7/UA Ip 


0 Ad judicato-ry correspo’nd enec 


7907090461 Forwards 0 Hart 790213 Itf to JM Hendrie re replacement of 
defective steam generatori at Surry fc UM Hendrie 790313 
response 

DARTH*C.A flrafieh 3 79/05/17 Ip, 


79072002S2 NRC further opposition ie petitioners now contentions 
aubmltted at 790909 prehearing conference Recommends 
issuance of erder terminating proceeding, atetement of 
contention* b Certificate of Sve end 
SARTH/C A Branch 3. 79/09/29 6pp 


7907130047 Consumers Power opposition to Great Lakes Energy Alliance 
79050'9 prehearing conference ita tementi emended contentiojis 
b request for financial assistance Certificate of Sve end 
MILLER* M J.< OIDGSiM E Isham. Lincoln b Deale 79/09/30 29pp 


1 Advisory Commlttia on Reactor Safeguards reports b correspondence 


'907110216 Forwards pages from plant operating procedures re addition 
of feedwater to hot dry steam generators Number of 
transients which ara acceptable might be explored M/o encl 
DATESiA ACRa - Adviiory Committee on Reactor Sefeguerds 79/09/29 

iv- 

Operating license stage documents b correspondence 


906190139 aummary of 790417 meeting w/SEP owner's group In BethesdaiMO 
re technical details of site-specific spectra project 
LEViNrN.A Systematic Evaluatlo-n Programs Branch (Pre 790629) 

79/04/30. 4pp. 


r071Q0796 Dlicusses OA for radioactive matl transportation Otll will 
use lateit verelon of OA tepiceJ rept CPC-l-A for 
radioactive matl transpor tetlon b plant operations 
HOFFNAM/ 0. P. Consumers Power Co. 79/05/19 Ip 

070&049P Forwards request for eddl Info re radiological aesessment 
for review of steam generator repair rapt. 

ZIFMANNjD L Operating Reactors Branch 2 <Pr» 7906291 79/09/16, 

6pp. 

37260095 Discusses plans to Install co-m/nuni cation links betwsen NRC b 
luclear facilities for emergency use. Direct lines from each 
Facility to NRC headquarter* b regional ofc will communlcata 
)paratIonal b environ Info. 

lEPPLERjJ, 9. Region 3* Chicagof Office of the Director. 79/03/22 

2pp 


7907060217 Forwards Amend 49 to License DPH-20* safety evaluation b 
notice of issuance b availability 

2IEMANN*D L Operating Reactors Branch 2 <Pre 790629) 79/05/29 

app 


—7907060221 Amend 49 to License DPR-20 Incr easing enrichment limit for 
fual e»iemblles in new b spent fuel storage racks 
IlEMANNiD L Operating Reactors flranch 2 <Pro 790629) 

79/09/29 9pp 


— 7907060225 Baf ety evaluation supporting Amend 49 to License 0PR-2O 
» Operating Reactors Branch 3 iPre 790629) 79/09/29 3pp 


— 7907060230 Notice of Iseuance & availability of Amend 49 to License 
OPft-EO 

ZiEHANNiD L Operating Reactors Branch 2 (Pre 790625) 

79/09/29 2pp 


7907110637 Confirms 790614-19 site visit of Seismic Review Team 
Proposed agenda* info required for evaluation b Seismic 
Category I electrical * instrumentation b mechanical equipment 
qua 1 If icatl on end 

21EI1ANN*DL Operating Reactors Branch 2 iPre 790629) 79/05/29 

130pp 


7907190329 Summary of 790921 moating w/Exxon re role in TMI-relatad 
reevaluations of operating plants 

KANE. W F Standardization Branch 79/09/31 4pp 


7907190799 Forwards request for addl Info re degraded grid voltage 
in order to continue review of 701002 submittal 

2IEMANM*DL Operating Reactors Branch 3 (Pre 790623) 79/06/06 

3pp 


7907310873 Requests addl info re SEP Topic VI-1* “Organie Metis b 
Post-Accident Chemistry “ Forwards list of info needed 
ZIEMANN, DL Operating Reactors Branch 8 (Pre 790689) 79/06/06 

3pp 


7907110623 Forwards Category 2 b p regulatory positions to be addressed 
in SEP Reg Guide 1 114«R«vision i* end 

7IEMANN.D L Operating Reactor* Branch 2 (Pre 790625) 79/06/i i 

7pp 


790725017B Requests listing of alarms b voltage monitoring device* 
available to provide operability status indication to 
complete evaluation of SEP Topic VIIl-3 D* "DC Power 0y» Dus 
Voltage Honitorl-ng b Annunciation " 

7IEHANN. D L Operating Reactor* Branch 2 (Pre 7906S9) 79/06/13 

2pp. 


7907120331 Forward* request for change to Tech Space of License DPR-20* 
re heatup b cooldown curves Class 111 fee end Also forwards 
Battelle Columbus Lab* rept* "Reactor Vessel Surveillance 
Program Capsule A“240 *' 

HOFFMAN* D P Consumers Power Co 79/07/02 Ip 


— 7907120337 Request for change to Tech Specs of License DPR-20i re 
heatup ft cooldown curves, 
a Consumers Power Co 79/07/02 19pp 


—7907120344 "Final Rept on Palisade* Nuclear Plant Reactor Pressure 
Vessel Burvelllance program’ Capsule A-240* " by Battelle 
Columbus Labs 

* Consumers Power Co DCL-S03-12 79/03/13 90pp. 


7707260961 Notification of 7907II meeting W/util in Hethe*da,MO to 
discus* BEP Topic III~5 A* "Effect* of Pipe Break on 
Strut tureSf 8ys b Component* Inside Containment *' 

JABBOVR* K Systomatic Evaluation Program* Branch (Pr* 790625). 

79/07/06. Ip 


7907190536 Forward* requests fpr Tech Spec changes. 
HOFFMAN, DP. Consumer* Power Co 79/07/16 ip 


— 790'7190930 Requests change to Tech Spec for License DPfi-20 Change* made 
within Administration Controls Section* Chapter 6. 

OEWITTfR 0. Consumers Power Co 79/07/16 14pp. 


7907260727 Forwards list of alarms b voltage monitoring device* 
associated lu/cias* IE batteries* in reepons* to NRC 790610 
request, ' 

BIXEL.D.A. -Caro line Power b Light Co 79/07/23 4pp 


7907310299 Forward* request for amend to Tech Specs to provide std 
method for determining future operating allowance* which 
will allow repair effort* to pro-cead w/o delay during 
refuilirtg outege*. 

HOFFHAN^D. P Consumer* Power Co. 79/07/26, Ip, 



DOCKETED ITEMS 


790731030B Application far airiond to Tech Specs authorizing change from 
COOT if kna ted phosphate to volatile chemistry control for 
secondary side of steam generators Change uill reduce 
corrosion rate to essentially zero 
DEHlTTiR D Consuitierfi Pauer Co 79/07/26 6pp 


7*Ji073l0432 Submits remainder of info requested in NBC 790525 Itr re 
feeduater lines design & fabrication history 
KOFFMANj D P Consumers Power Co 79/07/27 3pp 


Q Inspection reportsi lE Dulletins £< correspondence 


7907110713 Supplements 790427 response to IE Bulletin 79-06D Lists 
disposition of items stated to be resolved by 790516 
HOFFHANi D P Consumers Power Co 79/05/18 2pp 


7907160394 Forwards IE Insp Rept 50-255/79-07 on 790430-0504 & 09-11 Nn 
noncomp 1 lance noted 

WElSHMANrR F Region 3/ Chicago# Reactor Operations Nuclear 

Support Branch 79/05/16 2pp 


—7907100411 IE Insp Rept 50-255/79-07 on 790430-0504 t, 09-1 i No 
noncomp 1 lance noted Major areas inspected licensee response 
to IE Bulletin 79-06D re operability & avatlabllitg of 
engineered safety features S< operator training procedures 
JOROEUSEN. D L , UR10KT#0 C # WARNICK#R F Region 3. Chicago# 

Reactor Operations Nuclear Support Branch 79/05/17 lOpp 


7907110278 Responds to IE Dgllatin 79-10 Forwards requal 1 f icatlon 
training program statistics 

HOFFMAN# D P Consumers Power Co 79/05/23 3pp 


7907160234 Responds to IE Bulletin 79-12D re atypical weld mat) in 
reactor pressure vessel welds C-E will submit generic rept 
before 790608 Util will ref C-E rept in response by 790629 
Final response will be submitted by 790731 
BJXEL# 0 A Consumers Power Co 79/05/29 Ip 


7907190239 Responds to IE Bulletin 79-I2D re atypical weld mail in 
reactor pressure vessel welds C-E is performing records 
search 6 will submit generic rept directly to NRC by 790608 
BIXEL#D A Consumers Power Co 79/05/29 Ip 


7907200308 Forwards IE Dullottn 79“12i "Short Period Scrams at BWR 
Facilities " No action required 

KEPPLERi sf 0 Region 3# Chicago# Office of the Director 79/05/3i 

Ip 


7907190245 Forwards suppl IE Dullotln 79-OlAi "Environ Oual 1 f Icati on of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8CD Bolenold Valves) " Action required 

KEPPLERi J 0 Region 3# Chicago# Office of the Director 79/06/06 
Ip 


7907250206 Forwards IE Insp Rept 50-255/79-06 on 790321-23 6 87-30 tt 
notice of violation 

DAVI8#A B Region 3# Chicago# Fuel Facility 6 Materials Safety 

Branch 79/06/06 2pp 


■7907230209 Notice of Violation from insp on 79032i-23 6 27-30 

a Region 3# Chicago# Fuel Facility 6 Materials Safety Branch 

79/06/04. Ip 


—7907250211 IE Imp Rept 50-253/79-06 on 790321-23 & 27-30 Noncomp liance 
no ted, fai lure to adhere to approved procedure It failure to 
control access to high radiation areas 

HUETEBiL J # OREGCn.L R # FISHERiW L Region 3# Chicago# Fuel 

Facility «< Moterials Safety Branch 79/06/04 I7pp 


7907300067 Forwards IE Insp Rept 50-853/79-08 on 790314-16 U 22-23 No 
noncompliance noted 

FIORELLIjO, Region 3# Chicago# Reactor Construction 6 Engifieerlng 
Support Branch 79/06/06 2pp 


—7907300071 IE Insp Rept 30-253/79-00 on 790314-16 6 22-23 No 
none emp 1 iance noted Major areas inspected plant seismic mod# 
Including revi-ew of calculation ti pips analysis# installation 
& insp procedures# QC records 6 workmanship. 

YINi E, T. Region 3# Chicago# Office of the Director 

DANIELSON# D H Region 3# Chicago# Reactor Construction fc 

Engineering Support Branch 79/06/04 7pp 


7907190336 Responds to IE Bulletin 79-060 supplementing 790603 
response, 8ubml ts Info concerning containment penetrations Si 
valves 

HOFFMAN# D, P Consumers Power Co 79/06/07 6pp 


7907240232 ForuardB IE Info Notice 79-13. ‘'Defl clout Procedures " No 
action required 

KEPPLER.J 0 Region 3# Chicago# Office of the Director 79/06/07 
1 P 


7907060007 Advises that IE Info Notice 79-15. "Deficient procedures" 
forwarded to listed utils 

PAPPAS# H Region 3# Chicago# Office of the Director 79/06/00 
2pp 


7907020423 Forwards IE Info Notice 79—17# "Source Holder Assembly 
Damage from Misfit Detuieon Assembly 6 Reactor Upper Grid 
Plate " 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/06/20 


7907120223 Forwards IE Bulletin 79-02# Ravi s Ipn 1. "Pipe Support Base 
Plate Designs Using Concrete Enpansion Anchor Bolts " Action 
required 

KEPPLERiJ O Region 3# Chicago# Office of the Director. 79/06/21 
1 P 


7907'030445 Forwards IE Circular 79-09. "Qcc urronc os of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLER# J 0 Region 8. Chicago. Office of tho Director 79/06/22 
I P 


7907120696 Forwards IE Bulletin 79-13# "Cracking in Feedwater 9yf 
Piping " Action required 

KEPPUER#J 0 Region 3# Chicago# Office of the Director 79/06/23 
l4> 


7907060310 Forwards IE Circular 79-10# "Pipef 1 tt 1 ngs Mfg from 
Unacceptable Matl " No action required 

KEPPLER# U O Region 3# Chicago, Dffico of the Director 79/06/26 

Ip 


7907180406 Forwards IE Circular 79-12. "Potential Diesel Oenorator 
Turbocharger Problem " No action requirod 

KEPPLERiJ O Region 3# Chicago# Office of the Director 79/06/2B 
IP 


7907130262 Forwards IE Dullotln 79-14. "Seismic Analysis for As-Dullt 
8a f ety-Related Piping 9y s " Action required 

KEPPLERiJ 0 Region 3# Chicago# Office Of the Director 79/07/02 
Ip 


79072400B9 Forwards IE Info Notice 79-10# "Skylab Reentry, ” No action 
required 

KEPPLER#J 0 Region 3# Chicago# Office of the Director 79/07/06 

Ip 


7907310320 Forwards lE Bulletin 79-13# "Deep Draft Pump Deficiencies " 
Action required 

KEPPLERiJ Q Region 3# Chicago# Office of the Director 79/07/H 

Ip 

7907310406 Forwards IE Circular 79-13# "Replacement of Dlosol Fire 
Pump Starting Contactors " hto action required 

KEPPLERiJ 0 Region 3# Chicago# Office of the Director 79/07/13 

Ip 


7907260168 Notifies that written responses to IE Bulletin 79~l3i8uppl 
1# should b« directed to IE Dlv of Reactor Const Insp 
KEPPLERiJ O Region 3# Chlcaga# Office of the Director 79/07/10 
Ip 


7907260334 Forwards IE Info Notice 79-19. "Pipe Cracks In atagnont 
Borated Water 8ys at PWR Plants " No action required 
KEPPLERiJ 0 Region 3# Chicago# Office of tho Director 79/07/10 
Ip 


7907250228 Forwards IE Bulletin 79-14# Re vis I on 1# "Seismic Analysis for 
As-Dutlt Safety-Related Piping 8ys " Action required 
KEPPLERiJ. 0. Region 0# Chicago# Office of the Director 79/07/20 

Ip 


R Periodic operating reports tc related corraepondenc e 


7907170170 Forward* monthly operating rept for June 1979 
ADAMS# WE Consumers Power Co 79/07/10 Ip, 


— 79071^0101 Monthly operattno rept for June 1979 

BODTKEfP J Consumer* Power Co 79/07/09 4pp 


7907490312 Forwards bimonthly status rept re long-term cooling 
equipment mod for May-June 1979, M/o end 
HOFFMANi D P, Consumers Power Co 79/07/13 Ip 
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lew* h related correspond ernce 


790703047& Foruards iLEF? 79“Oa4/03L'0 

HOFFHANj D P Comisomera Pouer Co 7970'&/S5 Ip 


--7907030479 i£H 79-OZA /031.-0 an 790608 level in safety injection tank 
fell belou Tech 6pee limit Caused by antn/nciat 1 on 
independent level «^itch Switch adjusted 
* Consumers Power Co 79/06/83 ip 

7907090-284 Forwards LER 79-023/ 01 T-0 

HDFFMAM^ D P Coneumers Power Co 79/07/03 ip 

--7907090500 LEft 79-055/017-0 on 790619 during Cycle IIj heat traneffer 
coePFlcients for component coolltig water heat eichangers 
were let? than design vaJvee Uiad in FSAft accident analyses 
Caused by tube sides of heat ekchangiers being fouled 
» Consumers Power Co 79/07/03 tp 


7907100319 Forwards LER 79-Oa6/03L“0 

HOFFMAN, D P Consumers Power Co 79/07/06 Ip 


■7907100330 LER 79-05&/03L-0 on 790604 steam generator chemistry pM 
dropped below Tech Spec mlii uhan condensate polishers 
placed ih syc Caused by resin leakage from pallshers due to 
defective septums Resin mixture chang edt chemical feed ended 
» Consurners Power Co 79/07/06 Ip 


790717<3037 Forwards LER 79-0S7/03L-O 

HOFFMAH, DP Consumer* Power Co 79/07/12 Ip 


■7907I7004+ L6R 79-027 /03L-0 on 790'6t4 during normal power operation, 
conductivity of S steam generator increased to 7 63 
mlcro/inbos per cm beyond Tech Spec limit Caused by condenser 
in leakage 

» Consumers Power Co 79/07/12 Ip 


7907300333 Forwards LEft 79-02e/D3L~0 
HOFFWiAMi D, P Consumers Power Co 79/07/54. Ip. 


■7907300393 UER 79-a2a/03L-0 on 790683. condu* t Ivity 6 sodium 
concentration in steam generator A exceeded Tech Spec 
limit* Caused by combination of condenser tube In leakage 
8< chemical hideout return as result of power reduction 
* Consumers Power Co 79/07/24 Ip. 


Iv Congre St lena 1 /E x e cut t ve Corresppndence 


7907260350 Respond* to Inquiry re e f fac t i veness betting of air mask* & 
other protective device* for w*e at nuclear fecllltie* 

Discusses rules 6 regulations governing use of respiratory 
devices 6 programs. 

OQSBlCKit V Office of the Executive Director for Operations 
79/06/07 Spp 


•'“79D7260369 Forwards W ifatts tr H Sinclair Itrs re gas masks for plant 
worker* b release o‘f radioactive pa* From facility 
R1E0LE*D asnate 79/05/07 3pp 


DOCKET 50-259 BROWNa FERRV MUCLEAR POWER STATION, UNIT 1 
0 Adjudicatory corrasp«ndan-c< 


7907100619 Forward* revised pages to 790320 request for reliefs M-9 6 
R-ll rs hy^TOstatie pressure testln^i proposed 
MILue^L tt Tanneteei Maltey Authority 79/07/03 dpp. 


P. Operating llcan*e stage documant* & cerrespondertee 


79O7O&OO05 Notification of 790601 meeting to discuss containment vent 
1* purging Proposed sgsnda and 

IPPOCITO, T A aper*tlti8 Reactor* Oraneb 3 <Pr« 7906251 

79/05/31 Cpp 


/90713D048 Notification of 7906DJ meeting w/TVA In fiethesda^ND to 
tfiscuse vent & purging operatlonsi design of vent 6 purge 
syii quail fi cation of valves 6 electrical circuitry 
CLARKiR. 0 Operating Reactor* Branch 3 fPre 790629) 79/05/31, 

»PI> 


7907250QtQ forwards NUREO-OttAO, “Qtaff Rept on generic Assessment of 
Feedwater Traniiettts In FWRa Designed by B6W ” W/o end. 

ORlMEBi B, K, Assistant Director for Engineers 6 Projects <Pre 
790625). 79/06/11 2pp. 


7907250130 Summary of 790601 meeting w/TVA>BNl. & LLL re contalnmerl 
purging during operation 

CLARK, Ri J Operating Reactors Drench 3 <Fre 790635) 79/06/12 

7pp 


7907060163 Forward* requested amend to Licenses DPR-33, DPfl-52 A OPR-t^ 
changing Tech Specs & providing justif Icatl ons for proposed 
change* re adml ni stration, c lar 1 f Icatlon 6 new organ! latlon 
OlULELANDi J £ Tennessee Valley Authority 79/06/29 67pp 


7907060354 Forwards proposed Tech &pece changes revising App A & D ri 
radiolagiCAl effluant* Disputes NrC position that changes 
require submission of Class 111 fees 

OILUELANO. E Tunnessee Valley Authority 79/06/29 JSOpp, 


—7907060357 Offsite Dose Calculation Manual 

* Tennessee Valley Authority 79/06/21 86pp 


7907il0452 Responds to NRC 700113 I tr re suppression pool temp 
transients Forwards suppression pool analysis describing 
tcisp transients resulting from safety relief valve sticking 
open 

MILLe,L M Tennessee Valley Authority 79/07/02 2app 


7907100599 Forward* revised pages to Inaervice pump 6 valve testing 
program, submitted per JE Oilleland 790416 Itr Forwards atfdl 
request for relief from A6ME Section XI code requirement 
HILLS, L fl Tcnnes«ee Valley Authority 79/07/03 6pp 


7907170190 Olscuises 790301 Jtr re potentially atypical reactor vessel 
weld mat! For DbW 790333 assessment of matl as adequate, 
requests concurrence In shifting 130 F min boltup temp back 
to lOO F 

HJLLSfL M Tennessee Valley Authority 79/07/09 Ip 


7907250272 OiscussBs util Investigation of need for periodic response 
time testing of recirculation pump trip sys Further response 
time testing of pump trip sys at each refueling Is 
unnecessary 

HILLS, L M Tennessee Valley Authority 79/07/20, ip 


7907260764 Forwards proposed amends to License* DPR -33, DPR -52 & DPR-6Q, 
changing Tech Specs to allow flexibility during refueling 
outage work whenever entire nuclear core is unloaded 
HILLD, L M Tennessee Valley Authority 79/07/20 22pp 


—7907260770 Proposed Tech Spec Changes to allow floxlbility during 
refueling outage work whenever entire nuclear core is 
unloaded 

» Tennessee Valley Authority 79/07/20 SOpp 


7907S60619 Forward* revised proposed Tech Specs re radiological 
•f f luent* 

MiLLa, L M Tennessee VaMey Authority 79/07/20 2pp 


*--7907260080 Revised proposed Tech Specs for Unit 1 re radiological 
effluent* 

* Tennessee Valley Authority 79/07/20 6pp 

--7907260838 Revised proposed Tech Spec* for Unit 2 re r«dlological 
effluent* 

» Tennessee Valley Authority 79/07/20 6pp 

— 7707260B54 Revised proposed Tech Specs for Unit 3 re r«diDloglcal 
effluents 

e Tennessee Valley Authority 79/07/20, 6pp 

7907860837 Reque*t* amend to Licenses DPR-33 ft DPR-52 revising Tech 
Specs to be consistent w/A8M£ Section XI Inservicc pump 6 
valve testing program No addl Class HI fee* necessary 
MILLS, L M. Tennessee Valley Authority 79/07/20. 2pp. 


—7907260043 Proposed revised Tech Specs for Unit 1 re ASME Section Xf 
inaervlce pump U valve testing program. 

♦ Tennessee Valley Authority 79/07/20 llpp. 


— 7907260046 Proposed revised Tech Specs for Unit 2 re ABME Section XJ 
Insarvlte pump 6 valve testing program 
« Tonnessee Valley Authority. 79/07/20 llpp 


7907270136 Forward* addl revision of ASMS Sactlon XI intervlce pump & 
valve testing program Request* review. * 

MILLB,Lrt Tennessee Valley Authority 79/07/20 3pp 


0 Inspection report*, lE Bulletins & correspondence 


7907310155 Forward* l£ Insp Repts 50-239/79-09, 50-260/79-09 & 
30-296/79-09 on 790312-15 fic notice of violation 

LEWI0, R C. Region 2^ Atlanta, Reactor Operations Nuclear flupporl 

Branch 79/03/29 2pp. 
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— 790731015*? Notice of violation from insp on 790312-15 

* Region 3, Atlonta. Office of the Director 79/03/26 Ip 


--7907310J65 IE Insp Repts 50-259/79-09.50-260/79-09 t 50-296/79-09 
Noncomp 1 lance noted failure to follotij QA procedures 
PRICEiD 8 . DANCE. H C Region 2. Atlanta. Office of the 
Director 79/03/26 5pp 


7907020343 Forwards IE Uulletin 79-03B. "Nuclear Incident at 
Tfll - Sup pi ” 

O'REILLV, J P Region 2. Atlanta. Office of the Director 

79/04/21 3pp 


7907110335 Forwards IE Info Notice 79-11* "Lower Reactor Vessel Head 
Insulation Support Problen " No action required 
O'RElLLYixJ P Region ?. Atlanta. Office of the Director 

79/05/07 3pp 


7907030140 Forwards IF Info Notice 79-12* "Attempted Damage to New 
Fuel Assemblies '* No action required 

O'REILLY. J P Region 3, Atlanta. Office of the Director 

79/05/10 3pp 


7907100207 Forwards IE Circular 79-OB. "Attempted Extortion - Low 
Enriched 11 " No action required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/05/ia 2pp 


7907060364 Forwards 1C DuUetin 77-11. "Faulty Overcurrent Trip Device 
in Circuit Hreakers for Engineered Safety 5ys '' Licensee 
action required 

O^REILLY.J P ' Region 3i Atlanta. Office of the Director 
79/05/22 ip 


7907100179 Responds to IB DuHetin 79-10 Submits table of 
requal i f ic ation training statistics 

aiLLE<_AND, J E Tennessee Valley Authority 79/05/25 4pp 


7907030105 Forwards IE Info Notice 79-13. "Indication of Low Hater 
Lave) in Oyster Creek Reactor " No action required 
□ "REILLViJ P Region 2. Atlanta. Office of the Director 
79/05/29 3pp 


7907200206 Forwards IE Qulletin 79-1?. "Short Period Berams at BWR 
Facilities " Action required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/05/31 2pp 


7907100864 Requests addl analysis of environ qualification of 
stem-rnounted light switches, per util response to IE Oulleiln 
79-01 Lists criteria to be met if unqualified switches are 
not replaced 

LAINA8. 0 Plant Systems Oranth 79/06/06 2pp 


79O719019J Forwards suppl IC Qulletin 79''0lAi "Environ Oual i f icatton of 
Class TC Equipment <Def ic i enc i o s in Environ Qualification of 
ABCD Solenoid Valves) " Action required 

O'REILLV, J P Region 2. Atlanta. Office of the Dlicdor 
79/06/06 Opp 


7907060064 Forwards IB Info Notice 79-l5i "Deficient Procedures " No 
action required 

O'RElLUV.J P Region 2. Atlanta. Office of the Director 
79/06/07 2pp 


7907230056 Forwards response to IE Qulletin 79-01 No unprotected 
terminal blocks which mnst function in post-accident environ 
used In plant ASCO solenoid valves qualified per plant 
equipment design memo 

OILLELANDiJE Tennessee Valley Authority 79/06/11 iOpp 


7907250166 Requests that Region 2 measurements van he granted access 
privileges of "licensee designated vehicle " 

O'REILLV. J P Region 2, Atlanta. Office of the Director 
79/06/11 3pp 


7907230746 Ack receipt of 790523 Itr informing NRC of stops taken to 
correct vlolatlqn noted in IE Insp Repts 50-259/79-10, 

50-260/79-10 t( 50-296/79-10 

LEHI0. R, C Region 2. Atlanta. Reactor Dperations Nuclear Support 

□ rancli 79/06/10 Ip 


— 79Q7230763 Responds to NRC 790501 Itr re violation noted in IE Insp 
Repts 50-259/79-10.50-260/79-10 S< 50-296/79-10 Corrective 
actions reactor cleanup pump locked Door closures U alarms 
will be Installed by Sept 1979 

OILLELAND. J E Tennessee Valley Authority 79/05/23 2pp 


—7907230775 Forwards IE Insp Repts 50-259/79-10.50-260/79-10 b 30-296/ 
79-10 on 790303-30 V notice cf violation 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/03/01 2pp 


—7907230784 Notice of violation from insp on 790305-30 

tt Region 2, Atlanta. Office of the Director 79/05/01 ip 


"7907230790 IE Insp Repts 50-259/79-10.50-260/79-10 K 50-296/79-10 on 
790305-30 Noncomp 1 lane B noted failure to lock doors to high 
radiation areas 

SULLIVAN. R F Region 2. Atlanta. Office of the Director 
DANCE. H C Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch 79/04/27 6pp 


7907020393 Forwards IE Info Notice 79-1/. "Source Holder Assembly 
Damage from Misfit Between Assembly S< Reactor Upper Grid 
Plate " 

Q'REILLY.J P Region 2, Atlanta. Office of the Director 
79/06/20 Ip 


7907120104 Forwards IE Bulletin 79-02. Revl sion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLV, J P Region 2. Atlanta. Office of the Director 
79/06/21 ip 


7907110230 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/22 Ip 


7907310029 Forwards IE Dulletln 79-13. "Cracking in FcDduator Sys 
Piping “ No action i squired 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/25 3pp 


7907100443 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem “ No action required 

D'REILLY.J P Region 2, Atlanta. Office of the Director 
79/06/20 3pp 


7907310263 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Dullt 
Safety-Related Piping By* " Action required 
O'REIULY.J P Region 2. Atlanta. Office of the Director 
79/07/02 3pp 


7907170058 Forwards proposal for concurrent cycles of liiservice insps b 
testing per 10CFR50 SSa(g).to reduce unnecessary delays 
MILLS. L M Tennessee Valley Authority 79/07/11 3pp 


7907310387 Forwards IE Bulletin 79-13. "Deep Draft Pump Deficiencies " 
Action required 

O'REIULY.J P Region 2. Atlanta. Office of the Director 
79/07/11 2pp 


7907240201 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
O'REIULY.J P Region 2. Atlanta, Office of the Director 
79/07/13 3pp 


R Periodic operating reports related correspondence 


7906220369 Forwards revision to "Environ Radi oac tl vl ty Levo Is. Annual 
Rept 1978" to supersede rept issued 790427 Revision corrects 
some radioactive levels Conclusions in original rept are 
still valid 

OILLEUAND. J E Tennessee Valley Authority 79/06/10 Ip 


7907170120 Forwards monthly operating rept for June 1979 
DEWEASE. J 0 Tennessee Valley Authority 79/07/10 Ip 


—7907170126 Monthly operating rept for June 1979 

OREEN, D , THDM, T Tennessee Valley Authority 79/07/01 37pp 


g Reportable occurrences, LERs b related correspondence 


7907110349 LER 70-012 has been voided 

e Tennessee Valley Authority 79/06/27 Ip 


7907110552 LER 78-011 has been voided 

* Tennessee Valley Authority 79/06/27 Ip 


7907170107 Forwards LER 79-008/03L-0 

FOX.H 8 Tennessee Valley Authority 79/07/11 Ip 
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"-7907J70n3 LER 79'OOS/03L -O on 77&6I2 during nor^na^l opBratlonf pressure 
switches PS~l-3l A 6f D *< PS-1-7J A << JJ setpoints exceeded 
Tech Specs btj S-'IS pti9 Caused t>ij n^odet BST-AIS&S 
switches drl^tlnj 

• Tennessee Vallei| Authority 79707/11 3pp 


POCKET 50-260 DROWrjB FEflRV NUCLEAR POWER 5TATJ0M, UNIT 3 


0 Adjudicatory correspondence 


7907100615 Forwards revised pages to 790320 request for reliefs H-9 
H-li re hydrostatic pressure testing proposed 
MILLS. L M Tennessee Valley Authority 79/07/03 3pp 


P Operating license stage dccuntents it correBpondenc e 


7907260819 Foruards revised proposed Tech Specs re radiological 
effluents 

^ILLStL M Tennessee Valley Authority 79/07/20 2pp 


— -7907260030 Revised proposed Tech Specs for Unit 2 re radiological 
effluents 

• Tennessee Valley Authority 79/07/20 6 pp 


7907260037 Requests amend to LiconsfiB DPn*'33 DPR-32 roviaing Tech 
Specs to be consistent ui/AShfE Section XI Inservica pump & 
valve testing program No addl Class in fees necessary 
MILLS* L M Tennessee Valley Authority 79/07/20 Spp 


— 79O7260B43 Proposed revised Tech Specs- for Unit i ro ASMS Section XI 
inservice pump & valve testing program 
* Tennessee Valley Authority 79/07/30 Itpp 


7907130406 Forward* A-inend 46 to License DPR-S2. safety evaluation fc 
notice of issuance l< availability 

iPPOLITQ, T A Operating Reactors Branch 3 (Pro 7906251 

79/OS/33 2 pp 


— 79071304(1 Amend 46 to License DPR-52 changing Tech Specs bo permit 
facility operation in Cycle 3 follouilng refueling outage 
IPPOLITO. T A Operating Reffctors Branch 3 (Pre 7906251 

79/05/35 49pp 


— 7907130410 Safety evaluation supporting Amend 46 to License DPR-52 
• Office of Nuclear Reactor Regulation 79/05/25 llpp 


-—7907(30421 Notice of issuance L avaliahillty o-f Amend 46 to License 
DPR-92 

RdONEV.V L Operating Reactors Branch 3 IFre 790633) 

79/05/25 2pp 


—79072608-46 Proposed revised Tech Specs for Unit 2 re ASME Section XI 
inservice pump t( valve testing program 
♦ Tennessee Valley Authority 79/07/20 llpp 


7907270196 Forwards addl revision of ASME Section XI inservice pump E* 
valve testing pr-ogram Requests revleu 

MILLS. L H TennesiBD Val ley Authority 79/07/20 3pp 


0 Ihspe-ctlon reports* IE Oullatins U correspondence 


79073I01S3 Forwards IE Insp Repts 90-259/79-09*50-260/79-09 ft 
30-296/79-09 on 790312-15 1* notice Of violation 

LENI3.R C Region 2* Atlanta* Reactor Operations Nuclear Support 

Branch 79/03/29 2pp 


--7907310J39 Notice of violation from insp on 790312-13 

* Region 2. Atlanta. Office of the Director 79/03/26 Ip 


7907O6O0B5 Moti f i c a fci on of 790601 meeting to discuss containment vent 
i* purging Proposed agen-da end 

rPP0LlTO*T A Operating Reactors Branch 3 -fPre 790625) 

79/05/31 2pp 


—7907310163 IE Insp Repts 50-259/79-09*50-260/79-09 it 50-296/79-09 
Moncomp 1 lane e noted failure to follouj OA procedures 
PRICE 4 D B « DANCE. » C Region 2* Atlanta* Office of the 
Director 79/03/26 5pp 


790713D048 Notification of 79-0601 meeting w/TV/A |n Bethes da* MB to 
discuss vent U purging operat Ions. des i gn of vent & purge 
sys* qualification of valves 4 electrical circuitry 
CLARK. R 0 Operating Reactors Branch 0 <Pre 790629) 79/03/31 

2PP 


7907250010 Forwards NLIREO-0S6O* "Staff Rept on Oeneric Assessment of 
Feedwater Tramients in PNRs Designed by BLN “ M/o enci 
ORIMES. D K Assistant Director for Engineers ti Projects fPre 
790625) 79/06/11 Sfp 


790725OIS0 Duffimary of 790601 meeting w/TVAr 0NL l« LLL re containment 
purging during operation 

CLARK* R*^) Operating Reactors Branch 0 (Pre 790625) 79/06/12 

7pp 


7907060100 Forwards requested amend to Licenses DPR-33 p DPR-52 t< DPR-60. 
changing Tech Specs 8 . providing justifications for proposed 
changes re admi ni strati on* cUr i f i cation L new organiiat ion 
GILLELAMD. J E Tennessee Valley Authority 79/06/29 67pp 


7907060354 Forwards proposed Tech Specs changes revising App A 8 < 0 re 
radiological effluents Disputes NRC position that changes 
require fulimlsslo-n of Class 111 fees 

OILLELAND. J E Tennessee Valley Authority 79/06/29 ISOpp 


--79O70'&O357 Offsite Boie Calculation Manual 

a- Tennenee Valley Authority 79/06/21 B 6 pp 


7907110452 Responds to HfiC 700113 Itr re suppression pool teaip 
tratiilents Forwards suppression pool anelysls describing 
temp translenti resulting from safety relief valve sticking 
open 

rtILUSiL M Tenneisre Valley Authority 79/07 /C2 30pp 


7907100399 Forwards revised pages fcp inurvlte pump fc valve testing 
program! submitted per JE Ollleland 790416 Itr Forwards add] 
request for relief from ASME Section XI code requirement 
MILLS. L M Tennessee Valley Authority 79/07/03 6 pp 


7907260764 Forwards prepoieif amends to Licenses DPR-33* DPR-*52 6 0PR-6B* 
changing Tech 8 pecs to allow flexibility during refueling 
outage uiopit whenever entire nuclear cpre Is unloa-ded 
MiLLBiL M Tennessee Valley Authority 79/07/20 S2pp 


•7907260770 Proposed Tech Spec changes to allow fleslhllity during 
refueling outage work whenever entire nuclear core it 
unloaded 

# Tanneesee Valley Authority 79/07/20 20pp 


7907020343 Forwards IE Dulletfn 79-050* "Nuc luar Incident at 
TMl - Bvppl '■ 

O'REILLV.J P Region 2* Atlanta* Office of t ))0 Director 
79/04/21 3pp 


7907110339 Forwards IE Info Notice 79**11. 'Xower Reactor Vessel Mead 
Insulation Support Problem " No action required 
O'REILLY* J P Region 2* Atlanta, Office of the Director 
79/09/07 3pp 


7907030140 Forwards IE Info Notice 79-12* "Attempted Damage to New 
Fuel Assemblies " No action required 

O'REILLY*!/ F Region 2. Atlanta* Office of the Director 
79/05/10 3pp. 


7907ID0207 Forwards IE Circular 79-OB, "Attempted Extortion ^ Low 
Enriched If " No action required 

O'REILLV.J P Region 2. Atlanta* Office of tl^e Director 
79/03/10 2pp 


7907060364 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
in Circuit Oreakors for Engineered Safety Sys " Licensee 
action required 

O'REILLV.J P Region 2* Atlanta* Office of the Director 
79/03/22. ip 


7907100179 Responds to IE Bulletin 79-10 Bubmits table of 
requa I if lea 1 1 on training statistics 

OILLELAND.J £ Tennessee Valley Authority 79/05/25 4pp 


7907030105 Forwards IE Info Notice 79-13* ''Incllcatlon of Low Water 
Level In Oyster Creeit Reactor " No action required 
O'REILLV.J F Region 2. Atlanta* Office of the Director 
79/05/29 3pp 


79D7200206 Forwards IE Bulletin 7'9-l2. "Short Period Scrams at DWR 
FaclHfrles, " Action required 

O'RElLLYj J P Region 2. Atlanta* Office of the Director 

79/03/31 2pp. 


7907100864 Requests addl analysis of environ qua] 1 f Jeation of 
stem-mounted light swltches*per util response to IE Bulletin 
79-01 Lists criteria to be met if unquellfled switches ere 
isot replaced, 

LAtNAS, 0 Plant Bystems Branch. 79/06/06 2pp 
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7907190191 Foroiarcfs suppl IE Dullstln 79“01A, "Environ Qualification of 
Clais IE Equipoiont (Def Ic i«nc las In Environ Qualification of 
ASCQ Solanold Valvat) " Action requlrsd 

O^REILLV.J P Region 2 , Atlanta. Office of the Director 
79/0A/06 3pp 


7907060064 Forwards IE Info Notice 79-l0i "Deficient Procedures " No 
action required 

O'RElLLViJ P Region 2< Atlanta# Office of t^e Director 
79/06/07 2pp 


7907230036 Forwards response to IE Qulletln 79~01 No unprotected 
terminal blocVs which must function In post-accident environ 
used In plant A3C0 solenoid valves qualified per plant 
equipment design memo 

OILLELANDi J E Tennessee Valleg Authority 79/06/11 lOpp 


7907230163 Requests that Region 2 measurements van be granted access 
privileges of "licensee designated vehicle " 

O'HEILLYiJ P Region 2. Atlanta# Office of the Director 
79/06/11 3pp 


790723074G Act receipt of 790323 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-239/79-10# 

30-260/79-10 8 # 30-296/79-10 

LEWlSrR.C Region 2# Atlanta# Reactor Operations Nuclear Support 

Branch 79/06/10 ip 


—7907230763 Responds to NRC 790301 Itr re vlolatltin noted in IE Insp 
Repti 50-239/79-10# 30-260/79-10 6 30-296/79-10 Corrective 
action*, reac tor cleanup pump locked Door closures 8 # alarms 
will be installed by Sept 1979 

OILLBLAND#J E Tennessee Valley Authority 79/05/23 2pp 


— 7907230778 Forwards IE Insp Repts 30-239/79-10# 50-260/79-10 ti 30-296/ 
79-10 on 790303-30 & notice of violation 

LE14I8iR C Region 2# Atlanta# Reactor Operations Nuclear 

Support Branch 79/05/01 2pp 


— 79072307S4 Notice of violation from insp on 790303-30 

# Region 2# Atlanta# Office of the Director 79/03/01 Ip 


—7907230790 IE Insp Repts 30-239/79-10# 30-260/79-10 8 # 30-296/79-10 on 
790303-30 Noncomp I iance noted failure to lock doors to high 
radiation areas 

SULLIVAN# R F Region 2# Atlanta# Office of the Director 
DANCEiH C Region 2# Atlanta# Reactor Operations Nuclear 

Support Branch 79/04/27 6 pp 


7907020393 Forwards IE Info Notice 79-17# "Source Holder Assembly 
Damage from Misfit Between Assembly 8 < Reactor Upper Grid 
Plate, ” 

O^RElLLYfJ P. Region 2# Atlanta# Office of the Director 
79/06/20. ip 


7907120104 Forwards IE Bulletin 79-02# Revision 1# "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLY# J P Region 2# Atlanta# Office of the Director 
79/06/21. Ip 


7907110230 Forwards IE Circular 79-09# "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required, 

D'REILLY# J. P. Region 2# Atlanta# Office of the Director, 
79/06/22. Ip 


7907310029 Forwards IE Bulletin 79-13# ''Cracking in Feedwater Byi 
Piping " No action required 

0'REILLY#U. P Region 2, Atlanta# Office of the Director 
79/06/25. 3pp 


7907100443 Forwards IE Circular 79-12# "Potential Diesel Generator 
Turbocharger Problem " No action required 
O'REILLY# J.P Region 2# Atlanta# Office of the Director 
79/06/2B. Gpp. 


7907310263 Forwards IE Bulletin 79-14# "Seismic Analysis for As-Qullt 
Safety-Related Piping Sys. " Action required 
O'REILLY# JP. Region 2 # Atlanta# Office of the- Director 
79/07/02. 3pp 


7907170038 Forwards proposal for concurrent cycle* of Inservice Insps <t 
testing per 10CFR80, 83a (g )# to reduca unnacessary delays, 

H1LL8#L. M Tennessee Valley Authority 79/07/11 3pp 


7907310387 Forwards IE Bulletin 79-13# "Deep Draft Pump Deficiencies 
Action required. 

Q'REILLVtJ. P Region 2# Atlanta# Office of the Director 
79/07/11 2pp. 


790724020] Forward* IE Circular 79-13# "Roplacement of Diesel Fire 
Pomp Starting Contactors " No action required 
□ 'REILLY. J P Region 2 # Atlanta. Office of the Director 
79/07/13 3pp 


R Pariodic operating reports 8 # related correspondence 


79071701SO Forwards monthly operating rept for June 1979 
DENEA 8 E.- J 0 Tennessee Valley Authority 79/07/10 Ip 


—7907170126 Monthly operating rept for Juno 1979 

OREEN# D # THOM. T Tennessee Volley Authority 79/07/01 37pp 


8 Reportable occurrences# LERs 8 < related correspondence 


7907110816 LER 78-012 has been voided 

a Tenrkessao Valley Authority 79/06/27 Jp 


79071 10S22 LER 78-007 has been voided 

a Tennessee Valley Authority 79/06/27 Ip 


7907110323 LER 7B-013 has been voided 

a Tennessee Valley Authority 79/06/27 Ip 


7907080304 Forwards LER 79-Ot3/03L-0 

FOX#H 8 Tennessee Valley Authority 79/06/23 Ip 


>7907080303 LER 79-013/03L-0 on 790830 reactor core isolation cooling 
tripped on overspeed during flow test w/reactor at rated 
temp 8 ( pressure Loss of speed signal in control room 
ocurred, Caused by malfunction of actuator 
* Tennessee Valley Authority 79/06/28 2pp 


7907090348 Forwards LER 79-01 6/03L-0 

FOX#H 8 Tennessee Valley Authority 79/07/03 Ip 


—7907090356 LER 79-016/03L-0 on 790608 pressure switches PB-l-SlA t 8 
8 # setpoints Pa-t-9lA 8 « B exceeded Tech Spec limits during 
test Caused by instrument drift Switches recallbr b tested 
satt* factor! ly 

• Tannesiea Valley Authority 79/07/03 IP 


790710047^ Forwards LER 79-01 5/03L-0 

FOX#H. B Tennessee Valley Authority 79/07/03 Ip 


—7907100482 LER 79-015/03L-0 on 790607 HPCI tripped on mechanical 
overspeed Caused by damaged ball 8 # tappet assombiy due to 
improper tatting of trip weight Bell & tappet assembly 
replaced 8 c trip weight properly set 
« Tennessee Valley Authority 79/07/03 2pp. 


7907180331 Forward* LER 79-01 7/03L-0 

FDX 4 H 8 Tennessee Valley Authority 79/07/12 Ip. 


— 79071008-36 LER 79-017/03L-0 on 790613 during normal oparatlon# setpoint 
on prassure switch F8-3-22D exceeded specified limit Caused 
by drift In Model B2T-Ai2B8 switch Switch recallbr 8 # 
satisfactorily tested, 

a Tennessee Valley Authority. 79/07/12 2pp. 


DOCKET 30-261 H B ROBINSON PLANT# UNIT 2 


0 Adjudicatory correspondence 


7907290462 Forwards notes on 790424 conference call. 

LENIB #8 H Branch 2. 79/04/26 Ip. 

— 7907230468 Motes on 790423 conference telcon of NflC# Union Carbide 8 # 
CF 8 #L -re procedures 8 t technical info concerning disposition 
of proceeding 

LEWIS^ 8 H. Branch 2 79/04/23 2 pp 


790727000B Forwards V Stella 790523 Ur it DV Shaller 790326 memo re 
cracking of feedwater lines at DC Cook plant. 

CHRlSTENBURYtE Hearings Division 79/06/20 Ip 


—7907270016 Recommends transmittal of V Stello 790323 Itr it DV Bhaller 
790326 memo to HB Robinson Board, 

STELLO# V. Division of Operating Reactors 79/06/00 Ip 


—7907270023 Informs all PUR licensees that some circumferential 
throughwall cracks 8 # inside-of-plpe indications occurred at 
DC Cook, Requests submittal of info on PUR feedwater lines 
List of info requested end. 

STE^LDrV Division of Operating Reactors. 79/03/28 Ip 
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7*?07a0022D Order granting Carolina Power & Light 7?030S motioti to 
t&rmlnata procee-ding 

CDLe.R T - UOLF.J F Atomit and Licensing Board Panel 

79^06/26 2pp 


7907260333 Notification of 790&29 mooting w/otil in Bethoscla.HD to 
discuss repair of cracked foeduater lines 

NEIGHBORS^ J D Operating Reactors Branch 1 IPre 790623) 

79/06/2B 2pp 


P OpBratlngi license stage doewnents tt correspondence 


7907120207 Summary of 790^26 meeting u/utlls to discuss Wetttnghouse 
plant design re ThI-2 event 

THADANliA Reactor By stems Drancih /9y05/02 39pp 


7907310579 Forwards NHC 790SI5 Itr to licensees of Wosfclnghouse 
tuo^loop plants re rod bank aichange nethod for verifying 
shutdown margin of tWD~loop N6BS w/o end 

SCHWENCER^A Operating RoaCtors Branch I ipre 790623) 79703/15 

ip 


7907J20167 Responds to 790427 U 0521 Itrs reporting results of seisAiic 
rcafi-alysis of reactor- coolant pipingi using updated version 
of llEBTOVN code which uses ahsojiite sum iochnlque Issue 
successfully resolved Forwards safety evaluati-ort 

SCHWENCER. A Operatlna Reactors Branch I (Pro 790625) 79/05/22 

2pp 


--7907130174 Safety evaluation re seifitnic reanalysls of reactor coolant 
piping Reanaiysis performed w/ac ceptab 1 e computer code *« 
results meet applicable requirements of util BAR 
s Operating Reactors Uranch \ <Pre 770625) 79/05/22 Ip 


7907090216 Forwards Amend 30 to License DPFl-a3. safety evaluation ?< 
notice of issuance & aval lah 1 1 1 ty 

SCHWENCGR.A Operating Reactors Branch I (Pr« 790625) 79/05/24 

2pp 


-7907090217 Amend 30 to License DPn-23, dele t 1 ng pretsurlier level as 
Input safety Injection actuation & requiring actuation of 
safety injection based an two out of three channels of low 
preiiurlier pressure 

BCKWENCER, A Operating Reactors Branch 1 IPre 790625) 

79/03/24 7pp 


■7907090210 Safety evaluation supporting Amend 38 to License DPR-~23 
a Operating Roactors Drench 1 IPre 7906251 79/03/S4 3pp 


—7907090221 Notice of issuance <■ avallabiilty of Amend 3G to License 
DPR-23 

SCHMEKCER.A Operating Reactors Branch 1 (pro 770625) 

79/05/24 2pp 


7907190323 Bum/nary of 790521 meeting w/EtxPn re ro)o in Ttll-rolatod 
reeval uatioTis of operating plants 

KANEiW F Standard 1 lat i an Drench 79/03/31 4pp 

7907110096 Forwards safety evaluation re mod to safety Injoction 
actuation lys ’ 

LAINASiG Plant Byitems Branch 79/06/04 app 


—7907110106 Gafety evaluation supporting mod to safety injection 
actuation sys 

e Plant Bystems Branch 79/06/04 2pp 


7907180G97 Foruards request for addl Info re degraded grid voltage in 
order to review utl] 790124 submittal 
LAINASrO Plant 8y stems Branch 79/06/06 3pp 


7907180620 Forwards NUREQ'0S6O4 "Btaff Ropt on Oeneric Assessment of 
Feedwater Transients in PURi Beslgrtcd by D6U “ N/o end 
ORTWESi D K Assistant Director for Engineers & Projects (Pro 
790635) 79/06/ 1 1 2pp 


790/240339 Forwards NRC 790604 Itr to Nestlnghouse requesting add I info 
re small break LOCA analyses & analysis methods NRC will 
eventually require documentation re applicability of 
Weitlnghduse results to analyses at facility 

ECHMSNCER<A Operating Reactors Branch I <Pro 790623) 79/06/i I 

2pp 


7907310324 Canflrms 77061S telcan r* indicated cracking inwelds of main 
feedwater piping sys Requests info re technical evaluation 
of causes of defec tit correc t 1 v» actions taken to prevent 
recurrence U sampls of defective area 

’’'RElLLViJ P, Region 2# Atlanta* Office of the Director 
V06/f5, Ip 


0323 RO on 790625 noted that Tech Specs could cause reactor 
aerate in less coniervative manner than assumed In 
g analyses Plant operating manual provides safety 

TiR D * ftOBlNBON^H B Carolina Power U Light Co, 79/06/26 


7907180061 Forwards Amend 39 to License DPR-23 L notice of issuance L 
aval labl 1 i tg 

SCHWENCERiA Operating Reactors Branch 1 <Pre 790625) 79/06/29 

2pp 


— 7907IB0064 Amend 39 to License DPR-23 revising Tech Specs to increase 
(nas power level to 2*300 HN 

0AMMILL*N P Assistant Director for Operating Reactor Projects 
79/06/29 20pp 


-7907|8-006a Notice of issuance & availability of Amend 39 to License 
DPR-E3 

SCHWENCER.A Operating Reactors Branch i <Pre 790625) 

79/06/29 3pp 


7907060176 Forwards revised pages to requested revision to QL Reflects 
corporate organ! zationat changesi revised audit frequency 
of security plan & appropriate Class 11 amend fee 
UTLEY, E E Carolina Power tt Light Co 79/07/02 12pp 


7907300141 Summary of 790629 meeting ui/util in Bethesda,MD re feedwater 
piping weld cracks U repair program 

TRAHNELL, C M Operating Reactors Branch I (Pre 790625) 

79/07/03 I6pp 


Q Inspection reports, IE Bulletins L correspondence 


7907020332 Forwards IE Bulletin 79-050, "Nuclear Incident at 
TUI - Suppl '■ 

O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/04/21 2pp 


7907110314 Forwards IE Info Notice 79-U, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/05/07 2pp 


7907020476 Responds to IE Bulletin 79-09 EG Type AK-2 circuit breakers 
not In use or planned for use in saf ety^relatod sys 
UTLEY, E E Carolina Power U Light Co 79/05/10 ip 


79071001S0 Forwards IE Circular 79-06, "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/ IB 2pp 


7907100217 Responds to lE Bulletin 79-02 Review of records revealed 
that GC documentation is not available to sufficiently 
support proper installation of existing expansion anchor 
bolts 

UTLEY, E E Carolina Power Ic Light Co 79/05/22 3pp 


7907110004 Forwards lE Bulletin 79-11, "Faulty Overcurront Trip Device 
In Circuit Breakers for Engineered Safety Sys." Action 
required 

0'REILLV,J P Region 2, Atlanta, Office of the Director 
79/05/22 2pp 


7907240596 Forwards results of preliminary review of licensee responses 
to IE Bulletins 79-06, 06A 6 06, Amend 1 Meeting 
w/DLinerfi of operating plants having Westinghouse-designed 
vys scheduled for 790530 In Dethesda, MD 

BCHWENCER*A Operating Reactors Dranth 1 CPre 790625) 79/05/92 

4pp 


7907270048 Forwards IE Insp Rept 30-261/79-08 on 790423-23 No 
nancomp 1 tance noted 

LEUlDtR. C Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch 79/03/22 2pp 


— 7907270053 IE Insp Rept 50-261/79-08 on 790423-25 No noncomp 1 iance 
noted Major areas Inpected licensee event followup, IE 
circulars & notices followup -Sc independent insp effort 
MCHENRY, T J , DANCEiH C Region 2, Atlanta, Office of the 
Director, 79/05/21, 4pp 


7907300032 Forwards IE Insp Rept 90-261/79-07 on 790430-0903* No 
noncompliance noted 

LEMIS, R, C Region 2, Atlanta, Reactor Construction S< Engineering 

Support Branch 79/05/24 2pp 



DOCKETED ITEMS 


51 


— 7907300037 IE Infep Rept 50-261/79-07 on 790430-0503 No none omp 1 1 a 
fioterf Major areas inapeeted preparotlon for rafualing* 
ref uol ID’S # necj fuel receipt & testing of anchor bolts in 
response to IE Dulletin 79-02 

JULIAN'C i MARTIN^ R 0 Region 2# Atlanta^ Reactor Operations 

Nuclear Support Branch 79/05/17 5pp 


7907030090 Forwards IE Info Notice 79-13j "Indication of Low Water 
Level in Oyster Creek Reactor •' No act;Dn required 
0'fiElLLY<J P Region 2, Atlanta. Office of the Director 

79/05/29 2pp 


790719D111 Responds to IE Bulletin 79-12D re pasalble atypical ueld 
eiatl in reactor pressure vessel welds NSSS vendor unable to 
meet requested schedule Data to be supplied by 790Q01 
U-TLEYiE E Carolina Power 15< Light Co 79/05/30 Ip 


7907200165 Forwards IE Dulletin 79-12. "Short Period Scrams at BWH 
Facilities ” No action required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 

79/05/31 app 


790719057a Responds to lE Bulletin 79-04 All 3.4 U 6-lnch. I . 500-lb 
Velan check valves were supplied by Westinghouse No mods are 
requ i r edf va 1 ve weights did not increase significantly 
UTLEY. E E Carolina Power I. Light Co 79/06/01 4pp 


7907190591 Responds to IE Bulletin 79-10 Submits operator 
requal i f lea 1 1 on statistics 

UTLEY. E E Carolina Power U Light Co 79/06/01 2pp 


790719014a Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ABCD Solenoid Valves) " Action required 

O'REILUViJ P Region 2. Atlanta. Office of the Director 
79/06/06 ip 


7907060043 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 

79/06/07 2pp 


7907250191 Requests that Region 2 measurements van be granted access 
privileges of "licensee designated vehicle " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/i 1 3pp. 


7907190376 Responds to IE Bulletin 79-01 Transmitter replacement will 
continue as new units are delivered St plant conditions 
permit Unable to find any actual testing data on A6C0 
solenoid valves Used in containment 

UtLEY. E E Carolina Power U Light Co 79/06/12 2pp 


7907020379 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly Reactor Upper Grid 
Plate ’■ 

G'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/20 Ip 


79D7120-Q36 Fo-rward* IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'RElLLYiJ P Region 2. Atlanta. Office of the Director 
79/06/21 ip 


7907160427 Forwards I£ Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

O'REILLYrU P Region 2. Atlanta. Office of the Director 
79/06/23 2pp 


7907310229 Forwards lE Bulletin 79-14. "Seismic Analysis for As-Duilt 
Safety-Related Piping Sys " Action required 
□ 'R6ILLY»%J P Region 2. Atlanta. Office of the Director. 

79/07/02. Ip 


7907310362 Torwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies *' 
Action required 

O'REILLYi^f P Region 2. Atlanta. Office of the Director 
79/07/11 Ip 


7907190976 forwards response to IE Bulletin 79-01. orlg inel I y omitted as 
end to 790612 1 tr Response available in Central Files only 
UTLEY. E.E Carolina Power tt Light Co 79/07/lh Ip 


fi. Periodic operating reports << related correspondence 


790713049J Forwards monthly operating rept for June 1979. 
BANH.8. H R Carolina Power 8* Light Co, 79/07/09. Ip 


—7907130496 Monthly operating rept for June 1979 

WATFORD. M L Carolina Power 6 Light Co 79/07/03 3p p 


S Reportable occurrences. LERs & related correspondence 


7907100357 Forwards LER 79-O10/3L-O 

BANKS. H R Carolina Power l< Light Co 79/07/05 Ip 


— 7907100370 LER 79-01B/03L-0 on 790604 auxiliary feedwater pump motor 
breaker tripped after pump startup 6 declared inoperable 
Caused by cracked & broken rotor bars due to excessive 
start-stop cycling of pump Motor cleaned and rewelded 
STARKEY. R D Carolina Power Light Co 79/07/05 2pp 


790713034B Forwards LER 79-019/01 T-0 

FURR. B J Carolina Power U Light Co 79/07/10 Ip 


—7907130353 LER 79-019/01T-0 on 790623 determined plant Tech Specs could 
have permitted reactor operation In manner less conservative 
than assumed In safety analysis Tech Specs change requested 
STARKEY. R B Carolina Power «< Light Co 79/07/10 2p p 


7907170020 Forwards summary of util 790627 presentation re 
investigation of feedwater line cracks & corrective actions 
UTLEY. E E Carolina Power 8. Light Co 79/07/10 2pp 


--7907170026 Summary of util 790627 presentation In feedwater lino 
cracking 

* Carolina Power 6 Light Co 79/07/10 I2pp 


7907240340 Forwards LER 79-020/03L-0 

BANKS. H fl Carolina Power 6 Light Co 79/07/19 Ip 


—7907240353 LER 79-020/03L-0 on 790625 engine-driven fire pump failed to 
start during periodic testing Caused by small particles of 
foreign matl preventing fuel shutoff valve from closing 
fully Matl removed valve reinstalled 

STARKEY. R D Carolina Power U Light Co 79/07/19 2pp 


DOCKET SO-262 BRIOHAM YOUNG UNIV RESEARCH REACTOR 


Q Inspection reports. IE Bulletins & correspondence 


7907100291 Forwards IB Circular 79-08. "Attempted Extortion - Low 
Enriched U " No action required 

8EYFRIT. K V Region 4. Dallas. Office of the Director 79/05/lB 

Ip 


7907020026 Forwards IE Circular 79-09. "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " 

SEVFRIT. K V Region 4. Dallas. Office of the Director 79/06/22 
IP 


DOCKET 90-263 MONT I CELLO NUCLEAR OENERATINO PLANT 


F Security, medical, emergency Ik fire protection plant 


7907100610 Forwards revised util fire protection program superseding 
79091B revision 

MAYER. L D Northern States Power Co 79/07/05 16pp 


79D73103B1 Forwards supplemental info re physical security plan Plan 
withheld (ref 10CFR2 790) 

MAYER. L 0 Northern States Power Co 79/07/30 Ip 


P Operating license stage documents 8< correspondence 


7907050022 Forwards Amend 39 to License DPR-22i safety evaluation & 
notice of issuance l< availability 

IPPOLITO. T A Operating Reactors Branch 3 (Pre 790625) 

79/05/15 2pp 


—7907090026 Amend 39 to License DPR-22, permittihg mod to low pressure 
coolant Injection subsys pump performance requirements. 

IPPOLJTO.T A Operating Reactors Branch 3 (Pre 790625). 

79/05/15 4pp 


— 790709002B 9afety evaluation supporting Amend 39 to License DPFl-22 
e Offl(^e of Nuclear Reactor Regulation. 79/05/19 4pp 


— 7907090033 Notice of issuance 6 availability of Amend 39 to License 
DPR-22 

IPPOLlTOiT A Operating Reactors Branch 3 (Pre 790629} 

79/05/19 2pp 
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7’^072b0l03 J}i«cussefi plans to install 'communication links batuaen ritIC it 
nuclear facilities for enne-rgoncij use Direct lines from each 
facility to hfRC headquarters & regional ofc ulll communicate 
operational t* environ tn^o 

KEPPLEfl, J 0 Region □* Chicago, Office of the Director 79/05/22 

2pp 


7‘?072'1'04 i 4 Ac k receipt of 7905P2 requ-est for info re problems u/dlesel 
engine lube sys £< turbochargers Peering damage from lack of 
lubrication is not unusual Intends to recommend issuance of 
IE Circular Suppartlrg correspondence encl 
CUEMEflSONI. F Plant Sgstejns Qranch 79/05/3D Llpp 


79071 lO&ea Motice of issuance of Amend 40 to License DPR-22iuhlch 
deletes ref to respiratory protection equipment 
IPPDUITO/T A Operating Reactors Branch 3 (Pre 790625) 

79/06/05 2pp 


7907240337 Forwards Amend 40 to License DPR-22* safety evaiuatlait & 
notice of issuance & availability 

IPPOLltO.T A Operating Rooctors Drench 3 (Pre 790625) 

77/06/03 2pp 


— 7907300265 IE Inap Rept 90-263/79-07 on 790907-11 None amp 1 1 anc e noted 
re detection aids, testing |< maint & response force Details 
withheld (ref 10CFR2 790) 

BELANOED.J U . HDMELL* J C , HlfjD. J A Reg i oh 3< Chicago. 

Safeguards Branch 79/05/23 2pp 


7907190205 Forwards suppl IE Bulletin 79-OiA> "Environ Oua 1 1 f 1 cat 1 oh ai 
Clast IE Equipment (Deficiencies in Environ Qualification of 
A8CD Solenoid Valves) " Action required 

KEPPLERi J <9 Region 3< Chicago, Office of the Director 79/06/06 
ip 


7907240432 Forwards IE Info Notice 79-19. "Deficient Procedures “ No 
actfon required 

KEPPUen.J 0 Region 3, Chicago. Office of the Director 79/06/07 
IP 


7907270127 Forwards lE In*p Rept 50-263/79-06 on 790502-03,03-11 t, 
L5-18 No noncompliance noted 

HElBHNANiR F Region 3, Chicago. Office of the Director 
79/06/07 2pp 


--7907240392 Amend 40 to License DPR-22 to delete respiratory protection 
program 

IPPGLlTOiT A Operating Reactors Branch 4 (Pre 790629) 

79/06 /OS 5pp 


— 7907240396 Safety evaluation supporting Amend 40 to License DPR-22 
IPPDLITO. r A Operating iReactoTs Branch 4 iPre 790625) 

79/06/09 2pp 


—7907240563 Notice of issuance t< avallablLitg of Amend 40 to License 
DPR -22 

JPPDLITO, T A Operating Reactors Branch 4 (Pre 790629) 

79/06/05 2pp 


7907090429 Intend* to ship radioactive matl from fac i II ities, using 
packaga 03-1 

WAVER, L a Northern States Power Co 79/06/08 Ip 


—7907090432 Notifies that Certificate of Compliance 6059 for Model 
23-1 eipires on 791231 Licensee must request cont in-uation 
at user 

WACDGNALD. C E Tranipartatian Drench 79/05/16 2pp 


7907160396 Summary of 790516 meeting w/utll 6 MN Pollution Control 
Agency in RasevlllerMN re spent fuel storage racks 
KEVERNi T A Operating Reactors Branch 3 <Pre 790625) 79/06/08 

2pp 


7907100647 Forwards NURE<9-0560, '-'Staff Rept on Generic Assessment of 
Feedwater Transients In PI^R* Designed by B6N “ N/o end 
ORIHEB.B K Assistant Director for Engineers 6 Project* <Pre 
790625) 79/06/1 i 2pp 


G Inspection reports^ IE Bulletins Si correspondence 


—7907270133 IE fn*p Rept 50-263/79-06 on 790502-03. 00-1 1 Si 13-10 Mo 
nohconpHance noted Major areas inspected licensee 
activities In response to IE Bulletin 79-08, a* outlined in 
util 790501 response 

MARPSTER, 7 L . MENNINO. J E , MARNICK. R F Region 3. Chicago. 
Office of the Director 79/06/04 22pp 


7907060007 Advise* that IE Info Notice 79-J3, "Deficient Procedures" 
forivarded to listed util* 

PAPPA8.H Regions, Chicago. Office of the Director 79/06/00 

2pp 


7907300331 Forwards IE Insp Rapt 50-263/79-05 on 790315-18 No 
noncomp L ianc e noted 

HElSHWAN.Rf Region 3. Chicago. Reactor Operations Nuclear 

Gupport Branch 79/06/Jl Spp 


— 790730033? IE Insp Rept 50-363/79-05 on 790315-10 No none omp 1 lance 
noted Major area* inspected control rod scram time tests. 
contr'Ol rod sequence It reactivity check* S< core thermal 
power evaluation 

CMOW»E T, r STREETER.^f F Region 3. Chicago. Office Of the 
Director 79/06/00 5pp 


7907OS0435 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly It Reactor Upper Grid 
Plate '■ 

KEPPLER, J.O Region 3. Chicago. Office of the Director 79/06/20 
IP 


7907120248 Forward* IE Bulletin 79-02, Revis ion i. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/21 

Ip 


7907020346 Submits info in response to IE Bulletin 79-08 No Tech Spec 
change* Identified as result of implementing Items 1-JO 
WACHTERj L J Northern States Power Co 79/03/ J 6 ip 


7907060250 Responds to IE Bulletin 79-09 65 DE Type AK-2 circuit 
breakers in use to supply essential motor control ebrs 
Many safety sy* involved Items 2. 4 !< 6 of sve alert are 
applicable to all Type Ak-2 breakers 

UACNTER.L J Northern States Rower Co 79/03/16 2pp 


7907100116 Responds to IE Bulletins 7B-ia, t2A 6 12B No davUtloni 
found in welding matl used 

WACHTER, L J Northern States Powpr Co 79/05/29 Spp 


7907S00326 Forwards IE Bullet in 79-12, "Short Period Scrams at BWR 
Facilities " Action required 

MEPPL ER, J 0 Region 3. Chicago. Office of the Director 79/05/31 

Ip 


7907130028 Acl< recent info re diesel enginea marvufac tured by 
Electro-Motive Dlv of General Motors Corp having potential 
dleseT engine turbocharger problem Deiitves IE circular 
would hi useful Draft JE circular pneJ. 

GRlMEa.B Assistant Director for Engineers tt Project* IPre 
790625) 79/06/0i Spp 


7907300274 Forwards IE imp Rept 30-263/79-07 on 790507-11 Notice of 
violation withheld (ref lOCFRa 790) 

HIND. J. A Region 3. Chicago. Safeguards Branch 79/06/01 2pp 


7907030451 Forwards IE Circular 79-09. "Occurrence* of Split or 
Punctured Regulator Diaphragms io Certain 9el f-Contained 
Breathing Apparatus, " No action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/06/22 

ip 


7907130136 Forward* IE DulUtin 79-13. "Cracking in Feedwater 0yi 
Piping ** No action required 

HEPPLER,J 0 Region 3. Chicago. Office of the Director 79/06/25 
Ip 


7907060318 Forwards IE Circular 79-IOt "Pipef ittlnq* Mfg from 
Unacceptable Matl " No action required. 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 79/06/26 

Ip 


7907100422 Forwards IE Circular 79-12, "Potential Dlesal Generator 
Turbocharger Problem " No action required 

KEPPLER. J, 0 Region 3. Chicago# Office of the Director. 79/06/28 

Ip 


7907130202 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Bullt 
Safety-Related Piping 8ys " Action required 

KEPPLCR.J 0, Region 3. Chicago. Office of the Director 79/07/02 
ip / 


7907240104 Forwerd* IE Info Natlc# 79-10. "Bkylab Reentry. " No action 
required 

KEPPLERiJ 0 Region 3# Chicago. Office of the Director 79/07/06 
IP 
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7907310342 Forward* IE Bulletin 79'^t5j "Deep Draft Pump Def 1 c 1 dnC to* " 
Action riqoired 

KEPPLERjJ 0 Region 3f ChicagOr Office of the Director 79/07/11 

IP 

7907310414 Forward* IE Circular 79''I3 j "Replacement of Dieoel Fire 
Pump Btartlng Contactor* " No action required 

KEPPLERi J- 0 Region Chicagoi Office of the Director 79/07/13 

If 


7907110406 NRDC oppoiltlon to NRC motion for recontideratlon of AStB 
790419 mama & order follouing ipeclal prehearing conference 
Certificate of Svc encl 

ROiBNANt A Z Natural Reiource* Defense Council 79/OS/lO 2pp 


7907110499 State of IL opposition to NRC 790304 motion t, Comm Ed 790307 
motion for reconsideration &/ot clarification & referral of 
A6LD 790419 memo & order admitting Contentions 6 11 

8EKULER*a N UUnol*, State of 79/05/17 6pp 


7907260199 Notifies that written response* to IE Bulletin 79-l3iSuppl 
1 , should be directed to IE Div of Reactor Const Insp 

KEPPLERf J O Region 3i Chleagoi Office of the Director 79/07/10 

IP 


7907260402 Forwards IE Info Notice 79’'19. "Pipe Cracks In Stagnant 
Eorated Nater Bgs at PUR Plants *’ No action required 

KEPPLERj J 0 Region 3i Chicago' Office of the Director 79/07/10 

Ip. 


R Periodic operating reports & related correspondence 


7907170001 Forwards monthly operating rapt for Juno 1979 
MAVefi'L 0 Northern State* Power Co 79/07/13 Ip 


— 7907170003 Monthly operating rept for June 1979 

hVRABOiA. L Northern States Power Co 79/07/05 4pp 


S Reportable accurrencesi LERs & related correspondence 


7907300072 Forward* Electro-Motive Div <EMD> notice to owners of EMO 
engine* reporting postible thrust bearing damage which may 
cause turbocharger failure Suggested IE circular presently 
irt concurrence procett Relevant LER* end 
CLEMENSONf F Plant Systems Branch 79/06/01 4pp 


7907200105 NRDC response in opposition to Comm Ed motion far 
reconsideration or# In alternative# for c lari Picatlon or 
referral re adequacy of safeguards for spent fuol shipments 
Motion is unwarranted << inconsistent w/iOCPR73 

ROiBKANfA Z, Natural Resources Defense Council 79/05/22 4pp 


—7907200203 NRpC staff scientist re safeguard* for spent fuel shipments 
Proposed rule to protect spent fuel shipments against 
sabotage# presented In 790429 memo to Commlssloni 1* most 
likely adequate Certificate of Bvc encl 

COCHRAN#! D Natural Resource* Defense Council 79/05/10 3pp 


H General correspondence 


7907160298 Four Ur* opposing transportation of 509 radioactive (pent 
fuel rods between facilities 
U1RTH#8 Affiliation Unknown 79/05/10 4pp 


P Operating license stage documents it correspondence 


7907260089 Discusses plans to Install communication links between NRC & 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters it regional ofc will communicate 
operational it environ info 

KEPPUER#J, 0 Region 3# Chicago# Office of the Director 79/05/22 
Spp 


7907030340 Forwards LER 79-Oil /03L-0 

MAyeRiL D Northern States Power Co 79/06/28 Ip 


— 7907030344 LER 79-01 1/03L-0 on 790529 no min flow In D train standby 
gas treatment sys Caused by dilution flow from compressed 
storage not Isolated by BV-5 Replaced positioner It installed 
filter in cylinder supp ly/return line 
ryERBDNtO N Northern States Power Co 79/06/20 Ip 


DOCKET 50-264 DOW CHEMICAL CO 


II Mineral correspondence 


7907240330 Not if i as of two personnel changes to radiation safety 
comrnlttc* |t TRIOA distribution list 

PARSONSiT W Dow Chemical Co . Dow Chemical U B A Div 79/07/20 

Ip. 


Q Inspection reports# IE Sulletins It correspondence 


7907S3D424 Forwards lE Info Notice 79-16# "Nuclear Incident at TMI " 

No action raqdlred 

KEPFLER#J 0 Region 3# Chicago# Office of the Director 79/06/22. 

Ip 


7907310475 Discusses resolution of deterioration problem of Duna-N 
components in A8CD solenoid valves Response to IE Bulletin 
76-14 has been revised to assure replacement of matl in 
neceetary components by 801231 

REED# C Commanwealth Edison Co 79/05/31 Spp 


7907250004 Forwards NURE0-0S6Ot "Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by DItW " W/o end 
0RIME6#B K Assistant Director for Engineers It Projects (Pre 
790625) 79/06/11 2pp 


7907260645 Summary of 790606 meeting w/utll In Sethtsda#MD re 
proposed App I Tech Specs It related matters 

OEVANrR 8 Operating Reactor* Branch 3 (Pre 790625) 79/06/22. 

3PP 


7907090305 Submits addl Info to 790102 Ur re current commitment* to 
containment purging during normal plant operation 
Schedule for responding to issues rt normal operation 
purging will be submitted by 790B01 
REEDiC. Commonwealth Edison Co 79/07/02 3pp 

7907260031 Summary of 790628 meeting w/util in Dethesda#MD re purging It 
venting limits li performance of purge St vent valves during 
postulated LOCA 

HANNON# J N Operating Reactors Branch 3 (Pre 790625) 79/07/02 

6pp. 


7907310161 Forward* lE Info Notice 79-10# "0kglab Reentry ■' No action 
requirad. 

KEPpLERj J Q. Region 3# Chicago# Office of the Director 79/07/09 

Ip. 


7907130322 Revlees 790702 Itr re purging during normal operation 
No purging at power at Zion will be permitted until purge 
valves have been analyzed 6 determined to be capable of 
cloture under DBA 

REEOtC. Commonwealth Edison Co 79/07/05 ip 


DOCKET 50-265 QUAD-CITlEa STATION# DNIT 8 


F. Becurityi medlcalr emergency It fire protection plans 


7907200381 Submits Classes 1 It III fees for safeguards contingency 
plans. 

REEDtC Commonwealth Edison Co 79/07/12, 2pp. 

7907300330 Forwards Revision 2# interim physical security plan Plan 
withheld (ref 10CFR2 790). 

REED#C Commonwealth Edison Co. 79/07/23. Ip. 


Q Adjudicatory correspondence 


7907050423 Forwards NRDC annual rept 6 metis b Citizens for Better 
Environ nails supporting applicant posltipn re Involvement 
of both arganliations In broad environ 1 i tlgatton. Malt* 
provided in rasponst to 790419 memo It order Bvc list and. 
BTEPTOEtP, I sham# Lincoln It Beale. 79/05/03, 51pp. 


7907160294 Forwards responses to NRC comments at 790606 meeting re 
offelte Dote calculation manual# for NRC review prior to 
790716 meeting. 

NAUGHTONi H. F Commonwealth Edison Co. 79/07/05 App 

7907300341 Notification of 790712 meeting w/utll In BethesdejHD to 
discuss proposed App I Tech Specs 

SEVAN# R.B Operating Reactors Branch 3 79/07/06. 2pp. 

7907840345 Requests that 0£ rept NEDE-25O90-P# "Analytical Model for 
T-Quencher Jet Loads on Submerged Structures#" submitted 
790531# be included in dockets 

JANEC£K#R, F. Commonwealth Edison Co. 79/07/lB Ip. 


Q. Inspection reports# IE Bulletins it correspondence 


7906290493 Responds to 2E Bulletin 79-00 Forward* Info re review of TMI 
Incident Existing line Isolation not Important to ECC0 
injection. 

REEDiC Commonwealth Edison Co 79/04/27 S2pp 
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7‘?070iioa5l R^Sikond'* to lE StflUtm 79-09 Wo CE Tqpt ^K-3 circuit 
liretakfrrs in use or planned for ust in a.n^ safety-related 
sys 

REEDj C C-DJ^nonuoa J th Ed i eon Co 79705/J7 2p-p 

7907150101 Rs'Spotids to IE BtrUetin 79-10 Bu-bmlt* reQua 1 1 f tea t i on 
training program statistics 

REED. C Comnonuealth Edison Co 79/05/2-5 7pp 

790720029^ Forwards IE Bui let in. 79-1& "Stiart Period Scrams at DWR 
Facilities " Action retiuired 

KEPPUgRiJO ReSioTi 3> Ch»C 390 > Office of the Director 79/05/31 

Ip 

7907190230 Forwarde suppl IE DuHetin 79-OlA. "Environ Qualification of 
Class IE EtiJlpnsnt I De f i c I enc i es in Environ Dual i f 1 cation of 
ASCO Solenoid Valves} " Action required 

><EPPuER.»J G Reffton 3, Chieajo* Office of the Director 79/06/Oi 

ip 


79072402^1 Forwards IE Info Notice 79-1 5» "Deficient Procedures " No 
action required 

liEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/07 

ip 


7907060007 Advises that IE Info Notice 79-15, “Deficient Procedures' 
foruarded td listed ubils 

PAPPA9. H Region 3. Chicago, Office of th* Director 79/06/08 

2pp 


7707310000 Forwards IE Insp Repfes 50-254/79-09 & 50-265/79-07 on 
790319-16. 22. 0403-05. IS, I9i 23.24. 27 & 050S t notice 

of violation 

KEISHNAN. f? P Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/06/13 2^pp 


— 7907310096 Notice of violation from insp on 79031 5-i6, 21 . 22. 0403-05. 
IB. 19. 23. 24.27 U OSDS 

♦ Region 3. Chicago. Office o# the Director 79/06/12 Ip 


—7907310096 IE Insp Repts 50-254/79-09 U 50-265/79-07 on 790313-16,21. 
22.0403-03.18,19.23.24.27 6 0508 Noncomp 1 lance noted 
automatic function of vacuum breakers not available 
CHRISSOTIKas.N . SPES5ARD. R L Region 3. Chicago. Office of the 
Director 79/06/12 5pp 

7907300491 IE Insp Repts 50-234/79-12 ic 50-265/79-10 on 790501-24 Mo 
non c amp 1 lane e noted Major areas inspected operator training, 
safety f eatures, survei t lane e test procedures 6 procedures 
for verification of sys alignment 

CHRI3S0T1M0S. N . NOND. B M . SPESSARO. R L Region 3. Chicago. 

Office of the Director 79/D6/J4 I3pp 


7907180304 Forwards IE Insp Repts 50-254/79-12 6 50-265/79-10 on 
790501-24 No noncomp 1 lance noted 

HEISHNANi R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/06/15 2pp 


— 79071B0455 IE Insp Repts 50-254/79-12 & 50-263/79-10 on 790501-24 Mo 
none Dffpl ianc e noted flajor areas inspected licensee response 
to IE Bulletin 79-08 re TMI Imputations for DWRs 
OHRISSOTIHOS. N . NDNO, B H . 5PESSARD. R L Region 3. Chicago. 
Office of Ihe Director 79/06/J4 I3pp 


7907020409 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly 1. Reactor Upper Grid 
Plate *' 

KEPPLER.U O Region 3. Chicago, Office of the Director 79/06/28 
ip 


7907120190 Forwards IE Quiletln 79-02. Revi s ion 1. "Pipe Support Base 
Plate Designs Using Concrete Eipansion Anchor Bolts ” Action 
required 

KEPPLER, U 0 Region 3. Chicago. Office of the Director 79/06/21 

ip 

7907050441 Forwards IE Circular 79-09. “Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " Mo action required 

KEPPLER. U 0 Region 3 . Chicago, Office of the Director 79/06/22 

ip 


7907120690 Forward* IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " No action required 

REPPLER. J G Region 3 . Chicago. Office of the Director 79/06/25 

Ip 


907060303 Forwards IE Circular 79-10, "Plpef i fcfcing s Mfg from 
Unacceptable Matl " No action required 
EPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/26 
1 


79071B0392 Forwards lE Circular 79-13. "Potontlal Diosel Oenorator 
Turbocharger Proiblejn " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/D6/20 

IP 

7907130236 Forwards IE Qullebln 79-14. "Seismic Analysis for As-Duilt 
Safety-Related Piping Sys " Action required 

KEPPLEfi, J 0 Region 3. Chicagoi Office of the Director 79/07/02 

ip 

7907240001 Forwards IE Info Notice 79-18. "Sky lab Reentry " No action 
required 

KEPPLERi vf 0 Region 3, Chicago, Office of the Director 79/07/06 

IP 

7907310311 Fopward-S IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

KEPPCER* J G Region 3. Chicago, Office of the Director 79/07/11 

ip 


7907310403 Forwards IE Circular 79-13. "Replacement of Diesel Fir« 

Pump Starting CantocCors '* No action required 

MEPPLER.J 0 Region 3, Chicago. Office of the Director 79/07/13 

IP 

7907260153 Notifies that written responses to IE Bulletin 79-15. Suppi 
1, should be directed to lE Div of Reactor Const Insp 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/lS 

>P 


790726D336 Forwards IE Info Notice 79-19. "Pipe Cracks in Stagnant , 

Borated Water Sys at PWR Plants No action required 
KEPPUER.J 0 Region 3. Chicago. Office of the Director 79/07/18 
Ip 1 


7907250317 Forwards IE Bulletin 79- 1 4. Revi s i on 1. "Seismic Analysis for 
As-Bullt Safety-Related Piping Sys '■ Action required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/07/20 

Ip 


R Periodic operating reports & related correspondence 


7907240369 Monthly performance rept for May 1979 
HANNUM. D Commonwealth Edison Co 79/05/31 25pp 


7907240322 Monthly operating rept for June 1979 

HANNUM. D Commonwealth Edison Co 79/06/30 88 pp 


9 Reportable occurrences. LERs & related correspondence 


7907250297 Forwards LCR 79-011/031.-1 

KALIVIANAKIS.N Commonwealth Edison Co 79/07/05 Ip 

— 7907250313 UER 79-01 1/03U-1 on 790521 investigation of cable pans found , 
three cables not installed per tabulation drawings Caused by ) 

error In cable routing made during metal const Cables to be I 

rerouted during Nov 197? refueling outage 

WILLEM5EN.B Commonwaalth Edison Co 79/05/21 2pp j 


7907250264 Forwards tER 79-012/03U-0 

KALlVIANAKAa.N Commonwealth Edison Co 79/07/13 Ip 


— 7907250283 LER 79-012/03L-0 on 790622 nut Inadvertantly droppoed into 

diesel generator winding during preventive maint Outage time j 

of generator attended 20 minutes buyond 1 5-h time limit . 

Caused by personnel error t 

VAKRENMALD.J Commonwealth Edison Co 79/06/22 Ip | 

DOCKET 50-266 POINT BEACH NUCLEAR PLANT. UNIT 1 1 


F Security, medical, emergency fire protection plans > 

, 

7907300353 "Fire Protection in Operating Nuclear Power Stations Point | 

Beach Unit* i S SER Review.-" Interim rept ’ 

HALL.R E , MACODUOALLj E A Brookhaven National Laboratory FIN ^ 

A-3107 7907300353 79/04/27 4pp 


7907130097 Requests addl Info re review of safeguards contingency plan 
transmitted w/790202 J tr Detail# withheld (ref 10CFR2 790> 
aCHUENCER. A Operating Reactors Branch 1 (Pre 790625) 79/05/31 ' 

2 pp •) 

i 

P Oparating license stage documents & correspondence 4 


7907120207 Summary of 790426 meeting w/utils to discuss Uestinghouse | 

plant design re TMl -2 event [ 

THADANI.A, Raactor Systems Branch 79/05/02 39pp | 

I 

s 

I 

c 
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79O72ii01 10 Dlscustes pl^ns to install communication links batusen NRC & 
nuclaar facilities for emergency use Direct lines from each 
facility to MRC headquarters regional ofc lel 1 1 communicate 
operational 4c environ Info 

KEPPLER«J0 Region 3i Chicago. Office of the Director 79/0S/22 
2PP 

7907310329 Forwards safety evaluation re util reanalysis of ECCS 
performance Requirements fulfilled re 78042B order for mod 
of license 

SCKWENCERiA Operating Reactors Branch 1 (Pre 790625) 79/06/04 

3pf> 


--7907310306 Safety evaluation re util reanalysis of ECC8 performance 
operation acceptable u/max of 107. fiteam generator tubes 
plugged 6 peaking factor limit of 3 32 

e Operating Reactors Branch 1 iPre 790625) 79/06/04 2pp 


7907240564 Forwards NRC 790604 Itr to Westinghouse requesting addl info 
re small break LQCA analyses tc analysis methods NRC will 
sventually require documentation re applicability of 
Ueitinghouse results to analyses at facility 

SCHVJENCEfi.A Operating Reactors Branch 1 tPre 790625) 79/06/11 

2pp 


7907290021 Forwards NUREO-0560. "Staff Rept on Oeneric Assessment of 
Feedwater Translonts in PWRs Designed by B8<W " W/o end 
CftIMESiD K Assistant Director for Engineers it Projects IPre 
790625) 79/06/11 2pp 


7907240479 Notifies of review of util 77072B submittal re TAC 10042 & 
10043. degraded grid voltage Forwards request for addl Info 
LA1MAS«0 Plant Systems Branch 79/06/13 3pp 


7907310466 Forwards safety evaluation of safety injection actuation 
sys resulting from mods proposed in response to IC Bulletin 
79-06A 

LAIKASiQ Plant Systems Branch 79/06/13 2pp 


—7907310990 Safety evaluation of safety Injection actuation sys 
submitted in response to IE Bulletin 79-06A. Item-3 
e Plant Systems Branch 79/06/13 3pp 


7907300154 Notification of 790717 meeting w/Intl Brotherhood of 
Electrical Workers in Two Rlvers.Wl to discuss NRC 
equirements w/respect to gatehouse personnal screening & 
psychological testing 

TRAHNELLfC M Operating Reactors Branch 1 79/07/09 2pp 


7907160321 Submits Tech Spec Change Request 99 to amend Licenses DPR-24 
li DPR’’27 Mods address qualification requirements of Reg 
Oulde 1 B for radiation protection manager 6 provide 
Pleiibility for plant staffing 

BURSTElNiS Nisconsln Electric Power Co 79/07/10 4pp 


0 Inspection reportsi IH Bulletins U correspondence 


7907240622 Forwards results of preliminary review of licensee responses 
to IE Bulletins 79-06. 06A 6 06. Amend i Meeting 
w/awners of operating plants having iJestinghouse-des 1 pnod 
sys scheduled for 790930 in Bethesdai MD 

8CHWENCER. A Operating Reactors Branch i (Pro 790625). 79/05/22 

4pp 


7907U0240 Responds to IE Bulletin 79-iO Forwards Info re 
requali ficatl on training of reactor operators it senior 
operators 

FAV. C W Wisconsin Electric Power Co 79/05/24 3pp 


7907130162 Responds to IE Bulletin 7B-i2. ’'Atypical Weld Matl In 
Reaction Pressure Vessel Welds, " Forwards Westinghouse rept 
re afaW rept on welds Final rept re Unit 2 will be forwarded 
before 790713 

DURSTEIN. 6 Wisconsin Electric Power Co 79/05/29 4pp 


7907250076 Forwards IE Insp Repts 50-266/79-05 h 50-301/79-04 on 
790302.0402-06 t{ 10-11 it notice of violation. 

HEISHMANiR F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/05/30 2pp 


—7907250079 Notice of violation from insp on 790302.0402-06 tt 10-11 
e Region 3. Chicago. Office of the Director 79/05/29 Ip 


—7907250083 IE Insp Repts 50-266/79-05 it 50-301/79-04 on 790302.0402-06 
It 10-11 Noncompl lance noted failure to log axial flux 
difference w/flux difference alarm out of sve 
CH0ULE9. N C . WARNKK.R F Region 3. Chicago. Office of the 
Director 79/05/29 9pp 


7907200336 Forwards IE Bulletin 79-12. "Short Period Berams at BWR 
Facilities *' No action required 

KEFPLBR.J 0 Region 3. Chicago. Office of the Director 79/03/31 

ip 


7907240144 Forwards IE Insp Repts 50-266/79-06 it 50-301/79-07 on 
790503-04 No noncompliance noted 

HEISHHAN. R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/06/01 2pp 


— 7907240152 IE Insp Repts 50-266/79-06 & 50-301/79-07 on 790503-04 No 
noncompliance noted Major areas Inspected operator awareness 
re details of THI event it procedural changes resulting from 
IE Bulletins 79-06. 06A L 06A. Revision 1 

QOYD.D C . REYES. L A . SPESSARD. R L Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 79/05/29 9pp 


7907190296 Forwards suppl IE Bulletin 79-0iA» "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO solenoid Valves) " Action required 

KEPPLER. JO Region 3. Chicago. Office of the Director 79/06/06 
ip 


7907240448 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/06/07 
Ip 


7907060007 Advises that IE Info Notice 79-15. "Deficient Procedures" 
forwarded to listed utile 

PAPPAS.H Region 3. Chicago. Office of the Director 79/O6/0B 

2pp 


7907300191 Forwards lE Insp Repts 50-266/79-07 it 50-301/79-09 on 
790531 No noncompliance noted 

DAV18. A D Region 3» Chicago. Fuel Facility t< Materials Safety 

Branch 79/06/13 2pp 


—7907300194 IE Insp Rept* 50-266/79-07 ic 50-301/79-09 on 790531 No 
noncemp I lance noted Major areas inspected emergency drill, 
including accident assessment. 1 Icensee response. offeite 
agency response 8. drill critique 

A)(ELfiON. W L . HIATT. J W . E8S10. T H Region 3. Chicago. Office 
of the Director 79/06/11 3pp 


7907020440 Forwards IE Info Notice 79-i7. "Source Holder Assembly 
Damage from Misfit Between Assembly 8. Reactor Upper Orld 
Plate " 

KEPPUER. J 0 Region 3. Chicago. Office of the Director 79/06/20 
ip 


7907120268 Forwards IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Belts " Action 
required 

KEPPLEft.J 0 Region 3. Chicago. Office of the Director 79/06/21 
ip 


7907050433 Forwards 1C Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of th« Director 79/06/22 

ip 


7907130165 Forwards IE Dulletln 79-13. "Cracking in Feedwater Sys 
Piping." Action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/23 
ip 


7907060004 Forwards IE Circular 79-10. "Plpef ittings Mfg from 
Unacceptable Mat), " No action required. 

KEPPLER.J 0 Region 3. Chicago, Office of the Director. 79/06/26 
Ip. 


7907100526 Forwards lE Circular 79-i2. "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER.J. O Region 3. Chicago. Office of the Director 79/06/20 
ip. 


7907130297 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Bullt 
Safety-Related Piping Sys " Action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/02, 
ip 


7907240113 Forwards IE Info Notice 79-18. "Skylab Reentry " No action 
required 

KEPPLER.J 0 Region 3. Chicago, Office of tha Director. 79/07/06 

ip 
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7907310354 ForwardB IE 79-15. '‘Dopp Draft Pu/up Dpfic4«ncjBS " 

Action required 

KEPPLER.JO Revlon 3. Chicago. Office of the Director 79/07/11 

IP 


7907310419 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pujnp Starting Contactors " No action required 

t^EPPLERfJ 0 Region 3. Chicago. Office of the Director 79/07/13 

ip 


79O7;?6022O Notifies that urltten responses to IE flulietlo 79-15, Suppl 
liStioulii t>« directed to IE Div ef Reactor Const Insp 

KEPPLEB. J 0 Region 3i Chicago. Office of the Director 79/07/ia 
tp 


7907260432 Forwards IE Info Notice 79-19. "Pipe Cracks in Stagnant 
Dorated Uatcr Sfjis at PUR Plants No actlen required 
HEPPLER.JO Region 3. Chicagoi Office of the Director 79/07/IB 
ip 

790730D2B6 Provides addl info to 790429 U 0308 ltr% re IE Dul letin 
79-D7 confirms that code Itmits referred to in reanalgsis of 
four safety-related piping linas are same as in fins) 
facility description & EAR 

FAY.C W Wisconsin Electric Power Co 79/07/lB Ip 


ft Periodic operating reports related correspondence 


7907170160 Forwards monthly operating rept for June 1979 
BURSTEIM. 8 Wisconsin Electric Power Co 79707/10 Ip 


— ‘7907170163 Konthly operating rept for June 1979 
e Wisconsin Electric Power Co 79/07/05 Bpp 


8 Reportable occurrences, tBRs b related correspondence 


7907250267 Forwards LEfl 79-01 0/0 lT-0 

FAY. C W Miscansln Electric Power Co 79/07/03 3pp 


—7907250277 LER 79-OlO/OlT-O on 790620' plant safeguards actuation 
circuitry review indicated need for circuitry changes Caused 
by changes in IEEE sbd since plant design Mods to four 
applicable safeguard circuits will be performed 
DUR8TEIN.8 Wisconsin Electric Power Co 79/07/03 Ip 


DOCKET 50-267 FORT ST VftAIN NUCLEAR CEMERATINS STATION 


P Operating license stage docufnents •& correspondence 


7907340445 Notifies that relnsp completed of all specified -Class I 
valves In resp-onse to AEG Operations Bulletin 79-10 
One valve had defective tack weld No further action 
required List of valves not encl 

FULLERiJ K Public Service Co of Colorado 79/05/09 2pp 

I- 

7907260129 Discusses plans to install communication links between NRC N 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters li regional afe will communicate 
operational U environ inf-o 

SEYFRIT, K, V Region 4, i>aUa5« Office of the Director 79/05/22 
Spp 


7907240449 Nummary qf 790605 meeting v/u6il in QethesdaiMO re Insarvica 
Insp program 

■KUZMYC7.0 Advanced Reactors Branch 79/06/05 7pp 


—7907240456 "Progress Rept on Program to Review Fort 8t Vrain Inservlce 
Insp & Testing 

* Advanced Reactors Branch 79/06/05. 44pp 


?907260143 Forwards Amend 2) to License DPR-34 & safety evaluation 
OAMMILLfW P Assistant Director for Standard tc Advanced Reactors 
79/06/06 app 


—7907260149 Amend 21 to License DPR~34i mod i f y i ng fire protection sys to 
convert Interim alternate cooling method to test reactor 
bldg louver sys It eliminating manual Isolation of high 
pressure helium supply 

OANMILLjM.P Assistant Director for Standard t, Advanced 
Reactors 79/06/06 26pp. 


-7907260155 Safety evaluation supporting Amend 21 to License OPR-34 
4 Assistant Director for Standard ■!< Advanced Reactors 
79/06/06 aOpp- 


7907090214 Accepts extension until 790615 of temporary relief from , 

limiting conditions for Operation 4 3 10 

QAIMHILL.U F Assistant Director for Standard & Advanced Reactors 

79/06/13 Ip 

7907050351 F-prwards list of outstanding Itrs 6 requests for Tech Spec | 

changes , 

WAREMODURO, D Public Service Co of Colorado 79/06/26 Ppp 

7907170156 Submits estimate of time required to complete power , 

ascension program Requests removal of 70y, power restraints 
due to increased peek power demand 

WAREKDDUR6. D Public Service Co of Colorado 79/07/09 ip 


79071804D7 Forwards numerical listing of all correspondence from util 
to povt regulatory agencies. Dec 197B-Junc 1979 

WAREMBOURO. D Public Service Co of Colorado 79/07/09 I6pp 


79071S05I4 Discussess deferment of use of thorium oxide in future 
reload segments Requots that thorium oxide review be 
SUSP ended 

FISHER, CR Oeneral Atomic Co Csubs of Oulf Oil Corp ) 79/07/13 

tp 


7907200264 Forwards Rlse-to-Powar Tost Program RT-SOS. Ravisi on 3 
Purpose of test was to define instrumentation fit 
I nstrurnentac 1 on utilization methods for fluctuation testing 
under Test FT 500E 

WAREMDOURO. D Public Service Co of Colorado 79/07/12 Ip 


—7907200267 "Rise to power test pro-gram, RT-500, Revisl on 3 " 

e Public Service Co of Colorado RT-508 79/07/09 24pp 


7907250332 Forwards memo of agreement between State of CD 6 EPA re 
operation of NPDE6 (< associated federal rogulatlans 
ALEXANDER. D R Public Service Co of Colorado 79/07/18 iSpp 


7907050142 Forwards IE Insp Rept 50-267/79-07 on 790402-06 No 
noncompliance noted 

MADSEN, 0 L Region 4. Dallas, Reactor Operations Nuclear Support 

Branch 79/04/26 2pp 


—7907050146 IE Insp Rept 00-367/79-07 on 790402-06 No noncompliance 
noted Major areas Inspected callbr specified by Tech Gpecs, 
plant operations L followup on unresolved problems 
identified by inspector 

DiCKERSON.ri W r VERDUZCO, G H . WESTERMAN. T F Region 4, Dallas, 
Office of the Director 79/04/20 Spp 


7907030165 Forwards IE Insp Rept 50-267/79-08 on 790416-20 No 
none omp 1 lance noted 

fiA53EN*0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch. 79/05/01 2pp 


— 79070S016B IE Insp Kept S0-267/79-0B on 790416-20 No noncompl ianc e 
noted Major areas inspected facility mod, survel 1 lance fit 
review of special repts 

DICKERSON, H U , WESTERMAN^T F Region 4, Dallas, Office of the 
Director 79/05/01 6pp 


7907260166 Responds to IE Dulletin 79-04 One 6-inch Velan check valve 
found in emergency condensate line to Loop 1 steam 
generators Conservative seismic analysis rate provides 
adequate safety margin 

FULLER, J K Public Service Co of Colorado 79/05/04 2pp 


7907100293 Forwards IE Circular 79-OB, “Attempted Extortion - Low { 

Enriched U " No action required . 

8eVFftIT,K V Region 4, Dallas, Office of the Director, 79/05/10 \ 

If i 

7907060327 Forwards IE Bulletin 79-11, “Faulty Overcurrent Trip Device > 

in Circuit Breakers for Engineered Safety Bye,'* Licensee ^ 

action required f 

BEVFRIT.K V Region 4, Dallas, Office of the Director 79/05/22 | 

Ip 


7907190699 Responds to IE Bulletin 79-09 OE Type AK-2 circuit breakers 
ndt Installei) in safety-related sys 

MiLLENrC K Public Barvlce Co of Colorado. 79/05/22 Ip 


7907190707 Responds to lE Bullatin 79-10 re r equal if Ication training 
program statistics Forwards operator examination info 
MILLEN, C K Pulrlic Bsrviee Co of Colorado 79/05/23 3pp 


7907200363 Forwards IE Bulletin 79-12, "Short Period Bcrama at BWR 
Facilities " No action required 

SEVFRIT,K V Region 4, DallaB, Office -of the Director 79/05/31 
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7907270110 Forwards lE Insp Rupt 50-267/79-10 on 790514-10 No 
n one amp 1 lone e noted 

M4D8ENi 0 L Region 4j Dallasi Reactor Operations Nuclear Support 

Branch 79/06/05 2pp 


— 7907270116 IE Insp Ropt 50-267/79-10 on 790514-19 No none omp 1 lane e 
noted Major areas inspected procedures, p lant operations, 
followup on previous items of noncomp 1 lance h follouup on 
inspector identified unresolved Items 

OSCKERBON.M W . WESTERMAN, T F Region 4, Dallas. Office of the 

Director 79/06/01 7pp 


7907190400 Foruiards suppl IE Bulletin 79-OlA. "Environ Oua 1 i f icat ion of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valves) " No action re<iulred 

SEYFRIT.k V Region 4, Dallas, Office of the Director 79/06/06 
IP 


7907300103 Aclt receipt of 790323 Itr informing NRC of stops taken to 
currect violations noted in IE Insp Rept 50-267/73-04 
MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/06/06 Ip 


•7907300116 Responds to NRC 730703 Itr re violations noted In IE Insp 
Rept 50-267/73-04 Corrective actions end corrosion 
monitoring program was established 

FULLER, J K Public Service Co of Colorado 79/05/23 I7pp 


7907060022 Forwards IE Info Notice 79-15, '^Deficient Procedures " No 
action required 

SEVFRIT, K V Region 4, Dallas, Office of the Director 79/06/07 

ip 


7907020446 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly it Reactor Upper Grid 
Plate " 

SEVFflIT, K V Region 4, Dallas, Office of the Director 79/06/20 

Ip 


7907120377 Forwards IE Bulletin 79-02, Revision 1, "Pipe Support Base 
Plata Designs Using Concrete Expansion Anchor Dolts " Action 
required 

SEYFRITfK V Region 4, Dallas, Office of the Director 79/06/21 

Ip 


7907020015 Forwards IE Circular 79-09, "Occurreneo of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Dreathing Apparatus " 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/06/22 
IP 


79071209S6 Forwards IE Bulletin 79-13, "Cracking in Feedwater 8ys 
Piping " No action required 

SEYFR1T,K V Region 4, Dallas, Office of the Director 79/06/23 
IP 


7907100393 Forwards IE Circular 79-10, "Pipof 1 tt ings Mfg from 
Llnaccap tab lo Mail *' No action required 

S£VFRIT,K V Region 4, Dallas, Office of the Director 79/06/26 

Ip 


7907IS03B3 Forwards IE Circular 79-12, "Potential Diesel (Generator 
Turbocharger Problem *' No action required 

BEYFRIT.K V Region 4, Dallas, Office of the Director 79/06/20 

Ip 


7907270365 Forwards IE Insp Rept 50-267/79-09 on 790514-17 No 
noncomp 1 lance noted Rept withheld (ref 10CFR2 790) 

NORDERHAUOfL R Region 5, Ban Francisco, Safeguards Branch. 

77/07/02 If 


7907310217 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Dullt 
Safety-Related Piping Sys " Action required 

BEYFRITiK V Region 4. Dallas, Office of the Director 79/07/02 
Ip 


7907190506 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

SEYFRlTiK V Region 4, Dallas, Office of the Director 79/07/11 

ip 


79D724D403 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors “ No action required 

BEVFRlTfK V Region 4, Dallas, Office of the Director 79/07/13, 

ip 


7907260334 Forwards IE Info Notice 79-19, "Pipe Cracks in Stagnant 
Barated Water Sys at PWR Plants " No action required 
SEYFR17, K V Region 4, Dalles, Office of the Director 79/07/17, 
IP 


7907260242 Notifies that written responses to IE Bulletin 79-13, Suppl 
ti should be directed to IE Div of Reactor Const Insp 
SEYFRIT,K V Region 4, Dallas. Office of the Director 79/07/lQ 

Ip 


R Periodic operating reports 6 related cor respondcnce 


7907060212 Forwards monthly operating rept for May 1979 

NAREMBOUROj D Public Service Co of Colorado 79/06/29 ip 


—7907060229 Monthly operating rept for May 1979 

OAHH. J Ui Public Service Co of Colorado 79/06/01 Bpp 


7907120101 Forwards monthly operating rapt for June 1979 

WAREHOCURO^D Public Service Co of Colorado 79/07/05 Ip 


—7907120106 Monthly operating rept for June 1979 

OAHH, J W Public Service Co of Colorado 79/07/01 6p p 


S Reportable occurrences, LERs U related correspondence 


7907030254 Forwards PNO-79-67AO. "Nuclear Incident at TMl " 

MADSEN, O' L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/05/31 Ip 


7907020301 Forwards PN0-77-67AR 

MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/06/05 Ip 


7907030103 Forwards PNQ-79-67A8 

MADSEN,^ L Region 4, Dallas, Reactor Operations Nuclear Support 

Drench 79/06/13 Ip 


7907030226 Forwards PN0-79-67AT, "Nuclear Incident at TMl " 

MADSEN, O' U Region 4, Dallas, Reactor Oporations Nuclear Support 

Branch 79/06/19 Ip 


7907130330 Forwards PN0-79-67AU 

MADSEN, 0 L Region 4, Dallas, Reactor Dporatloni Nucleor Support 

Branch 79/06/27 Ip 


7907120652 Forwards RO 5D-267/79-13/03-L-D t LER 77-013/03L-0 
WAREM0DURO,0 Public Service Co of Colorado 79/07/03 Ip 


—7907120653 RO 50-26/79- 13/03-L-0 on 79041B 365 hydraulic snubbers found 
to be inoperable during first functional test, caui Ing both 
unacceptable lockup bleed characteristics Caused by 
setpoint drift, dirty oil it clogged valves All repaired 
FROSTrR R Public Service Co of Colorado 77/07/03 3pp 


•7907120663 LER 79-013/03L-0 on 790412 during best of snubbers many 
found inoperable due to unacceptable lockup bleed 
charac terlsbtcs Caused by setpoint drift, dirty oil it clogged 
valves All snubbers repaired tt adjusted 

GAHMrJ U Public Service Co of CoUrada 79/07/03 Ip 


79O713O30B Forwards LER 79-017/017-0 

WAREMBOURO, D Public Service Co of Colorado 79/07/10 Ip 


—7907130391 LER 79-017/01T-0 on 79D626 fault current trip occurred, 
causing reactor scram & interrupted reactor cooling Caused 
by water spray in swi tchgear, resul t ing in short circuit due 
to voltage perturbation 

OAHM,J U Public Service Co of Colorado 79/07/10 8pp 


7907180677 Forwards PNa-79-67AV Ic AM. 

MADSEN, 0 L Region 4, Dellas, Reactor Operations Nuclear Support 

Branch, 79/07/10 ip 


7907100442 Forwards RO 50-267/76-I9A 

MAREMBOURO, D Public Service Co of Colorado. 79/07/12 Ip 

—7907180444 RO SO-267/76— 19A on 760617 while reactor was in shutdown 
cond 1 1 1 on, one steam water dump valve In each loop opened 
Caused by design problem Failure modes effects analyied 
tc steam water dump circuits revised 

OAHM, J. M Public Service Co. of Colorado. 79/07/12 7pp 

7907IB056B Forwards RO 50-267/77-1 7 ( 14 ) 1, final* 

WAREliBOUROi D Public Service Co of Colorado 79/07/13 Ip 


—7907100575 RO 50-267/77-17(14)1* final on 770506 during plant startup at 
15)1 power, Incorrec t feedwater flow trip existod In 1 of 2 
plant protective sys logics Caused by logic chip failure In 
circular trip module CT-2B2 

OAHM, J M Public Sarvlct Co of Colorado. 79/07/12 6pp, 
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f #u*rg#rt^ ^ protection plant 


7*'57Cr31l2 A 4 >Uti tijt «ca» required P^ firt protecticr^ ta^*ty 

tiAHeticn will n*t Pe 750701 Submilt jcbeduJe 

ct current ftetut o# 03Ji 

PA-x-En 0 Pawtr Ca 75/05/27 Opfi 


7^:i7l‘f2iZJ forwe^Jt iKt'^te ^e* #or 750^23 iafejuardt contingency p'aTV 
t.biBI ttAl 

PA/s/Efl.W 0 DA* Pc*»#r Co 77/07/13 Ip 


5 Aij^dlcaeor^ corretpsndenc* 


75'i‘^C2':a75 CI-II* ytil petition ti>r r econtidsratlon o» Cos^nistipn 
773?0> crder rt thwttfc^n af Petition it Coot re 

tjflirj of tbutdcun 

CvULk* 3 J Office 0^ Sdcretery of the CoonljsiGn 79/05/10 
tP 


790707C431 Denie* requect fpr intediate plant fbutdouh Ic revocation of 
Ct,» fopv pf tra 

CSNTQi 11 R Office Qf Wucltar Reactor Regolaticin 79/05/24 Ip 


7ti37q 7Q440 Ceci*ion denytnj request by Palnetto Alliance for lirinediate 
eSytd^ion of facility t relocation of Ols 

C5*<TC'N H R Office of Kuclear Reactor Regulation 7R/05/24 2pp 


— 7507050445 Requests in,’«ediate fhjttfown of facility Tbuotation of 
DUg 

HCLf. Pals-etto AHiarce 79/04/27 Ip 


H Otreral cormpord erica 


7407Ci0434 Notifies of 790425 revtfu« of inner cavity eaaiureneht for 
NAC-18 fuel sPlpplnj cast 

W/ZreiVEn Ht Region 2. Atlanta. Office of the Director 
79/03/09 3pp 


P Cperatiftg license stage doct-nents ^ correspondence 


7907310235 Evaluation of util compliancB w/NWC /90g07 ort/or Util f>Ai 
Oocuitiented actions taken in resppnpe to order Util must 
provide schedule of long-tortP tnodt Operation of plant may 

* Office of Nuclear Reactor Regulation 79/05/lD 

79Q626019& Summary of 790310 briefing In Wash ihg ton# DC i» deciilon* 
toncerntng reetart when sufficient nuihbav af operattiro 
complete simulator training 

CHII-K/8 J Office of the Secretary of the Commission 79/06/04 
IP 


7906260292 Summary of 790S07 affirmation soaslon In Wash I nyton# DC r* 
proposed orders to shot down facility Orders approved uihicU 
add safety changes to feedwater transients 

CNlLKiS J Office of the Secretary of the Comml tsl on 77/05/00 
ip 


7907110114 forwards safety evaluation supporting i)tll flpplleatinn fnr 
OU amend to increase authorized capacity of spent fuel pool 
LAlNASiO Plant Systems Branch 79/06/04 2pp 


''•*7907110121 Safety evaluation supporting util application for amend to 
QL to increase authorized capacity of spent fuel pool 
♦ Division of Operating Reactors 79/06/04 5pp 


7907250007 Foru/ards NUftEO-0560# ''Staff Rapt an Oenerie Assossme/nt of 
Feedwater Transients in RWRs Designed hy tl*^W " W/o end 
GRIHES#B K Assistant Director for enpineers h Projects iPro 
790625) 79/06/11 2pp 


7907300573 Submits info ropt re imminent Issuance of spent fuel pool 
capacity Increase Duo to contractual comml fcmeiitsi economic 
penalties may be Imposed upon util If work doe* not hegln 
by 790610 HRC to Issue license amend by 790610 

OENTDN. H R Office of Nuclear Reactor Regulation 79/06/15 Ifi 


7907230569 Feruards Amends 72i 72 6 69 to Llceneef DPR-aft# DPR-47 6 
0PR-S3. respectively, safety evaluatl on» EIA 6 notice of 
Issuance & availability 

REID.R U Operating Reactors Branch 4 IPre 790625) 79/06/19 

2pp 


7901170139 Forward, r#pt 'BtW |77 Fuel A,,«»My Owners Group 
As,*kAssrit LCCA co*4s Evaluation Frearam# Phase 2 " 

PAR/€ft#W 0 Ouif Power Co 79/01/11 Ip 

7907C?C1445 Submit, l,,t of QlU licensees who have provided it>fo op 
pre, turner live] Inttruflientation Prciurizer level Irfo 

SHE*iansKI.P Dlvi, inn of Project Hanageaent 79/04/19 2pp 

f^oruard, util 790425 Itr re augmented auziliary 
feedwater pro/uicn, “ '' 

mATrsON,R 0 Division of Systtsi Safety 79/04/26 Ip 

rerw.ra, con,en,u, of 790S01 «eetlng ra eilraeolated 
<dnclu„cns for Rancho Sreo t propo.ed changS, to OconJ^ ' 

79%5/OJ otJ!**""' Br.nch (Pr. 7¥062S> 


—7907230595 Amends 72# 72 6 69 to Uicenies DPR-DtJ, DPR-AV l>PR-5a» 
respsctl ve ly t chany Ing common Tech Specs to alloui Increase in 
spent fuel storage capacity from 336 to 730 fuel aesemblies 
in Units 16 2 qojwnon spent fuel pool 

^ Operating Reactors Dranch 4 <Pre 79062S) 
79/06/19 12pp 


supporting Amends 72,72 6 69 to Ulcenses 
OPR-Ge. DPR-47 6 DPR-55, respectively 

* Operating Reactors Branch 4 IPre 790625) 79/06/19 itjpjs 


-7907250601 EIA re mod of spent fuel poo] 

* Operating Reactor, Branch 4 <Pre 790623) 


79/06/17 S7pp, 


DPR-aa Amends 7&.72 69 io 

t, QPR-53# respectively 

8|»P ^ Operating Reactors Branch 4 IPre 790625) 79/06/1? 


SA^ES.A ACBS - Cm,,,., r,.„„ S.f.,,.,#. 79/05/00 

7907060440 Sumniriie, /SOflOG-O? tna ^ 

JfAnjk 7»/05/10** 3#» ’ ^‘'*'***‘ 0#tr,Hoj„ N/cl,,, Support 

ffit* of Zfucltar Reactor Regulation 79/05/10 4pp 

3„ 7TO4J5, 79/OS/le 


RElBiI* M Opei-Ptlng RMCor, Branch 4 (Pr* 79D63S) 79/00/82 

rJt n° ')PB-38.DPn-07 #, DP«-9S. 

52pp’” ^ Operating Reactors Branch 4 IPre 790625) 79/06/22 

• Op.ratlns Reactor. Branch S (Pr, 790Aas> 79/04/88, 7pp 

8pp ” P'Pattng Reactor, Branch 4 (Prp 7906B5). 79/Oi/Sa 

”BPB-47*fc DPR-55 ,V,Jpm“v^^,''*‘""’''* ^3< 73 t. 70 to DPR-aB, 

1N0RAM,R. Op.r.tin, Reactor. Branch R (pr, 790488) 79/04/80 



DOCKETED ITEMS 


—7907200224 Notice of issuance of Amends 73» 73 fic 70 to DPR-30/ DPR-47 & 
OPR-SSi respect iveliji revising Tech Specs re core retoad t< 
pouer level cutoff 

RSID<R U Operating Reactors Branch 4 (Pre 790625} 79/06/22 

2pp 


7907190S35 Submits check for 790321 license amend application Amend 
concerns qualifications of site health phgsicist 
PARKER* W 0 Duke Pouer Co 79/07/13 Ip 


7907260734 Poruards addl info re proposed license amend permitting 
unmonitored Individuals in area surrounding Warehouse 4 for 
unlimited periods of time 

PARKER. W 0 Duke Power Co 79/07/17 4pp 


7907270182 Forwards form Itr to B&W operating plants re revised 
operating guidelines in event of engineered safety features 
lys actuation caused by low reactor coolant pressure 
OEJ88LER. 0 0 Babcock & Wilcoi Co 79/07/20 2pp 


7907300311 Discusses Phase 2 of multiphase program to evaluate effects 
□ P asymmetric LQCA loads in conjunction w/Bt^W 177 fuel 
assembly owners' group Program is in response to NRC 700125 
Itr described Phase 2 of program 
PARKER. W 0 Duke Power Co 79/07/23 Ip 


O rnspection reports. IE Bulletins correspondence 


7907160072 Comments on licensee 790410 response to IE Bulletins 79-05 
D3A 

LEWIS. R C Region 2i Atlanta. Reactor Operations Nuclear Support 

Branch 79/04/10 3pp 


7907020065 Forwards IE site inspector daily repts of D&W reactors for 
790419 

DAVIS. J 0 Office of Inspection & Enforcement 79/04/20 Ip 


—7907020072 O&H site inspector daily rept on 790419 Plant status no 
major engineering safety feature sys equipment out of svc 
Discussed plant supervisor shift logs 

JAPE. F Region 2. Atlanta. Office of the Director 79/04/19 
IP 


7907020108 D&W site inspector daily rept on 790416 Plant status all 
reactors operating at nearly full power No major maint L all 
engineering safety feature equipment operational 

BELIBLE.O A . MOON. 0 T Region 2. Atlanta. Office of the Director 
79/04/16 2pp 


7907020139 D««W site Inspector dally rept on 7904J8 Plant status reactor 
at full power w/no major engineering safety feature 
equipment out of svc No major maint scheduled 

JAPE.P Region 2. Atlanta. Office of the Director 79/04/10 Ip 

7907160023 Forwards IE Region 2 evaluation of licensee response to 
IE Bulletin 79-OSA 

VAR0A.9 A Light Water Reactors Branch 4 79/04/19 Ip 


7907030277 Forwards proposed amend to OL in response to IE Bulletin 
79-~0SB Proposed revision reflects changes to setpoints of 
pressurizer electromatic relief valve RC8 high pressure 
trip 

PARKER, W 0 Duke Power Co 79/05/21 llpp 


7907110627 Forwards response to I toms 3 7 of IE Bulletin 79-05Bi 

"Nuclear Incident at TMI - Buppl ” W/o end 
PARKER. W 0 Duke Power Co 79/05/21 Ip 


790711009S Forwards IE Bulletin 79-11. 'Taulty Dvercurront Trip Dovico 
In Circuit Breakers for Engineered Safety Sys " Action 
required 

O'REILLVj J P Region 2. Atlanta. Office of the Director 

79/05/22 2pp 


7907100106 Responds to lE Bulletin 79-10 Oubmits table of 
requal 1 f 1 cat i on training program statistics 
PARKER. W 0 Duke Power Co 79/09/25 3pp 


7907030093 Forwards l£ Info Notice 79-13. "Indication of Low Water 
Level In Qyster Creek Reactor " No action required 
Q'REILLVtJ P Rpgion 2. Atlanta. Office of the Director 

79/05/29 2pp 


79071S0983 Responds to IC Bulletin 79-04 Revi buj of all Seismic Category 
I piping sys determined that 1.500 psl Velan check valves 
Installed In a-fneh discharge line of each HP I pump 
ReAnalyslt of affected piping initiated 
PARKER, W D Duke Power Co 79/05/30 2pp 


79O7SOO106 Forwards IE Bulletin 79-12. "Short Parted Scrams at DWR 
Facilities " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/05/31, 2pp 


7907110374 Ac k receipt of 790924 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-269/79-08. 
30-270/79-08 8, 50-207/79-00 

SUTHERLAND. J T Region 2. Atlanta. Fuel racllity fc Materials 

Safety Branch 79/06/04 Ip 


— 7907110979 Responds to NRC 790430 Itr re violations noted In IE Insn 
Repts 50-269/79-08.50-270/79-00 ^ 50-887/79-00 Corrective 
actions new callbr technique has been approved space 
efficiency factors determined for swipe detectors 
PARKER. H 0 Duke Power Cd 79/05/24 3pp 


— 7907110503 Forwards IE Insp Repts 50-269/79-00# 50-270/79-00 L 
50-207/79-00 an 790314-15 netice of violation 
SUTHERLAND. J T Region 2# Atlanta. Fuel Facility L Materials 

Safety Branch 79/04/30 2pp 


— 7907110370 Notice of violation Prom insp on 790314-15 

e Region 2. Atlanta. Office of the Director 79/04/84 2pp 


'790716003D Comments on licensee 790413 response to 1C Bulletins 79-03 6 
05A 

LEWlSiR C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/19 2pp 


7907020349 Forwards IE Bulletin 79-050, "Nuclear Incident at 
TMI - Suppl ” 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/04/21 2pp 


7907110319 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
□ ■'REILLYrJ P Region 2. Atlanta, Office of the Director 
79/05/07 2pp 


7906200115 Ack receipt of IE Inp Rept 50-269/79-20 on 790327-29 No 
proprietary info 

PARKER, W 0 Duke Power Co 79/05/14 Ip 


— 79068001S0 Forwards IE Insp Rept 50-269/79-20 on 790327-29, No 
noncompliance noted. 

LEHIStR C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/04/20 2pp 


--7906200127 IE Insp Rept 50-369/79-20 on 790327-29 No noncompliance 
noted Major areas Inspected preoperatl onal test procedure 
preliminary pr eoperatlonal test results 

DYER, J A . WESBMAN. R H Region 2. Atlanta, Office of the 

Director MARTIN. R D Region 2. Atlanta. Safeguards Branch 

79/04/20 3pp 


>7907110596 IE Insp Ropts 5O-269/79-0B. 50-870/79-00 b 50-887/79-00 on 
790314-15 Noncomp 1 f anc e noted failure to follow callbr 
procedure C. failure to use proper callbr source 
MONTOaMSnY, D M , GIBBON, 0 T # HUFHAM.J W Region 2. Atlanta. 

Fuel Facility U Materials Safety Branch 79/04/24, 4pp 


7907190409 Responds to IE Bulletin 79-01 DhW notified util that 
operator for valve 2HP-20 did not meat environ qualification 
requirements Cold shutdouin executed to replace valve 
PARKER. W 0 Duke Power Co, 79/06/05 8pp 


7907190153 Forwards suppl IE Bulletin 79-OlA. "Environ Qua Uf icatl on of 
Class IE Equipment (Deficiencies In Environ Qualification of 
A0CC} Bolenoid Valves) " Action required, 

□ '■REILLY, JP Region 2, Atlanta. Office of the Director 

79/06/06 2p p 


7907100161 Forwards lE Info Notice 79-15 

O'REILLYjJP Region 2. Atlanta. Office of the Director, 

79/06/07 2pp 


79072S0135 Requests that Region C measurements van be grantsd access 
privileges of "licensee designated vehicle •' 

O'REILLY^-J P Region 8. Atlanta. Office of the Director 

79/06/ n 3pp 


7907020382 Forwards IE Info Notice 79-17, "Bource Holder Assembly 
Damage from Misfit Between Assembly Reactor Upper Grid 


O'REILLY,^ P 
79/06/20 Ip 


Region 2. Atlanta, Office of the Director. 
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T'tOiafcOMO Atk Tic«ipt of IE tntp R#pU 90-2A9/79- 12. 50-270/79- 1 2 fi. 
50-2&7/79-12 Wo propriftary info 
FAR»<ER.U0 Ouk* PQwtr Co 79/0&/20 tp 


79O712D0A1 farujrili IE Bullotiti 79-02. Rtvi sion l« “Plp^ Eupport PatO 
Utirig Concr»t» E/pansion Anchor Bolt* ” Action 

TtnuiTti 

□ 'REItLY. JP fiaglon 2. Atlanta. Offica of tha Director 
79/06/21 Ip 


7907110217 PprwariK IE Circular 79-09, ’‘Occurrence* of Split or 
Punctured Regulator Diaphrag/n» in Certain Self-Contained 
Breathing Apparatui " No action required 

O'REILLY..; P Region 2, Atlanta. Office of thr Director 
7'9/0h^23 Ip 


7907310009 Foriuartfe tB Bulletin 79-13. "Cracking in Feedwater Sy* 
Piping ■ Action renoired 

O'REiLUYi J P Region 2. Atlanta. Office of the Director 
79/06/25 2pp 


7907110263 Forward* lE Circular 79-10. "Pipef 1 ttlng* Hfg from 
ifnac dtp tat 1 e Hatl '' No action required 

Q'REIULV. J P Region 2. Atlanta. Office of tlie Director 
79/06/26 2pp 


— 7907110373 LER 7a'-0l4/O3L“'0 on 7B0425 betwoon 780A3S-051&. f lo\iJ 
fUihlng breaker failed to operate properly Caiieed by 
malfunctioning breaker Breaker replaced 
WILSON. K R Duke Power Co 7B/06/0Q, 8pp 


7907110576 Forward* LEfi 70-O10/O3L-D 
PARKER. H 0 Duke Power Co 70/09/19 Ip 


— 79071 10SQ2 LER 7B-O10/O3L-O on 700010 quadrant power tilt In e«Ce«i of 
errof'corrected limit ftf 2 297. Cau«e 1* unknownj *t 1 1 1 under 
Ihveetigatlon 

WILSON, K R Duke Power Co 70/09/19 3pp 


7907110545 LER /B-005 ha* bean voided 
* Duke Pousr Co 79/06/27 Ip 


7907090262 Porwards LER 79-016/03L-0 
PARKER. WO Duke Power Co 79/07/02 Ip 


‘*-7907090266 LER 79-016/03L-0 on 790602 water leaked from high preecurg 
SVC pump B motor cooler Caueed by faulty joint connecting 
cooler lupply line to motor cooling tubing Joint recoldored 
if CDolert to be replaced 

LEWIS. 8 R Duke Power Co 79/07/02 Spp. 


7907100597 Forward* IE Circular 79-12. “Patential Dleiel Oenerator 
Turbnchargif Problea *• No action rgqulrad 
Q'REIU-Y».J P Region 2. Atlanta. Office of tha Director 
79/06/20 2bp 


7907310234 Forwards IE Bulletin 79-H. '’3ei*mlt Anaiyeit for A«~Built 
Safety-Related Piping Sgi " Action required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/07/02 2pp 


7907170159 Forward* LER 79-01 7/03L-0 
PARKER. WO. Duke Power Co 79/07/13 3pp 


•'-7907170165 LER 79“017/03L“0 on 790614, «t»arh generator tampla Hni 
penetration itolatlon valve failed to indicate cloture uhan 
cycled during performance of etroke test Caueed by dtfactiya 
limit twitch Valve eloted to ensure ifolation if required. 
LEUtSiS Rv Duke Power Co, 79/07/13 Ip 


7907310369 Forward* IE Bulletin 79-15, "Deep Draft pump DefUlenciec " 
Action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/07/11 lb 


7907200245 Forward* revised pages of Iniervlte Imp program, adding 
request for relief for full-stroke testing valve* LP-29 6 30 
6 modifying request for relief for valve HP-20 
PARKER, W 0 Duke Power Co 79/07/16 6pp 


R Periodic operating report* 6 related correspondence 


7907100476 Forward* aenthly aperating rapt for June 1979 
PARKER. W 0 Duk* Power Co 79/07/13 ip 


7907100481 Henthly operating rapt for June 1979 
REAVIfiiL A Duke Power Co 79/07/13 6pp 


occurrence*. LER* 6 related cornepondehce 

■•Mic.uc. .v.„i ,0 

PARKER, H 0 Duke Power Co 70/04/21 2pp 


~”mh "'<'‘"9 ECCS br„t .n.ly.l 

uaw discovered that worn case small break location pf newer 
generation plants differed from Oconi* plant* due to 
JPkPown Procedure* changed 
WILBoN. K R Duke Power Co 78/04/26 Ip 


7907110552 Forwards fiO 70-011 
reactor coolant piping 
PARKER. W P Duke Power Co 


re ECCS afielysts at pump suction of 
78/04/26 ip 


7907180405 Foruartfs LER 79-0ie/O3L-O. 

PARKER. W 0 Puke Power Co. 79/07/13 ip 


-7907100400 LER 79-01 B/03L-0 on 790615 containmant Isolation valve 
monitors inlet line failod to e loee. reniitf ing oaeeous 
radiation monitor* inoperable Caused by valva shaft binding 
Valve diaphragm, bonnat aieembly Ic torque switch replacad 
LEWfS.a, R Duke Power Co 79/07/13, 3pp 


7907230359 Forwards LER 79-019/03L-0, 

PARKER, M.O Duke Power Co 79/07/17 ip. 


ZZ Z - , UM qvaeran* power tilt for 
quadrants eiceeded error-ad justed steady state limit. Cauipd 
by slight cold leg temp mismatch Startup level control will 
be monitored during nest startup. 

LEM10.8 R Puke Power Co. 79/07/17 Ip, 


potentially malfunctioning Valves noted in 
? ?^0A29 fc found in proper working 

PARKER. w 0 Duke Power Co 79/07/10 Ip. 


7907240332 Informs that RO-269/79-21 r# 
injection cooler, due 790710, is sttU under 
will be submitted by 790730, 

PARKER, W.O Duke Pqwer Co. 79/07/18. Ip, 


from low pressure 
Investigation tt 


V Operator Examination* 


- .7 rw, «un<«narv ■neec or power plant oo 

exam presented to ^RC on 790420 6 Ucenie^xL* t 

preient*'^'^* ^‘*'“**' employees from 750101 to 

AHRENDT. B ‘^•^I'eYSijn Pilot Broadcatting 79/06/20 Gpp 




'liS/""""" a,: 

PARKER. MO Duke Power Co 70/04/14 Gpp 
PARKER, M 0 Dub# Power Ce 7Q/09/t9 |p 


operator exam results presantod 
documents listed on App A 
FELTON.J rt Division of Rules and Record* 


nnu on Forward* 


79/07/10 3pp 


OCONEE NUCLEAR STATION, UNIT 2 

^ ft re protection plans 


It .^uviees cnat some muMK raquireo ou fire DrotorfiAn 
PARKER. H 0, Duke Power Co, 79/06/29 3pp 


VfKER, wo Pule Power Co 70/06/08 


PARKER, W.tj Duke power Co 79/07/13, ip 
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O Ad jud iiC 4 torg cDrr««i»ttndeTic« 


790702047S Oenle* util petition for recontldoration of CommUtton 
79-0507 order r« shut-doun of faclIltlBi Petition Is moot re 
tlnlng of sfiutdoun 

CHILKpS J 0 #flc« of the Secretorg af the Commission 79/05/iB 

Ip 

7907090431 Denies request for immediate plant shutdown t revocation of 
DLs Copg of decision end 

D^h^TOhliH n Office of Nuclear Reactor Regulation 79/05/34 Ip 


— ‘79O709O44O Decision dengtng request tig Palmetto Alliance for immediate 
ihutdwon of facilltg & revocation of OLs 

DEHTQNiH R Office of Nuclear Reactor Regulation 79/05/24 3pp 


--7907090445 Requests immediate shutdown of fatllitg & revocation of 
Cts 

hOLTpB Palmetto Alliance 79/04/27 Ip 


P Operating license stage documents correspondence 


7907020442 Submits list of Di<M licensees who have provided info on 
pressur iter level instrumentation Pretsurlser level info 
re-quest list end 

8 H£ftANSKtjP Division of Project Hanagement 79/04/19 3pp 


7907120743 Foruards Util 790425 1 tr re augmented auxilierg 
feedtrater provisions 

MATTSON. R J Division of Sgstems Safety 79/04/36 Ip 


79<}716>036i Forwards consensus of 790501 meeting re extrapolated 
conclusions for Rancho Seco I. proposed changes to Oconee 
ord er 

RD&Si D Systematic Evaluation Programs Branch (Pre 7906S51 

79/05/03 GOpp 


7907100300 Forwards Duke Power Co Itrs indicating planned changes in 
response to THI-a events b IE Dulletins 

DATES. A ACRS - Advisory Committed on Reactor Safeguards 79/05/03 
Ip 


790706044S Summarizes 790503-07 trip rept Emergency feedwater test 
Cl NAC-i fuel shipment cask measurements observed 

HARDIff. A K Region 3. Atlanta. Reactor Operations Nuclear Support 

Branch 79/05/10 3pp 


7907020312 Requests util demonstrate acceptable flow rotes & flow 
stability u/tuo operating steam-drlvan emergency feedwater 
pumps Seeks development of Tech Specs for limiting 
conditions Safety evaluation & FR notice encl 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/lS 4pp 


— 7907020316 Evaluation of licensee compliance w/NRC 790507 790507 order 
« Office of Nuclear Reactor Regulation 79/05/18 S3pp 


— 7907020319 Notice of author 1 latlon to resume operation 

REID. R, U. Operating Reactors Branch 4 (Pre 790635) 79/05/18 

Gpp 


79073 J 0335 Evaluation of util compliance w/NRC 790507 order Util has 
d-ocumented actions taken in response to order Util must 
provide schedule of long-term mods, Operati on of plant may 
rasume 

* Office of Nuclear Reactor Regulation 79/05/lG 23pp 


7907110114 Fonuards safety evaluation supporting util application for 
DL amend to increase authorized capacity of spent fuel pool 
LAlNA9i0 Plant Systems Qranch. 79/06/04 2pp 


— 7907110121 Safety evaluation supporting util application for amend to 
OL to increase authorlied capacity of spent fuel pool 
a Division of Operating Reactors 79/06/04 5pp 


7907230007 Forwards NUREG-0560i "Staff Rapt on Oenarlc Assesiment of 
Feedwater Transients in PWRs Designed by BhW " N/o end, 

ORIhESiB K Assistant Director for Engineers (< Projects (Pre 
790625) 79/06/11 3pp 


7907300573 Submits info rept re Imminent Issuance of spent fuel pool 
capacity increase Due to contractual comni tmentsi economic 
panaltles may be imposed upon util if work does not begin 
by 790618, NRC to issue license amend by 790618 

DCNTONiH R Office of Nuclear Reactor Regulation, 79/06/15 Ip, 


79072S05B9 Forwards Amends 72.72 j, 69 to Licenses DPR-3B. DPR-47 & 
DPR-55 j respect 1 vel yj safety eva 1 gat ion. EIA 6 notice of 
issuance 6 availability 

REID. R H Operating Reactors Drench 4 (Pre 790625) 79/06/19 

2pp 


—7907250595 Amends 72.72 t< 69 to Licenses DPR -38. DPR-47 «< DPR-55, 
raspactl vely . che-ng ing common Tech Specs to allow increase in 
spent fuel storage capacity from 336 to 750 fuel assemblies 
in Units 1 & 2 c ommoin spent fuel pool 

GRIMES, n K Operating Reactors Branch 4 <Pre 790625) 

79/06/19 I2pp 


—7907250600 Safety evaluation supporting Amends 72,72 (. 69 to Licenses 
DPR-as. DPR-47 & DPR-55. respectively 

* Operating Reactors Branch 4 (Pre 790625) 79/06/19 I3pp 


— 7907250601 ElA re mod o-f spent fuel pool 

* Operating Reactors Branch 4 (Pre 790625) 79/06/17 37pp 


—7907280606 Notice of lisuaneo 6 availability of Amends 72.73 & 69 to 
Licenses DPR— 38. DPR-47 6 DPn-55i respective ly 

REID.R N Operating Reactors Branch 4 (Pre 790625) 79/06/19 

2 pp 


7907230498 Forwards Amends 73.73 6 70 to Licenses 0PR-3a. OPR-47 it 
DPR-S5. respect ivel y. sa Pety evaluation b notice of issuance 
t( availability 

REIO. R N Operating Reactors Branch 4 (Pro 790625} 79/06/22 

3pp 


—7907230502 Amends 73.73 & 70 to Licenses DPR-3D. DPR-47 S< DPfi-55, 
Tospact Ively. revising Tech Specs to suppoT-t operation at 
full-rated power during Cycle S 

REID.R U Operating Reactors Branch 4 (Pre 790625) 79/06/22 

52pp 


— 7907230517 Safety evaluation supporting Amends 73.73 6 70 to Licenses 
DPR- 3 B« DPR-47 l< DPR-55« r espec Hvely 

» Operating Reactors Branch G IPre 790623) 79/06/22 7pp 


—7907230532 Notice of issuance it availability of Amends 73.73 6 70 to 
Licenses OPR -38. DPR-47 6 DPR-55i resp ectivaly 

REID.R, U Operating Reactors Branch 4 (Pre 790635) 79/06/22 

app 


7907200211 Forwards notice of Issuance of Aminifs 73.73 6 70 to DPR-3S. 
DPR-47 t< DPn-55. respectively 

INORAH. R Operating Reactors Branch 4 (Pre 790625). 79/06/28 

Ip 


—7907300334 Notice of issuance of Amends 73.73 70 to DPR-30. DPR-47 tc 

DPR-35« respectivaly . revi ting Tech Specs re core reload 6 
power level cutoff 

REID.R, M Operating Reactors Branch 4 (Pro 790625) 79/06/33 

2 pp 


7907190535 Submits check for 790381 license amend application Amend 
concerns qualifications of site health physicist 
PARKER. U □ Duke Power Co 79/07/13 tp 


7907260734 Forwards addl info rt proposed llcanse amend permitting 
unmonltored Individuals in area surrounding Uarehouse 4 for 
unlimited periods of time 

PARKER, W □ Duke Power Co 79/07/17 4pp. 


7907270182 Forwards form Itr to QLU operating plants re revised 
operating guidallnes in event of engineered safety features 
sys actuation caused by low reactor coolant pressure 
GEI 88 LER.G 0 Babcock 6 UlUox Co 79/07/20 2pp 


7907300311 Discusses Phase 2 of multiphase program tp evaluate effects 
of asymmetric L 8 CA loads In conjunction u/Btdl 177 fuel 
assembly owners' group. Program is In response to NRC 780125 
Itr described Phase 2 of program 
PARKER. W.D. Duke Power Co. 79/07/23. Ip. 


Q Inspection reports. IE Bulletins St correspondence 


7907160072 Comments on licensee 790410 response to IE Bulletins 79-05 tc 
05A 

LEInTISjR. c Region S. Atlanta. Reactor Operations Nuclear Support 

Branch 79/04/10. Opp. 


7907020065 Forwards IE site inspector dally repts of BLN reactors for 
790419 

DAVlSfJ, 0 , Office of Inspection 8 ( Enforcement. 79/04/20, Ip, 


>2 
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-7'?0702007a Df,W lite Inspactor daily rppt on 790419 Plant 
/najor engineering safety -feature sys o<iuipment aut of 
Discusaed plant supervisor shift logs 
JAPE.F Region 2. Atlanta, Office of the Director 

Ip 


status no 
SVC 

79/04/19 


7907020103 B&W site Inspector dally repfc on 79041^» Plant status <lfcl 
reactors oporatlng at nearly full pouer No maj-or malnt It ail 
englneerino safety feature equipment operational 

BEUISLEi G A . HQDN, B T Region 2, Atlanta, Office of the Director 
79/04/1.& 2pp 


7907020139 B8<W site inspector dally rept -on 790413 Plant status reactor 
at full p&uier u/no najor engineering safety feature 
equipment -out of sve No major maint scheduled . 

JAPEiF Region 2, Atlanta. Office of the Director 79/04/13 Ip 


'907160023 FaF-uards IE Region 2 evaluation of licensee response to 
IE Bulletin 79-05A 

VAROA. 8 A Light Water Reactors Branch 4 79/04/19 Ip 


'7907160030 Commeiits on licensee /90413 response to lE Bulletins 79-03 h 
05A 

LEWIS. R C Region 2. Atlanta* Reactor Operations Nuclear 

Support Branch 79/04/19 2pp 


7907020349 Forwards IE Bulletin 79-09D. "Nuclear Incident at 
Trtl ~ 8uppi " 

O'REILLY, J P Region 2> Atlanta, Office of the Director 
79/04/21 2pp 


790-7110319 Forwards IE Info Notice 79-11. ^'Lower Reactor Vossol Head 
tnsulatio-rh Support Protlem “ No action required 
O'REILLY, J P Region 2* Atlanta, Office of the Director 
79/0S/O7 2pp 


7907030277 Forwards proposed amend to OU In response to lE Bulletin 
79-05D Proposed revision reflects changes to setpoints of 
pressuriiRr electromatic relief valve b RCS high pressure 
trip 

PARKER. W □ Duke Power Co 79/05/21 Upp 


7907110627 Foruards response to Items 5 b 7 of IE Bulletin 79-03D. 
"Nuclear Incident at THI - Buppl " W/o encl 
PARKER, W O Duke Power Co 79/05/31 Ip 


7907110093 Forwards IE Bulletin 79-11, ''Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys “ Action 
required 

O'REILLY* J P Region B. Atlanta. Office of the Director 
79/05/22 2PP 


79O71O01OA Responds to IE Bulletin 79-iO Submits table of 
r equall f 1 c ation training program statistics 
PARKER* W □ Duke Power Co 79/05/25 Dpp 


7907030093 Forwards IE 7nfo Notice 79-13, "Indleatkon of Low Water 
Level in Oyster Creek Reactor No action required 
0,'REILLV* J P Regions, Atlanta, Office of the DlTector 
79/05/29 2pp 


7907130833 Responds to IE Bulletin 79-04 Review of all Gelsmle Category 
T piping sys determined that 1.500 psl Velan check valves 
Installed in S-inch discharge line of each HPI pump 
Reanalysls of affected piping Initiated 
PARKER. M O Dbke Power Co 79/05/30 2pp 


79-072001B6 Forwards IE Bulletin 79-18, "Short Period Scrams at BMR 
Facilities " No action required 

O'REILLYr J P Region 2, Atlanta, Office of the Director 
79/05/31 2pp 


7907tt0574 Ack receipt of 790524 Itr Informing NRC of steps taken to 
correct v-lolationi noted in IE Insp Repts 50-269/79'“0B, 
30-270/79-06 b 50-207/79-00 

SUTHERLAND* O T Region 2, Atlanta, Fuel FaclHly U Materials 

Safety Branch 79/06/04 Ip 


—7907110579 RaspotiiJs to NRG 790430 k tr re violations noted In IE Imp 
Repts 50-269/ 7 9-00, 50-270/79 “O a L 50-237/79-00, Corrective 
act i orvs : new calibr technique has been approved b space 
efficiency factors determined for swipe detectors 
PARJ^ft* W 0 Duke Power Co 79/05/24 3pp. 


7110533 Forwards IE Insp Rvpts 50-269/79-00.50-270/79-00 U 
)-287/79-08 ert 790314-15 b notice of violation 
'THERLAND.J T Region 2* Atlanta, Fuel Facility b Materials 

faty Branch 79/04/30, Bpp 


— 7907110590 Notice of violation, from insp on 790314-13 

• Region 2, Atlanta. Office of the Director 79/04/24 2pp 


—7907110596 IE Insp Repts 30-269/7^-03.50-270/79-08 b 50-287/79-09 an 
790314-15 Noncompliance noted failure to follow calibr 
procedure b failure to use proper calibr source 
N0NTQDI1ERY* D H . OID80N.O T . HDFHAtl. J W Region 2. Atlanta. 

Fuel Facility & Materials Safety Branch 79/04/24 4pp 


7907190409 Responds to IE Dullatln 79-01 BbW notified util that 
Operator for valve 3HP-20 did not meet environ qualification 
requirements Cold shutdown executed to replace, valve 
PARKER* W O Duke Power Co 79/06/05 2pp 


7907190153 Forwards suppl IE Bulletin 79-OlAi "Environ Qualification of 
Class IE Equipment < Def i c i enc i o s in Environ Qualification of 
A&CD Solenoid Valvesl " Action required 

O'REILLY, J,P Region 2. Atlanta, Office of the Director 
79/06/06 2pp 


790'7100161 Foruiards IE Info Notice 79-13 

O'REILLY, JvP Region 2* Atlanta. Office pf the Director 
79/06/07 2pp 


79-07230193 Requests that Region 2 measurements van be granted access 
prlviteges pf "licensee designated vehicle " 

O'REILLY* Region 2. Atlanta. Office of the Director 

79/06/11 3pp 


79D7020382 Forwards IE Info Notice 79-17. "Source Raider Assembly 
Damage from Misfit Detween Asseinbly b Reactor Upper Grid 
Plate 

O'REILLY* J P Region 2, Atlanta. Office of the Director 
79/06/20 Ip 


7907260550 Ac fc receipt of IE Insp Repts 50-269/79-12.50-270/79-18 b 
9O-a07/79**12 No proprietary info 
PARKER. W 0. Duke Power Co 79/06/20 Ip 


7907180061 Forwards IE Bulletin 79-OB. Rovt slon 1* "Pipe Support Base 
Plate Doslgns Using Concrete Expansion Anchor Bolts " Action 
required 

D'REILLV, J F Region 2. Atlanta. Office of the Director 
79/06/at ip 


7907110217 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

O'REJLLY.J P Region 2. Atlanta, Office of the Director 
79/06/22 Ip 


7907310009 Forwards IE Dulletln 79-13. "Cracking in Feedwater 8ys 
Piping Action required 

O'RCJLLY. J P Region 2* Atlanta. Office of the Director 
77/06/23 2pp 


7907110863 Forwards IE Circular 79-10. ■*'? Ipe Pi 1 1 Ings Mfg from 
Unacceptable Motl No action required 

Q'REILLY.J P Region 2. Atlanta, Office of the Director 

79/06/26 2pp 

79071B0397 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

O'RElLLYiwI P Region H. Atlanta. Office of the Director 
79/06/20 2pp 

7907310234 Forwords IE aulletln 79-14, "Soismic Analysis for As-Built 
Bafety-Related Piping Bys " Action required 
O'RElULYtJP Region 2, Atlanta. Office nf the Director 

79/07/02 2pp 


7907310369 Forwards 1£ DuUetin 79-15. "Deep Draft Pump Deficiencies 
Action required 

D'REILLV. J P Region 2* Atlanta* Office c-f the Director 
79/07/i 1 Ip 

7907200245 Forwards revlsetf pages of inservlce Insp program, add ing 
request for reUe# for full-stroke testing valves LP-29 b 30 
Cl modifying request for relief for valve HP— 20 
PARKER. W 0 Duke Power Go. 79/07/16 6pp 


R Periodic operating reports b related correspondence 


7907100476 Forwards monthly operating rept for June 1979 
PARKER. M.O Duke Power Co. 79/07/13 Ip 


— 7907100401 Monthly operating rept for June 1979 
REAVIBiL a Duke Power Co 79/07/13, 6pp. 


1 . 
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B R^pgirtable Dccurronces, LERs related correspondence 


7St>7l tO&37 Foruards LER 70-011/011-0 l<np 1 i cat ions of avent apply to 
all three units 

PARKtftfW □ Duke Power Co 78/04/21 2pp 


7907110352 Forwards RO 78-011 ro ECC5 analysis at pump suction of 
reactor coolant pipinp 

PARKER. W O Duke Power Co 78/04/26 Ip 


--79071 1 0560 RQ 78-011 ECCS analysis of O 04 square ft break revealed 
that break occurring at pump discharge would be more 
limiting if assumed that HPl pump is available foi core 
cooling Results Indicate core is always covered by fluid 
PARKER. U O Duke Power Co 7D/04/14 2 pp 


7907110448 Forwards LER 7a“009/03L-0 

PARKERrW 0 Duke Power Co 70/09/01 Ip 


— 7907110490 LER 7a-009/03L-0 on 780401 during normal operation observed 
that narrow-range pressure indications differed by more than 
O 6 pslg Caused by pressure transmitter being of callbr 
due to amplifier drift Amplifier replaced 
UIL&DN.K R Duke Power Go 78/09/01 2 pp 


7907110546 Forwards LER 78-012/031,-0 Implications of event apply to 
all three units 

PARKEiR.W O Duke Power Co 70/09/19 Ip 


7907110376 Forwards LER 78-014/03L-0 

PARKER* M D Duke Power Co 70/06/08 Ip 


—7907110393 LER 70-Ot4/O3L-O on 780429 between 780429-051 9. fl el d 
flashing breaker failed to operate properly Caused by 
ena I func tionlng breaker Dreakcr replaced 
WILSON. KR Duka Power Co 7B/06/08 0pp 


7907100502 Forwards LER 79-004/03L-0 

PARKER. W O Duke Power Co 79/07/13 Ip 


— 79O71BO909 LER 79-004/03L-0 on 790619 RCS leakage observed & unit shut 
down for repairs Caused by leak on packing on pressuriier 
spray control bypass valve Valve was backseated It leakage 
terminated 

LEWISES n Duke Power Co 79/07/13 3pp 
V Operator Examinations 


7907850394 FOIA request for summary sheet of power plant operator 
• xa^ results presontod to NRC on 790420 t< license exams U 
test results for Duke Power Co employees from 790101 to 
present 

AHRENOTfD Jefferson Pilot Droadcastlng 79/06/20 2 pp 

7907830400 Responds to FDIA request for summary sheet of power plant 
Qperator exam results presented to NRC on 790420 Forwards 
documonts listed on App A 

FELTON* J f1 Division of Rules and Records 79/07/18 3pp 
DOCKET 90-871 VERMONT YANKEE NUCLEAR POWER STATiaN 


F Security! medtcalr emergency 8 < fire protection plans 


7907170&3'0 Submits results of discussions 8 * agreements reached re fire 
protection sys changes In lieu of installing guard piping 
on fuel llneiuin Install curb in diesel fire pump area 
MOODY* D E. Vermont Yankee Nuclear Power Corp 79/06/11 ip 


7907170149 Requests extension for Installation of fire barrier 
penetration seals until end of 1900 refueling outage 
Evaluation of different products on market is 
t ime-coneumlng 

MOODY* 0, E Vermont Yankee Nuclear Power Corp 79/07/11 2pp 
0 Adjudicatory correspondence 


7907050939 Endorses reopening record before A0LD t-o answer 
quefitions re indefinite storage of spent fuel per DC Court 
of Appeals 790923 decision 

WEISE.E. R, Bheldon. Harmon Rolsman 79/09/29, Spp 


F Operating license stage documents L correspondence 


7907060087 Notifies licensee of change in NRC proc edure# making IE 
Raglon 1 responsible for technical review of util latest 
submittal for plan, Formal correspondence & issuance of 
safety evaluation rest w/Dlv of Operating Reactors 
IPPOLITQ.T.A Operating Reactors Branch 3 <Pre 790625) 

79/05/0B, 2pp 


7907260077 Discusses plans to Install communication links between NRC S' 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters S* regional ofc will communicate 
operational Sc environ info 

ORIERiD H Region 1« Phi lade Iph ia^ Office of the Director 
79/05/25 2pp 


7907060127 Responds to 790S1S TWX request NRC will send notification 
prior to approval of any abnormal operating procedures due 
to employee strike at facility 

IPPOLITQ.T A Operating Reactors Branch 3 (Pre 790629) 

79/05/23 2pp 


7907180663 Forwards NUREO-0560, "Staff Kept on Oeneric Assessment of 
Feedwater Transients in PWRs Designed by BfcW " W/o end 
GRIMES.D K Assistant Director for Engineers Projects (Pre 
790629) 79/06/i 1 2pp 


7907030379 Responds to request for submittal of Class in fee for 
licensing review of Proposed Change 74*Syppj i Unable to 
respond to request until review (< resolution of issue is 
settled 

JOHNSON* W P Vermont Vankee Nuclear Power Corp 79/06/29 Ip 


7907120372 Submits info re feedwater t< control rod drive return line 
notxlB Insp plans for Sept 1979 refueling outage 
OROCEtR H Vermont Yankee Nuclear Power Corp 79/07/05 4pp 


7907170009 Forwards "Treatment of Cooling Water w/ 6 odlum Hypochlorite " 
OROCEiR H Vermont Yankee Nuclear Power Corp 79/07/10 Ip 


—7907170013 “Treatment of Cooling Hater w/Sodlum Hypochlorite.'* May 1973 
e Vermont Yankee Nuclear Power Corp 73/09/31 28pp 


7907310434 Forwards Class III payment to cover review costs of security 
contingency plan Fee submitted under protest duel NRC-revised 
fee schedule considered llligal 

OROCEiR H Vermont Yankee Nuclear Power Corp 79/07/29 ip 


7907300309 Submits info requested in 790907 Itr re reactor protection 
sys power supply OE has conducted failure modes it effects 
analysis & seismic performance evaluation test b concluded 
risk of failure is low No more studies 6, mods required 
MOODYiD E Vermont Yankee Nuclear Power Corp 79/07/27 2pp 


Q Inspection reports* IE Dulletlns con espondonee 


7907310053 Forwards summary of 790306 meeting w/utll in King of 
PruasloiPA Info presented resulted in withdrawal of Item D 
from 701222 notice of violation 

8 MITH 1 O K Region ii Phi lodelphiai Office of the Director 
79/05/02 2pp 


—7907310027 Summary of 790306 meeting w/utll in King of Prussia. PA re 
781222 notice of violation Item 50-029/70-19-07 Will be 
wi thdrawn 

GMITHiO H Region I* Philadelphia. Fuel Facility b Materials 

Safety Branch 79/03/06 2 pp 


7907020499 Submits response to Item 11 of IE Bulletin 79-09 No Tech 
Spec changes submitted at this time 

MOODY/ D E Vermont Yankee Nuclear Power Corp 79/05/10 ip 


7907060433 Forwards IE Bulletin 79-1 li "Faulty Qvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

GRlERfO H Region 1« Philadelphia/ Office of the Director 
79/05/22 Ip 


7907090599 Forwards response to IE Bulletin 79-10 re reactor operator 
training 

MOODY. D E Vermont Yankee Nuclear Power Corp 79/09/25 3pp 

7907030077 Forwards IE Info Notice 79“t3i "Indication of Lou Hater 
Level in Oyster Creek Reactor *' No action required 
ORIER.B H Region 1. Philadelphia/ Office of the Director 
79/09/29 Ip 


7907200153 Forwards IE Bulletin 79-12. "Short Period Scrams at BHR 
Facilities " Action required 

ORIER.B H Region 1, Philadelphia. Office of the Director 
79/05/31 ip 


7907190119 Forwards suppl IE Bulletin 79-OlA. "Environ Dual i fi cation of 
Class lE Equipment (Deficiencies in Environ Qualification of 
A9C0 Solenoid Valves) " Action required 

ORIER/B H Region li Philadelphia/ Office of the Director 
79/06/06 Ip 
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790704,0130 Forwards tE iTifo Notice 79-lS. ’'Do-Fic lent Procedures " No 
4ctiork rci;ui.red 

ORIER. B H Region 1. PhiUdelpMa- Office of the Director 

79/06/07 Ip 


79071 10394 Forwards IE Info Notice 79-17* -’Source Holder Asiembly 
Damage from Misfit Between Assembly tc Reactor Upper Grid 
Plate -• 

GRICR, B H Region 1* Philadelphia* Office of the Director 
79/06/20 Ip 


7907230712 Forwards IE Qulleiin 79-02. Revls Ion 1. "Pipe Support Base 
Plate Designs Using Coticrete Enpansion Ancho-r Dolts 
Ac t i on required 

GR1£r,o H Region 1. P h I U d e Iph la , Office of the Director 
79/€6/2I ip 


7907240208 Forwards IE Circular 79-09. “Occurr ervces of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus ” No action required 

□RlEf?. D H Region I. Philadelphia. Office of the Director 
79/06/23 Ip 


79071SO5S4 Forwards l£ Bulletin 79-13, -'Cracking In Feedwater Sys 
Piping ” No action required 

ORtERrS H Region 1, Ph i ladel phla. Office of the Director 
79/06/35 Ip 


79071CO379 Forwards IE Circular 79-10. "Fl pef 1 tti ngs Mfg from 
Unacceptable Natl " No action required 

ORIERjB H Region 1. Philadelphia, Office of the Director 
79/D6/26 ip 


7907030373 Forwards corrected page 1 to table of contents of Inservice 
irivp program submitted on 7906S5 

OFlOCEiR H Vermont Vantee Nuclear Power Corp 79/06/28 2pp 


7907100312 Forwards I£ Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem No action requiTed 

ORtER.D H Region 1. Ph i ladel ph ia. Office of the Director 
79/06/28 Ip 


79071G0931 Forwards IE Bulletin 79-14, ‘‘Seismic Analysis for As-Dullt 
Safe ty-Related Piping Sys " Action required 

DRIER, B K Region I. Philadelphia, Office of the Director 
79/07/03 ip 


79072S052? Forwards IE Info Notice 79-16. "Skglab Reentry " No action 
requ Irid 

GRIER. B H Region I. Philadelphia, Office of the Director 
79/07 /Oh Ip 


7907270371 Forwards IE Bulletin 79-iS. "Deep Draft Pump Deficiencies ■' 
Action required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/07/ 1 1 Ip 


7907310544 Forwards IE -Circular 79-13. ''Replacement of Diesel Fire 
Pump Starting Contactors '' No action required 
ORIERrB H Region i, Phi ladelphla, Office of the Director 
79/07/16 ip 


R Porlodlc operating reports & related correspondence 


7907170148 Forwards monthlii operating rapt for Juno 1979 

hiODDY. O E Vermont Vanlcee Nuclear Power Corp 79/07/12 Ip. 


— 7907170152 Monthly operating rept for June 1979 

SJOORENiR M Vermont Vankee Nuclear Power Corp 79/07/13 7pp 


8 Ropo-rtable occurrences, LEfts 6 related correspondence 


7O7260S99' Forwards LER 79-D12/03L-0 
CONWAY, If F Vermont Yankee Nuclear Power Corp, 79/07/83 


/9O7260399 LER 79-012/03L-0 on 790632 during weekly review of completed 
surveillance data, discovered that weekly functional 
feast of main steam llni radiation monitors was not done 
lulfehin prescribed Intervals Caused by oversight 
CONWAY. W F Vermont Yankee Nuclear Power Corp 79/07/33 2 pp 


DOCKET 50-273 SALEM NUCLEAR QENERATINO STATION, UNIT 1 


D HRC Draft/Final Environmental Statements, suppls l< correspondence 


7907110519 Discusses 790525 approval of 316<bl plan of study re 
environ Plan has been updated as required Agrees to 
participate In quarter progress meetings Proposes delay of 
Emergency Response Team discussion to Jul 1979 meeting 
SHISBIAB, J A Public Service Electric It Oas Co of New Jersey 
79 /07/D 1 32 pp 


O Adjudicatory correspondence 


7907050060 Notifies text of 790413 limited appearance has been placed 
in public record 

HlLHOLLlNrGL Atomic Safety and Licensing Board Panel 79/05/15 
IP 

— 7907090066 Submits limited appearance written testimony opposing 
approval of amend for Increasing storage of spent fuel 
assembl 1 es 

OIBERNARDO. M Utility Users for Roasonablo Rates 79/04/13 Spp 


7907100715 Requests info re follou-up testimony re seismic concerns 
LEWIS, M ] Environmental Coalitlcin on Nuclear Power 79/03/19 Ip 


79D7160601 Requests extension, to file testimony on NRC 790601 objectlcn 
to part of Question 3 re explosion or meltdown Seeks 
extension until 30 days after final disposition on 790601 
objection Certificate of Sve end. 

SMITH. D H . MOORE, J E Branch 2 79/06/00 4pp 


7907160373 Forwards brief Of Intervonors Colemans apposing NRC 79D601 
objection to ASLQ consideration of Class 9 accidents States 
of NJ it DE join consolidated opposition to NRC position 
Requests oral argument on matter 

0N9D0RFF, K A New Jersey. State of 79/06/14 Ip 


— 7907160585 Request for denial of NRC 790601 objection to A0LD 
consideration of Class 9 accidents submitted by Intervonors 
States of NJ I. DE & Colemans Glass 9 accidents are 
legitimate safety concern, germane to admitted contentions 
ONBDaRFF,K A New Jersey. State of 79/06/14 lOpp 


7907180676 Request submitted by Intorvenor Lower Alloways Creek that 
A6LD grant eKtension until 790626 to file response to NRC 
790601 objection to A0UB question Affidavits of RN 
McAlliiter k 8E Donaldson Ic Certificate of 8vc end 
MCALLISTER, R N Valora. C 79/06/15 7p p 


7907180601, Forwards testimony of EA Oulbransen on behalf of intervonor 
Township of Lower Alloways Creek Responds to Questions 1-3 
of ASLD 790418 order re etorage of spent fuel pools at 
reactor sites 

VALORE.C Valor B. C 79/06/15 2pp 


’79O7J6O607 Testimony of EA Oulbranson re Ouestions t-3 of A9LD 790410 
order Storage of spent fuel pools at reactor sites Involves 
large amounts of radioactive matl in event of serious 
nuclear accident Certificate of Bve end 
OULDRANaEN, E A Affiliation Unknown 79/06/15 36pp 


79D706047i Supports NRC 790601 objection to A8LD 790418 consideration 
of Ouestlon 3 re explosion L meltdown Supports NRC 790612 
motifin for extension of 30 days to file testimony re final 
disposition Certificate of Bve end 

WETTER HAHN. M J Conner. Moore W Corber 79/06/10 39pp 


7907260388 Responds to 790531 Itr r« status of spent fuel proceeding 
Notice of hearing was published in 7B020B FR Issues Involve 
alternatives to proposed expansion & ability of matl to 
maintain integrity during design life. 

GDB8ICK.L V Office of the Executive Director for Operations 
79/06/10 2pp, 


— 7907260390 Requests detailed rept on status of spent fuel proceeding 
w/support log doc umentat 1 on Expansion of waste storage site 
poses threat to health k safety of population Comprehensive 
matl storage program Is necessary 
DUPONT, P B Delaware. State of. 79/05/3i Ip 


■790726039& Notice of intent to prepare EIS on handling L storage of 
spent LWR fuel, 

CHILK.8 J. Office of the Becritary of the Commission. 75/09/i5. 

5pp 


-7907260403 Affidavit of OG Zech re Intervener Township of Lower 
Alloways Creek Contention l.Possiblity of disposing of spent 
fuel outside US Is nonexistent. 

ZECH,-ff 0. Operating Reactors Branch 1 79/03/30 2pp 
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■7907260413 Affidavit of vlR Woeks td Colemans contentions Ooral mail 
util continue to maintain properties of radioactivity 
control throughout 40~yr design life of spent fuel pool 
UE:EK8< J R Drookhaven National Laboratory 79/03/29 Spp 


7907260431 Forwards SCR ti EIS re 771U0 1 tr 

SCHWENCERiA Operating Reactors Branch I 79/01/13 2pp 


— 7907230039 Forwards Board Resolution 79-109* "Resolution Opposing 
Storage of High Level Radioactive Uastes in Salem County, " 
adapted by Board of Chosen Freeholders of County of Salem 
at regular meeting on 790321 

AYRES* 0 VJ Salem County Board of Chosen Freeholders 79/03/22 
Spp 


P Operating license stage documents ^ correspondence 


7907130309 Foru-ards util response to A8LD 790410 questions Question 1 
has been lulthdrawn by A8LD h objection taken to second part 
of Question 3 Matl specs of fuel are proprietary to 
WBstinghouoe Elec Corp Affidavit of TO Eckhart end 
WETTERHAHNi M J Conner. Moore ti Corber 79/0f»/19 3pp 


—■7907130314 Answer submlttod by util to A6LB 790418 questions re Impact 
of TMI type incident on spent fuel pool Question 1 has been 
u^lthdraun t< objection taken to second part of Question 3 
Postulated series of events could not occur at plant 
WETTEftHAHN*M J Connor* Moore 8 j Corber 79/06/19 4pp 


--7907130319 Rebuttal testimony of R L Hlttl reconsideration of 
alternatives Describes function of licensing environ dept* 
roles Of depts re expansion of spent fuel pool it 
alternatives considered by util 

MfTTL* R L Public Qorvice Electric it Qas Co of New Jersey 
79/06/19 9pp 


7907180667 No abjection to intorvenor Township of Lower Alloways Creek 
790611 .motion for extension to respond to NRC objection to 
ASLB question Certificate of 8vc end 
HlTlhB H Branch S 79/06/20 3pp 


7907120207 Summary of 790426 meeting ui/utils to discuss Uettinghouse 
plant design re TMI-2 event 

THADANI.A Reactor 0y stems Branch 79/03/02 39pp 


7907310394 Forwards NRC 790515 I tr to licensees of Uestinghouse 
two-loop plants re rod bank exchange method for verifying 
shutdown margin of two-loop N08S W/o end 

BCHWENCERiA Operating Reactors Branch I (Pre 790623) 79/03/13 

IP 


7907260071 Discusses plans to install communication links between NRC & 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters & regional ofc will cammunlcate 
operational it environ info 

ORIERfD H Region 1» Philadelphia* Office of the Director 
79/05/22 2pp 


7907190674 Summary of 790525 mooting W/util & Uestinghouse re damage 
observed to fuel grid assemblies during refueling outage 
ZECH*Q 0 Operating Reactors Branch 1 (Pre 790625) 79/05/30 

5pp 


7907240231 Response by Intervenor Township of Lower Allouiays Creek to 
NRC 790601 objection to ASLB 790410 Question 3 Question 
concerns extent of explosion on spent fuel pool Objection 
should be overruled Certificate of 8vc end 
VALORE.C Jatore* C 79/06/25 6pp 


7907110371 Notice of issuance of license Amend 16. which revises Tech 
Specs re moderator temp coeff ic i ent. range of condenser 
outlet tamp detectors U Type C canteinmont isolation valve 
leakage tests 

aCHWENCER.A Operating Reactors Branch 1 (Pre 790625) 79/06/01 

Spp 


7907240239 Request that ASLB reconsider Contention 7 submitted by 
Intervener Colemans ASLB order would comply w/mandate in 
MN vs NRC re storage of radwaste beyond term of QL Supports 
brief support of motion 

CNQDORFF* K A New Jersey* State of 79/06/23 2pp 


7907310177 Forwardo Amend 16 to License DPR-70i safety evaluation 6 
notice of issuance 8* availability 

8CHNENC£R*A Operating Reactors Branch 1 (Pre 790625) 79/06/01 

2pp 


— 7907240243 Brief in support of motion for reconsideration of 
Contention 7 submitted by Intervenort Colemans ASLD order 
would comply ui/mandate in MN vs NRC re storage of radwaste 
beyon-d term of OL Certificate of Sve end 
OMBOORFF, H A New Jersey. State of 79/06/25 ISpp. 


— 7907310183 Amend 16 to License DPR-70* clarifying moderator temp 
coefficient specs. reduc Ing required range of condensor 
outlet temp detectors & authoriting removal of part-length 
control rods 

8CHWENCER*A Operating Reactors Branch 1 (Pre 7906S5). 

79/06/01 SOpp 


7907240342 Request that A8LD compel util to supplement answers to 
Interrogatories 1*3 8< 6 submitted by Intervenor Colemans 
Bee)es rept re safety h refueliny cycle Brief is forwarded 
in support of motion 

ONSDDRFF*K A New Jersey* State of 79/06/26 Ip 


—7907240350 Brief by intervenor Colemans In support of request that 
AQUQ compel util to iuppl answers to Interrogatories 1*3 8* 

6 ASLB has responsibility to determine significance of facts 
re Issues in controversy 

DNBDORFP, K A New Jersey. State of 79/06/26 Spp 


— 79073i0l87 Safety evaluation supporting Amend 16 to License DPR-70 
e Operating Reactors Branch 1 (Pre 790625) 79/06/01 lOpp 


— 7907310196 Notice of issuance 8< availability of Amend 16 to License 
DPR-70, 

8CHNENCER.A Operating Reactors Branch 1 79/06/01 3pp 


7907240389 Forwards Amend 17 to License DPR-70 it safety evaluation 
BCHWENCERiA Operating Reactors Branch 1 (Pre 790623) 79/06/07. 

2pp 


7907240361 Notice of reconstitution of ABLB FJ Shon replaces 
L Kornbllth. 

LAZOiR.H Atomic Safety and Licensing Board Panel, 79/06/27 Ip 


--790724O397 Amend 17 to License DPR-70* chang Ing Tech Specs to require 
actuation of safety Injection based on two-out-of-three 
channels of tow pressurlier pressure 

SCHWENCERiA. Operating Reactors Branch i (Pre 790625) 

79/06/07 12pp. 


79072402S5 Forwards util objection to intervenor Lower Alloways 
Creak Township test imony. Also forwards utils outline of 
cross-examination Filings are one day late 
HETTERHAHN. H J Conner. Moore & Corber 79/06/30 ip 


—7907240283 Objections submitted by util to Intarvenor Lower Alloways 
Creek Township 790423 testimony re ASLB 79041B questions 
Oulbransen h R Nebb testimony is beyond scope of order it 
issues In proceeding 8< should not be heard. 

METTERHAHN* M J Conner* Mooro it Corber. 79/06/30 7pp 


— 7907240291 Outline of util cross-examination of R Nibb |< Oulbransen 
testimony on behalf of intervenor Lower Allouiays Creek 
Township Matl pflll be used to extent 790630 objections to 
tsstiiDony are overruled Certificate of Sve end 
WETTERHAHM* M J Conner* Moors 8* Corber 79/06/30. 6pp 


H. Oeneral correspondence 


— 7907240603 Safety evaluation supporting Amend 17 to Licensa DPR-70 
e Operating Reactors Branch I (Pre 790625) 79/06/07 3pp 


7907160659 Forwards NUREQ-0560* "Staff Rept on Generic Assessment of 
Feedwater Transients In PUR* Deiigntd by B6W " M/o end 
GRIMES* B K Assistant Director for Engineers 8* Projects (Pre 
790625) 79/06/11 2pp 


7907240556 Forwards NRC 790604 Hr to Uestinghouse requesting addl info 
re small break LDCA analyses 8* analysis methods NRC will 
eventually require documentation re appl tcabl llty of 
Uestlnghouse results to analyses at facility 

8CHNENCER*A Operating Reactors Branch 1 (Pre 790625). 79/06/11 

2pp. 


7907110402 Submits addl Info re PNR feedwater lines* In response bo 
790525 request, 

SCHNEIDER* F N Public Service Electric 8< Gas Co of New Jersey. 
79/07/02 17pp, 


7907250037 Ac k receipt of 790322 ttr submitting Board Resolution 
79-109* “Resolution Opposing Storage of High Level 
Radioactive Hastes in Balam County. " Reracking 8* increased 
itorage are safe 8( acceptable, 

DENTON* H R Office of Nuclear Reactor Regulation 79/05/15 Spp 


7907260022 Notification of 790717 meeting w/util in Dethesda.MD to 
discuss damage observed to fuel spacer grid 8* control rod 
assemblies during refueling outage 

ROSS* H J. Operating Reactors Branch 1 (Pre 790625) 79/07/06 

2pp 
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Q Inspection rtports. iE Bulletins Sr correspondence 


7907230549 Forwards IE Insp ftepti 50-'27&/^79-Oii i. 50-311/79-14 on 
79021B-0324 & notice of violation 

J R«9ioh 1> Phi ladelph i a< Reactor Operations Nuclear 

Support Branch 79/04/27 2pp 


—7907230557 Notice of violation from Insp on 79021B-0324 

♦ Region 1. Philadelphia. Office of the Director 79/04/37 
IP 


— 7907230570 IE Imp Repts 50-372/79-06 6 50-311/79-14 on 790310-0324 
Nnncompl lanct noted failure to perform surveillance of rod 
position indication u/deviation alarm inoperable 
KEIHIO, R R . NCRNKOLM. L. J Region 1. Phi lade Iphidj Reactor 

Operations Nuclear Support Branch 79/04/27 9pp 


7907110534 Forwards IE Insp Repts 50-273/79-10 t 30-311/79-20 on 
790320-22 & 27-20 No nonconp I i anc e noted 

SRUKNERiE j Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/05/10 2pp 


—7907110544 IE Jnsp Repts 50-272/79-10 & 50-311/79-22 on 790320-20 6 
S7-2Q No noncompl iance noted Ha/or areas inspected 
containnent integrated leak rate test proc edure« pi pe 
supports b restraints h refueling preparations 

BMITH.T H . KALHAN.O , CAPHTON. D L Regipn Philadelphia* 

Reactor Operations Nuclear Support Branch 79/05/04 lOpp 


'7020200 Renuests eitensipn for response to IE Bulletin 79-06A to 
90531 Response involves passible change to Tech Specs tc 
dantifylng design changes Facility currently out of sve for 
efUB 1 ing 

CHNEIOERiF H Public Service Electric & Oas Co of Ncu Jersey 
9/05/11 Ip 


/050456 Responds to IE Bulletin 79-09 GE 7ype AK-2 circuit breakers 
^t in use or planned for use 

( :kKEJ 0ER.F W Public Service Electric & Oas Co of New Jerseu 
7/05/15 Ip 


79< fO6O420 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
J 1 Circuit Breakers for Engineered Safety Sy s " Licensee 
a tion required 

C HER. B H Region 1, Philadelphia. Office of the Director 
1 >/05/22 tp 


■> 240613 Forwards results of preliminaTy revleo of licensee responses 
I£ Bulletins 79-06. 06A & 06. Amend 1 Meeting 
owners of operating plants having West injhouse-desi gned 
s scheduled for 790530 m Bethesda.MD 

HWENCER.A Operating Reactors Branch t <Pra 7906251 79/05/22 

PP 


030064 Forwards IE Info Notice 79-13, “ Ind lea fe 1 an of Loui Hater 
v«l in Oyster Creek Reactor No action required 
lER.B H Region 1. Phi lad elphia. Office of the Director 
/05/29 Ip 


7907230704 Forwards IE Bulletin 79-02, Revis ion 1< "Pipe Support Dei* 
Plate Designs Using Concrete Expansion Anchor Dolts 
Action required ^ _ 

GRIER. B H Region 1, Philadelphia, Office nf the Diroctor 
79/06/21 Ip 

7907240202 Forwards IE Circular 79-09, “Occurrences of Split or 
Punctured Regulator Oiaphragme in Certain Self-Contained 
Breathing Apparatus " No action required 

GRIER. B H Region 1. Philadelphia, Office of the Director 
79/06/23 Ip 


7907180539 Forwards IE Bulletin 79-13, “Cracking in Feodwator Oys 
Piping " Licensee action required 

GRIER, D H Region 1, Philadelphia, Office of the Di rec toi 
79/06/25 Ip 


7907100367 Forwards IE Circular 79-10, “Pipaf 1 tt ing s Mfg from 
Unacceptable Natl *' No action required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
79/06/86 ip 


790710050S Forwards IE Circular 79-12, “potential Diosol Oonerator 
Turbocharger Problem " No action required 

GRiER.a H Region 1. Philadelphia. Office of tho Director 
79/06/8B Ip 


7907160814 Forwards IE Bulletin 79-14, “SBlsmlc Analysis for As flu I k (t 
Safety-Related Piping Sys *' Action required 

GRIER, 0 H Region 1, Ph i ladelphia, Office oP the Diroctoi 
79/07/02 Ip 


7907250522 Forwards IE Info Notice 79-10, “Sky lab Reentry '• Nn action 
required 

CRIER. B H Region 1, Phi ladelphia. Office of the Director 
79/07/06 Ip 


7907270363 Forwards IE Bulletin 79'' 13, “Deep Draft Pump Doficlencie* 
Action required 

GRIER.B H Region 1. Philadelphia, Office of the Director 
79/07/11 Ip 


7907310333 Forwards IE Circular 79-13, “Replacement of Diesel fir* 
Pump Starting Contactors " No action required 
GRiERiB H Region 1. Philadelphia, Office of the Director 
79/07/16 ip 


ft Periodic operating reports t, related correspondence 


7907170227 Impingement Monitoring Program Ropt 86 for May 1979 

o Public Service Electric Ic Gas Co of New Jersey 79/06/JIO 6Wpp 


^’07170226 Forwards Impingement Monitoring Program Rept 26 for Hay 

LIQRIZZI, F P Public Service Electric tt Oaa Co of Now Joreey 
79/06/80 1 p 


J00144 Foruards IE Bulletin 79-12. 
ilitles ■’ No action required 
lER.a H Region 1. Phi ladelphia. 
'05/31 ip 


"Short Period Scrams at 0WR 
Office of the Director 


7907160307 forwards monthly operating rept for June 1979 

79/07/10 ^ Service Electric Gas Co of New Jortwy 


90104 Forwards suppl IE Bulletin 79-OlA. "Environ Qualification 
t% IE Equipment (Deficiencies in Environ Qualification nf 
0 Solenoid Valves) " Action required 

lER.B H Region J, Philadelphia, Office of the Director 
/O6/06 If 


—7907160311 Monthly operating rept for June 1979 
MILLER, i. K Public Service Electric 8, Oas Co 
79/07/10 lOpp 


of New Jersey 


^ related correspondence 


060126 Forwards IE Info Notice 79-15. "Deficient Procedures ” No 
fclon required 

ftsglon 1. Philadelphia, Office of Che Director. 

^06/07 Ip 


13 C r^iuiograpnic insp of steam g« 

13 feed noiiW to pipe weld revealed linear indication & 
mKiSl ’’Vt to be .ob^itto, 

79/06/13 Elect.'ie 8. Os« Co o, Neu Jere.^ 


100203 Notification of 7906i9 meeting w/util in Beehe«da,MO tj 
(CUSS licensee response to IE Bulletin 79-07 re seismic 
ign of safety-related sys at facility & future schedules 
suDnittal of supplemental Info 

i.G O Operating Reactors Branch I iPre 790625) 79/06/1 


1"'° ''•♦•""■I 

i^from Misfit Between Assembly & Reactor l/jiper Grid 


.S H 
/80 


Region I* 

ip 


Philadelphia, Office of the Director 


roruards LER 79-046/01 T-0 


LIBRIZZI.F p 
79/06/88 Ip 


Public Bervice Electric t. Gas 


of New Jersey 


indicating, rft on 790614 durlhfl refueling outage. U 

Indications discovered in weld areas of all ite^tn ^ * 

79/04/BB 2pp ' S.fvU. El.ctrlc 6 Op, Co o, Nou J.rp.l,. 


V“Si/30 ’"‘tp 6 0., 


of New Jersey. 
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— 7707090277 LER 79-047/03L-0 fln 790531 during refueling core shuffle, sii 
control rod spider fingers affecting eight control rodlcts 
found to be broken Cause to be deternlned Twenty-five rods 
in rod cluster control assembly replaced 

KARPLE. A W Public Servlco Electric h Oas Co of New Jersey 
79/OA/30 2pp 


7907260502 Forwards UGR 79-040/011-0 

LIDRIZ2IiF P Public Service Electric U Oas Co of New Jersey 
79/07/20 Ip 


’•-79072605S6 LER 79-O40/OIT-O on 790709 during normal matnfc operations, 
significant wear marks found on tubes adjacent to tube lane 
bLoc9(ing devices Caused by movement of blocking devices 
Steaim adjacent to blacking devices were plugged 
KAPPLEiA H Public Service Electric Gas Co of New Jersey 
79/07/20 3pp 


7907260713 Forwards LER 79-O50/OiT-0 

LlBftlZZI.F P Public Service Electric Gas Co of New Jersey 
79/07/20 2pp 


—7907260724 LER 79-OSO/OlT-O on 790710 notified by Ueatinghouie that 
reactor trip & auxiliary feedwater indication based on 
low-low steam generator water level could be delayed in 
event of main foedlino rupture inside containment 
KAPPLEfA W Public Service Electric l< Gas Co of New Jersey 
79/07/20 Ip 


7907270160 LER 79-033 has been voided 

• Public Service Electric & Gas Co of New Jersey 79/07/20 Ip 


7907270168 LER 79-028 has been voided 

* Public Service Electric Ic Qas Co of New Jersey 79/07/20 Ip 


7907310364 Forwards LER 79-049/01T-0 

LIDRIZZltF P Public Service Electric Gas Co of Now Jersey 
79/07/34 Ip 


-“7907310372 LER 79-049/01T-0 on 790710 during refueling outagor insp of 
pipe support concrete anchors showed 9% needed replacement 
Cause to be determined when test results are evaluated 
Design change 1EC-S93 made to correct deficiencies 
KEPPLEiA N Public Service Electric tt Gas Co of New Jersey 
79/07/24 2pp 


L* Congressional/Executive Correspondence 


7907180696 Responds te 790507 1 tr ro facilities in light of accident at 
TMl Forwards actions taken at facilities as result of TMI 
Inc ident 

HENDRIE. J H Commission 79/06/20 3pp 


—7907160713 Requests thorough tnsp of facilltiof in light of accident at 
TMI Requests info re exact stops being taken to guard 
against TMI type accident at facilities 
RQTHi H V Senate 79/05/07 Ip 


DOCKET 50-274 U 8 GEOLOGICAL SURVEY RESEARCH REACTOR 


O Inspection reportsi IE Dulletlns 8« correspondence 


790710024B Forwards IE Circular 79-OS. "Attempted Extortion - Low 
Enriched U " No action required 

SEYFRITjK V Region 4r Dallasi Office of the Director 79/05/10 
IP 


7907020018 Forwards IE Circular 79-09. "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " 

SEYFRlTfK V Region 4. Dallas. Office of the Director 79/06/22 

ip 


7907230439 Forwards IE Info Notice 79-16* "Nuclear Incident at TMI " 
No action required 

BEYFRITrK. V Region 4* Dallas* Office of the Director 79/06/22 

Ip 


7907310610 Forwards IE Info Notice 79-10* "Bkylab Reentry " No action 
required 

8EYFR1T.K V Region 4* Dallas. Office of the Director, 79/07/06 

Ip 


DOCKET 50-275 DIAOLO CANYON KUCLCAR POWER PLANT, UNIT I 
A Application/construction stage docunnents correspondence 


7907160109 Draft memo re licensing strategy for plants w/fuel load 
dates in CY79 

BOYD* R 8 Division of Project Management 79/03/28 6pp 


7907100691 Responds to 790317 1 tr re earthquake potential & existence 
of Hosgri fault CP could be Issued based on current seismic 
criteria Soaie parts of plant do not provide degree of safety 
currently required Discusses waste disposal S* exposures 
QDYD* R B Division of Project Management 79/05/10 6pp 


7907090206 Submits addl info requested In NRC 790516 Itr re high 
voltage pene brat ton, therma 1 cijc 1 i ng . f au 1 1 current protection 
for containment penotrat i ons* f ire protection program {r 
inservice testing OE 790605 Itr to util 
FURDUSH. M H Pacific Oa* it Electric Co 79/07/02 9pp 


7907230242 Notifies that requettsd Info for review ef corporate 
capabilities will be submitted by 790730 Info requested in 
Sections I f* 11 D of NRC 790629 itr will be submitted upon 
comp 1 etion 

CRANE* P A Pacific Gas U Electric Co 79/07/16 Ip 


F Security* medical, emergency 8< fire protection plans 


7907240234 Clarifies statement In 790702 Itr re Item 6 fire 
protection program Intends to comply w/Qection 5 c 2 of 
Branch Tech Position ASD 9 5— i. Revision I re surveillance 
of control & sec t ional 1 1 1 ng valves in firewater sys 
CRANE* P A Pacific Oas It Electric Co 79/07/18 Ip 


7907260643 Forwards summaries of recent plant mods, inc luding mod 
Identified in SER Suppl B* fire protection mod according to 
fire tones, other commitments not in SER Suppl B h mods 
different from those listed in SER Suppl 8 
CRANE. P A Pacific Gas 4< Electric Co 79/07/20 19pp 


0 Adjudicatory correspondence 


7907130496 Bubinlts addl corroctlon to proposed findings of fact & 
conclusions of law 

CRANE. P A Pacific Gas it Electric Co 79/05/07 Ip 


7907160075 Responds to Joint Intervenors 790509 request to ASLB Motion 
to reopen should be deferred pending completion of NRC rept 
on TMI Seeks denial of request for certi f Ication of certain 
legal issues re Class ? accidents Certificate of Sve end 
DAVIB.L D Anti-Trust Division 79/05/24 6pp 


7907060144 Responds to 790504 Itr to JM Hendrie which requested 
moratorium on licensing of facility NRC Is evaluating TMI 
accident extensively No new reactor licenses will be issued 
until evaluation is complete 

GDBStCK.L V Office of the Executive Director for Operations 
79/05/30 app 


■7907060149 Urges suspension of OL proceeding until TMI accident Is 
Investigated, emergency preparedness completed 6 seismic 
design bolstered 

BROWN* E G California* State of 79/05/04 3pp 


7907130110 Util request for donla.1 of Joint Interveners 790309 motion 
for ASLO to reopen record re emergency plans 6 for directed 
certification, Both requests require regulation it mods 
through inappropriate procedures Certificate of 8vc and 
NORTON* D Bruce Norton NORRIBSEY* J C Pacific Oas 8* Electric Co. 

GEHR.A C, enell it Wllmer 79/06/01 13pp 


‘7907130H8 Comments on EO Brown* Governor of CA. 79051 1 Itr requesting 
suspension of licensing proceedings No indication 
of need for substantial changes in design or operating 
procedures 

BONNER* J F Pacific Gas V Electric Co. 79/05/11 2pp 


7907130347 Motion by San Luis Dblspo Mothers for Peace for copy of 
security p lan« d 1 scovery schedule for examination of plan 6 
for hearings to determine adequacy of plan Certificate of 
Bve end 

BALDWIN, w A Ban Luis Dtilspo Mothers for Peace 79/06/08 Spp 


7907200255 Opposes Intervenors San Luts Obispo Mothers for Peace 790608 
request that ABLD reopen record re security plan Intervenors 
waived right to participate in security hearings 6 have not 
shown good cause to reopen Issue. W/Certl flcate of Bve 
DAVlSiL D Branch 4 79/06/3B SOpp 
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7907130333 RB«pQndv to 740311 Itr to JM h^andrie- svpres^lng concoi'n ro 
OovarnoT Uroujn Teq.uest for rnoTBfcorlum on litiilnQ OL New 
aa^etij r«(iu lrem 4 nt« anting from TMI Inves i i gatioo will b« 
applied to all plantfi where applicable 

BDYI>«R S Division of Project Hanagemont 79/Ot/i4 2pp 


•'-7907 1;20349 Roaponde to 790B04 Itr to xiM H*ndrt« t# ffioratorLum on 
UcBii«ir >9 plants Until TMI evaluation is completotno new 
Uconset will be Issued ASLO will consider bestlmong re 
adequacy of plant to withstand earthquakes 

QOSSICKi L V Office of the Executive Director far Operations 
79/03/30 5pp 


Q Inspection reports* IE Bulletins b core espondent e 


7Y07160243 Reviews Wc s t 1 ngh ous e rept, "Qualification Testing of darton 
Pressure & Differential Pressure Transmitters " 

SATTERPlELDi R Electriti Inatrumeritat i tin 8< <;ontrol Systems 

Branch 79/04/17 ip 


7907190381 Responds to IE Dulletifi 79-09 OE type AH~a circuit breaker 
not used or planned for use 

CRANE, P A Pacific Oas ti Electric Co 79/09/1& Ip 


7907370140 Eerward* IE Insp Repts SO-275/79-11 t 50-323/79-06 on 
790401-80 No noncompliance noted 

CREHEiJ L Reslon 3* San Francisco* Reactor Oparatlons Nuclear 

Support Branch 79/03/19 2pp 


'—7907270141 IE Insp Repts S0-27S/79-1 1 & 50--323/79-06 on 790401-20 No 
none ompl iance noted Major areas Inspected preoperatlona i 
test Ing, emergency procedures 6 fire prevention U protection 
YDJNO, T Region 3* San Francisco, Office of the Direttor 

STERNDERO* D h Region 9, San Francisco* Reactor Oporationi 

Nuclear Support Drench 79/09/14 4pp 


790709039H Forwards response to IE Bulletins 79-06 U 79-06A. Revls Ion 1 
Info tc training sessions scheduled Revising emergency 
operating procedures to include possibility of void 
formation in vessel 

CRANE, P A Pacific Qas & Electric Co 79/09/24 ISpp 


79070S04S8 Buhnilts unioLlcited response to IE Bulletin 79-06A* re sgs 
trans 1 ents* p 1 ant equipment features tt operating procedures 
as result of TMI incidant 

OQRMLViH J Pacific Qas U Electric Co 79/09/29 I3pp 


7907260543 Forwards IE Insp REpt 90-275/79-10 on 790308-03 fc 07 No 
none ompl ianc B noted 

BOOKiH E Region 5< Ban Frantlscoi Fuel FaclUtv 6 Materials 

Bafetg Branch 79/05/25. 8pp 


■7907270280 IE Insp Rept 50^275/79-14 on 790514-Gl No noncomp U an c e 
noted Major areas inspected proop erational testing* environ 
protection, emergency p » annlng* test ing In progress 6 QA for 
preoparatlona 1 testing 

YD UNO* T * 8TERNBER0* D M Region 5* San Francisco. Reactor 

Operations Nuclear Support Branch 79/06/14 4pp 


7907020446 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Between Assembly Sc Reactor Upper Grid 
Plate « 

ENOELKEN»R H Region 5. Ban Francisco* Office of the Director 
79/06/20 tp 


7907120006 Foruwrrfs IE Bulletin 79-02# Revi s ion 1 , "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

ENOeuKEN.R H Region 5, San Francisco* Office of the Director 
79/06/21 Ip 


7907120621 Forwards 1£ Bulletin 79-13, "Cracking in Feedwater Sys 
Piping *' No action required 

ENQEUKEN,R H Region S* Ban Francisco, Office of the Director 
79/06/25 Ip 


7907Q60216 Forwards IE Circular 79-10, "Pi pe fittings Mfg from 
Unacceptable Matl " Ho action required 

ENQELKEM, R H Region 5* San Francisco, Office of the Director 
79/06/26 Ip 


7907050492 Forwards IE Circular 79-11, "Dos I gn/Const Interface 
Problem " No action required 

ENOEUKCM*R H Region 9, Ban Francisco# Office of the Director 
79/06/27 Ip 


7907100929 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required 

ENQELKEN, R H Region 9* Ban Francisco, Office of the Director 
79/06/ 2B Ip 


79D7130205 Forwards IE Dulletln 79-14, "Seismic Analysis for As-Built 
Safety-Related Piping Sys " Action required 

ENOELKEN, R H Region S* San Francisco* Office of the Director 
79/07/02 Ip. 


79D7te0700 Forwards IE Ounatin 79-13, "Deep Draft Pump Deficiencies " 
Action required 

ENOELKEN.R H Region 5* San Francisco, Office of the Director, 
79/07/11 Ip 


7907310396 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors '* No action required 

ENOELKENiR H Region 5, San Francisco, Office of the Director 
7^/07/t3 tp 


—7957260549 IE Insp Rept 50-275/79-10 on 790502-03 h 07, No noficompl i ancs 
noted. Major areas inspected emergency planning t 
coordination w/bffslte agenci es, rad i a ti on protection* 
staffing training 6 instruments 8< equipment 
NORTH, H a Region 3, San Francisco, Office of the Director 

BOOKiH E Region 5, Ban Francisco, Fuel Facility b Hatarlals 

Qafety Branch 79/05/85 5pp 


7907260270 Notifies that written responses to IE Bulletin 79--15, Buppl 
1, should be -dlrectad to IE Div of Reactor Const Insp 
ENOELKENtR H, Region 5, Ban Francisco, Office of the Director 
79/07/10 Ip ’ 


a Reportable occurrences, LERs it related correspondence 


7906800052 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor 

ENOELKENiR H Region 5, Ben Francisco* Office of the Director 
79/05/29 Ip 


)7190423 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
:iaiB IE Equipment <Def Icienc t es in Environ Qualif 1 cation of 
hBGO fiolenoid \/alvei) " No action required 

iNOELKCN* R. H Region 5* Ban Franc lico* Office of the Director 
79/06/06 Ip 


7907020202 Forwards PN0-79-67AR 

ENOELKEH,R K Region 5, San Francisco, Office of the Director 
79/06/05 ip 


79D7030191 Feruiards PN0-79-67AS 

ENOEtKEN*R H Region 3, San Francisco* Office of the Director 
79/06/13 Ip 


79Q7030232 Forwards PN0-79-67AT4 "Nuclear Incident at TMI '• 

ENGELKENtR H Region 5* San Francisco, Office of the Director 
79/06/19. ip. 


07060089 Forwards IE Info Notice 79-15, "Deficient Procedures " Ho 
action required 

ENOELKENfR H Region 5, ean Francisco, Dfflc* of the Director, 
79/06/07 Ip 


790702Q265 Forwards IE Info Notice 79-14, "Safety C lassif 1 Cation of 
Electrical Cable Support Sys " 

Region 5, 8an Francisco, Office of the Director, 

/06/11, ip 


0860 Forwards IE Insp Rapt 50-275/79-14 on 7905t4-31.No 
Oflipllanca noted. 

Region 5* San Franc itcq, Reactor Operations Nuclear 
'rt Branch 79/06/14. 8pp 


7707050531 forwards PNQ-79~67Ali 

ENOELKENi R H Region 5* Ban Francisco* Office of the Director 
79/06/26# Ip. 


7907130304 Foruards PM0-79-67AV 

ENOCLKeN, R H Region 5, Ban Francisco, Office of the Director 
79/0 r/03. Ip. 


U Congress 1 ana 1 /Exec utiv* Corretpondence 


7907100631 Responds to 790330 request for investigation Into accident 
at TMI B< comparison of facility daslgns. Investigations are 
under way. For wards IE bulletins ralevant to facility !< 
public announcement re TMI task force 
KENDRIE,>I II. Commission 79/06/S8 8pp 
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7907IB06./3 full & imniedlatfi Investigation Into TMI accident h 

analtjsi-tt np c<}irtparati vo structural 8« operational design of 
facilities 

PAKETTA. L G House of Rep 77/03/30 ip 

770V3I0145 Resfonds to 790i01 Itr re constituent concerns over 
facllitias Olscuoses measures taken to prevent Class 9 
a cd d an ti 1 fi i sml c problems it atnergoncg response procedures 
ODSBICKrU V Office of the Executive Director for Operations 
79/OA/29 2pp 


'-7707310160 Urges NFIC to revieu Class 9 accidents i, seismic problems h 
to re— evaluate emergency response procedures at facilities 
LAODMARBINQ» n J House of Rep 77/06/01 Ip 


DOCKET &Q'-a76 GEORGIA TECH RESEARCH REACTOR 
0 Inspection reportsi. IE Bulletins & correspondence 


7907100114 Toruard* lE Circular 77-00. "Attempted Extortion - Low 
Enriched U No action required 

O'REILLVji J P Region 2. Atlanta. Office of the Director 

79/03/10 Ip 


7907a30'100 Forwards IE Info Notice 79-16. '’Nuclear Incident at TMI " 
No action required 

O^REILUV. J P Region 2. Atlanta. Office of the Director 

79/06/82 Ip 


7907240464 Forwards IE Info Notice 79-18. "Skylab Reentry “ No action 
required 

O’TIEILLY. J P Region ’ 2 . Atlanta. Office of the Director 

79/07y06 ip 


DOCKET 30-277 PEACH DDTTOM ATOMIC POWER STATION. UNIT 3 
F Becurity. medical, emergency 1< fire protection plans 


7907X10333 Forwards luppl to fire protection study safe shutdown 
analysis Discusses items contained in NRC 781117 Itr re hot 
h cold shutdown analysis Mill Implement improvements to 
enhance safe shutdown capabilities 

DALTROFF. 8 L Philadelphia Electric Co 79/07/03 3app 


O Adjudicatory torr a spondance 


7907160131 Requests suotmary disposition of intervernors Ecology Action 
of Osuogo t( Northarn TKundar. Inc Deficienciat 7 6 30 re 
Perkins record. Dof i clenci as do not raise genuine issue of 
mail f ae t. Cart 1 f i ca to of Sve end 
DORDCNiCh.DH Branch 4 77/09/33 29pp 


7907-070171 Notlfias of ty pograph leal errors in Hat Ed joint 
motion for summary disposition re radon issues Mistakes wera 
In a-ccojTipany litg affidavits 

GlLDCROi E Bhauji Pittman. Potts, it Trowbridge 77/06/09 9pp 


7907180188 Responds to utils motion for summary disposition re radon 
Iseuaa Tuenty-ana alleged deficisneies in Parkins record 
advanced by Intarvenars are supported In part U opposed in 
part Certificate of 8vc end 

SORDENiCKrO K , LEWIS. B. H Branch 4 79/06/14 27pp 


J Insurance it indemnity information 


79071308S6 Forwards Endorsamints 69-87 to NELIA Policy NF-140 it 
Endo-rsaments 42^44 to HAELU Policy NF-67 
DRADLEYfE J. Philadelphia Electric Co. 79/07/07, 7pp 


7907130374 Forwards axacuted Amend 20 to Indemnity Agreement B-3B 
llRADLEYi E J Philadelphia Elaetric Co 77/07/07. 3pp 


P Operating License stage documents St correspondence 


7707360069 Discusses plans to install communication links between NRC 6 
nuclear facllltias for emergency use, Direct lines from each 
facility to NRC "headquarters U regional ofc will communicate 
operational environ info. 

OniEn.B, Hp Region 1. Philadelphia. Office of the Director, 
79/03/22 3pp. 


,7907110698 Nott-ce of issuance of Amend 94 to Licenses DPR-44 l< DPR-96. 
as requested in vtil 790430 application. Amend revises 
dafinttion section of Tech Spec to extend ipecifled time 
interval to coincide w/rifueling cycle length, 

IPPOLlTOi T. A, Operating Reactors Branch 3 (Pre 790633) 

79/06/06. 2pp 


7907130180 Forwards Amends 94 8. 94 to Licenses DPR-44 U DPR-5&. 
respectively, 6 notice of issuance h availability 
IPPOLITO, T A Operating Reactors Branch 3 (Pre 790629) 

77/06/06 3pp 


— 7907130190 Amends 94 it 94 to Licenses DPR-54 6 DPR-96. respectively, 
revising Tech Specs to extend specified time intervals re 
surveillance testing frequency to coincide w/refuellng cycle 
length of 19 months 

IPPDLITO. T A Operating Reactors Branch 3 (Pre 790635) 

79/06/06 Bpp 


—’7707120200 Notice of issuance 6 availability of Amends 34 6 94 to 
Licenses DPR-44 & DPR-96 j respec tl ve ly 

IPPOLITO. T A Operating Reactors Branch 3 (Pre 790625) 

79/06/06 app 


7907290014 Forwards NURE0-0560 j "Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by B&W '• W/o end 
ORlMESi B K Assistant Director for Engineers U Projects (Pro 
770629) 79/06/ il 2pp 


7907180B88 Forwards request for addl info re degraded grid voltage in 
order to review util 771222 submittal 
LAINA3.0 Plant Systems Branch 79/06/13 3pp 


7907290107 Forwards Amends 99 it 95 to Licenses DPRi-44 h DPR-56. 
respectively . safety evaluation l< notice of issuance Ic 
aval labi 1 1 ty 

IPPOLITO. T A Operating Reactors Branch 3 (Pre 790635) 

79/06/15 2pp 


—7907250110 Amends 55 6 99 to Licenses DPR-44 & DPR-56. respective! y. 
revising Tech Specs to permit decrease in discharge pressure 
of high pressure sve water pumps from 280 to 233 pslg 
IPPOLITO. T A Operating Reactors Branch 3 (Pre 790625) 

79/06/15 IBpp 


—7907250119 Safety evaluation supporting Amends 95 6 99 to Licenses 
DPR -44 h DPR-56. respectively 

a Operating Reactors Branch 3 (Pre 790629) 79/06/15 4pp 


‘'-7907250116 Notice of issuance 6 availability of Amends 95 it 95 to 
Licenses DPR-44 L DPR-56i respectively 

CLARK. R J Operating Reactors Branch 3 (Pre 790629) 77/06/15 

2pp 


7907110466 Submits info requested by NRC re control sys characteristics 
for usa in transient simulations Control sys characteristics 
not required for evaluation of flux 6 pressure response for 
turbine trip experiments 

COOK. K W General Electric Co .Nuclear Energy Products Dlv 
77/06/29 lOpp 


7907120361 Forwards ‘'Chlorine Minimliatlqn Study. 1970 " 
giLLSEY. U D Philadelphia Electric Go 79/07/06 Ip 


—7907120368 "Chlorine Minimi jatlon Study. 1970 " 

* Philadelphia Electric Co 79/07/06 i4pp 


0, Inspection reports, IE Bulletins li correspondence 


7907020070 Responds to IE Bulletin 79-OB No Tech Spec changes required 
or anticipated 

DALTRQFFrS L Philadelphia Electric Co 79/09/14 ip 


7907090446 Supplements response to IE Bulletin 79-OS Review under way 
No Tech Spec changes anticipated 

DALTROFF. 8 L Philadelphia Electric Co 79/09/14 Ip 


7907060401 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/05/82 Ip 


7907090009 Responds to IE Bulletin 79-10 Submits requall f Icatlon 
training program statistics 

QALLAOHER. J. M Philadelphia Electric Co 79/09/33 3pp 


7907180914 Completes responses to IE Bulletins 70-12. 70"-12A fc 70-12B re 
atypical weld metl Chicago Bridge 6 Iron rept was sent to 
NRC on 790434 

OALLAOHER.JN Philadelphia Electric Co 79/05/23 2pp 


7907030093 Forwards IE Info Notice 79-13. 'Hnd icatlon of Low Water 
Lave) In Oyster Creek Reactor, *’ No action required 
DRIER. 8. H Region 1. Philadelphia. Office of the Director 
79/05/29 Ip 
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K>131 F<jriiidrd» IE Dolletln 79''J2* "Qhor^ Ptriod SerJm* At DHft 
lltlffs “ Action required 

iRi 3 H Region !« PhlkadelphiA* □ffice of the Director 

15/31 Ip 


'0030 Cojnplates reeponse to IE Bulletin 79-03 Mo fpooit 
by Youngetaum l^eldlng If EnglneerlTig Co are installed in 
ty-related sys 

ROFF.SL PhlladelpMa Electric Co 79/0di/<>d> tp 


0074 FoTfjrarda -tuppl IE Bulletin 79-OlAi "Environ Qualification of 
a IE Equipment < Def Ic lone ies in Environ Qualification of 
I Eolanoid \/alvec) ” Action roqulred 

R.B H Region li PhiUdelphia. Office of the Director. 

<6/06 Ip 


01?i Foruards lE Info Notice TT'-lS* "Heflclent Pracedurea *’ Mo 
on required 

Rj B H Region !■ Philadelphia# Office of the Director 
6/0-7 Ip 


0633 Ach receipt of 790310 Itr Informing NRO of ateps taken to 
ect violatiane noted In IE Insp Repts 50“a77/79“'l I ti 
78/ 77-1 a 

NER# E J Region If Ph i 1 ad e 1 p h ISf Reactor Operations Nuclear 

ort Branch 79/06/15 ip 


110644 Responds to NRC 790480 Itr re violations noted In IE Insp 
pti 50-877/79-1! 6 80-376/79-12 Corrective actions 
locked valves secured 6 procedures to he revised 
LLAOHERiJ If Philadelphia Electric Co 79/05/10 4pp 


0710 Act receipt of 790430 Itr informing NRC of -steps taken to 
ect violations noted in 16 Imp Repts 50-277/79-04 & 

73/79-03 

RfB M Region ii Philadelphia! Office of the Director 
6/15 Ip 


110719 Responds to NRC 790SS2 Itr re violations noted in IE Imp 
pts 50-277/79-04 & SO-270/79-03 Corrective actions test 
ocedures & tests completed h addl mgt controls 
piemen ted 

.TROFFiS L Philadelphia Electric -Co 79/04/30 2 pp 


5381 Forwards lE Info Notice 79-17* "Source Holder Assembltj 
ge from Hisflt Between Assently 6 Reactor Upper Orid 

5 " 

?# B H Region If Philadelphia) Office of the Director 
!i /20 Ip 


5693 Forwards IE Bulletin 79-02/ Revl s 1 on !j "Pipe Support Dame 
r Oetlgnt Using Concrete Expansion Anchor Dolts *' 

>n required 

ti D H Region I# Philadelphia# Office of the Director 
k/ 21 . Ip 


)19S Forwards JE Circular 79-09i "Occurrences of Bp! It or 
sured Regulator Diaphragms in Certain Self-Contained 
;hlng Apparatus. " No action required 

l« 0 H Region 1# Ph 1 ladelph la. Office of the Director 
>/23 t p 


7907190799 Forwards !E Bulletin 79-l4i "Seismic Analysis for As-Qul 1 1 
Safety-Related Piping Sgs " Action required 

QRlERi Q H Region 1« Philadelphia# Office of the Director 
79/07/02 Ip 


7907250521 Forwards IE Info Notice 79-16# “Skylab Reentry " No action 
required 

DRIER. B H Region 1# Philadelphia# Office of the Director 
79/07/06 Ip 


79072 7 0356 Forwards IE Oulletin 79-15. "Deep Draft Pump Deficiencies ** 
Action required 

ORIER.B K Region 1. Philadelphia. Office of the Director 
79/07/11. ip 


7907310929 Forwards IE Circular 79-13# "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
ORIER.B H Region 1# Philadelphia. Office of the Director 
79/07/16 Ip 


R Periodic operating reports Sc related correspondence 


7907130429 Forwards monthly oporatlng rept for June 1979 
COONEVcM J Philadelphia Electric Co 79/07/10 Ip 


— 7907130431 Monthly operating rept for dune 1979 

ALDEN.WM Philadelphia Electric Co 79/07/10 0pp. 


S Reportable occurrences. LERs & related correspondence 


7907050221 Confirms 79051B telcQH w/Oreeman re inoperable startup 
electrical source u/lnopersble diesel generator Caused by 
hydraulic fitting leak on diosel governor Governor leak 
repaired 

FLEI 8 CMNANN. R Philadelphia Electric Co 79/05/lB Spp 


7907190003 RO 2-79-26/lP on 790524 offgas stock radiation monitor 
sample sys Inoperablo for 9-h (< plant shutdown not 
initiated Caused by broken belt on operating stack gas 
sample pump Other pump put in sve 

ULLRICH. NT Philadelphia Electric Co 79/05/24 2pp 


7907300115 no 3-79- 13/Ip On 790613 w/Unit 3 at 98X power, main steam 
relief valve 1 if ted# caus ing torus water vol to exceed 
Tech 9pec limits Reactor was manually scrammed Cause 
unknown Main steam relieF valve will be replaced 
ULLRICH. M T Philadelphia Electric Co 79/06/14 2pp 


7907190331 RD 2-79-32/ IP on 790626 as followup to IE Dull a tin 79-02 
Revision I#92 Class I supports identified as possibly 
falling during DDE Caused by Inadequate design Mods will be 
imp 1 ementffd 

ULLRICM.NT Philadelphia Electric Co 79/06/27 2pp 


7907170102 L 6 R 79-030/03L-0 on 790611 during surveillance testing of 02 
analyser primary containment Isolation valves# valve 8V2671B 
failed to close Caused by binding of piston In valve body 
Valve internals were rebuilt 6 test successfully performed 
CDONEViK J Philadelphia Electric Co 79/07/11. Ip 


>526 Forwards IE Bulletin 79-13. "Cracking in Feeduiater Sys 
ig " No action required 

ti B H Region 1# Philadelphia. Office of the Director 
i/25 ip 


)0B9 Ack receipt of 790411 Itr Informing NRC of steps taken to 
!ct violations noted in IE Imp Rppts 50-277/70-17 ii 
^0/7B-21. 

liO H Region 1# Philadelphia# Fuel Facility It Materials 

*y Branch 79/06/25 Ip 


7907100804 Forwards LER 79-032/01T-0 

COONEY 4 M J Philadelphia Electric Co 79/07/11 2 pp 


—7907180509 LER 79-032/OtT-0 on 790626* during analysis of Belsmic 
Category 1 supports# discovered that 100 supports are safety 
deficient Caused by Inadequate Initial support design Pipe 
support mod expected to be completed by 790713 
COONEY# M 0 Philadelphia Electric Co 79/07/11 Ip 


7907270206 Forwards LER 79-03 I /03L-0 

COONEY. a. J Philadelphia Electric Co 79/07/20 3pp 



IS0093 Responds to NRC 700023 !tr re violations noted in IE Insp 
ts 30-277/70-17 h 50-270/70-21 Provides updated schedule 
* const work 

•TROFFiS L Philadelphia Electric Co 79/04/iJ _ 2 pp 


—7907270221 LER 79-031 /03L-0 an 790622 during electrical storm, lost 
main stack sampling sys tt automatic initiation capability 
Caused by blown fuses From lightning-induced electrical 
transient Fuses replaced 

COONEY. H J Philadelphia Electric Co 79/07/20 Ip 


200 Forwards IE CIrcblar 79 - 10 # "PI pef Ittlngs' Mf 9 from ^ Congressional/Executive Correspondence 

•ptabls Hail " No action required 

■ 6 H Region 1 . Philadelphia# Office of the Director 

/26 Ip. 79071B0696 ftesponds to 790507 ktr re facilities In light of accident at 

TMI Forwards actions taken at facilities as result of TMI 
incident# 

HEKDRIEfU. N Commission 79/06/20 3pp 


031 Forwards IE Circular 79-12. '^Potential Diesel Generator — 79071Q0713 Requests thorough insp of facilities In light of accident al 

'n Problem " No action required TMI Requests info ra exact steps being taken to guard 

»D H Region 1# PhUadelpbiai Office of the Director. against TMI-type accident at facilities 

ROTH. W-V, Senate 79/05/07 Ip 
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DOCKET 50-27B PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F Secorltij, medlcali emergency & fire protection plane 


7“?07llOSa3 Forwards suppl to fire protection study safe shutdown 
analysis Discusses items contained in NRC 781117 Itr re hot 
tf cold shutdown analysis Hill implement improvements to 
enhance safe shutdown capabilities 

DALTRDFFi 8 L Philadelphia Electric Co 79/07/03 3Bpp 


0 Adjudicatory correspondence 


7907160131 fieciuests summary disposition of intervernors Ecology Action 
of Oswego b Northern Thunderi Inc Deficiencies 9 & 20 re 
Perkins record Deficiencies do not raise genuine issue of 
matl fact Certificate of 8vc end 
BORDENICK, B M Branch 4 79/05/23 29pp 


7907090171 Notifies of typographical errors in Mot Ed joint 
motion for summary disposition re radon issues Mistakes were 
in accompanying affidavits 

SILDERO, J E 8hawi Pittmani Pottsi L Trowbridge 79/06/03 9pp 


7907180168 Responds to utils motion for summary disposition re radon 
issue* Twenty-one alleged deficiencies in Perkins record 
advanced by intervenors are supported In port opposed In 
part Certificate of Sve end 

BORDENICK.D M . LEWISES H Branch 4 79/06/14 29pp 


J Insurance & Indemnity information 


7907130326 Forward* Endorsements 83-07 to NEUIA Policy NF-140 & 
Endorsements 42-44 to MAELU Policy MF~67 
BRADLEY, EJ Phi ladelph la El ectr i c Co 79/07/09 7pp 


7907130374 Forwards executed Amend 20 to Indemnity Agreement B-20 
BRADLEY, EJ Philadelphia Electric Co 79/07/09 3pp 


P Operating license stage documents (< correspondence 


79D736D069 Discusses plans to Install communication links between NRC & 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headciuartors & regional ofc will communicate 
operational environ info 

ORlERrD H Region 1, Phi ladelph ia, Office of the Director 
79/0S/22 2pp 


7907110698 Notice of issuance of Amend 34 to Licenses DPn-44 U DPR-56( 
aa re<iuested in util 790430 application Amend revises 
definition section of Tech Spoc to extend specified time 
Interval to coincide w/refueling cycle length 
IPPOLlTOd A Operating Reactors Dranch 3 iPre 790623) 

79/06/06 2pp 


7907120180 Forwards Amends 34 t* 34 to Licenses DPR-44 & DPR-S6i 
raspec tlvely, notice of issuance & availability 
IPPOLITQpT^A Operating Reactors Branch 3 iPre 790623) 

79/06/06 3pp 


— 7907120190 Amends 34 34 to Licenses DPR-34 I, DPR-S6, respect Ivelg, 

revising Tech Spec* to extend specified time intervals re 
surveillance testing frequency to coincide u/refu<ling cycle 
length of 18 months 

IPPOLlTQiT. A Operating Reactors Branch 3 (Pr* 790623). 

79/06/06. 8pp 


-“7907120200 Notice of issuance tt availability of Amends 34 & 34 to 
Licenses DPR-44 tc DPR-36, respec tively, 

IPPOLITDfT A Operating Reactors Dranch 3 iPre 790623). 

79/06/06 2pp 


7907230014 Forwards NUREO-0560, "Staff Rapt on Generic Assessment of 
Feedwater Transients in PWRs Designed by B^Vf. " W/o end 
ORIMCSiB K Assistant Director for Engineers Projects (Pre 
7906231 79/06/ li 2pp 

7907180888 Forwards request for addl Info re degraded grid voltage In 
order to review util 771222 submittal 
LAlNASr 0. Plant Systems Dranch 79/06/13. 3pp 


7907230107 Forward* Amend* 55 tt 33 to License* nPR-44 & DPR-36, 
respectively, safety evaluation & notice of issuance & 
avai labi 1 1 ty 

IPPOLITO, T A Operating Reactors Branch 3 <Pre 790625). 

79/06/15. 2pp 


— 7907230110 Amends 33 E< 35 to Licenses DPR-44 & DPR-S6< respective 1 y , 
revising Tech Specs to permit decrease In discharge pressure 
of high pressure sve water pumps from 2BD to 233 pslg 
IPPOLITO, T A Operating Reactor* Branch 3 (Pre 790623) 

79/06/15 IBpp 


—7907230115 Safety evaluation supporting Amend* 35 6 55 to Licenses 
DPR-44 8, DPR-56. respectively 

* Operating Reactor* Branch 3 <Pr* 790623) 79/06/13 4pp- 


— 7907230116 Notice of issuance t< availability of Amends 33 6 53 to 
Licenses DPR-44 8< DPR-S6, respec tively 

CLARK, R J Operating Reactors Dranch 3 (Pre 790623) 79/06/13 

241 P 


7907120361 Forwards “Chlorine Mlnlmliatlon Study, 1978 " 
urLL8EY,W D Philadelphia Electric Co 79/07/06 Ip 


—7907120360 “Chlorine Mlnimijatlon Study. 1970 " 

* Philadelphia Electric Co 79/07/06 I4pp 


0 Inspection reports, IE Bulletins & correspondence 


7907020090 Responds to IE Bulletin 79-00 No Tech Spec changes required 
or anticipated 

DALTROFF, B L Philadelphia Electric Co 79/05/14 Ip 


7907050446 Supplements response to IE Bulletin 79-00 Review under way 
No Tech Spec changes anticipated 

DALTROFF, 8 L Ph i ladelph la Electric Co 79/05/14 Ip 


7907060401 Forwards IE Bulletin 79-11. "Faulty Overcorrent Trip Device 
In Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

GRIER. B H Region 1, Philadelphia, Office of the Director 
79/03/22 Ip 


7907090089 Responds to IE Bulletin 79-10 Submit* roqual 1 f Uation 
training program statistics 

GALLAGHER, J N Philadelphia Electric Co 79/03/23 3pp 

7907180914 Completes responses to IE Bulletins 78-12, 70-12A 7B-13D ro 

atypical weld matl Chicago Bridge It Iron rept was sent to 
NRC on 790424 

GALLAGHER. JW Philadelphia Electric Co 79/03/23 2pp 


7907030033 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " No action required 
ORIERiD H Region I. Ph 1 Udelphia, Office of the Director 
77/05/29 Ip 


7907200131 Forwards IE DuUotln 79-12, "Short Period Scrams at DWR 
Facilities " Action required 

GRIER, B K Region 1, Philadelphia, Office of the Director 
79/03/31 Ip 


7907190080 Completos response to IE Bulletin 79-03 No spools 
mfg by Youngstown Welding Engineering Co are installed in 
laf ety-relatcd sys, 

DALTROFF, B L Philadelphia Electric Co 79/06/06 Ip 


7907190094 Forwards suppl IE Bulletin 79-olA, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

GRIER, B H Region 1, Philadelphia. Office of the Director 
79/06/06 Ip 


7907060121 Forwards IE Info Notice 79-13, "Deficient Procedures " No 
action required 

0R1ER,B H Region 1, Philadelphia, Office of the Director 
79/06/07 Ip 


7907110633 Ack receipt of 790310 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-11 it 
50-278/79-12 

BftUNNERfE J Region I, Philadelphia, Reactor Operations Nuclear 

Support Dranch 79/06/13 ip 


— 7907U0644 Respond* to NRC 790420 Itr rs violations noted tn IE Imp 
Repti 30-277/79-11 6 S0-27B/79-12, Correc tlve actions, 
unlocked valves secured & procedures to be revised 
0ALLA0H£R,J W Philadelphia Electric Co 79/03/10 4pp 


7907110710 Ack receipt of 790430 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-04 U 
30-278/79-03 

GRIER, B H Region h Philadelphia, Office of the Director 
79/06/13. Ip 
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—7907110719 fto»pond% to KRC 7902^2 Itr I'a vioJ 4 tiont notffd in IE !ii»p 
Hepti SO-277/79-04 & 5O’-270/'79-O3 Carrectiv* action* teit 
procedure* S( fcett* corttplet*d & addl mst coritrols 
i^p lemonted 

D^LTRCFTfS t Ptiiladelphia EloctrU Co 79704/30 Spp 


7907110391 Forward! IE In^o Notire 79-17. "SqurcB Hokdar Ascemblv 
from Misfit DfftuiBon AssvBnbJy- & Reactor Upper Orld 

Plate 

QRlERj □ H Region 1» Philadelphia! Office of the Director 
79/Ofc/aO Ip 


7907230^93 Foruards IE Dulletin 79-02i Hevis 1 on 1, “Pipe Bupport Base 
Pk^te Design* Using Concrete Eipanslort Anchor Bolts 
Action required 

ORlEAi D H Region 1. Philadelphia! Office of the Director 
79/Oii/ai Ip 


7907S4019Q Forwards IE Circular 79-09! “Occurrences of Split or 
Punctured Regulator Diaphragm in Certain 8el f-Canta Incd 
Breath (ng Apparatus “ N't) action required 

ORIER.D H Region I, Philadelphia. Office of the Director 
77/06/23 Ip 


790712092/^ Forwards IE Bulletin 79-13. "Cracking In Feetfualer S^s 
Piping “ Mo action required 

CRIER! □ H Raglon Ji Philadelphia. Office cf the Oirecior 
79/06/23 Ip 


7907290009 ACkc receipt Of 79Q4IJ ) tr informing KRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/78-17 U 
50-37B/7S-21 

SHITK.Q H Region 1. Philadelphia. Fuel Facility 1< Materials 

Safety Branch 79/06/25 ip 


—7907250093 Responds to HftC 700823 J tr re violations noted In IE Intp 
Repts 90-277/78-17 & S0'^87D/7a-2i Provides updated schedule 
for const work 

DALTRCFP. 8 L Ph i lodel phi a El ec trie Co 79/04/11 3pp 


7907060200 Forwards IE Circular 79-10 j “Pi pef itting s Mfg from 
l/naccBp tab I e Matl " No action required 

CnjER.O If Region 1> Phlladelphiai Office of the Director 
79/06/26 k p 


7907110031 Forwards IE Circular 79-12. “Potential Diesel Oenerator 
Tur bocharg ft* Problem " No action required 

ORlERiD H Region I. Philadelphia. Office of the Director 
79/06/28 Lp 


79071B0799 Forwards IE Bulletin 79-14. “Beismic Analysis for As-Built 
Saf etg-Related Piping Sgs “ Action required 
ORlERiD H Region i. Philadelphia. Office of the Director 
79/07/02 lp 


7907250321 Forwards lE Info Notice 79-10! “8kglati Reentry. ■' No action 
required. 

ORIERjD H Region i. Phllade Iph lei Office of the Director 
79/07/06 lp 


7907270358 Forwards IE Bulletin 79-15. “Deep Draft Pump Deficiencies " 
Action required 

ORIER.D II Region 1. Philadelphia. Office of the Director 
79/07/11 lp 


7907310328 Forwards IE Circular 79-l3i "Raplacement of Diesel Fire 
Pump Starting Contactors ” No action required 
0R1ER.8 n Region 1. Philadelphia! Office of the Director. 
79/07/16 lp 


R Periodic operating reports Ic related correspondence 


7907130428 Forcjards monthly operating rept far June 1979 
COONEY, li J Philadelphia Electric Co 79/07/10 lp 


— 7907130431 Monthly operating rept for Wun* 1979 

AUDEN. if M Philadelphia Electric Co 79/07/10 8pp. 


8 Rcportabla occurrences. UERs It related correspondence 


■>07050221 Canflrms 790510 tel can u/Greetnan re inoperable startup 
■lectrical source w/lnaper«bia dlasel generator. Causad by 
hydraulic fitting leak on dtecel governor. Governor leak 
'■paired. 

iEiaCHHANN. R Philadelphia Electric GP 79/05/18 2pp. 


7907300115 RO 3-79-13/ Ip on 790613 Li/Unit 3 at 95'X power, main staam 
relief valve 1 1 f ted. caus Ing torus water vol to exceed 
Tech Spec limits Reactor was manually scrammed Cause 
unknown Main steam relief valve will be replaced 
ULLRICH. H T Philadelphia Electric Co 79/06/14 2pp 


7907190367 HO 5-79-19/IP on 790621 anchor associated w/rsactor core 
isolation cooling piping had two holts that could not 6« 
torqued Caused by lin.proper installation of wall anchor 
bolts Anchors replaced 

ULLRICHiM T Philadelphia Electric Co 79/06/22 2pp 


7907190406 HO 5-79-20/ IP on 790621 reactor removed Prom sve due to loss 
of condenser vacuum reccmblner sy s Primary coolant pressure 
reduced Caused by introduction of non-c ondeniih 1 e gases 
w/s Ignlf 1 cant fission inventories into condenser 
ULLRICH. ti T Philadelphia Electric Co 79/06/22 2pp 


7907090296 Forwards LER 79-01 3/0 lT-0 

CODNEV. M J Philadelphia Electric Co 79/06/27 Ip 


— 7907D9029& LER 79-013/017-0 on 790613 main steam relief valve 
RV3-2-71L 1 Ifted. causing torus water vol to exceed Tech Spec 
limit by 2 6X Reactor manually scrammed Valve replaced L 
sent to Nllov determine cause for Failure 

COONEY. M J Philadelphia Electric Co 79/06/27 2pp 


790719D331 RD 2-79-32/lF an 790626 as followup to IE OuUetln 79-02 
Revision Ii92 Class I supports Identified as possibly 
falling during DBE Caused by- Inadequate design Mods will be 
implemented 

UULRJCH.WT Philadelphia Electric Co. 79/06/27 2pp 


7907120592 Forwards LER 79-020/01 T-0 

COONEY. M J Philadelphia Electric Co 79/07/06 3pp 


—7907120597 LER 79-020/017-0 on 790621 radioactive release rate at main 
stack during plant startup exceeded Tech Specs Caused by 
deficiency in procedure for depre tsur 1 i atlon following 
shutdaun Investigation underway to Improve procedure 
CaONEY. M J Philadelphia Electric Co 79/07/06 Ip 


7907170157 Forwards LER 79-019/01 T-0 

COONEY. M J Philadelphia Electric Co 79/07/06 2pp 


—7907170166 LER 79-019/017-0 on 790621 during seismic support Insp 
program, reactor core isolation coo-ling piping anchor 
discovered to have two bolts that could pot be torqued 
Caused by Improper installation of bolt shells 
COONEY. M J Philadelphia Electric Co 79/07/06 lp 


7907230522 Discusses LER 79-017/03L-0 Uhlle reactor subcritical U Uss 
than 212 F.maln steam line D radiation monitor Hl-Hi trip 
failed Caused by dirty trip relay or dirty test switch 
contacts. Ropea ted testing corrected condition 
COONEY.M J Philadelphia Electric Co. 79/07/09 Ip 


7907ieD504 Forwards LER 79-032/01 T-0. 

CDONEY.M J Philadelphia Electric Co 79/07/11. 2pp 


—7907180509 LER 79-032/01T-0 on 790626 during analysis of Seismic 
Category I supports. discovered that tOO supports are safety 
deficient Caused by inadequate initial support design Pipe 
support mod expected to be completed by 790713 
CDDNEY.fi J Philadelphia Electric Co. 79/07/U. Ip 


7907270206 Forwards LER 79-031/03L-0 

CDONEY.M y) Philadelphia Electric Co. 79/07/20. 3pp. 


—7907270221 LER 79-031/03L-0 on 790622 during elsctrical storm. lost 
main stack sampLlng sys automatic initiation capability. 

Caused by blown fuses from 1 igh tnlng-inducad electrical 
transient Fuses replaced 

COONEY. M J Philadelphia Electric Co, 79/07/S0 Ip. 


7907270238 LER 79-016/03L-0 on 790628. while at power, routine 
turvalllance test revealed setpoint of Switch 2 was below 
Tech Spec min Caused by Barton Model 288 instrument out 
of callbr from drift. Instrument recalibr, 

CDONEY.M J. Philadelphia Electric Co. 79/07/24 Ip. 


7907270247 LER 79-01 a/OOL-O on 790630 during surveillance testing, 
reactor water sample line isolation valve failed to close. 

Caused by lack of valve operator spring tension Valve 
operator spring tension was Increased. 

CDONEY.M J, Philadelphia Electric Co. 79/07/24. lp 
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U Can i ana 1 /Ex cc ut 1 VC Correspondence 


79O710O69A Responds to 790S07 Itr re facilities in light of accident at 
TUI Forwards actions taken at facilities as result of TMI 
Inc 1 dent 

MENDRtEiJH Commission 79/06/2B 3pp 


— 7907480713 Requests thorough insp of facilities In light of accident at 
TMI Requests info re exact steps being taken to guard 
against TMI typo accident at fadHties 
ROTH»W V Senate 79/05/07 Ip 


DOCKET 50-aa0 SLPRRY POWER STATION. UNIT 1 


G Adjudicatory correspondence 


790712D2G-4 Ack receipt of 790313 Itr cemmentirg on shutdown of five 
nuclear power plants in eastern US Objoctivo is to review 
situation in expedited & disciplined manner so that plants 
coo be returned to operation 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/S2 Ip 


7907120513 Notifies of receipt of Potomac Alliance 7904IQ petition to 
suspend steam generator repair program Federal Register 
notice end 

DENTON. H R Office of Nuclear Reactor Regulation 79/06/OB Ip 


’>'<7907120532 Notice that action will be taken an Potomac Alliance 790416 
petition to suspend steam generator repair program 
DENTON. H R Office of Nuclear Reactor Regulation 79/06/08 Ip 


— 7907120555 Forwards 790418 petition by Potomac A1 1 lance. Ci tl zens Energy 
Forum.VA Sunshine Alliance Truth in Pouter requesting 
suspension of steam generator repair program & const of 
long-term waste storage facility 

DOllOHERTy. U D Potomac Alliance 79/04/18 2pp 


— 7907120556 Request by Potomac A1 1 lance. Ci 1 1 zens Energy Forum.VA 
Sunshine Alliance b Truth In Power that NRC suspend steam 
generator repair program b const of long-term waste storage 
facility on site 

SOUOHERry. J 0 Potomac Alliance 79/04/18 65pp 


7907130464 Forwards Potomac Alliance 790418 request for order to 
suspend further action on steam generator repair program 
pending preparation of EIS 

DENTON. H R Office of Nuclear Reactor Regulation 79/06/15 2pp 


H General correspondence 


7907420332 Comments on closing of five nuclear plants due to seismic 
testing inconsistencies NRC was unjustly criticized for 
doing right thing 

WASSERBACHr A. E Affiliation Unknown 79/03/26. Ip 


7907060343 Responds to 790314 Itr re shutdown of five nuclear power 
plants because of seismic concerns Seismic design was not in 
accord u/accepted engineering practice Failed piping could 
cause LOCA Plant review is being expedited 

DENTON.H R Office of Nuclear Reactor Regulation 79/05/09 3pp 

— 7907060356 Comments on incidence of seismic activity in northeast US 
SMITH. E T Affiliation Unknown 79/03/14. 3pp 


7907090460 Responds to 790316 telegram re orders closing five 
power plants in eastern U8 Analysis techniques used in 
seiinlc design of saf ety-related piping not in accord 
w/proven b generally accepted engineering proettee 
DENTON. H R Office of Nuclear Reactor Regulation 79/03/21 3pp. 


7907090542 Responds to 790315 Itr re shutdown of five nuclear plants 
plants shut down due to Inadequacy of seismic analysis 
techniques. N/map showing previous earthquakes in area 
DENTON. H R, Office of Nuclear Reactor Regulation. 79/03/24 3pp 


— 7907050548 Expresses outrage at closing of five nuclear power plants 
due to posilhle consequences resulting from earthquakes. 

DRUM. D E. Piter Bent Brigham Hasp 60. Ha ssachuset ts 79/03/15. 

tp. 


7907060293 Responds to 79031S telegram oppaslng plant shutdown due to 
seismic design concerns Forwards earthquake maps 

DENTON. H R. Office of Nuclear Reactor Regulation 79/05/24 3PP 


—7907060299 Opposes shutdown of plants Plants should be allowed to 
continue to operate while seismic Improvements are 
ifeve loped. 

KtIQ.C.M Affiliation Unknown 79/03/i3 ip 


J Insurance & Indemnity information 


7907120074 Amend 8 to Indemnity Agreement Q-45. increasing amount of 
financial protection 

BALTZHAN. J Antitrust b Indemnity Oroup 79/06/28 2pp 


7907170129 Forwards signed b accepted Amend 8 to Indemnity Agreemant 
B-45. ra Islng amount of financial protection 
PROFFITT. W L Virginia Electric b Power Co 79/07/13 3pp 


P Dperatlng license stage documents b correspondence 


7907120400 Responds to 790320 Itr to JM Hendrle re plpestress 
reanalysis Explains seismic analyses techniques to be used 
while plants are shutdown 

DENTON. K R Office of Nuclear Reactor Regulation 79/03/01 2pp 


— ^7907120413 Requests spoady resolution to Issues re facility shutdown b 
ensuing seismic reanalysls 

COLEMAN. M Virginia, State of 79/03/20 2pp 


7907120207 Summary of 790426 meeting u/utlls to discuss Uestlnghouse 
plant design re TMI-2 event 

THADANl.A Reactor By stems Branch 79/03/02 39pp 


7907120033 Summery of 79Q510 meeting w/util b SbkJ re pipe stress 
analysis 

NEICHD0R8. D Operating Reactors Branch 1 (Pre 7906231 79/03/10 

IBpp 


7907030043 Summary of 790522 meeting w/utlls b GbU in Boston. HA 
re review of soil structure interaction methodology 
NEIGHBORS. J D Operating Reactors Branch 1 (Pre 790623) 

79/03/25 3pp 


7907110142 Forwards safety evaluation on environ qualification of 
safety-related cable 

LAINA8.0 Plant Systems Branch 79/03/30 2pp 


•7907110148 Safety evaluation on environ qualification of safety-related 
cable, 

« Plant Byitems Drench 79/03/30 Bpp 


7907110738 Summary of 790324 meeting w/util b 8bN re use of soil 
structure interaction. In pipe stress analyses 
NEIOHBORB. D Operating Reactors Branch 1 (Pre 790623) 

79/08/30 Olpp 


7907130071 Notification of 790603 meeting w/utll in Bethesda.HD to 
discuss util proposal for interim operation of facility 
while completing remainder of plpestress analysis 
NEIOHBORB. J. D Operating Reactors Branch 1 (Pre 790623) 

79/06/01 2pp 


7907240362 Forwards NRG 790604 Itr to Westlnghouse requesting add 1 info 
re small break LOCA analyses b analysis methods NRC will 
eventually require documentation re applicability of 
Westinghoust results to analyses at facility 

8CHNENCER.A Operating Reactors Branch 1 (Pre 790623) 79/06/11 

2pp 


7907230020 Forwards NUREO~0360, "Staff Rept on Oenerlc Assessment of 
Feedwater Transients in PWRs Designed by BbW " W/o end 
ORIMEB. D K Assistant Director for Engineers b Projects (Pro 
790625) 79/06/11 app 


7907130407 Discusses reai>alysis of piping syu Dverall analysis Is of 
greater magnitude than originally thought Large 
percentage of analyses should be completed before startup 
can be permitted Appreciates NRC retponslveneis 
RA<9DNE. 8, Virginia Electric b Power Co 79/06/27. 2pp 


7907310440 Forwards supplemental info to proposed Tech Spec Mod 73 
Revised Table 3 7-3 re radioactive effluent monitoring 
instrumentation should be Included in Bffslte Dose 
Calculation Manual. 

BTAUHNOa.C M Virginia Electric b Power Co 79/07/26 2pp 

7907310253 Forwards supplemental response to NRC 790325 request for 
Info re PUR feedwater 1 Inei. Describes design, fabrication 
history b Insp b operating history. 

STALL 1 NOB. C M. Virginia Electric b Power Co 79/07/27 3pp. 

Q Inspection reports. IE Bulletins b correspondence 


7907020336 Forwards IE Bulletin 79-05B. "Nuclear Incident at 
TMI - Suppl. *■ 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/04/21, 2pp 



74 


DOCKETED ITEMS 


7907110344 Foruaprfa IE Info Notice "Lauor fi-^actor l/essel Head 

Insulation Support Problem " Wo action refiuired 
Q'flEILLViJ P Region S. Atlantai Office o# the Dir-ector 

79/05/07 2pp 


7907300021 Fortuardi IE Imp Repti 5O-20O/79-21 
790514-10 21-aa No noncomp 1 lante noted 

SUTHEI?LANDj J T Region S# Atlanta* Fuel 

Safety flranch 79/05/31 2pp 


t 50-281 /79"32 on 
facility h MaterioU 


7907200404 Forwards IE Imp Rept 50-2&Q/79- 1 7 fe. 30-231/79-25 on 
790403-OA No none oaip 1 1 anc e noted 

LEWIBpR C .Region 2* Atlanta. Reactor □perotion* Nuclear Support 

Branch 79/05/07 Spp 


— 7907200411 IE Insp Ropt 30-260/79-17 1* 50-2B1/79-25 on 790403-0i No 
n one pmp 1 1 anc e noted llajor areas inspected seisiinlc 
reanal^sie of safety-related piping ^ protection of reactor 
plant cortiponentft 

ELROD^S A . CANTRELL. F S Region 2. Atlanta, Office of the 
Director 79/03/04 3pp 


— 7967300020 IE Insp Repts 50-230/79-21 50-201/79-32 on 790314-10 U 

21-22 Mo nortcompl lance noted Major areas Inspected 
radiation protection 

ENALD* 3 C Region 2* Atlanta, Office of the Director 
JENKINSnG R Region 2» Atlanta* Fuel Facility Materials 

Safety Branch 79/03/30 4pp 


7907300075 Forwards IE Imp Repts 30-230/79-19 It 50-231/79-28 on 
79041J&-19 No noncompliance noted 

LEWI8*R C Region 2* Atlanta* Reactor Operations Nuclear Support 

Branch 79/03/31 2pp 


7907230700 Forwards lE Insp Repts 50-280/79-1 i ?< 50-231/79-24 on 
790327-30 No none omp I lane c noted 

BUTNERLANO, J T Region S. Atlanta* Fuel Facility & Materials 

Safety Branch 79/05/lA 2pp 


— 7907230724 IG Insp Repts 50-200/79-16 h 50-2B1/79-24 on 790327-30 Np 
noncompl lane c noted Major areas inspected 

reactor coolant pipe decontamination & radiation protection 
aspects of steam generator replacement project 
EWALDiS E , HOBEV* C M Region 2* Atlanta. Office of the 
Director JENKINB* Q R Region 2* Atlanta* Fuel Facility & 

Materials Safety Branch 79/05/15 5pp 


— 7907300032 IE Insp Repts S0-2B0/79-I9 «< 30-281/79-20 on 790416-19 No 
noncomp 1 lane e noted Major areas inspected seismic reanalysis 
of safety-related piping, Unit 2 retest program* rad iation 
work permit documentation & radiation exposure rept 
ELRGD, 9 A Region 2* Atlanta* Office of the Director 
KELLOOO.P J Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/03/30 6pp 


7907090193 9uppl response to IE Bulletin 79-03 Further investigation 
reveals purchase order for piping contained requirement for 
100*C x-ray of all delivered pipes No abnormal indications 
found Volumetric examination of pipo not needed 
STALLINGS* C H Virginia Electric it Poujor Co 79/06/01 Ip 


7907100222 Forwards IE Circular 79-08, “Attempted Extortion - Low 
Enriched U " No action required 

C'REfLtY, J P Region 2, Atlanta* Office of the Director 
79/05/18 2pp 


7907260004 Forwards IE Insp Repts 5Q-230/79-14 & 50-281/ 79-20 on 
790320-23, noil e 0 of violation *« notice of deviation 
BUTHERLAND. J T Region 2* Atlanta, Fuel FaelUty I* Materials 

Safety Branch 79/05/18 2pp 


—7907260003 Notice pf violation from insp on 790320-23 

e Region 2* Atlanta, Fuel Facility & Materials Safety Branch 
79/09/17 Ip 


—7907260007 Notice of deviation from Insp on 790320-23 

* Region 2, Atlanta* Fuel Facility fr Materials Safety Branch 

79/09/17 2pp 


7907190292 Responds to IE Bulletin 79-02 re pipe support baseplate 
designs using concrete expansion anchor bolte Effect of 
baseplate flexibility was not considered In calculation of 
anchor bolt loads Loads to be recalculated 

STALLINGS* C M Virginia Electric Power Co 77/06/04 7pp 


7907190030 Ac k receipt of 790524 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-BB0/79-08 it 
30-281/79-09 

LENI6*R C Region 2* Atlanta* Reactor Operations Nuclear Support 

Branch 79/06/06 Ip 


--790719006I Responds to NRC 790S01 Itr re violations noted in IE Insp 
Repts 50-200/79-08 U 50-231/79-09 Corrective actions all 
unco-ntrol led Sr unidentified matl inventoried Sr placed under 
uarehouee control 

STALLINOSiC M Virginia Electric 8< Power Co 79/05/24 4pp 


■»07060366 Forwards TE Bulletin 79-11* ^'Faulty Qvercurrent Trip Device 
in Circuit Breakers for Engineered Safety 8y t ” License* 
ictlon required 

I^REILLY.V P Region 2, Atlanta, Office of the Director 
9/05/22 ip 


“790719 0066 Forwards Ig Insp Repts 50-280/79-08 it 50-201/79-09 on 
790213-16 t( notice of violation 

LENIS, R C Region 2* Atlanta, Reactor Operations Nuclear 

Support Branch 79/05/01 2pp 


'72'10276 Forwards IE Insp Rept 90-260/79-20 L SO-201/79-31 on 
'90319-0427 No non C omp 1 ian c e noted 

<EUI8, R C Region 2i Atlanta* Reactor Operations Nuclear 6uppo>rt 

Oranch 79/09/22 Spp 

-7907240279 IE fnsp Rept 50-200/79-20 & 50-28J/79-3I on 790319-0427 No 
noncompl iance noted Major areas inspected plant operations, 
physical protection barri er s, ma Infc followup on LERs & IE 
□u1 Ictin 79-06A 

DLRXE, D J , CANTRELL, F B Region 2. Atlanta. Office of the 
Director 79/05/19 5pp 


7907240619 Forwards results of preliminary review pP licensee responses 
to IE Bulletl-n* 79-06* 06A & 06, Amend 1 Meeting 
o/owners of operating plants having W» stinghouse-designod 
ys iichrdulod for 790530 in DBthesda.MD 
HWENCEfliA Operating Reactors Branch l IPre 790623> 79/05/22 

P 


00062 Responds to IE Bulletin 79-10 Submits requal 1 f 1 cation 
ining program statistics 

iLLINGS, C M Virginia Electric t Power Co 79/03/24 3pp 


7030114 Forwards IE Info Notice 79-13* "Indication of Lav Hater 
^ol In Oyster Creek Reactor “ 

lEILLVuV P Region 2* Atlanta, Office of the Director 
705/29 2pp 


180145 Responds to IE Bulletins 70-12, 7e-12A U 7B-1S8* "Atypical 
Id Matl In Reactor Pressure Vessel Helds Info requested 
11 be forwarded to NRC by 790901 

ILLINGB.C M Virginia Electric 6 Power Co 79/05/29 1? 


“7907190070 Notice of violation from Insp on 790213-16 

« Region 2* Atlanta* Office of the Director 79/04/26 2pp 


—*7907190070 IB Insp Repts 5O-9SO/79-O0 U 50-201/79-09 on 790213-16 
Noncompl iance noted failure to maintain records, fai lore to 
provide identification control of matl, parts components 
6 failure to provide care of items in storage 

BROWNLEE. V L * ASHEN DEN* M C , KELLOOO.P J Region 2* Atlanta* 

Reactor Operations Nuclear Support Branch 79/04/26 llpp 


7907190209 Forwards supp 1 IE Bulletin 79-0 IAj "Environ Bua 1 1 f icatl on o# 
Class IC Equipment iDeflclencies in Environ Qualification of 
ASCQ Bol&noid Valves) " Action required 

O^REILLYi J P Region 2, Atlanta* Office of the Director 
79/06/06 2pp 


7907060069 Forwards IE Info Notice 79-15* "Deficient Procedures *' No 
action required 

O'REILUY, J P Region 2* Atlanta* Office of the Director 
79/06/07 2pp 


79071B0652 Ack receipt of 790531 Itr informing NRC of steps taken ta 
correct violations noted in IE Insp Repts 80-200/79-18 6 
50-201/79-26 

BUTHERLANOr J T Region 2* Atlanta* Fuel Facility it Materials 

Safety Branch 79/06/03 Ip 


—7907100670 Responds to NRC 790310 Itr re violations noted in IE Insp 
Repts 30-2BO/79-IB U 30-201/79-26 Corrective actions tents 
Inspected* procedure HP-BGRP-10 filed & frequency of 
subsurface drain sys sampling changed 

BTALLINOS*C M Virginia Electric it Power Co 79/05/31 4pp 


)0220 Forward* J£ Bulletin 79- Ja* "8hort Period Scrams at BWR 
lities " No action required 

TLLV*,dP Region 2* Atlanta* Office of the Director 
13/31 app 


—7907100679 Forward* IE Insp Rept* 50-200/79-18 If 50-281/79-26 on 
790409-13 St notice of violation 

SUTHERLANDiJ T Region 2, Atlanta, Fuel Facility it Materials 

Safety Branch 79/03/10 2pp 


DOCKETED ITEMS 


7 


— 7907100666 Notice of violation from Insp on 790409-13 

* Region 2, Atlanta* Fuel Facility & Materials Safety Branch 

79/05/10 2pp 


— 7907150693 IE Insp Repte 30-280/79'- IS & 50-281/79-26 on 790409-13 
Noncompliance noted failure to follou test procedures & 
checks of tents- inadequate surveys of subsurface drain 
sys effluent release unposted radiation area 
HQSEVjC M Region 2i Atlantai Office of the Director 
G>IBSaN*A F Region 3i Atlanta. Fuel Facility 6 Materials Safety 

Branch 79/05/07 0pp 


7907240612 Summary of 790605 meeting tj/VEPCO 8S<W in nethesda«MO re 
startup 

NEIOHDORSjJ D Operating Reactors Branch I <Pre 770625) 

79/06/09 3pp 


7907SS0169 Requests that Rogloh 2 measurements van bo granted access 
privileges of "licensee designated vehicle " 

O'BEILLYiJ P Region 2. Atlantai Office of the Director 
79/06/11 app 


S Reportable occurrences* LERs related correspondence 


7907300072 Foruiards Electro-Motive Div <EMD) notice to owners of EMD 
engines reporting possible thrust bearing damage which may 
cause turbocharger failure Suggested IE circular presently 
In concurrence process Relevant LERs end 
CLEMENSDN. F Plant Systems Branch 79/06/01 4pp 


7907200394 RO on 790621 Nestinghouse notified util of none ons erva t 1 sm 
In accident analysts Increase in steam generator ref 
resulted from rise in containment temp not properly 
accounted for Corrective action being evaluated 
STEWART, W L Virginia Electric 6 Power Co 79/06/22 Ip 


7907200392 RQ on 790622 radiography of facility steam generator 
feedwater noixles U reducers revealed crack indications at 
counterbore region ^estinghouse util to evaluate problem 
* Virginia Electric U Power Co 79/06/25 Ip 


7907060291 Forwards LER 79-021 /03L-0 

8TALLIN0B. C M Virginia Electric U Power Co 79/07/02 Ip 


7907020401 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Orid 
Plate ■■ 

D'neiLLY,U P Region 2, Atlanta, Office of the Director 
79/06/20 ip 


—7907060295 LER 79-021 /03L-0 on 79060B during cold shukdounj Isolation 
valve MQV-SW^104C to recirculation spray heat exchanger C 
would not close properly Caused by momentary steam binding 
Valve cycled electrically & returned to sve 
STEWART, M L Virginia Electric 6 Power Co 79/07/02 2p p 


7907120142 Forwards IE Bulletin 79-02, Revl s Ion 1* "Pipe Support Daso 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLViJ P Region 2* Atlanta, Office of the Director 
79/06/21 Ip 


7907300269 Act receipt of 790614 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-2Q0/79-14 6 
50-281/79-20 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch 79/06/81 ip 


''-7907300342 Responds to NRC 790518 Itr re violations noted in IE Insp 
Repts 50-280/79-14 6 50-281/79-20 Corrective actions reactor 
coolant pipe slag removal area posted t decontaminated 
Requests sent for previous exposure records 

BTALLTNOSiC H Virginia Electric & Power Co 79/06/14 5pp 


7907110234 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

O'^REILLY, JP Region 2, Atlanta, Office of the Director 
79/06/22 ip 


7907310043 Forwards IE Bulletin 79-13i ‘'Cracking in Feedwater Bys 
Piping " Action required 

0'RE1LLY,J P Region 2, Atlanta, Office of the Director 
79/06/25 2pp 


7907090372 Forwards LERs 79-022/01T-0 6 79-023/0^-0 

STALLINGS, C M Virginia Electric 6 Power Co 79/07/05 Ip 


— 79070903BO LER 79-022/OLT-0 on 790621 notified by Westinghotise of 
non-conservatism in accident analysis Potential increase in 
steam generator ref log temp not properly accounted for in 
analysis Caused by deficiency in accident analysis 
STEWART, W L Virginia Electric t< Power Co 79/07/03 2pp 


— 79070903B4 LER 79-023/01 T-0 on 790622 cracks discovered in base metal 
weld metal at counterbore regions of steam generators Cause 
undetermined Deviation rept submitted Westinghouse 
contacted ro corrective actions 

STEWART, W L Virginia Electric Power Co 79/07/05 2pp. 


tc 


7907310424 Forwards LER 79-084/03L-0 

STALLINGS, C M Virginia Electric 6 Power Co 79/07/27 ip 


—7907310427 LER 79-024/03L-0 on 790630 64 fire barrier penetrations not 
properly sealed in saf ety-relatod areas Caused by failure to 
properly seal penetrations during initial const Work orders 
Issued fire watches established 

STEWART, M L Virginia Electric t< Power Co. 79/07/27 2pp 


U Cangresslonal/£xetutlve Correspondence 


79071Q0446 Forwards IE Circular 79-12, “Potantial Diesel Generator 
Turbocharger Problem " No action required 
O'REJLLYiJ P Region 2, Atlanta, Offico of the Director 
79/06/20 2pp 


7907300456 Forwards response to Items 2-4 tt 8-11 of IE DulUtin 79-06Ai 
Revision 1 Submits info re primary operator action required 
to prevent voids, changes In startup procedures, conta Inment 
Isolation less of reactor coolant pressure 

gTALLlNG8,C M Virginia Electric 5, Power Co 79/07/06 6pp 


7907310389 Forwards IE DulUtln 79-15, "Deep Draft Pump Deficiencies " 
Action required 

Q'REILLY. JP Region 2, Atlanta, Office of the Director 
79/07/11 Ip 


R Periodic operating reports related correspondence 


7907050286 Forwards 790401-0531 Progress Rept 2 for steam generator 
repair program 

STALLINGS, C. M Virginle Electric Sc Power Co 79/07/02 ip 


“-79070S02B9 "Steam Generator Repair Program, " Progress Rept S for 
790401-0531 

» Virginia Electric b Power Co 79/07/02, 33pp 


7907170002 Forwards monthly operating rept for Juno 1979 

aTALLlNGa,C M Virginia Electric h Power Co 79/07/11 ip 


--7907170004 Monthly operating rept for June 1979 

COSTELLO, □ J . WILSON, J Virginia Electric U Power Co 79/07/01 
42pp 


7907310585 Responds to 790322 Ur re shutdown of facilities due to 
concerns about postulated earthquakes Torwardf FR 
notice summarizing Info which led to 790313 
decision to shut down facilities 
HENDRIE.J h. Commission 79/06/06 Ip 


7907230739 Responds to 790426 memo re shutdown of fac 1 1 Iti es, Forwards 
790514 FR notice re shutdown of five plants due to 
unacceptable pipe stres levels in event of earthquake 
No seismic fault discovered in area. 

0QB3ICK,L V Office of the Executive Director for Operations 
79/06/19 2pp. 


— 7907830752 Notice describing reasons for shutdown of five plants 
CHILK, 8 J Office of the secretary of the Commission 79/05/14 

8pp 


— 7907230757 Forwards B Whitley 790403 Ur requesting info re shutdown of 
facilities U location of seismic fault in area. 

TRIDLE, P Hduee of Rep 79/04/26 2p 


7907180590 Responds to 790323 Ur re shutdown of facilities Non# of 
proposed alternatives would have adequately dealt 
w/sltuation Forwards summary of code verification program, 

IE Bulletin 79--07 it chronology table of pipe stress Issue 
HENDRlEiJ M Commission, 79/06/27 I7pp 


— 7907180633 Reqw#sti info re evaluation of feasibility it ef f oc tlvene«s 
of safe alternative responses to error in seismic codes 
rather than shutdown of facilities Requests info re 
possibility of similar errors at other plants, 

DINOEUL, J, D House of Rep , Interstate it Foreign Commerce 
79/03/23 2p p 
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50-S81 SURRY POWER STATlOri- UNIT 2 


0 Ad ju4 Icatori; corr««^p<Dnd«nc e 


7907120234 Ac k receipt of 790313 i tr comnhenting on. shutdaun of five 
nuclear pauer plants in eastern US QCkjectlve is to revietj 
situation in srpedlted’ tt disciplined otanner bo- that plants 
can be returnttf to operation 

SENfON^KR Office of Nuclear Reactor Regulation 79/05/22 Ip 


7907120513 Notifies of receipt df Potonac Alliance 790416 petition to 
suspend steam generator repair program Federal Register 
notice end 

DENTOMi H R Office of NifClear Reactor Regulation 79/06/00 ip 


-<-7907120932 fjQtice that action lalll be talen on Potomac Alliance 79041B 
petition to suspend steam generator repair program 
DENTONiH R Office of Uucloar Reactor Regulation. 79/06/08 Ip 


-^7907120533 Forwards 790410 petition bg Potomai A1 1 lane o* Ci tl i ens Energy 
Forumj UA Gunihlne Alliance & Truth In Power requesting 
suspension of steam generator repair program tc const of 
long-term uaste storage facility 

DOUflllFRTV,J fl Potomac Alliance 79/04/ IB 2 pp 


—7907120596 Requast by Potomac A1 1 tanee* Ci tl i ens Energy Forumi VA 
Siinshina Alliance i Truth in Pouer that NRC suspend steam 
generator repair program & const of long''term waste storage 
fatuity on site 

COUOHERTY. vJ c Potonfl c A1 1 i ant a 79/04/10 6Spp 


7907130464 Foruards Potomac Alliance 790410 request for order to 
suspend further action on steam generator rapair program 
pending preparation of £13 

DENTDNiH R Office of Nuclear Reactor Regulation 79/'06/J9 2pp 


K Oeneral correspondence 


7907120332 Comments on closing of five nuclear plants due to seismic 
testing Inconsistencies NRC was unjustly criticised for 
doing right thing 

HA38ERDACihA £ Affiliation Untnown 79/03/26 Ip 


7907060343 Responds to 790314 1 tr re shutdown of five nuclear pouer 
plants because of telimlc concerns Seismic design was not in 
accord u/accepted englneeririg practice Failed piping could 
cause LOCA Plant revleu is being expedited 

CENTONrH R Office of iiuelear Reactor Regulation 79/03/09 3pp 


—7907060386 Comments on incidence of seismic activity In northeast US 
BHITH.E T Affiliation Unknown 79/03/14 3pp 


7907090460 Res pcindi to 790316 telegram re orders closing five 
pouer ptanti in eaitern US Analyel*' techniques used in 
selsnic design of lafety-'mla ted piping not in accord 
u/proven it generally accepted engineering pra.ctlce 
DENTON. H n Office of Nuclear Reactor Regulation. 79/05/21 3pp 


7907050342 Responds to 790315 I tr re shutdown of five nuejaar plants 
plants shut ddun due to inadequacy of seismic analysis 
techniques W/map shoeing previous earthquakes In area 
[)£NTON.R B Office of Nuclear Reactor Regulation 79/05/24 Opp 


—7907050340 Eipressts outrage at closing of five nuclear power plants 
due to possible consiquences resulting from earthquakes 
DRUHiD E pBfcir Dent Brigham Hosp DO* Nassachusette 79/03/lS 

7907060293 Respooili to 790315 telegram opposing plant shutdown due to 
selimlc diflgn concerns. Forward* earthquake maps. 

DENTON. H R Office of Nuclaar Reactor flegolatlon 79/03/24 3PP 


—7907060299 Opposes shutdoun of plant* Plant* should be allowed to 
continue to operate whUi seismic improvements are 
developed 

KUSiC H Affiliation Unknown 79/03/J5 Ip. 


<J Insurance h indamnltg inforrstion 


7907120074 Amend 8 to Indemnity Agreement B^45. increasing amount of 
financial protsctlon, 

BAUTZKAWiJ, Antitrust t< Jnrfairnlty Orpwp. 79/06/26 2pp 


7907170139 Forwards slgnad U accepted Amend B to tndemntbg Aareement 
B-45# raising amoufiV of Mnancial protactlon. 

FROFFITTjW L Virginia Electric & Power Co, 79/07/13 3pp. 


P Operating license stage documents & < orrespondenco 


790712040B HespOTids to 790320 I tr to J« Hendrie re pipestress 
reanelysis Explains seismic analyses techniques to be used 
while plants are shutdown 

DENTON.hr Office of Nuclear HeactDr Regulation 79/03/01 2pp 

— 7907120413 Raquaits speedy msolutlon to issues ve facility shutdown ?« 
ensuing seismic reanalysls 

COLEKAMjM Virginia. State of 79/03/20 2pp 

7907120207 Sum-nary of 790426 meeting u/utils to discuss Wes t Ing hou s e 
plant deslgji re TrtI-2 event 

THADANliA Reactor Systems Branch 79/03/02 39pp 

7907120053 Summary of 790510 meeting u/util b SbW re pipe stress 

N£I0HBQRB«D Operating Reactors Dranch 1 (Pro 790625) 79/05/10 

IBpp 

7907030045 Bummary of 790522 meeting u/utils 6 88.W in Boston. NA 
re review of aoil structure interaction methodology 
HElOHBOnSiJD Operating Reactors Branch i (Pre 790625), 

79/05/25 3pp 

7907110142 Foruards safety evaluation on environ quaUflcatlon of 
safety-related cable 

LAINAB«0 Plant System* Branch 79/05/30 2pp 


....■7907110140 Safety evaluation on environ qualification of saf ety-re 1 ated 
cable 

» Plant Systems Branch 79/05/30 8pp 

79071 1073B Summary of 790524 meeting w/uttl *> SbW re use of soil 
structure interaction in pipe stress analyses 
NeiOHBOR8»J D Operating Reactors Dranch I <Pre 7906231 

79/05/30 3lpp 

7907240562 Forwards NRC 790604 Itr to WestlnghouBB requesting add I Info 
re small break LOCA analyses & analysis methods NRC will 
eventually require documentation re applicability of 
Weitlnghouse results to analyses at facility 

BCHWENCERiA Operating Reactors Branch 1 IPre 790625) 79/06/11 

app 


7907280020 Forward* NUREO-0560, "Staff Rept on Oenerli: Assessment of 
Feedwater Transients in PWRs Designed by BS<W " W/o encl 
ORIhEa. B K Assistant Director for Engineers 6 Projects iPre 
7906251 79/06/11 Bpp 


7907130407 Discusses reanalysls of piping sys Overall analysis 1* of 
greater magnitude than originally thought Large 
percentage of analyses should be completed before startup 
can be permitted Appreciates NRC responsiveness 
RAODNE^a Virginia Electric 6 Power Co 79/06/27 2pp 

7907200327 Forward* addl Class III amend foe re L0CA-ECC8 analysis 
result* 6 proposed Tech Spec Change 78 

STALLINOB^C h Virginia Electric 6 Power Co 79/07/17 Ip 

7907230316 Forwards Fart i of Cycle 5 reload application covarlng 
design of reload core Sc refabricatad demonstration aiiambly 
THOMAS. H N Virginia Electric k Power Co 79/07/23 I6pp 


7907310440 Forwards supplemental info to proposed Tech Spec Mod 73 
Revised Table 3 7-5 re radioactive affluent monitoring 
instrumentation should be Included in Offsite Dose 
Calculation Manual 

BTALUINOSiC n Virginia Electric b Power Co 79/07/26 2pp 


7907310255 Forwards supplemental response to NRC 790525 request for 
Info re PWR feedueter lines Describes df sign. fabrication 
history 6 Insp operating history 

8TALLIN0S*C M Virginia Electric & Power Co 79/07/27. 3pp 


0 Inspection reportsj IE Bulletins Kt correspondence 


7907020336 Forward* IE Bulletin 79-05 Dj "Nuclear Incident at 
TMI - Buppl “ 

O'REILLVi J.F Region 2. Atlanta, Office of the Director 

79/04/21. 2pp 

7907110344 Forward* IE Info Notice 79-11* "'Louier Reactor Vestel Head 
Intulation Support problem •' No ectlon required 
O'REILLV, J,F Ragion 2* Atlanta, Office of the Director 

79/05/07 app 



7907200404 Foruards IE In»p Rapt 3O-a0O/79~17 t( 50-281/79-29 on 
790403-06 No noncofnp 1 1 anc a noted 

LElVlSfR C Region Si Atlanta* Reactor Operotlono Nuclear Support 

Branch 79/05/07 2pp 


—7907200411 IE Insp Rapt 50-200/79-17 & 50-201/79-25 on 790403-06 No 
none ompl lance noted Major areae inspected seismic 
reanalvsls of safety-related piping 6 protection of reactor 
plant components 

ELRD}>f8 A I CANTRELLiF 0 Region S. Atlanta* Office of the 
Director 79/05/04 3pp 


7907240619 Forwards results of preliminary rovleu of licensee responses 
to IE Bulletins 79-06*066 6 06* Amend 1 Meeting 
u/ouners of operating plants having Hestlnghouse-designed 
sys scheduled for 790530 In DethBsda*MD 

9CHWENCE«*A Operating Reactors Branch 1 (Pre 790625) 79/05/22 

4pp 


7907100062 Responds to IE Bulletin 79-10 Submits requa 1 1 f i cat Ion 
training program statistics 

STALLINGS* C H Virginia Electric 6 Power Co 79/09/24 9pp 


7907090434 Forwards IE Insp Repfc 90-201/79-27 on 790417-20 No 
noncomp 1 lance noted 

MURPHYfC E Region 2* Atlanta* Office of the Director 79/05/08 

sfpp 


—7907090439 IE Insp Rept 50-201/79-27 on 790417-20 No noncompliance 
noted Major areas Inspected const status* field changes* 
noncontp I lance repts* 1 ic ansee action on previous insp 
finding B I safety-related work activities 
UILCQX*'J D Region 2i Atlanta* Office of the Director 

HEHDTiA R Region 2* Atlanta* Reactor Construction & 

Engineering Support Branch 79/05/07 5pp 


7907200270 Forwards IE Insp Rept 90-281/79-30 on 790410-20 No 
none ompl lance noted 

MURPHY* C E Region 2* Atlanta* Reactor Construction Engineering 

Support Branch 79/05/09 2pp 


-•*7907200290 IE Insp Rept 50-281/79-30 on 790410-20 No noncompliance 
noted, Major areas inspected removal activl t les* wold Ing 
operations & welding procedures for steam generator 
replacement 

ERB*C, M I LIVERMORE, H H Region 2* Atlanta. Reactor 

Construction (t Engineering Support Branch 79/05/00 3pp 


7907230708 Forwards lE Intp Repts 50-200/79-16 6 50-281/79-24 on 
790327-30 No noncomp 1 lance noted 

BU7HERLAND* J T. Region 2. Atlanta, Fuel Facility «» Materials 
Safety Branch 79/05/16, 2pp 


— 7907230724 IE Insp Repts 50-280/79-16 S* SO-20 1/79-24 on 790327-30 No 
noncompliance noted Major areas Inspected 

reactor coolant pipe decontamination 4* radiation protection 
aspects of steam generator replacement project 
EWALD* B E , HOSEY. C M Region 2* Atlanta* Office of the 
Director. JENKINB.O. R Region 2* Atlanta* Fuel Facility 8( 

Materials Safety Branch 79/05/15 5pp 

7907100322 Forwards IE Circular 79-00* "Attempted Extortion - Lou 
Enriched U " No action required 

□ 'REILLY. J P Region 2. Atlanta* Office of the Director 
79/09/18 3pp 


7907260004 Forwards IE Insp Repts 50-200/79-14 i, 50-201/79-20 on 
790320-33* notice of violation 8. notice of deviation 
SUTHERLAND* J T Region 2* Atlanta* Fuel Facility It Materials 

Safety Oranch 79/05/18 2pp 


—7907260005 Notice of violation from insp 
* Region 2. Atlanta, Fuel Facility 
79/09/17. ip 


on 790320-23 

fit Materials Safety Branch 


--7 907260007 Notice of deviation from Insp 
* Region 2* Atlanta* Fuel Facility 
79/05/17 2pp. 4 


on 790320-23 

6 Materials Safety Branch 


““7907260023 IE Insp Repts 50-200/79-14 6 50-291/79-20 on 790320-23, 
Noncomp 1 lane c noted failure to follow a radiation work 
parml t. fa llure to maintain records of efforts to obtain 
previous radiation doses* failure to follow ALARA program 
COLLINS* P « Region 2. Atlanta. Office of the Director. 
JENKENSiO R Region 2* Atlanta. Fuel Facility it Materials 

Safety Branch 79/05/17. 7PP 


7907060366 Forwards IE Bulletin 79-li. ^'Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Bafety Sys." Licensee 
action required 

O'AEILLYi J P Region 2, Atlanta. Office of the Director 
79/05/22 Ip. 


7907240276 Forwards IE Insp Rapt 50-280/79-20 & 50-201/79-31 on 
790319-0427. No noncompl ianca noted 

LEWI8*R C Region 2* Atlanta. Reactor Operations Nuclear Support 

Branch. 79/05/22 2pp, 

•—7907240279 IE Insp Rept 50-200/79-20 6 50-281/79-31 on 790319-0427. No 
noncompllance noted Major areas inspected. p lant operations, 
physical protection barriers. maint 1< followup on LERs It IE 
Bulletin 79-06A. 

BURKErD J-, CANTRELLiF. 8 Region 2. Atlanta, Office of the 
Director. 79/05/19. 5pp 


7907030114 Forwards IE Info Notice 79-13* "Indication of Low Mater 
Level In Oyster Creek Reactor " 

O'REILLY, J P Region 2* Atlanta* Office of the Director 
79/05/29 2pp 


7907100145 Responds to IE Bulletins 70-12* 70-t2A 8c 70-120* "Atypical 
Held Matl In Reactor Pressure Vessel Nelds " Info requested 
will be forwarded to NRC by 790901 

STALL INOB. C M Virginia Electric 6 Power Co 79/05/29 Ip 


7907200223 Forwards IE Bulletin 79-12* "Short Period Scrams at BUR 
Facilities," No action required 

O'REILLY. vl P Region 2* Atlanta* Office of the Director 
79/05/31 2pp 


7907300021 Forwards IE Insp Repts 50-200/79-21 & 50-201/79-32 on 
7905l4-iB tt 21-22 No noncompllance noted 

SUTHERLAND* J T Region 2. Atlanta* Fuel Facility It Materials 

Safety Branch 79/05/31 2p p 


—7907300028 IE Insp Repts 50-280/79-21 6 50-201/79-32 on 790514-18 it 
21-22 No noncompllance noted Major areas Inspected 
radiation protection 

EUALD* B C Region 2, Atlanta, Office of the Director 
JENKINB.O R Region 2* Atlanta* Fuel Facility it Materials 

Safety Branch 79/05/30 4pp 


7907300075 Forwards IE Insp Repts 50-200/79-19 tt 50-281/79-20 on 
790416-19, No noncompllance noted 

LEUI8*R C Region 8* Atlanta* Reactor Operations Nuclear Support 

Branch 79/05/31 2pp 


—7907300082 IE Insp Repts 50-2B0/79-19 b 50-201/79-20 on 790416-19 No 
noncompllance noted Major areas inspected seismic reanaiysie 
of safety-related piping.Unit 2 retest program* radiat Ion 
work permit docunentatlon E< radiation exposure rept 
ELROD, a, A Region 3* Atlanta* Office of the Director 
KELLQOOi P J Region 2* Atlanta* Reactor Operations Nuclear 

Support Branch 79/05/30 6pp 


7907090195 Buppl response to IE Bulletin 79-03 Further Investigation 
reveals purchase order for piping contained requirement for 
lOOX x-ray <)f all delivared pipes No abnormal indications 
found Volumetric examination of pipe not needed 
BTALLINOa.G M Virginia Electric b Power Co 79/06/01, Ip 


7907190252 Responds to IE Bulletin 79-02 re pipe support baseplate 
designs using concrete expansion anchor bolts Effect of 
baseplats flexibility was not considered in calculation of 
anchor bolt loads Loads to bo recalculated 

BTALLINOB.C M Virginia Electric b Power Co 79/06/04- 7pp 


7907190050 Ack receipt of 790524 1 tr informing NRC of steps taken to 
correct violations notsd In IE Insp Repts 50-280/79-00 b 
50-201/79-09 

LEWI8*R C- Rsglon 2, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/06/06 Ip 


—7907190061 Responds to NRC 790501 Itr re violations noted In IE Insp 
Rspts 50-200/79-00 b 50-281/79-09 Corrective actions all 
uncontrolled b unidentified matl Inventoried b placed under 
warehouse control 

8TALL1N0B. C M Virginia Electric b Power Co. 79/05/24 4pp. 


—7907190066 Forwards IE Insp Rapts 50-200/79-00 b 50-201/79-09 on 
790213-16 b notice of violation 

LENIBiR C Region 2* Atlanta* Reactor Operations Nuclear 

Support Branch 79/05/01, 2pp, 


— 7907190070 Notlca of violation from Insp on 790213-16 

e Region 8. Atlanta. Office of the Director 79/04/26. 2pp 


—7907190078 IE Inep Repts 50-C80/79-OB b 50-201/79-09 on 790213-16, 
Noncompl lance noted! fal lure to maintain records, fal lure to 
provide Identification b control of matl. parts b components 
b failure to provide care of items In storage 

BRONNLEE.V.L . A8HENDEN,M C, . KELLDOO. P J. Region 2* Atlanta. 
Reactor Operations Nuclear Support Branch. 79/04/26 11pp. 
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DOCKETED ITEMS 


7^07190209 Forwa-rdi suppl IE DuHctin 79'"01A< "Environ Qual if ica tioti of 
Class IG Equlpmont ( De f 1 c i one 1 ihs in Environ Qua 1 i f 1 cat i on of 
ASCO Solsnoid Valves) " Action required 

O'flElULViJ P Region 2^ Atlanta. Office of the Director 
79/06/OA 2pp 


7907060069 Forwardo IE Info Notice 7'9”15- "DaficiDnt Procedures " No 
action required 

D'HEIttY.J P Region 3. Atlanta. Office of the Director 
79/06/07 Spp 


7907100653 Ac fc receipt of 790531 Ur informing NRC of ebeps taken ta 
correct vialations noted in IG Insp Repts 50-2OO/79''lB 8t ^ 

50-301/79-36 

SUTHERLAND. J T Region 2, Atlanta. Tuel Faclllt^j Jh Materials 

Oafetg Branch 79/06/OQ Ip 


— 7907400670 Responds to NRC 790510 Itr ro violations noted In IE Insp 
Repts 50-200/79-10 4 SO-SBl /79-26 Corrective actions tents 
Inspec ted* procedure HP-SORP-IO filed L frequency of 
subsurface drain sy s sampling changed 

8TALtIM0S*C tt Virginia Electric h Power Co 79/05/31 App 


--7907100679 Forwards IE Insp Repts 30-280/79-18 t 30-281/79-26 on 
790409-13 S( notice of violation 

SUTHEflLANDi vl T Region 2. Atlanta. FuqI Facility (c Materials 

Safety Branch 79/05/10 2pp 


--7907I80696 Notice of violation from insp on 790409-13 

* Region 2, Atlanta. Fuel Facility Materials Safety Branch 
79/OS/lO Hpp 


79073103B9 Forwards IE Bulletin 79-15. "Deep Draft pump Deficiencies 
Action required 

0'RE1LLY*J P Region 2. Atlanta. Office of the Director 
79/07/11 Ip 


n Periodic operating reports tt related correspondence 


79070302B6 Forwards 790401-0331 Progress Rept 2 for steam generato-r 
repair program 

8TALLIN0B.C M Virginia Electric h Power Co 79/07/02 Ip 

— 79070302B9 "Steam Generator Repair Program." Progress Rept 2 for 
790401-0531* 

e Virginia Electric ti Power Co 79/07/02 33pp 


7907170002 Forwards monthly operating rept for June J977 

8TALLIN0B.C M Virginia Electric & Powor Co 79/07/11 Ip 


—7907170004 Monthly operating rept for June 1979 

COSTELLO. 0 J . UILSON. J VlrHlnla Electric «< Power Co 79/07/01 
42pp 


0 Reportable occurrences! LERs & related correspondence 


7907310276 Discusses potential deficiency bolt hole on pad 19D of 
steam generator 2973 discovered to have 1/2 N 3/4 inch 
thread missing Caused unstated All helicolU removed h new 
colls Installed 

BTALLINOS.C M. Virginia Electric & Power Co 79/05/31 2pp 


— 7907100695 lE Insp Repts D0-2Q0/79-13 N 50-281/79-36 on 790409-13 
Noncomp 1 ianc e noted failure to follow test procedures £< 
checks of tents* inadequate surveys of subsurface drain 
sgs effluent release 6 unposted radiation area 
NOSEY. C M Region 2. Atlanta* Office of the Director 
OIBSON.A F Region 2* Atlanta. Fuel Facility & Materials Safety 

Dranch 79/05/07 Dpp 


7907090362 Submits info re potential significant tJoficiency or 
substantial safety hazard Chromium level for pipe in steam 
generator was below min amount Pipe w/affocted liuat number 
will not be used 

6TALL1N03. C M Virginia Electric Ic Powor Co 79/06/25 2pp 


V Congres slona t/E X ocut ivo Corrospondonce 


07250169 Requests that Region 3 measurements van be granted access 
privileges of "licensee designated vehicle " 

D'REILLV. JP Region 2* Atlanta. Office of the Director 
79/06/11 Opp 


07020401 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Detweon Assombly U Reactor Upper Orlrf 
Plate 

O'REILUY.J P Region 2* Atlanta. Office of the Director 

79/06/20 Ip 


07120142 Forwards IE Bulletin 79-03. Ravi s i on |« "Pipe Support Base 
Plate Oosigns Using Concrete Expansion Anchor Dolts " Action 
requirod 

O'REILLV, J p Region 2* Atlanta. Office of the Director 
79/06/31 ip 


79073105Q5 Responds to 790322 Itr re shutdown of facilities due to 
concerns about postulated earthquakes Forwards FR 
notice Bummarliing Info which led to 790313 
decision to shut down facilities 
HENDRIG.JM Commission 79/06/06 Ip 


7907230739 Responds to 790426 memo rp shutdown of facilities Forwards 
790514 rn notice re shutdown of five plants due to 
unacceptable pipe stres levels in event of earthquake 
No seismic fault discovered In area 

OOasICK.L V Office Qf the Executive Director for aperations 
79/06/19 2pp. 


— 79072307B2 Notice describing reasons for shutdown of five plants 
CHILK. 8 J Office of 'the Secretary of thfe Commission 79/05/14 
Opp 


>7300265 Ack receipt of 790614 Ur informing NRC of steps taken to* 
orrect violations noted In IE Insp Repts 50-SDD/79-I4 N 
■0-281/79-20 

iUTHERLANDi J T Region 2. Atlanta. Fuel Facility k Materials 

■aToty Branch 79/06/21 Ip 


“07300342 Responds to NRC 790510 Ur re violations noted In IE Insp 
Rspts 50-280/79-14 6 50-261/79-20 Corrective actions reactor 
coolant pipe slag removal area posted S< decontaminated 
Requests sent for previous exposure records 

BTALLINOS.C M Virginia Electric k Power Co 79/06/14 5pp 


10234 Forwards IE Circular 79-09. "Occurrences of Split or 
ctured Regulator Diaphragms In Certain Self-Contained 
athlng Apparatus " No actlo-n required 

iILLV* J P Region 2» Atlanta. Office of the Director 
>6/32 Ip 


0043 Forwards IE Bulletin 79-13* "Cracking in Feedwater Sys 
ing " Action required 

ILLY, J P Region 2* Atlanta* Office of the Director 
)6/25 2pp 


J0446 Forwards IE Circular 79-12* "Potential Diesel Generator 
tocharger Problem No action required 
:iLLY*J P Region 2* Atlanta. Office of the Director 
)6/30. 3pp. 


10456 Forwards response to Items 2-4 It 8-11 qf IE DuXleUn 79-06Ai 

Ision 1 Submits info re primary operator action required 

irevent vq idii chang es In startup pracedures* c antainment 

latlon k loss of reactor coolant pressure 

.LIN05,C M Virginia Electric !< Power Co 79/07/06, 6pp 


—7907230757 Forwards D Nhitley 790403 Ur requesting info re shutdown of 
facilities k location of seismic fault in area 
TRIPLE. P House of Rep 79/04/26 2p, 


7907180508 Responds to 790323 Ur re shutdown of facilities None of 
proposed alternatives would have adequately dealt 
w/situation Forwards summary of code verification program. 

IE Bulletin 79-07 k chronology table of pipe stress Issue 
HENDRIE.JM Commission. 79/06/527 17pp * 


—7907180633 Requests Info re evaluation of feasibility k effectiveness 
of safe alternative responses to error In seismic codes 
rather than shutdown of facilities Requests info re 
possibility of similar errors at other plants 
DINOELL.J D House of Rep . Interstate k Foreign Commerce 
79/03/23 2pp 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION* UNIT 1 


F Security, medical, emergency & fire protection plans 


7907100533 Approves fire protection program developed by Srookhaven l< 
NRC Offers eseptlons for NRC evaluation electrical valve 
supervision should be provided on all valves controlling 
fire water sys 

HALL.R E Drookhaven National Laboratory 79/06/Bl 3pp 


7907310175 'Tire Protection in Operating Nuclear Power Stations. Prair 1 » 
Island Station BER Review." interim rept 

HALL.R. E . HACDOUOALL. E A Drookhaven National Laboratory FIN 
A“3i07 7907310175 79/06/21 4pp 



79071001616 Foruiard^ revised util flro protection program superseding 
790516 revision 

J^AYERirL O Northern States Power Co 79/07/05 16pp 


7907310386 Foruards supplemental info re physical security plan Info 
vJithheld iref I0CFR2 790) 

MAVER. L O Northern States Power Co 79/07/30 Ip 


F Operating Ucensc stags documents & corrospondenc e 


7907120207 Summary of 790426 meeting ui/utlls to discuss Uestinghouse 
plant design re TN1~2 event 

7HADAN1>A Reactor Systems Branch 79/05/02 39pp 


79072&0103 Discusses plans to install communication links betuieen NRC It 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters & regional ofc will communicate 
aporational environ info 

HEPPt-ERiJ 0 Region 3i Chicagoi Office of the Director 79/05/22 

2pp 


7907I9Q32S Summary of 790321 meeting u/Exxon re role in TMI-rolated 
reevB kuat Ions of operating plants 

KANEiU F Standardization Branch 79/05/31 4pp 


7907090426 Intends to ship radioactive matl from fac 1 1 it 1 os« using 
package B3-’l 

nAYERit. D Northern States Power Co 79/06/08 ip 


7907240330 Forwards NRC 790604 I tr to Wostinghouso requesting addl Info 
T« small break LOCA analyses & analysis methods NRC will 
eventually require documentation re applicability of 
Meetinghouse results to analyses at facility 

9CHWFNCER. A Operating Reactors Branch 1 (Pro 790623) 79/06/11 

2pp 


79072S0012 Forwards NUREO-0560j "Staff Rept on Oonerlc Assessment of 
Feadwator Transients in PMRs Designed by D&M " M/o end 
CRlHESfD K Assistant Director for Engineers 6 Projects (Pre 
790625) 79/06/1 i 2pp 


7907190211 Provides info re results of stress Ii fatigue analysesdn 
r^tponse to NRC 790525 request Allowable stresses have not 
bien exceeded 

HAVER, L □ Northern States Power Co 79/07/16 2pp 


O Inspection reports, IE Bulletins & correspondence 


7907ia0369 Forwards IE Insp Rept 30-282/79-12 on 790303-04 No 
rone omp i lance noted 

F1DRELLI,G Region 3i Chicago, Reactor Construction h Engineering 

Support Branch 79/03/16 2pp 


—7907160392 IE Insp Rept SO-20P/79-12 on 790503-04 No noncomp 1 lance 
noted Major areas Inspected surveillance of safety-related 
pipe supports & restraints 

V1N>I T , DANIELSON, D H Region 3, Chicag’o, Reactor 

Cons tr uctiorii it Engineering Support Branch 79/03/13 3pp 


7907240607 Forwards results of preliminarij review of licensee responses 
to IE Bulletins 79-06, 06A & 06, Amend 1 Meeting 
w/ouners of operating plants having Nest inghouse-des Igned 
«ys scheduled for 790530 in Bethesda,hO 

BCIIMENCER, A Operating Reactors Branch 1 (Pie 790623) 79/03/22 

4pp 


7907110291 Responds to IE Bulletin 79-10 Bubmits requo 1 1 f Icat 1 on 
training program statistics 

HACHTER, L %} Northern States Power Co 79/05/25 3pp 


7907160H6 Notifies of delay In response to IE Bulletins 78-12. 12A U 
120 due to late submittal by vendor of info re reactor 
vessel welds 

MACHTER.L J Northern Rtates Power Go. 79/03/2? Ip 


7907240195 Forwards IE Imp Repts 30-282/79-11 *< 30-306/79-09 on 
790401-30. No noncomp 1 lance noted 

HEtBMHAN.R F, Region 3, Chicago, Reactor Operations Nuclear 

Support Drench. 79/03/30 2pp 


.—7907240200 IE Insp Rept 50-262/79-11 ft 50-306/79-09 on 790401-0430 No 
noncomp 1 i ance noted Major areas inspected, operations, 
mainti secUT ity* refuel Ing activities, review ft audit, training 
l< reportable events followup 

FElERADENDiC D , DANIELS, F, T , UARNICK, R F Region 3, Chicago, 
Office of the Director 79/05/29 9pp 


7907200328 Forwards IE Bulletin 79-12. "Short Period Scrams at BUR 
Facilities " No action requiied 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/05/31 
tp 


7907190285 Forwards suppl IE Dulletin 79-OlA* "Environ dual if Icstion of 
Class IE Equipment (Deficiencies In Environ Dual t f ication of 
ASCO Solenoid Valves) " Action required 

KEPPLER.J 0 Region 3. Chlcagoi Office of the Director 79/06/06 

ip 


7907240432 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/06/07 
ip * 


7907060007 Advises that lE Info Notice 79-13, "Deficient Procedures" 
forwarded to listed utils 

PAPPAS, H Region 3, Chicago, Office of the Director 79/06/08 

2pp 


7907020435 Forwards IE Info Matlce 79-17, "Source Holder Assembly 
Damage from Misfit Detwoen Assembly & Reactor Upper Grid 
Plata " 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/06/20 

Ip 


7907120249 Forwards IE Dulletin 79-02, Revi slon 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

KEPPLER, JO Region 3, Chicago, Office of the Director 79/06/21 
IP 


7907030451 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/22 

Ip 


7907300455 Responds to Items 1-13 of IE Bulletin 79-06A. Revision \,ft 
NRC request for addl info Submits info re emergency 
procedures for coping w/transients ft accidents, mod of 
pressurlier pressure 6 containment Isolation sys 
UACHTER.L J Northern States Power Co 79/06/22 I5pp 


7907130138 Forwards IE Bulletin 79-13, "Cracking in Feedwater 8ys 
Piping " Action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/06/25 

Ip 


7907060310 Forwards IE Circular 79-10, "Pipef 1 ttings Mfg from 
Unacceptable Matl " No action required 

KEPPLER, JO Regions, Chicago, Office of the Director 79/06/26 
Ip 


7907190422 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/28 

Ip 


7907130202 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Built 
Safety-Related Piping 6ys Action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/07/02 

Ip 


7907240104 Forwards IE Info Notice 79-18, "8kg lab Reentry " No action 
required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/07/06 
ip 


7907310342 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficlsncles " 
Action required. 

KEPPLER.J O Region 3, Chicago, Office of the Director 79/07/11. 

ip. 


7907310414 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Btartlng Contactors No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/07/13 
ip 


7907260199 Notifies that written responses to IE Bulletin 79-15, Buppl 
1, should be directed to IE Dlv of Reactor Const Insp 
KEPPLER.J 0, Region 3, Chicago, Office of the Director 79/07/iB 
ip. 


7907260402 Forwards IE Info Notice 77-19, "Pipe Cracks In Stagnant 
florated Hater 8ys at PWR Plants " No action required 
KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/07/19 
ip. 

I 
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DOCKETED ITEMS 


n Periodic r«potfcs & related corre i p ondenc e 


7907J30i96 W3ti?ie« khAt result* of notae rtonitorjat program, perforffltd 
ptr £TS A 2 App D. are d«tn«d satltfactory No further action 
required 

ECHWENCEH.A Operating Reactor* Branch I <Pre 790425) 79/03/29 

2pp 


7907030272 Forwards “Environ Monitoring & Ecological Studies Program 
197a Annual flept. - Vo 1 1 1 i 2 

WAflD.E C Northern States Power Co 79/06/29 Ip 


'7907030275 "Environ Konitorlng tt Ecological Studies Program 1976 Annual 
Reptj* Voli 1 li 2 

HESTICK, M L Northern States Power Co 79/04/30 608pp 


7907180511 Forwards aonthlg operating rept for June 1979 
MA'i(Efi,L 0 Northern States Power Co 79/07/13 Ip 


■7907180516 Monthly operating rept for June 1979 

WNSTADiA A Northern States Power Co 79/07/02 4pp 


S Reportablff occurrences. LERs & related correspondmee 


7907050300 Forwards LER 79-021 /C3L-0 
MA/ER, 1. a Northern States Power Co 79/06/29 Ip 


7907200364 Submits info indicating ability of flre-ratod sUlcone foan 
panetratlon seals to withstand differential pressure 
Largest penetration 1.924 square inches fifia fir© loading 
97 minutes Max differential pressure 0 5 inches water 
SHORT* T E Omaha Public Power District 79/07/11 ip 


79072S0262 Notiflas that util will lock close fire barrier door when 
not in use rather than electrically supervise ^ alarm 
roll-up doors Safety will be enhanced by eliminating 
unnecessary wiring 

SHORT,! E Omaha Public Power District 79/07/10 Ip 


7907360772 Poruards required foe for submittal of safeguards 
contingency plan, in response to 790703 Itr u)/o end 
BHORTiTE Omaha Public Power District 7*}/07/t9 2pp 


P Operating license stage documents S* correspondence 


7907 360126 Discusses plans to Install communication links between N2C 6. 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters regional ofe will communicate 
operational & environ info 

SEYFRlTiK kf Region 4, Dallas, Office of the Director 7?/0S/2;r 

2pp 


7907190325 Summary of 790521 meeting u/Exxon re role in TMI-relatod 
reeval uatlons of operating plants 

KANE*(f F Standardization Branch 79/05/31 4pp. 


--7907050303 LER 79-02l/03t--0 on 790611 steam generator level channel 
1ILT47I responded slowly to level changes Cause unstated 
Transmitter diaphragm assembly replaced 
WJNSTAO, A A Northern States Power Co 79/C6/29 Jp 


7907180649 Forwards NDREO-0560, ‘'Staff Rapt on Oenerlc /issessment of 
Feedwater Transients in PWRs Designed by D««W '' W/o end 
CRfMES.B K Assistant Director for Engineers s* Projects IPre 
790625) 79/06/ n 2pp 


7907050404 Forward* lER 79-O10/O3L-O 
MAYER, L 0 Northern States Power Co 79/06/29 Ip 


—7907050414 LER 79-OJB/03L-0 on 790531 SP-lt87 diesel fire pump weekly 
battery insp not performed in fifth week of Jan 1979 
Prceedurts changed to require fifth signature block on data 
sheets for months w/fivf weekly insps 
HUNS TAD. A A Northern States Power Co 79/06/29, Ip 


7907090202 Environ event rept 79-05 for June 1979 dally average 
blowdown flow of plant circulating water sys was in aicass 
Of 150 cf* fpr 26 days Caused by need to accommodate 


cooling tower preventive maint 
WARD. E C Northern States Power CO 


79070’30346 Submits summary of 790516 telcon re potential for adverse 
consequences in event of fire In power-operated relief valve 
recorder cabinet 

SHORT,? E Omaha Public Power District 79/06/26 app 


7907030485 Submits justification for ensuring leak tightness of 
valves re inservice Insp plan review Leak testing In 
accordance w/ASME Section XI not necessary 
SHORT, T E Omaha Public Power District 79/06/26 Spp 


7907030442 Forwards application for amend of DL providing relief from 
implementation dates specified for Insta 1 latlon of halon 
sys In control room cabinets Certificate of Sve end. 
e LeDoeuf, Lamb, Lelby & MacRae 79/06/29 3pp. 


7907130469 Forwards LER 79-020/03L-0 
HAVER, L 0 Northern States Power Co 79/07/09 ip 


—7907130473 LER 79-020/03L-0 
power-operated relief 
torque switch failure in 
replaced 


on 790609 failure of pressuriter 
latloft to close on demand Caused 
liaitorque SMB-00 operator Stoitef) 


by 


HUNSTADiA A Northern States Power Co 79/07/09 ip 


of discrepancy In design analyses performed for 
containment purge valve* Info supplements LER 79-019 Valves 

MAYER, L □ Northern States Power Co 79/07/10 ip 


RESEARCH REACTOR 


Circular 79-08, -At temp 
Enriched U No action required ^ 
8EVFRIT, KV Region 4, Dallas. Office of 


Eitortion 

Director 


- Low 
79/05/18 


790702W35 Forwards IE Circular 79-09, "Occurrence of Ru H 

c.rt.in s.i,-c..„.,n.d 

SeVFRIT.K V R.jlon 4, O.IU., o.fic, ,f OiT.ctor 


or 

79/0b/22 


7907330501 Forwards JE Info No 
No action required 
SEYFRIT.K V R.gjo^ jj,] 
Ip 


79-16. "Nuclear Incident at TMI " 
Office of the Dlrtctc^r 79/06/22 


—7907030444 Application for amend to OL DPR-40 to provide relief from 
implirnantation dates specified ro halon sgs 8. oil tanks 
*0 Tech Specs ft safety discussion end. 

SHORT, T E Omaha Public Power District 79/06727. 4pp 


7907090198 Submits qualitative rept re affect* of rupture of fire waktr 
piping on safety-related equipment W/four oversized 
drawings 

SHORT, T E Omaha Public Power District 79/06/29 4pp 


NRC review of description Anticipates 
sSnRT T i refueling scheduled for 810301 
»nu«T,T E Omaha Public Power District 79/06/29 ip 


dtacrlption ’ ■•..uvuvu,.. 

a Omaha Public Power District 79/06/07 9pp 

.....nd cF Llc.n.. DPR-,0, 

«/proposad Tech Specs & safety discussion Certificate of Bye 
• LeBoeuf, Lamb, Lelby f, MacRae. 79/07/05 8pp 

License DPR^4o to remove 
..J ^ If *^ycliiig nonredundanb pumps & valves in one 

redundant sys 1. inoperable 
aSn«? S safety discussion end. 

SHORT, T E, Omaha Public Power District 79/07/02. 6pp, 




"“U* •"''-‘“V 'onttnj.n.v 

«I».R H C,.r4t,„, ^ 7,F0S/U. 


t. ,u,.tion. r, t.bl, t, .n 7901oS 

oversized drawings 

SHORT, T E Omaha Public Power District 79/07/09. 42pp 

* LeBoeuf, Lamb, Lelby b MacRae. 79/07/17. 3pp, 


DOCKETED ITEMS 


ai 


— 79071H05B4 Application for amend to License DPR'-40 to increase thermal 
pouor level to SOO MMi commenc ing w/Cycle & operation 
fgHowlng core reload 

SHORT* T E Omaha Public Powe^r District 79/07/13 Spp 


— 7907100573 Application for amend to License DPR— 40 to permit Cycle i 
operation follouing core reload 

8HDRT, T E Omaha Public Pouer District 77/07/13 2pp 


— 7907100999 Environ assessment re consequences of proposed increase in 
thermal pouter level to 1 > SOD MU 

* Omaha Public Power District 77/07/17 I79pp 


— 77O710O6O9 "UaCA Analyses at 1.500 MU Using Ekkon Nuclear Co UREM-IIA 
PWR ECCB Evaluation Model. Large Break Example Problem " 

BRAUN. D J . KRAJICEK. J E . DIMENNA. R A Exxon Nuclear Co . Inc 
Isubs of Exxon Corp )/ XN-NF-79-49 79/05/29 99pp 


—7707100621 "Exxon Nucleah Co Setpoint Methodology for C-E Reactors " 
NIELSEN. U A Exxon Nuclear Co j Inc (subs of Exxon Corp ) 
KN-NF’507 77/06/25 59pp 


0 Inspection reports. IE Dulletins & correspondence 


7907020213 Corrects two minor errors on part numbers in 790423 response 
to IE Bulletin 79-060 requesting review of operational 
errors ti sgt misalignments resulting from TMl incident 
SHORT.T E Omaha Public Power District 79/05/10 Ip 


7907060250 Provides current status of effort to resolve concerns of 
IE Bulletin 7B-12Bfdtd 790319 C~E performing records search 
requested by IE Bulletin 70-12 & plans to submit generic 
rept to NRC covering all reactor vessels mfg before 790629 
SHORTiT E Omaha Public Power District 79/05/15 ip 


7907060268 Submits info requested by IE Bulletin 79-09 OE Type AK-2 
circuit breakers presently used in entire 400-volt plant 
dJitrlbotian sys 

SHORT. 7. E Omaha Public Power District 77/05/lB 3pp 


7907100290 Forwards IE Circular 79-00, "Attempted Extortion - Lou 
Enriched U No action required, 

SETFRIT.KV Region 4. Dallas. Office of the Director 79/05/10 
IP 


7907060254 Forwards response to IE Dulletln 79-10 re requa 1 1 f Icatlon 
training program statistics 

BHORTrT. E Omaha Public Power District 79/05/21, 3pp 


790706032B Forwards IE Dulletln 79-11. "Faulty Qvercurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys." Licensee 
action required 

aEVFRlTiK V Region 4. Dallasi Office of the Director 79/05/22 

Ip 


7907020206 IE Insp Rept 50-285/79-07 on 790430-0503 & 05-10 No 
Tioncompl lance noted Major areas inspected licensee response 
to IE Dulletln 79-06D 

KELL/. D L r UE8TERKAN. T F . MADSEN. 0 L, Region 4. Dallas. Reactor 

aperations Nuclear Support Branch 79/05/24. ilpp 


7907030128 Forwards IE Info Notice 79-13. "Indication of Low Mater 
Level In Oyster Creek Reactor " No action required 
CEVFRIT.K V Region 4. Dallas. Office of the Director, 79/05/29 


7907200361 Forwards IE Bulletin 79-12. "Short Period Scrams at 6WR 
Facilities " No action required 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/05/31 

Ip. 


7907110742 Ack receipt of 790511 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-205/79-00 
Requests addl Info re security force retraining 

J1ADSEN, 0 L Region 4. Dallas, Office of the Director 79/06/06 

Ip 


7907190407 Forwards luppl IE Bulletin 79-OlA. "Environ Qual 1 f Icat ion of 
Class IE Equipment (Deficiencies in Environ Qual 1 f icatl on of 
ASCO Solenoid Valves 1 *' No action required. 

8EVFR1T. K.V. Region 4. Dallas. Office of the Director 79/06/06 
ip- 


/907060020 Forwards IE Info Notice 79-15. "Deficient Procedures, '* No 
action required 

BEYFRIT. K V, Region 4. Pallas. Office of the Director 79/06/07 
Ip- 


7907020445 Forwards 1£ Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly L Reactor Upper Orid 
Plat# '• 

8EYFRIT, K V Region 4, Dallas* Office of the Director 79/06/20 

Ip 


7907120375 Forwards IE Bulletin 79-02. Revi slon 1. "Pipe Support Oase 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

8EYFRIT. K V Region 4. Dallas. Office of the Director 79/06/21 
IP 


7907020014 Forwards IE Circular 79-09. "Occurrence of Split or 
Punqtured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus " 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/22 
IP 


7907120880 Notifies util of error an 790625 forwarding Itr for IE 
Bulletin 79-tP No action will be required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/25 
IP 


7907100395 Forwards lE Circular 79-10. "Pipef i ttlngs Mfg from 
Unacceptable Matl " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/26 

ip 


7907180301 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/28 
ip 


7907310212 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Built 
Safety-Related Piping Sys " Action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/02 
ip 


7907190503 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/11 
ip 


7907240401 Forwards IE Circular 79-13. "Replacement of Dleoel Fire 
Pump Starting Contactors " No action required 

8EYFRIT,H V Region 4. Dallas. Office of the Director 79/07/13 
ip 


7907260332 Forwards IE Info Notice 79-19. "Pipe Cracks in Btagnant 
Dorated Uater Sys at PUR Plants " No action required 
SEYFRIT.K V Region 4. Dellas. Office of the Director 79/07/17 
ip 


7907260239 Notifies that written respbnses to IE Bulletin 79-19, Suppl 
1. should be directed to IE Div of Reactor Const Insp 
SEYFRIT.K V Region 4, Dellas, Office of the Director. 79/07/ia 
ip 


R Periodic operating reports 6 related correspondence 


7907180395 Forwards monthly operating rept for June 1979 
SHORT, T E Omaha Public Power District 79/07/18 Ip 


— 7907100398 Monthly operating rept for June 1979 

HI€KLE,B J Omaha Public Power District, 79/07/09 lOpp 


8. Reportable occurrences, LERs L related correspondence 


7907030258 Forwards PN0-79-67AQi "Nuclear Incident at TMI " 

MADSEN. 0. L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch, 79/05/31 Ip 


7907020298 Forwards PND-79-67AR 

MADSEN. O. L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/06/05 Ip 


7907030101 Forwards PN0-79-67Ae 

KADSEN,(9, L, Region 4. Dalles. Reactor Operations Nuclear Support 
Branch 79/06/13 Ip, 


7907030284 Forwards PN0-79-67ATi "Nuclear Incident at THl, 

MADSEN. 0. L Region 4. Dallas. Reactor Dperatloni Nuclear Support 

Branch. 79/06/19 Ip 


7907130327 Forwards PND-79-67AU 

MADSEN, O.L Region 4, Dallas. Reactor Oparations Nuclear Support 

Branch 79/06/27. ip 



DOCKETED ITEMS 


Forward PNQ-79'A7AV & au 

INd 0 U Re$}ion 4. Dallas. Reactor Operations Nuclear Support 

ch 79/07/10 Ip 


7907IB0S97 Sunintary of 7909a2''33 meeting w/utlU United 
Cdnstructors In NY re eelsmic analv^i^ 

OLBHANi U Operating Reactors Qranch 1 <Pro 790629) 

3pP 


Engineers & 
79/06/01 


J932 Forwards LER 79-013/03L''0 

iWBi-n L Omaha Public Pnwor Diatrlft 79/07/16 Ip 


^30943 LER 79-0ia/03U"O on 790625 during normal opera fcion* hot leg 
np indications C/Tl''i25hi Pailed lou Caused btj paiuer supply 
llure duo to bloun fuse GE/MAC power supplij hpdel Cf<7ao 
1 laced «< sys roturnerf to normal 

lEiM R Omaha Public Power District 79/06/25 3pp 


7907190126 Forwards safety evaluation 
Tech Specs change request 
LAINAS, a Plant Systems Branch 


of safety injection 
79/06/00 2pp 


sys 


actuation 


— 7907190131 Safety evaluation 
Tech Spec change request 
« Plant Systems Branch 


supporting 


safety injection sys actuation 


79/06/08 2pp 


5O-S06 INDIAN POINT BTATION, t/NlT 3 
irltyp rnodlcali emorgency fire protection plans 


)717 Forwards request for add 1 info re 
iDun capability S« NRC position rc fire 
1 1 ty 

NCER^A Operating Reactors Branch 


proposed alternate 
protection at 

1 (Pre 790625) 79/05/31 


7907S40554 Forwards NRC 790604 Ur to Westinghouse requesting addl Info 
re small break LOCA analyses & analysis methods NRC will 
eventually require documentation ra applicability ef 
Uestinghouse results to analyses at facility 

SCHWEKCERiA Operating Reactors Branch 1 (Pre 790629) 79/06/11 

2PP 


7907290013 Forwards NUReG-0960. "Staff Rept on Generic Assessmont of 
Feedwater Transients in PWRs Designed by DfcW " W/o encl 
GRlMESi 0 K Assistant Director for Engineers & Projects (Pre 
790625) 79/06/11 2pp 


laOl Forwards Class IH application fee for review of safeguard 
ngency plans under protest pending final tfefcerminat i on 
'gality of schedule 

’.P J Power Authority State of New York 79/07/13 2pp 


7907050337 Forwards more clearly reproduced copies of revised pages of 
ETS for 790412 application for amend re thermal plume 
mopping 


1462 submits responses to request for addl info h NRC positions 
re protection program review Fire barriers will be 
lied between cable trays having redundant safety 
ed cables il/four oversized drawings 

iP J Power Authority State of New York 79/07/17 23pp 


dlcatonj correspondence 


794 Affidavit stating familiarity u/contents of June 1979 
ent on efficiency of epibenthlc sled for collecting 
In 197B Rppt prepared by TX 1 natr uments* In-c for util 
^aNB» R Consolidated Edison Co of New York 79/06/06 Ip 


!>i2 Avers famllioritg w/contents of "3976 Year Class Rept for 
jlant Impact Study of Hudson River Estoaryi " May 1979. 
tf rept are true 

IONEpJ « Consolidated Edison Co of Neui York 79/06/15 Ip 


iting licertse stage documents U correspondence 


7907100990 Submits info requested on PWR feedwater lines* in response to 
NRC 790525 request Two oversiied drawings encl 

EARLY* P J power Authority State of New York 79/07/03 37PP 


7907190803 Responds to FOIA request for NRC Annual Rept 1978* recent NRC 
studies of TMI rept indicating methods to cool down TMl core 
S< ei8 for Indian Point facility «< DNL Forwards NRC Annuel 
Rept 1970 U/o and 

FELTON, J M Division of Rules and Records 79/07/06 Ip 


7907240293 Requests that "Rept on Bmall Break Accident for Westinghouse 
NSSS 8y*t" WCAP-9600, transmitted to NRC on 790689, be 
included in docket 

EARLY, P J Power Authority State of New York 79/07/20 Ip 


7907300393 Forwards "Efficiency of lOO-Ft 
Shore Zone Densities at Night of Joveni 
Juvenile White Perch & Yearling b Older 
Affidavit & Certificate of Sve encl 
CAHILL, W J Consolidated Edison Co of 


Beach Seine for Estimating 
le Striped Bass* 

White Perch " 

New York 79/07/24 5pp 


>07 Summary of 790426 moating iw/utili to discues Westinghouse 
detlgti re 7MI~2 event 

ill A Reactor Bystams Branch 79/05/02 39pp 


190 Forwards NRC 790515 3 tr to 
>op plants re rod bank exchange 
lun margin of tiiro-loop N5S3 
JCER, A Operating Reactors 


licensees of Westinghouse 
method for verifying 

Branch 1 (Pre 790625) 79/05/15 


— 7907300409 "Efficiency of lOO-Fl Beach Seine for Estimating Shore 
Zone Denilties at Night of Juvenile Striped Bass, Juvenl le 
White Perch & Yearling 6 Older White Perch* " submitted on 
beha If of Con Ed 

* Tesos Instruments* Inc 79/07/24 I22pp 


Q Inspection reports* IE Bulletins fc correspondence 


79 Respond* to 790186,0202 & 0316 J trs re 
Meeting ha* been tentofcively scheduled fo 
cuss propotad changes No hearings planned 
li II R Office of Nuclear Reactor Regulatl 


proposed 1 
r early May 

on 79/05/ 


Icense 
18 4pp 


67 DISCUSS 
r faclUki 
ty to NRC 
tonal it «n 
n H Re 
22 2pp 


as plans to Install communication links between NRC & 

ea for emergancy u»o Direct lines from each 

headquarter* regional ofc will coftimunlcote 

viron info , , 

gion 1* Fb i Udelph la# Office of the Director 


-77 Notice of Issuance Sc ava i lab 1 i I Ity 


of Amend 26 to License 


ICER* A 


Operotino Reactors Branch 


<Pre 790629) 79/09/31 


31 F.rMTj. fm,n^ Si to Llton.o DPH-6,. .valoatlon fc 

of Jiiuanco S< availability -aaftAjj-si 79/03/31 

lER.A Operatlnjj Reactors Drench 1 €Pre 7906295 79/03/Ji 


09B7 Amend 26 to 
emantatlon based 
iuTiier pTfssur# 
ENCERiA Dper 

3/31. ISppa 


License DFR''64 to require actuation 
on tuo-out-of-three channel* of low 

sting Reactors Branch 1 <Fre 798629) 


of safety 


0993 Rafety 

Op eratlng 


evaluation 
Reactor* D 


supporting Amend 26 
ranch 1 <Pr* 790629). 


to License 
79/05/31 


DPR- 64 

4pp 


7907130299 Forwards !E Inxp Rept 50-206/79-07 on 790321-23 No 
noocomp liancB noted 

CARLSON, R T Region 1, Philadelphia* Reactor Construction 6 

Engineering Support Branch 79/04/25 8pf 

— 7907130306 IE Insp Rept 50-286/79-07 on 790321-23 No none omp 1 1 anc e 
noted Major areas inspected eddy current testing *< plugging 
of stram generator tubes 

SANDERS* W F ■■ TUlFFiLE Region 1. Philadelphia* Office of the 
Director. 79/04/12 4pp 


7907100430 Forwards IE Insp Rept SO-206/79-05 on 790210-0317 No 
noncompliance noted 

BRl/NNERiE J Region 1* PhUade Iph ia, Reactor Operations Nuclear 

Support Branch 77/05/17 3pp 

—7907180437 IE Insp Rept 3O-2B6/79-05 on 790218-0317 No noncompliance 
noted. Major areas inspected plant qperat ions* access control 
area, phy* ical protection, si fce emergency drill 6 radioactive 
fno t 

BE0ELOWSKI,T , JOHNSON, D , KE1MI0*R R Region 1, Philadelphia, 

Reactor Operations Nuclear Support Branch 79/05/15 Upp 


7907060390 Forwards IE Bulletin 79-11, "Faulty Dvercurrent Trip Device 
in Cirevit Breaker* for Engineered Safety Bys," Licensee 
action required 

QRlER, B. H Region t, Phi ladelplt ia* Office of the Director 
79/09/22 Ip 


7‘?O7S4060B ForuJArdu results of preliminary revieu of licensee 
to IE tJolIetins 7‘?-O6,0A/\ & 0&. Amend 1 Meotlni) 
uJ/Duners of oper-oting plants having West inghouse-'dosl oned 
sy* scheduled for 790530 in Dethesda.MD 

BCHVJENCER* A Operating Reactors branch t <Pre 790625) 

4pp 


responses 


79/05/92 


7907120000 Forwards r cqua 1 1 f i catl on training program statistics as 
requested in IE DuUetln 79-JO 

DAYNCi 0 P Power Authority State of New York 79/05/25 3pp 


79070^363 Submits suppJ info for IE Bulletin 79-07 re backing of 
plates t( anchor holt assemblies possessing insufficient DBE 
conservatism Mods are now being designed 

EARLY* P J Pobier Authority State of New York 79/07/03 2pp 


7907250520 Forwards IE Info Notice 79-1 
required 

ORIER.D H Region 1* Ph 1 latjelph ia, 
79/07/06 ip 


0* "Skylab Reentry " No action 
Office of the Director 


7907Q30050 Forwards IE Info Notice 79-13, ■•Indication of Low Water 
Level In Qystor Creek Reactor '* No action required 
OniER.O H Region I* Philadelphia* Office of the Director 
79/05/29 tp 


7907030249 Responds to IE Oullotin 79-U Westinghoose Type DB90 or DQ75 
Aroakars w/overcurr ant protection are not utilized in 
safety-related ays 

DAVNEi J P Power Authority State of New York 79/05/31 ip 


7907190061 Submito addl info to 790525 response to IE Bulletin 19-10 
Corrects typographical errors Rcqual i f icat Ion training 
program statistics one 1 

OAVNEirJ P Powor Authority State of Now York 79/05/31 3pp 


7907200126 Forwards IE Bulletin 79-12* “Short Period Scrams at DWR 
Facilities “ No action required 

QRlERiU H Region i* Philadelphia* Office of the Director 
79/03/31 Ip 


7907190694 Respond a to IE Bulletin 79-04 re Velan valve weight data 
totnpahed to actual weights Attachment lists seismic 
category one lines containing VeUn valves w/1 dentif 1 cati on 
tt tabulation of ujalghts used in original piping analysis 
EARLY, P j Power Authority State of New York 79/06/01 3pp 


Forwards weekly status rept as of 790706 re IE Bulletin 
79-07 on pipe stress reanalysis 

EARLY* P J Poiiier Authority State of New York 79/07/10 2p p 

7907270349 Forwards IE Bulletin 79-15. “Deep Draft Pump Deficiencies “ 
Action required 

ORIER.B H RegioD 1. Philadelphia, Office of the Director 
79/07/11 ip 


7907200203 Forwards map of Nestinghouse Model 44 steam generator tubes 
to be inspected Requests comments on proposed inso prooram 
by 790013 *• r » 

EARlYiP J Power Authority State of New York 79/07/16 2pp 


7907310520 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
DRIER, D H Region 1, Philadelphia, Office of the Director 
79/07/16 Ip 


7907270218 Forwards IE Bulletin 79-07 weekly status rept as of 790720 
Discusses United Engineers I* Constructors piping reanalysls 
efforts fur critical lines, per util 790531 Ur 
EARLY, P J Power Authority State of New Voi k 79/07/23 2pp 


R Periodic operating reports related correspondence 


79071900B7 Forwards suppl IE Bulletin 79-OlA* ■■Environ Dual i f icat i on of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ABCO Bolenoid Valves) ■■ Action required 

DRIER, D H Region 1, Philadelphia* Office of the Director 
79/06/06 tp 


790V060114 Forwordt lE Info Notice 79-15* ■'Deficient Procedures " No 
action required 

DRIER, B H Region 1, Philadelphia, Office of the Director 
79/06/07 Ip 


7907170007 Forwards monthly operating rept for June 197? 

BAYNE* J P Power Authority State of New York 79/07/U Ip 


—7907170010 Monthly operating rept for June 1979 

CONNELL, C Power Authority State of New York 79/07/02 6pp 


7907200291 Forwards 790712 weekly status rept re pipe stress reanalysls 
efforts for critical lines 

EARLY, P J Power Authority State of New York 79/07/16 2pp 


7907100476 Forwards lE Info Notice 79-17* "Source Holder Assembly 
Damage from Hliflfc Between Assembly 4t Reactor Upper Orld 
Plata ■■ 

DRIER*!) H Reftlon 1, Ph i lodel ph ia* Office of the Director 
79/06/20 Ip 


8 Reportable occurrences, LERs & related correspondence 


7907100423 Forwards LER 79-006/01 T -0 

BAYNE, J P Power Authority State of New York 79/07/05 Ip 


79072306Q9 Forwards IE Bulletin 79-02, Revl slon I, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts ■* 

Action required 

0RIER,D H. R&fllon 1, Philadelphia, Office of the Director 
79/06/21 Ip 


—7907100432 LER 79-006/01T-0 on 790621 advised by vendor Nestinghouse of 
error in analysis of high energy line breaks Inside 
containment No corrective action needed, since suggested 
setpoint change is already in effect 

OUMDLE.F W Power Authority State of New York 79/07/05 2pp 


7907240105 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus ■' No action required 

DRIER, D H Rwffion 1, Phi lodelph la. Office of the Director 
79/06/23 Ip 


7907120519 Forwards lE Bulletin 79-13, "Cracking in Feedwater Sys 
Piping " Licensee action required 

ORtER,t} H Region 1, Phi ladelphie. Office of the Director 
79/06/25 Ip 


7907100340 Forwards IE Circular 79-10, ''Plpef 1 ttlngs Mffl from 
Unacceptable M«tl ■' No action required 

DRIER, D,H Region 1, Philadelphia, Office of the Director 
79/06/26 Ip. 


7907110029 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

DRIER, B H Region 1, Philadelphia, Office of the Director 
79/06/20 ip 


7907020280 Provides further response re IE Bulletin 79-07 supplements 
790424, 0522, 24 1 S7 & 31 I tfs, justify ing continued operation 
while pipe stress reanalysls 8, re-evaluatlon continue 
EARLY, P.J Power Authority State of New York 79/06/29, lOpp 


7907180790 For.w*rds IE Bulletin 79-14, ■‘Seismic Analysis for As-Built 
Safety-Related Piping Sys, " Action required 
DRIER, B,H Region 1, Philadelphia, Office of the Director 
79/07/02 ip 


7907160342 Forwards LER 79-019/04T-0 

O'TOOLE, J D Consolidated Edison Co of New York 79/07/09 Ip 


—7907160353 LER 79-019/04T-0 on 790619 activity of Eastview 790430 
sample exceeded ten times control station level Caused by 
tritium releases of manufacturer near station 
SADLDN,8 Consolidated Edison Co of New York 79/07/06 2pp 


DOCKET S0-2B7 OCONEE NUCLEAR STATION, UNIT 3 


F Security* medical, emergency fire protection plans 


7907050318 Advises that some mods required by fire protection safety 
evaluation will not be completed by 790701. Submits schedule 
of Current status of mods 

PARKER, M 0 Duke Power Co 79/06/29 3pp 


7907190220 Forwards license fee for 790323 safeguards contingency plan 
submittal 

PARKER, MO Duke Power Co 79/07/13 Ip 


0. Adjudicatory correspondence 


7906220164 Forwards petition for reconsideration of 790507 order 
permitting Units 1 8, 2 to remain In operation M/encl "Effect 
of Closing Oconee Nuclear Plants on Ability to Meet Bummer 
Peak Demands " 

WEIfl8,E, R. Union of Concerned Scientists 79/05/10 Ip 
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— 7?062S0l&Q Union of Concarned 9clenti*t« position for inme-iiiAte 
rftcon si dera tlon of arrora of ordor of 7903-08 t< -for Sinmadiatt 
sfiutdouin of QcdTiafr Ujnits 1 tt 2 

lilETSSi £ R Union of Concornaif Sclantlsfes 79/05/10 &PP 


7907020478 Danlet util petition ofr reconsideration o# Cotnml sstoner 
790307 order re shutduqn nf focUlties Petition la moot re 
timinQ of sKutdoun 

CHILK) 8 J Office of the iSecretaru of tJ^e Commliston 79/05/10 

Ip 


7907090431 denies rsi^ueat for immediate plant shutdown & revocation of 
OLt Copy of declalan encl 

DENTOff- H R Office of Nuclear Reactor Regulation 79/05/24 Ip 


— 7907090440 Decision denying reeiuest by Palmetto Alliance for immediate 
shutduon of facility & revocation of OLs 

DENTON, H R Office of Nuclear Reactor Rogolatlon 79/05/24 2pp 


“»7907090-445 Requests Inmodlate ahutdoun of facility £t revocation of 
OLs 

HOLT^n Palmetto Alliance 79/04/27 Ip 


Operating license stage documents & c orraspond ence 


907020442 Submits list -of DIcVl Itcansees uho have provided info on 
presiuriier level instrumentation Pressuriior level i-nfo 
request list end 

SHENAN5K1»P Division of Propect Management 79/04/19 2pp 


707120742 Forwards Dute Pouar 790429 Hr re augmented auxiliary 
feediua-ter provisions 

MATTSON^ Ff U Division of Systems Safety 79/04/26 ip 


^07160361 Forwards coniansus of 790801 meating re extrapolated 
cone lusio-ns for Rancho Seco- proposed changes to Oconee 
order 

HOSSi D Systematic Evaluation Programs Branch <Pre 7906S9> 

79/Cl 9 /OS. 30pp. 


0710DSO0 Poruards Duka Pouier Co Itrs Indicating planned changes in 
rasponte to TriI-2 events I* IE DuUettns 

QATESi A ACRS -> Advisory Cofnmittee on Reactor Safeguards 79/09/0S 

ip 


D7O6O440 Summarises 790903-07 trip rapt, Emerg ency feedwater test 
h NAC-l fuel shipment cask measurements observed 

'lARDiNfA K Region 2« Atlanta, Reactor Operations Nuclear Support 

Srsneh. 79/08/10 3pp 


)8230543 Forwards revised sys concept analysis re addition of two 

i^otor’*drlven emergency feedwater pumps Superse-des 790510 

iutml ttal. U/over tli^ad drawing 

>ARKERrW O Duka Power Co 79/09/17. lOpp 


)70203lS Requests utlJ demonstrate acceptable flaw rates $i flow 
itability w/two operating steam driven emergency feedwater 
lumps Requests developiment of Tech Bpect for limiting 
anditlons 5ER & FR notice enc) 

'ENTONiH R Office of Nuclear Reactor Regulation 79/05/18 4pp 


907020316 SER df licensee's eampliencs w/NRC order dtd 790S07 
a Office of Nuclear Reactor Regulation 79/05/18 S3pp 


987020319 "Notics of Authorization to Resume Operation.'* 

RE1D,R If Operating Reactors Branch 4 IPra 790625) 79/05/IB 

2pp 


/31023S Evaluation of Util compliance w/NRC 790307 order. Util has 
xcujnented actions taken In response to prdar Util must 
-'□vide schedule of long-term modi. Operation of plant may 
rsumt 

Office of Nuclear Reactor Regulation 79/05/iB 23pp 


'110225 Forwards LER re loss of pressurirer level Indication 
‘esenti questions to be addressed during review of 
ing-term implications of TMI %t/o end 

TE8«A ACR8 - Advisory Committee an Reactor Safeguards 79/09/25 
? 


020397 Submits 790530 dally digest for Ifastinghouse raactors, 
8Si D. F. Division of Project Managenient 79/03/30 If 


3385B9 Forwards Amends 72i 72 8, 69 to Licenses PPR-3-Q, DPR-47 & 
f-59i reap ectlvtl 9 / safe ty evaluat I on* El A & notice of 
luance ti availability 

ID»R R Operating Reactors Branch 4 IPre 7906251. 79/06/19 


— 7907280599 Amends 72*72 fc 69 to Li censes DPR-DB^ DPR-47 6 DPn- 5 S, 
respec ttvel y, changing common Tech Bpacs to allow increase In 
spent fuel storage capacity from 336 to 780 fuel assemblies 
in Units 1 it 2 common spent fuel pool 

8RIHE8, B K Operating Reactors Branch 4 (Pre 790625) 

79/06/19 I2pp 


— 7907280608 safety avatgatton supporting Amends 72,72 L 69 to Liconsea 
DPR-38.DPR-47 & OPR-53, respectively 

a Operating Reactors Branch 4 iPro 7906281 79/06/19 13pp 


— 7907280601 El A re mod of spent fuel pool 

a Operating Reactors Branch 4 <Pre 790628) 79/06/19 27pp 


— 7907250606 Notice of Issuance L availability of Amends 72i 72 L 69 to 
Licenses DPR-OB, DPR-47 6 DPR“55 j resp ectively 

REID, R U Operating Reactors Branch 4 iPre 790628) 79/06/19 

2pp 


7907230493 Forwards Amends 73< 73 -fc 70 to Licenses DPR- 3 S, DPn-47 & 
DPR-55, respec t ive 1 y, saf e tg evaluation & notice of issuance 
tc availability 

REID, R M Operating Reactors Branch 4 (Pre 790623) 79/06/22 

□ pp 


— 7907230802 Amends 73,73 S« 70 to Licenses DPn-38, DPn-47 & DPR-55, 
respectively, revl s 1 ng Tech Specs to support operation at 
full-rated power during Cycle 8 

RElDtR W Operating Reactors Branch 4 (Pre 790625) 79/06/S2 

52pp. 


—7907230517 Safety evaluation supporting Amends 73.73 b 70 to Licenses 
DPR-3B* DPR-47 b DPR-SSi respectively 

* Operating Reactors Branch 3 (Pre 790623) 79/06/22 7pp 


— 7907230832 Notice of issuance b availability of Amends 73i 73 & 70 to 
Lioenses DPR-3e, DPR-47 it DPR-53, reipoc tlvely 

REID, R W Operating Reactors Branch 4 (Pre 790625) 79/06/22, 

2pp 


7907200211 Forwards notice of issuance of Amends 73,73 b 70 to DPR-30, 
DPR-47 t< 0PR-8S, respec ttve Itf 

INGRAM. R Operating Reactors Branch 4 (Pre 790625) 79/06/2S 

ip 


—7907200224 Notice of issuance of Amends 73,73 k 70 to DPR-3a, DPR-47 6 
DPR-55, respectlvelytrevislng Tech Specs re core reload k 
power level cutoff 

RElDfft W Operating Reactors Branch 4 (Pre 790625) 79/06/22 

2pp 


7907190833 Submits cheek fo-r 790321 license amend application Amend 
concerns quel i f icatl ons of site health physicist 
PARKER. WO Duke Power Co 79/07/13 Ip 


7907260734 Forwards addl info re proposed license amend permitting 
unmonltored individuals in as'ea surrounding Warehouse 4 for 
unlimited periods of time 

PARKER, W 0 Duke Power Co 79/07/17 4pp 


7907270102 Forwards form Itr to B8tM operating plants re revised 
operating guidelines In event of engineered safety features 
sys actuation caused by low reactor coolant pressure 
9EISSL£R,0.0 Babcock k Wilcox Co 79/07/20 2pp 


7907300311 Discusses Phase 2 of multiphase program to evaluate effects 
of asymmetric LOCA loads In conjunction w/OLU 177 fuel 
assembly owners-' group Program Is in response to NRC 780125 
Itr described Phase 2 of program 
PARKER, W O Duke Power Co 79/07/23 ip 


Q Inspection reports, IE Bulletins h correspondence 


7907160078 Comments on 790410 license# response to IE Bulletlni 79-08 b 
05A. 

LEWiBr R, 0 Region 2, Atlanta, Reactor Operations Nuclear Support 

Drench 79/04/10. 3pp. 


79i>7080872 BLM site Inspector dally rapt on 790419 Plant status, no 
major engineering safety feature sys equlpmint out of tve 
Discussed plant supervisor shift logs 

JAPEfF Region 2* Atlanta, Office of the Director 79/04/19. Ip 


7907820109 Bt<W site Inspector daily rept on 790416. Plant status; all 
reactors optratlng at nearly full power No major melnt b all 
engineering safety feature equipment operational 

BELISLEj 0 A, Region 2r Atlantbr Office of the Director 79/04/16 

app 



7907020139 D&U site inspectpr dailij rept on 790410 Plant status reactor 
at full pouer Uf/no major engineering safety feature 
equipment out of svc No major malnt scheduled 

JAPE<F Region 2i Atlanta, Office of the Director 79/04/18 Ip 


79071&0023 Foruards J&E Region II evaluation of licensee's response to 
IE Dulletin 79-05A 

VAROA, 8 A Light Water Reactors Branch 4 79/04/19 Ip 


— 7907160030 Commants on licensee 790413 response to lE Bulletins 79-05 & 
OSA 

LEWIS, R C Region Si Atlantoi Reactor Operations Nuclear 

Support Branch 79/04/19 Spp 


7905240452 Responds to IE Bulletin 79-05, Item 3, re TMI Incident Reactor 
protective sgs high RCS pressure setpoint louered to not 
greater than 3,300 pslg Prossuriier pouer operated relief 
valve raised nominallg to 2,450 psig 
PARKER, W 0 Duke Pouer Co 79/04/21 Ip 


7907020349 Forwards IE Dulletin 79-050, "Nuclear Incident at 
TNI - Quppl " 

D'REILLYiJ P Region 2, Atlanta, Office of the Director 
79/04/21 2pp 


7907110319 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem ” No action required 
O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/05/07 2pp 


7907050277 Forwards proposed amend to DL in response to IE Bulletin 
79-05B Proposed revision reflects changes to setpoints of 
pressurixer electromatlc relief valve (< RCS high pressure 
trip 

PARKER, W 0 Duke Power Co 79/05/21 llpp 


7907110627 Forwards response to Items 5 & 7 of IC Bulletin 79-03B, 
"Nuclear Incident at TMI - Suppl " W/o end 
PARKER, W D Duke Power Co 79/05/21 Ip 


7907110095 Forwards lE Bulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Action 
required 

O'REILLY, J P Region 2i Atlanta. Office of the Director 
79/05/22 2pp 


7907100106 Responds to IE Bulletin 79-10 Bubmits table of 
requalification training program statistics 
PARKER, W 0 Duke Power Co 79/05/25 3pp 

7907030093 Forwards IE Info Notice 79il3, "Indication of Low Water 
L^vtl In Oyster Creek Reactor " No action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/29 2pp 


7907180083 Responds to IE Bulletin 79-04 Review of all Seismic Category 
I piping sys determined that liSOO psi Velan check valves 
installed in 3-inch discharge lino of each HPl pump 
Reanalysis of affected piping initiated. 

PARKER, W O Duke Power Co 79/05/30 2pp 


7907200186 Forwards IE Dulletin 79-12, "Short Period Scrams at DWR 
Facilities." No action required. 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 
79/05/31. 2pp 


7907110574 Ack receipt of 790524 Itr informing NRC of steps taken to 
correct violations noted In IE Intp Repts 50-269/79-OBi 
50-270/79-00 ti 50-287/79-09. 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility fc Materials 

Safety Branch 79/06/04 Ip. 


— 7907110579 Responds to NRC 790430 Itr re violations noted In lE Insp 
Repts 50-269/79-08,50-270/79-08 U 50-287/79-00 Corrective 
actions new callbr technique has been approved & space 
efficiency factors determined for swipe detectors « 

PARKER, W.O. Duke Power Co 79/05/24 3pp 


—7907110503 Forwards IE Insp Repts 50-269/79-08,50-270/79-00 U 
50-207/79-08 on 790314-15 ht notice of violation 
8UTHERUAN0, J T Region 2, Atlanta, Fuel Facility tt Materials 

Safety Branch 79/04/30 2pp, 


— 7907110590 Notice of violation from insp on 790314-15 

a Region 8. Atlanta, Office of the Director 79/04/24 2pp. 


—7907110596 IE Insp Repts 50-269/79-08,50-270/79-00 tc 50-287/79-OB on 
790314-15 Noncompliance noted failure to follow callbr 
procedure Sc failure to use proper callbr source 
HONTOOHERY,D M , OIDSQN, 0 T . HUFHAM, x| W Region 2. Atlanta. 

Fuel Facility 8, Materials Safety Branch 79/04/24 4pp 


7907190153 Forwards suppl IE Bulletin 79-OlAi "Environ Qualification of 
Class IE Equipment <Def ic lencies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/06 2pp 


7907100161 Forwards lE Info Notice 79-15 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/06/07 2pp 


79072S015S Requests that Region 2 measurements van be granted access 
privileges of "licensee designated vehicle " 
a'REILLY,J P Region 2, Atlanta, Office of the Director 
79/06/11 3pp. 


79070203S2 Forwards lE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Grid 
Plate " 

O'REILLYrJ P Region 2. Atlanta, Office of the Director 
79/06/20 ip 


7907260550 Ack receipt of IE Insp Repts 50-269/79-12.50-270/79-12 6 
50-207/79-12 No proprietary info 
PARKER, U 0 Duke Power Co 79/06/20 ip 


7907120061 Forwards IE Bulletin 79-02, Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 
79/06/21 ip 


7907110217 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Belf-Conta Ined 
Breathing Apparatus " No action required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 
79/06/22 Ip 


7907310009 Forwards IE Dulletin 79-13, "Cracking In Feedwater Sys 
Piping " Action required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/25 2pp 


7907110263 Forwards IE Circular 79-10, "Pipef ittlngs Kfg from 
Unacceptable Matl " No action required 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/06/26 2pp 


7907260055 Ack receipt of IE ln»f Rept 50-287/79-13 on 790531-0601 St 
0606-08 No proprietary info 
PARKER, W 0 Duke Power Co 79/06/86 Ip 


—7907260062 Forwards IE Insp Rept 50-207/79-13 on 790531-0601 t< 0606-08 
No noncomp 1 lance neted 

NURPHYiC E. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 79/06/21 2pp, 


—7907260076 IE Intp Rept 50-207/79-13 on 790531-0601 t< 0606-08 No 
noncompltance noted Major areas Inspected concrete expansion 
anchor testing procedures, work activities S, records. 

ANOfW P. , KERDT, A R Region 2, Atlanta, Reactor Construction Sc 

Engineering Support Branch 79/06/19 4pp 


7907100597 Forwards IE Circular 79-12, "Potential Diesel Oanerator 
Turbocharger Problem " No action required 
O'REILLY.J P. Region 2, Atlanta, Office of the Director 
79/06/88. 2pp. 


7907310234 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Built 
Saf ety-Rtlated Piping 8ys " Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/07/02 8pp. 


7907310369 Forwards IE Dulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

D'REILLYiJ P Region 2, Atlanta, Office of the Director 
79/07/11 Ip. 


7907200245 Forwards revteed pages of inservlce insp program, adding 
request for relief for full-stroke testing valves LP-29 L 30 
U modifying request for relief for valve MP-20. 

PARKER, H.O Duke Power Co 79/07/16 6pp 
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791)7190360 Arfvif»* of 790703-06 tost# confirming adequacy of asba.tos 
R Perlodlt operating report# It related corresp ondenta hoard fire barriers ^ *„ 

:: HERBEIN.J 0 Metropolitan EdUon Co 79/07/13 Ip 


7907180^76 roruards monthly operating rept for June 1979 
PARKER, H 0 Duke Power Co 79/07/13 Ip 

--7907 1G0481 Monthly operating rept for June 1979 
REAVra^L A Duke Power Co 79/07/13 6pp 


— 79Q7i90SBl Notlfloe of revised conceptual design of alternate 
»hiftdot4in station as result of TMl incident . 

design for review bg 790930 proposed implementation date of 
fffid ftf 1901 remains unchanged 

wp/inFTM. JO Metropolitan Edison Co 79/07/13 Ip 


3 Reportable occurrencesi LERs h related corr espondtnce 


0 Adjudicatory coTrespondente 


7907110337 Fbruard* LER 7e'0tJ/0lT-0 Implications of event apply to 
alt three units 

PARKEflj W 0 Duke Power Co 70/oq/SI 2pp 

7907110358 Forwards PO 78-011 r* ECCS analysis at pump suction of 
reactor coolant piping 

PARKER. H □ Duke Power Co 7B/0A/26 Jp 


7907300447 RoqOes 
of Nuclear Rcac 
QL w/pvejudlce 
JOHNSRUD. J H 
lOpp 


t by Environ Coalition on Nuclear Power that Director 
tor Regulatlon.NMSS & IE permanently revoke 

Environmental Coalition on Nuclear Power 79/06/29 


H General correspondence 


— 7907110360 RO 70-Oil ECCS analysis of 0 04 square ft break revealed 
that break occurring at pump discharge would be more 
limiting if assumed that HPl pir/np is available for core 
cooling Results indicate core is always covered by fluid 
PARKERrH 0 Duke Power Co 78/04/14 2pp 


7906200417 Forwards Hit of NRC personnel receiving access key 6 cards 
for TMl-l info partially withheld Social Security numbers 

8U0D0D?EN. i. Ph 1 ladolphla, Office of the Director 

79/05/04 SPP 


7907110546 Forwards UER 7B-012/03U-t> InipUeatians of event apply to 
all three units 

PARKER, M 0 Duke power Co 78/05/19 ip 


7907110376 Forwards LER 7B-014/D3L.-0 

PARKER^ kf 0 Duke Power Co 70/06/03 Ip 


P Operating license stage documents 6 correspondence 


7907190724 FOIA request for communications 
between various NRC ofcs 6 for log books 
operating project managers for Tfll 
WeiSSi E R Sheldon, Harmon Rolsman 


between TMt personnel «< NRC* 
of licensing & 

79/04/06. 2pp 


— 7907110393 LER 70-OI4/O3L-O tin 7S04&5 between 7e04S5-O515i f ie J d 
flashing breaker failed to operate properly Caused by 
malfunctioning breaker Breaker replaced 
WILSON* K R Duke Power Co 78/06/00 8pp 


U Congress 1 onal/EJ ecut 1 ve Correspondence 


79D7I601B4 Ack receipt of KE Cornell 790S30 memo r* records requested 
by Senate Subcom/nl ttee on Nuclear Regulation Documents 
790606 teicon ro Ofc of Nuclear Regulatory Research risk 
assessment review of Oconee 3 ^ 

SCHOOOINB, R M Administrative and Resource Control Staff 
79/06/06 Ip 

V Operator Examinations 


7907060136 FOlA request for documents relating to TMl 
RUDY, R The Sun Baltimore, MD 79/04/10 Ip 


7907080442 Bobmlts list of D6W llcensaes who have provided info on 
pressuriier level instrumentation Pressurl/er level Info 

SHEMANSKI,P Division of Project Management 79/04/19 Spp 


7907260054 Discusses plans to install communication links between NRC 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters l< regional ofc will communicate 
operational It environ info . ^ « 

DRIER, D K Region I, Philadelphia, Office of the Director 
79/05/22 2pp. 


7907250394 FOIA request for summary sheet of power plant operator 
exam results presented to NRC on 790480 6 license exams & 
test results for Duke Power Co employees from 73D10J to 

AHRENOTiD Jefferson Pilot Broadcasting 79/06/20 2pp 


7907250400 Responds to FOIA request for summary sheet of power plant 
operator exam results presented to NRC on 790480 Forwards 
documents listed on App A - 

FELTON, J M Division of Rules and Records 79/07/18 3pp 


DOCKET 50-280 REED COLLEGE RESEARCH REACTOR 
Q Inspection reports* IE Bulletins & correspondence 

7907230564 Forwards IE Info Notice 79-16, "Nuclear Incldsnt at TMI 
No sction required ^ 

END£LKEN*R H Region S, Ran Franciscpi« Office of the Director 
79/06/22 IP 


7907060131 Respond* to FOIA request for documents & communications re 
TMI Forwards "Title List - Publicly Available Documents - 
TMJ Unit 2 - Docket 50-380" k printout W/o end 
FELTON, JM Division of Rules and Records 79/06/07 Ip 


7907240399 Notification of 790611 meeting w/util 
to discuss open items for TMI-l startup 
DIIANNI.D Operating Reactors Branch 4 (Pro 790625) 

ip 


79/06/07 


7907180639 Forward* NURE0'0S6O, "Staff Rept on Generic Assessment of 
Feedueter Transients in PHRs Designed by D6N " W/o end 
CRIMES, B K Assistant Director for Engineers & Projects (Pro 
790625) 79/06/11 Ip 

7907110206 Summary of 7906U meeting w/util to discuss proposed actions 
prior to TMI startup 

TAH, P ACRa «• Advisory Committee on Reactor Safeguards 79/06/13 

2pp 


7907230760 Forwards IE Info Notice 79-10, "Skylab Reentry •’ No action 

EWOELKEN, R N Region 5, Ban Francisco, Office of th* Director 
79/07/06 ip 


^OCKET S0-2B9 THREE MILE ISLAND NUCLEAR STATION, 

F Security, medical, emergency 6 fire protection P**[|*’ 


7907110514 Submits calculation results re flro protection safety 
evaluation. Item 3 2 11, interior hose station standpipes 
Jess than 4 inches in diameter. 

HERBEIN, J 0 Metropolitan Edison Co 79/07/05 Ip, 

79Q7170077 forwards summary of study ro adequacy of fire detection sy* 
Requests approval of proposed additions contained in 
790316 Itr concurrence w/**i*tlng detection ty* when 
supplemented u/proposed additions. 

HERPElNi J O, Metropolitan Edison Co 79/07/Ii. SpP 


— 79D71 10841 Emergency plan for facility 

» Metropolitan Edison Co 79/06/11 Hpp 


7907190260 Discusses cracks in decay heat piping Additional leaks have 
been found J Collins 6 A Taboada will be on site 790626 or 
89 to obtain more info 

NOONANfVB. Engineering Branch 79/D6/26. Ip. 


7907090379 Submits short-term mods/actions to be taken prior to 
startup Recertification of TMI**! operators requested from 
NRC Long-*t«rm mods 6 accomp ilshtnent of addl items will be 
undertaken Description of mods end 

HERBEIN, J 0 Metropolitan Edison Co 79/06/20, 6pp 


7907300471 Notifies of tentative arrangements for initial meeting 
w/Oener«l Public Util re TMI“1 restart. Requests comments 
re format b scope of meeting* attendees Sc actions to be 
completed before meeting. 

HELTEME0*C J atanderdi xmtlon Branch. 79/07/03. 3pp 
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7907l9073t Responds to FQIA request for conimunUatlons botuieen TMI 
personnel It KRCj betueen various NRC Ofcs it for log books of 
licensing & operating project managers for TMI 
FELTON 1 J M Division of Rule* and Record* 77/07/0A 2pp 


7907S00302 Foruards info re feeduator line craclting«ln response to NRC 
770S23 request Rept by D 8 tW on feedwater header it noizlo 
weld procedures will bo forwarded by 790727 
HERDEIN^J 0 Metropolitan Edison Co 79/07/13 4pp 


7907170109 Advises of inability to meet 790713 deadline for draft 
radiological effluent Tech Spec submittal Requests approval 
□f IS-day extension 

HERBEJMi J G Metropolitan Edison Co 79/07/17 Ip 


7907270102 Foruards form Itr to B 8 <W operating plants re revised 
operating guidelines in event of engineered safety features 
sys actuation caused by low reactor coolant pressure 
OEISSLERiO □ Dabcock it Wilcox Co 79/07/50 2pp 


Q Inspection reportsi IE Bulletins correspondence 


7907120740 "Form NRC-766 Statistical Data Audit Rept* 

June |973**Apr 1979 “ 

* Office of IS<Et Executive Officer for Management it Analysis 
79/04/11 400pp 


79070603BS Forwards IE Bulletin 79-lli '‘Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

ORIERjD H Region I, Ph I ladelph ia. Office of the Director 
79/05/22 ip 


7907030037 Forwards IE Info Notice 79“i3j "Indication of Lou Water 
Level in Oyster Creek Reactor " No action required 
ORIERrD H Region li Phi ladelph la^ Office of the Director 
79/03/29 Ip 


7907200100 Forwards IE Bulletin 79-l2< "Short Period Scrams at DWR 
Facilities " No action required 

ORlERiD H Region Ij Phi ladelph laj Office of the Director 
79/03/31 Ip 


7907200501 Forwards IE Insp Rept 30-209/79-11 on 790419-21 No 
noncomp 1 iance noted 

BRUNNER. E J Region 1. Philadelphia. Office of the Director 
79/05/31 2pp 


—7907200504 IE Insp Rept 50-289/79-11 on 790419-21 No noncomp lUnce 
noted, Major areas inspected plant operations areas in cold 
shutdown 

HAVERKAMP. D R . KEIMIO. R ,R Region 1. Philadelphia. Reactor 

Operatidns Nuclear Support Branch 79/05/30 4pp 


79071900i2 Forwards suppl IE Bulletin 79-OlAi "Environ Qua 1 1 f Ication of 
Class IE Equipment (Deficiencies In Environ Qualification of 
ASCO Solenoid Valvesl " Action required 

0R1ER.6 K Region 1. Philadelphia. Office of the Director 
79/06/06 Ip 


7907060103 Foruards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

ORIER.B H Region 1. Ph i ladelph ia. Office of the Director 
79/06/07 Ip 


7907090240 Responds to IE Bulletin 79-01 Completed rereview program 
deecribed in IE Circular 78-08 Use of stem-mounted limit 
switches on safety-related sys inside containment does not 
include model numbers identified 

HERBEIN. J 0 Metropolitan Edison Co, 79/06/07 2pp. 


7907110310 Ack receipt of 790203 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Reps 50-209/76-25 l< 
30-320/70-30 

CARLSQNrR T Region i. Phi ladelph la. Reactor Construction (< 

Engineering Support Branch 79/06/08 Ip 


—7907110321 Responds to NRG 790117 Itr re violations noted in IE Insp 
Repts 50-287/70-25 & 30-320/79-38 Corrective actions* 
soldering lroi\ was unplugged tc cardboard boxes utre removed 
from cable spreading room 

HERBEIN, J 0 Metropolitan Edison Co 79/02/00. 4pp 


—7907110529 Foruards IE Insp Repts 50-289/70-25 it 50-320/70-38 on 
701212-15 notice of violation 

CARLQON# R T. Region 1, Phi ladelphla. Reactor Construction St 

Engineering Support Branch, 79/01/17 2pp 


— 7907110538 Notice of violation from Insp on 781212-15, 

a Region 1 . Philadelphia. Reactor Construction tc Engineering 
Support Branch 79/01/15, 2pp, 


—7907110342 IE In*p Repts 30-209/70-25 it 30-320/70-33 on 791212-13 
Noncompliance noted failure to control combustlb la»i fai lure 
to fully implement procedures tc failure to implement SER 
commitment 

OAOE. L W I EBNETERi 3 D Region 1> Philadelphia. Reactor 

Construction Ei Engineering Support Branch 79/01/15 9pp 


79071Q08S4 Notifies that response to IE Bulletin 79-OlA will be 
forwarded 790712 More time is needed for preparation of 
response 

HERBEIN.J 0 Metropolitan Edison Co 79/06/13 Ip 


7907110370 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly it Reactor Upper Qrld 
Plate " 

ORIER.B H Region i. Philadelphia. Office of the Director 
79/06/20 Ip 


7907230677 Forwards IE Bulletin 79-02. Revision 1. "Pipe Bupport Base 
Plate Design* Using Concrete Expansion Anchor Bolts " 

Action required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/06/21 Ip 


7907240154 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Dreathlng Apparatus " No action required 

ORIERiQ H Region 1. Philadelphia. Office of the Director 
79/06/23 ip 


7907180365 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " No action required 

ORIER.B K Region 1. Phi lade 1 phia. Office of the Director, 
79/06/23 Ip 


7907060190 Foruards lE Circular 79-10. "Plpef 1 ttlngs Mfg from 
Unacceptable Matl “ No action required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
79/06/26 ip 


7907100615 Foruards IE Circular 79-12. "Potential Diesel Oenerator 
Turbocharger Problem " No action required 

ORIER.B, M Region 1. Philadelphia, Office of the Director 
79/06/20 Ip 


7907310303 Forward* IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
ORIER.B H Region 1. Ph 1 ladelphia. Office of the Director 
7^/07/16 Ip 


R Periodic operating reports 6 related correspondence 


7907100653 Forwards monthly operating rept for May 1979 
HERBEIN.J 0 Metropolitan Edison Co 79/07/03, Ip 


—7 907100634 Monthly operating rept for May 1979 

STANLEY. W 8 Metropolitan Edison Co 79/06/20 3pp 


7907270190 Foruards monthly operating rept for June 1979 
HERBEIN.J 0 Metropolitan Edison Co 79/07/17 Ip 


—7907270194 Monthly operating rept for June 1979 

MITCHELL. D 0 Metropolitan Edison Co 79/07/03 3pp 


8 Reportable occurrences. LERs & related correspondence 


7907190316 RO 79-12/lP on 790619 during insp of phosphor bronia 
operating rods on relays. relay 62X2B/RC1A failed in 
anergized position Caused by wear on operating rod 
Corrective action under investigation 
BEELJNOERiJ L Metropolitan Edison Co 79/06/19 Ip 


7907190398 RO 79-i3/lP on 790620 leakage noted in 10-inch suction 
piping from berated water storage bank between valves 
DH-V5A/B h MU-V14A/D Probably caused by residual stress 
resulting in intergranular stress corrosion crating 
8EELIN0ER.J L Metropolitan Edleon Co 79/06/21 Ip 


7907110323 Update*. LER 79-01 l/OSX-O. dtd 790316. re abnormal degradation 
0 f spent fuel cooling «ys Crack* in valve BF-Vl? were caused 
by intergranular stress corrosion Crack section* will be 
replaced u/304Lr stainless «teel 

HERBEIN.J 0 Metropolitan Edison Co 79/06/30 4pp 


7907180472 Forwards LER 79-0 1 3/0 1 T-0, 

HERBEIN.J 0 Metropolitan Edison Co, 79/07/05 ip 
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— 7907180479 LEH 79-013/01T-0 on 790^20 leakage dUcovereil on lO-lnch 
suction piping from borated wetip storage tank between 
valves DH-V9A/B «f MU-VMA/D Cauied bi^ residual weld 

itressee 

STANLEYiM 8 Metropolitan Ed i ion Co 79/07/05 Ip 


7907180477 Forwards LER 79-012/01T-0 

HERBEINj J 0 Metropolitan Edison Co 79/07/06 Ip 


— 79071B04B2 LER 79-t>l2/0iT“0 on 790618 relay 62 jaB/RClA failed to drop 
out when coil was de-energiied Caused by notch in operating 
rod Of 40 relays inipectBd,a9 notches were found & removed 
STANLEViW 8 Metropolitan Ediion Co 79/07/06 Spp 


T Hearing tranitripti on non^antltruit matters 


7907170’093 Transcript of 790639 public meeting in Washington, DC re 
order on TMI-i Pp 1"17 

HEMDRIE, JM r 0ILIN9KY,V ► DHADFORD, P A Commission 79/06/89 

iQpp 


D-DCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT i 
F Securltv, medical, emergency 6 fire protection plans 


7907060488 Notifies that NRC method pf dealing w/Hcensees has changed 
IE Region I presently has reponsib 1 1 ity for technical review 
of emergency plan 

IPPaUlTO,T A Operating Reactors Branch 3 (Pra 790629) 

79/09/08 2pp 


7907060078 Concurs w/flnding that changes to security plan do not 
decrease effectiveness of plan Approved security plan now 
consists of submittals dtd 790108 l( 0214, Documents will be 
Wlthntld (ref 10CFR2 790), 

IPPOLITO, T A Operating Reactors Branch 3 (Pro 790689) 

79/09/10 2pp 


7907160304 Forwards responses to NRC request for supplementary info to 
proposed OL amend re fire protection program Oversixetf 
drawing end 

COSRV, A F Boston Edison Co 79/07/06 9pp 


7907240893 Proposes to qualifty eiistlng fire protection pipe within 
suitable distance to withstand worst case quale loads, in 
lieu of 8ER requirement for guard pipe to protect motor 
control center B-ie from pipe failure 
ANDOGHTHIiG C Boston Edison Co 79/07/17 ip 

O Adjudicatory correspondence 


7907090357 Notifies of receipt of summons & complalnti Outauslas Vt 
Boston Edison Co tt OE, alleging exposure to fuel rods 
told by OE caused death of AD Gutauskas from widespread 
cancer 

ALTONrC.O American Nuclear Insurers. 79/07/08 Ip 


7907100647 Forwards complaint LA Gutauskas vs Boston Edison Co U GE re 
alleged death of plant employee from overexposure 
ANDOONINI,G C Boston Edison Co 79/07/02 7pp 

R General correspondence 


7907260708 Forwards Ucinse fee 

ANDaGNlNI,0 C Boston Edison Co 79/07/18 2pp 

P Opera ting license stage documents 6 correspondence 


7907260033 Discussii plans to Install communication Unii between NRC U 
nuclear facilities for emergency use Direct lines from each 
facility to NRG headquar ters U regional ofc will communicate 
operational k environ info 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/05/28 8pp 


7907100098 Forwards request for addl info re degraded grid voltage 
in order to complete review pf util 770BS4 submittal 
UAINA8, 0 Plant Systems Branch 79/06/06, 3pp 


7907180607 Forwards NUREO-O960r "Staff Rapt on Generic Assessment of 
Faeduattr Transients in PljlRs Designed by B&W " W/o end. 

GRIMES^ B K. Assistant Director for Engineers fc Projects (Pre 
7906251. 79/06/U. Spp 


79073lOA7or Dlscustts points made during 790511 telcon re replacement of 
position indication limit sultchei on HsiV at first 
unschaduled shutdown of raaector after receipt of 
environmentally-quillfied equipment. 

Operating Reactors Branch 3 (Pre 790685) 


7907190004 Summarlies 790601 site visit to Inspect breakwater 
JOHNSON, T L Hydrology Meteorology Branch 79/06/19 2pp 


7907250404 FQIA raquest for all documentation of any facility 
wastewater discharges into Plymouth Bay 
RING, D C Silver Lake News Pembroke, MA 79/06/22 Ip 


7907030250 Forwards corrections to typographical errors in 790281 
submittal re Proposed Change 79-2, “Radiological Effluents 
Ic Environ Monitoring Tech Specs " 

HOWARD, J E Boston Edison Co 79/07/02 14pp 


7907230447 Forwards proposed Tech Bpec mod to App A of License DPR-QS 
w/approprlate Class IV fee, re average power range monitor 
setpolntsi duration of Integrated primary containment leak 
rate test 6 auto blowdown timer 
CORRV, A F Boston Edison Co 79/07/06 Ip 


— 7907230449 Proposed Tech Specs modifying App A of License DPR-35 re 
average power range monitor sotpoints, duration of Integrated 
primary containment leak rate test 6 auto blowdown timer 
* Gaston Edison Co 79/07/23 IBpp 


7907190396 Forwards GE rept on seismic analysis of roc Irculatlon sys 
using PI8Y8 b Teladyne Engineering rept on seismic 
analysis of C main steam line using STARDYNE Rept available 
In Central Files only 

ANDOONINI,0 C Boston Edison Co 79/07/11 ip 


7907250413 Ack receipt of 790622 8< 26 FOlA requests for records of 
wastewater discharges from facility Info available in LPOR 
FELTON, J M Division of Rules and Records 79/07/13 4pp 


Q Inspection reports, lE Bulletins U correspondence 


7907020285 Responds to items of IE Bulletin 79-08 No Tech Bpec changes 
required 

CQUN5rL,W 0 Northeast Utilities 79/05/14 ip 

7907080221 Submits supplemental response to IE Bulletin 79-00 No Tech 
Spec changes required as result of Implementing Items l-lO 
ANDOQNlNlrO C Boston Edison Co 79/03/15 Ip 


7907060373 Forwards IE Bulletin 79-11, “Faulty Dvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Bys “ Licensee 
action required 

DRIER, B H Region 1, Philadelphia! Office of the Director. 

79/05/28 ip 


7907090374 Summary Of 790518 meeting w/utll,0E & Teledyne Engineering 
Syc In Bethesda,MD to discuss results of seismic piping 
stress reanalgsls conducted In connection w/]£ Bulletin 
79-07 

HANNQN, J N Operating Reactors Branch 3 (Pre 790625) 79/05/33 

I3pp 


7907190600 Responds to IE Bulletin 79-09 OE Type AK-8 Circuit Breakers 
used in safety-related sys, but do not contain underyoltage 
device 

ANBDONJNliG C Boston Edison Co, 79/05/23 8pp 


7907240616 Concludes that requirements set forth in IE Bulletin 79-07 
re seismic piping stress reanalgsls will be adequately met 
to allow resumption of operation on completion of mod Safety 
evaluetion end 

IPP0L1T0,R A Operating Reactors Branch 3 (Pre 7906S5). 79/05/33 

3pp 


— 7907240687 Safety evaluation re review of piping r«analysls per IE 
Bulletin 79-07 

e Engineering Branch. 79/05/85 3pp 


7907030016 Forwards IE Info Notice 79-13, “Indication of Lou Water 
Level in Oyster Creek Reactor “ No action required 
GRIER, D,H Region li Phi lade Iphia, Office of the Director 
79/08/29 Ip, 


7907200078 Forwards lE Bulletin 79-13. <>8hQrt Period Scrams at BUR 
FaclUtlei “ Action required 

GRIER, B H. Region li Phi ladelphiar Office of the Director, 
79/05/31, Ip 


7907190040 Forwards suppl IE Bulletin 79-OlA, “Environ Qualification of 
Class IE Equipment (DefUienclee in Environ Qualification of 
A8C0 Solenoid Valves) “ Action required 

GRIER, a. H Region ti PhiUdelphia, Office of the Director. 

79/06/06. Ip 
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7907060079 Fortuards IE Info Notice 79-lfl, '"Deficient Procodurei " No 
action required 

ORlERiO H Region !■ Philadelphia. Office of the Director 
79/06/07 If 


7907200431 Ac k receipt of 790520 Itr Informing NRG of eteps taken to 
correct violation noted in l£ Insp Rept 90-S93/79''04 
BRUNNERfE J Region li Philadelphia! Office of the Director 
79/06/19 Ip 


—7907200444 Retponde to NRC 790426 Itr re violation noted In IE Inep 
Rept 50-293/79-04 Corrective actione neceesarg etep* taken 
to conform w/Tech Spec requirement of SOX reactor pouer 
1 imitation 

ANDDONINI^CJ C Doeton Edieon Co 79/05/20 2pp 


— 7907200453 Forwards IE Insp Rept 30-293/79-04 on 790320-23 Bi notice of 
violation 

BRUNNER^E J Region i, Philadelphia! Office of the Director 
79/04/26 2pp 


— 7907200460 Notice of violation from insp on 790320-23 

e Region 1/ Ph i ladelph lai Office of the Director 79/04/25 
ip 


—7907200469 IE Insp Rept 50-293/79-04 Noncomp I lance noted failure to 
conduct surveillance test per Tech Specs re reactor pouer 
1 imitation 

ZIMMERMANiR P ! KISTER! H B Region Ir Philadelphia! Reactor 

Operations Nuclear Support Branch. 79/04/25 Gpp 


7907100466 Forwards IE Info Notice 79-17i "Source Holder Assembly 
Damage from Misfit Between Assembly ^ Reactor Upper Grid 
Plate " 

ORIERtB H Region li Philadelphia! Office of the Director 
79/06/20 Ip 


7907230642 Forwards IE Bulletin 79-02! Revision "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " 

Action required 

OnrER!B H Region Ir Philadelphia! Office of the Director 
79/06/21 Ip 


7907240120 Forwards IE Circular 79-09 j '"Occurr encti of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus " No action required 

QRtER!ll.H Region Philadelphia! Office of the Director 
79/06/23 Ip 


7907120476 Forwards IE Bulletin 79-13! "Cracking in Feedwater 8ys 
Piping " No action required 

0RIER!B H Region 1* Philadelphia! Office of the Director 
79/06/25 Ip 


7907060172 Forwards IE Circular 79-10! "Pl pef i ttlngs Hfg from 
Unacceptable Mat! " No action required, 

ORlERfB H. Region li Philadelphia! Office of the Director 
79/06/26 Ip 


7907100491 Forwards IE Circular 79-12i "Potential Diesel Generator 
Turbocharger Problem " No action required 

GRIER! D H Region 1j Philadelphia! Office of the Director 
79/06/28. Ip. 


7907100746 Forwards IE Bulletin 79-14! "Seismic Analysis for As-Built 
Safety-Related Piping Sys " Action required 
ORIERrB, H Region 1« Philadelphia! Office of the Director 
79/07/02. Ip 


7907250490 Forwards IE Info Notice 79-10! "Sky lab Reentry " No action 
required 

ORIERfD H Region If Philadelphia! Office of the Director 
79/07/06. Ip 


7907270316 Forwards IE Bulletin 79-15! "Deep Draft Pump Deftcienclas " 
Action required, 

GRIERiB M Region If Philadelphia! Office of the Director 
79/07/11. Ip 


7907310402 Forwards lE Circular 79-l3i "Replacement of Diesel Fire 
Pump Starting Contactors." No action required 
GRSERiB H. Ragion l! Philadelphia! Office of the Director. 
79/07/16. Ip 


R. Periodic operating reports & related correspondence 


7907200251 Forwards monthly operating rept for Juno 1979. 
MCGUIRE! P J Boston Edison Co. 79/07/12, Ip, 


— 7907200252 Monthly operating rept for June 1979 
WHITNEY. 0 0 Boston Edison Co 79/07/09 6pp 


8 Reportable occurrences! LERi related correspondence 


7907110507 no 79“O19/0lJ(-0 on 790709 informed that Bechtel had 
discovered calculation error re Amend 34 to F8AR that could 
have effect of higher analyzed compartment peak pressures 
for assumed pip* breaks Caused by erroneous assumption 
MATHIS, C J Boston Edison Co 79/07/09 ip 


7907190300 RO 79-019/01X-0 on 790709 informed of Bechtel miscalculation 
in support of Amend 34 to FSAR. causing higher compartment 
peak pressures for assumed pipe breaks Caused by erroneous 
assumption that truck lock doors open 

MATHIS, C J Baltimore Gas U Electric Co 79/07/05 Ip 


7907160315 Forwards LER 79-020/03L-0 

MCGUlREiP J Boston Edison Co 79/07/09 Ip 


—7907160324 LER 79-020/03L-0 on 790610 broken belts found an standby ga» 
treatment sys exhaust fan 210A Caused by belt age Belts 
replaced Ic sys returned to svc 
MATHIBfC J Boston Edison Co 79/07/09 2pp 


7907200509 Forwards LER 79-024/03X-0 

MCOUlREiP J Boston Edison Co 79/07/09 Ip 


7907200514 LER 79-024/03X-0 on 790617- sorvei I lance test 3. M 3-11 re 
reactor protection sys instrument response time not 
performed since Nov 1975 Gaustd by scheduling inadequacy 
Test perforned satisfactorily on 790630 
FULTON, J M Boston Edison Co 77/07/09 Ip 


7907170191 LER 79-021/01X-0 on 790710 water observed dripping from 
lagging on control rod drive return line Caus* unknown 
Uitual surveillance Increased to every 4-h 8( plans in 
progress to shutdown for repairs 
MATKIB!G j Boston Edison Co 79/07/11 ip 


7907190323 RO 79-02l/OlX~0 on 790710 during performance of malnt in 
steam tunnel area!water observed dripping from lagging on 
control rod driveline return Cause unknown 
MATHIS! C J Pacific Gas & Electric Co 79/07/11 Ip 


7907190522 Forwards LER 79-023/OaL-0 

MCGUIRE. P J Boston Edison Co, 79/07/16 ip 


—7907190525 LER 79-023/03L-0 on 790616- during routine testlngi noted that 
closing timet for A0-2O3-1A it E greater than allowable 
1 Itnlts, Caused by changes *in characteristics of hydraulic 
operators Operators adjusted 
HATHlBiC J Boston Edison Co 79/07/16 Ip 


790720D27S RO 79-022/01X-0 on 790713 during evaluation of seismic 
restraints! d Iscovcred that two pipe supports did not meet 
original specs Caused by design error Hods In progress 
HATHlSiC J Boston Edison Co 79/07/16 Ip 


7907240257 RO 79-025/01 X-0 on 790717’ during final valve lineup in 
preparation for plant startup! both doors to drywell were 
Inadvertently opened simultaneously w/coolant temp 212 F 
Caused by failure of latch for inner door Door scaled 
MATHIS, C J Boston Edison Co 79/07/17. Ip 


7907260686 Forwards LER 79-021 /OlT-0 

HCCOUlREiP J Boston Edison Co 79/07/19 Ip 


—7907260692 LER 79-OBl/OlT-O on 790710; water dripping from lagging on 
control rod dr Ivel Ine. Caused by pinhole leak 
adjacent to inboard weld on 3-lnch inboard manual 
isolation valve Unit shut down Jalve replaced w/plps. 

FULTON, JH Boston Edison Co. 79/07/lG, 2pp. 


7907260695 Forwards LER 79-019/OIT-0, 

HCC0UIRE!P j. Boston Edison Co 79/07/19 ip 


—7907860703 LER 79-019/01T-0 on 790705. error discovered in calculation 
utilised to support Amend 34 to F6AR. Model assumed reactor 
bldg truck lock door open to atmosphere. Erroneous computer 
runs corrected it new analysis performed. 

FULTON, J.M. Boston Edison Co 79/07/18 2pp 


7907260730 Forwards LER 79-0a2/0lT-O 

MCGUIRE! P.J, Boston Edison Co 79/07/19. Ip, 
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79072A0749 LER 79-022/01 T-0 oji 790713 during evaluation 
res traints j pi pD mpporto on HPCI teat line dounstream 
teat valve it on RHR crosatie failed to meet 5SE specs 
by design error Supports modified 
FULTON. J M Dolton Edison Co 79/07/19 ip 


of seismic 
of 

Caused 


79072A0667 Forwards LER 79-025/011-0 

MCGUIRE, P J Boston Edison Co 79/07/20 Ip 


7907090479 Advises of util 
dispositions 2{a>-{t) No 
forthcoming 

8TEPT0E, P Commonwealth 


support for NRC 790427 motion for summary 
further util response will be 

Edison Co 79/05/21 Ip 


79071B0194 Testimony of OC Minor on behalf of State of IL re spent fuel 
reraclcing relating to Contentions 2(e 1 . 2(f > , 2<h 1» 2i j > & 

4(a> Resume & Certificate of Sve encl 

8EKULER, a N Illinois, State of 79/09/22 27pp 


— 7907260679 LER 79-025/01T-0 on 790717 while completing valve lineup for 
startup w/coolent temp of 212 Fj doors in drywell personnel 
hatch left open Caused by incomplete startup list 
Instructions Procedure revised to incorporate instructions 
FULTON* J M Boston Edison Co 79/07/19 ip 


7907200179 6tate of IL opposition to NRC motion for summary disposition 
of Contentions 2(o)-2(d) Certificate of Sve, supporting 
documentation, OC Minor 790922 Affidavit & IL Commerce 
Commission 790509 order end 

8C0TT, W J Illinois, State of 79/0S/22 4Spp 


7907300310 Forwards LER 79-O2&/0aL-0 

MCOUIRE, P U Boston Edison Co 79/07/24 ip 


— 7907300312 LER 79-026/03U-0 on 790708 while performing surveillance 
test 0 7 4 4,KSIV timing, MSIV A-203-rD( inboard ) closed 
within 2 6--S Caused by leaking nipple in hydraulic sys on 
valve operator Leak repaired & hydraulic sys refilled 
FULTON, J M Boston Edison Co 79/07/25 Ip 


docket 90-294 MICHIGAN OTATE UNIV RESEARCH REACTOR 


P aperatlng license stage documents & correspondence 


7907310609 Discusses Interagency Policy Committee of Personnel 
Radiation Monitoring activities re Univ of Ml test 
program, of personnel dosimetry which shows large numbers of 
doslmetrij processors are not able to meet new std 
UEISSifJ £ Commerce, Dept of 79/04/06 2pp 


7907310602 Ack receipt of NRC 790404 Itr re Univ of Ml pilot testing 
program of personnel dosimeters Reviews results of NQ8 insp 
of Irradatlon faci 1 it ias, irradatl on geometries examinations, 
callbr procedures l< recordkeeping plena 
EISENHaHER. E H Commerce, Dept of 79/05/01 2pp 


7907100346 Commonwealth Edison Co response to Intervanors third set of 
interrogator ies fc request for documents Supporting 
documentation 4« Certificate of Bve end 
DIELAWSKI,A P Isham. Lincoln S< Beale 79/05/23 9pp 


7907060344 Forwards testimony of TR Tramm, OJ Pliml,RL Kraati,QA 
Hossein,LI} Dean, AD Johnson, et al , addressing issues of ASLD 
790122 order following prehearing conference Certificate of 
Sve end 

BIELAWSKI,A P Isham, Lincoln tt Beale 79/09/29 6pp 


—7907060345 Testimony on Contentions 2<a),2(f) & 2(g) re 
environ effects, heavy drops causing liner tear & pool 
boiling S* ASLD Questions 4<c),4(d) U 4<f) re 
postulated accidents aupportlng documentation end 
TRAMM, T R Commonwealth Edison Co 79/05/29 60pp 


— 7907060347 Testimony on Contention 8(b> re present need to increase 
spent fuel storage capacity 

PLIML, O J Commonwealth Edison Co 79/05/29 7pp 


—7907060349 Testimony on Contention 2(c) re economic benefits of 
continued operation of facility 

KRAATZ,R L Commonwealth Edison Co 79/09/29 7pp 


0 Inspection reports, IE Bulletihs fr correspondence 


7907240266 Ack receipt of 790518 Ur informing NRC of steps taken to 
correct violationi noted in IE insp rept 

HIND, J A Region 3, Chicago, Safeguards Branch 79/06/05 Ip 


—7907240267 Responds to NRC 790430 Itr re violation noted in IE insp 
rept Corrective actions withheld (rof 10CFR2 790) 

TERRY. 3 H , CARRICK, J T Michigan State Univ 79/05/18 Ip 


7907230489 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI " 

No action required 

KEFPLERiJ (9 Region 3, Chicago, Office of the Director 79/06/22 

ip 


7907240029 Forwards IE Info Notice 79-19, "Skyleb Reentry " No action 
r«qu Ired 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/07/09 

ip 


—7907060391 Testimony on Contention 2(f)(i) re analysis of fuel bundle 
drop 

H0S6E1N, 0 A Nuclear Services Corp 79/09/29 i2pp 


—7907060399 Testimony re Contention 2( f ). administrative controls to 
avoid stored fuel damage during rerack Ing, Contention 2(1) re 
QA it A8LB Question 4(o) re fuel handling accident emergency 
procedures 

LEIDER,J P Commonwealth Edison Co 79/09/29 22pp 


— 7907060360 Testimony re A8LB Questions 4(a> & 4(b) covering security 
program 1. risk of theft sabotage 
DEAN, L D Commonwealth Edison Co. 79/09/29 13pp 


—7907060365 Testimony re Contentions 2(h> S. 2(1) covering spent fuel 
& pool rack matl long-term performance Bpent fuel storage 
Studies written S< published by AD Johnson end 
JOHNSON, A D Dattelle Memorial Institute, Pacific Northwest 
Laboratory 79/09/31 llQpp 
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F Becurlty, medicel, emergency !< flr-e protection plans 


79072003B1 Bubmltf Classes III h I fees for Safeguards Contingency 
Plans 

REED, C Commonwealth Edison Co 79/07/12 2pp 


7907300330 Forwards Revision 2, interim physical security plan. Plan 
withheld (ref 10CFR2 790) 

REED, C, Commonwealth Edison Co 79/07/23 Ip 


0 Adjudicatory correspondence 


7907090497 Diicussei options for scheduling depositions Addl round of 
depositions necessary to, cover NRC expert witness on 
accidents 

BTEPTOEiP laham, Lincoln & Beale 79/05/09 2pp 


7907170250 Forwards 9AND77-1371, NUREO/CR-0649, "Spent Fuel Heatup 
Following Lost of Mater During Storage " M/o end, 

ODDDARDiR J Branch 2 79/05/11. ip. 


907060240 Third set of Interrogatories 6 request for production of 
documents directed to applicant Certificate of 8vc end 
SCOTT, W J Illinois, State of. 79/09/14 6pp 


—7907060369 Testimony re Contentions Elk) t< 2 (b> covering QA for 
neutron absorbing spont storage racks for facility 
SHEMBKI.W. J Commonwealth Edison Co 79/05/29 llpp 


—7907060371 Testimony re ASLD Question 4(h) covering emergency planning 
Supporting documentation end 

PEOPLES. DL Commonwealth Edison Co 79/05/25 22pp 


7907130004 Intervenor State of IL fourth set of Interrogatories & 
request for documents directed to Comm Ed Certificate of 
Sve enc 1 

aEKULER.a N Illinois, State of 79/09/29 4pp 


7907130009 Nodes requostlng Comm Ed to produce JC Dukovskl 
for deposl tion, u/al 1 documents re current estimates of 
reserve capacity for 1979“19a5 Certificate of 8vc end 
MARKEY.AK Illinois, State of. 79/05/29 3pp. 


7907130276 Testimony of PO Cleary on behalf of State of IL re mod of 
spent fuel pool Since uncertainty re adequacy of emergency 
plan already exists, Increased hazard makes re-evaluatlon of 
plans essential Supporting documentation end 

CLEARY, P Q Cltiiens for a Better Environment 79/09/89 96pp, 


7907130400 Requests permission to make appearance at 790611 public 
hearing. 

PETERSON, B Affiliation Unknown. 79/09/29 Ip 
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7907230106 Forwards NRC supp le/tental testifnong by OG Zechi A1 Tpalstorit 
FM Almster^E LantirJJ Zudans < JE KohlerinH LobeliJN Donoheu 
& DM Hunihiro 

GODDARD, R 0 Branch 2 79/05/29 Jp 


— 7907230200 Testimony re Contentions 2(a> U <b) Adopts 790329 ElA 
on proposed mod Prof qualifications end 

ZECH, O 0 Division of Operatlnp Reactors 79/05/S9 4pp 


— 7907230213 Testimony re Contention 2<c) re necessity of closing 
facility Adopts Sectons 7 S «, 7 6 of EIA re proposed mod of 
spent fuel pool at facilities Prof qualifications one I 
TOALSTONi A L Antitrust & Indemnity Group 79/05/29 4pp 


__.7907230226 Testimony re Contentions 2< e K3>. 2(o K4)i 2(b )-< k ) re spent 
fuel components Prof qualifications end 

ALMETER/F M Engineering Dranch LANTZ* E Division of 

Operating Reactors 79/05/29 21pp 


— 7907230239 Testimony re Contention 2(f)<n Adopts JL Zudans testimony 
k Section 2 3 of NRC safety evaluation rept on proposed mod 
re installation of racks 8< fuel handling 

ZEGHj Q G Division of Operating Reactors 79/05/29 2pp 


— 7907230268 NRC testimony re Contention 2(f)(2) on development of all 
credible accident scenarios Proposed mod does not give rise 
to any unravlewed scenarios Prof qualifications end 
ZUDAN0, J J Engineering Branch 79/05/29 6pp 


— 790723Q276 Supplemental testimony re Contention a( f ) (2) i re latlng to 
possible accident damage to spent fuel assemblies during 
installation U fuel assembly transfers Prof qualifications 
enc 1 

KOHLER, J E Region 3, Chicago, Office of the Director 
79/05/29 3pp 


— 7907230345 Testimony re Contention 2(g> relating to applicant 
discussion of spent fuel boiling Prof qual 1 f 1 cati ons end 
LODEU, R M Division Of Operating Reactors DONOHEM, J N 
Plant Systems Dranch UANTZ. E Environmental Evaluation Dranch 

(Pre 790625) 79/05/29 i2pp 


— 7907230351 Testimony re Contention 2(1) relating to failure of 
applicant to describe procedures preventing use & 
installation of defective racks 

KOHLERi J E Region 3, Chicago, Office of the Director 
79/05/29 4pp 

— 7907230356 Testimony on ASLD Questions 4<a) (b) re uhetehr proposed 

mods increase risk of threats, theft or industrial sabotage, 
or decrease physical protection level Testimony of JR Bears 
re Question 4<b) end 

KUNIHIRO, D M Division of Operating Reactors 79/05/29 t3pp 


— 7907230361 Testimony re ASLD Questions 4(c)-(f} relating to 

postulated accidents analysed in FSAR, SER, environ rept it FES 
utilized in CP 8< QL Hconslng reviews 

DONOHEM, J N Plant Systems Branch. Z JDANS, J J Engineering 

Branch 79/05/29 9pp 


—7907230364 Testimony re ASLB Question (4)(e) relating to procedures 
developed for protection of workmen from accidents during 
mods of spent fuel pool 

KOHLER, J C Region 3, Chicago, Office of the Director 
79/05/29 2pp 


7907130059 Testimony of M Resnikeff Oh behalf of State of IL re 
possibility of water boiling in spent fuel pool it 
consequences of coolant accident 

RESNIKOFF, K Illinois, State of 79/05/30 26pp 


7907110706 Testimony re Contentions 2< e ) (3), 2( e) <4) , 2( J ) it 2<k> 
relating to corrosion in general , survel 1 lance program, 
possible boral corrosion & swelling possible 
degeneration of boral densi ty. (^/supporting documents 
DRALEY, J E Argonne National Laboratory 79/05/31 79pp. 


7907130013 Affidavit forwarding JR Sears supplemental testimony on 
ASLB Question 4(b), re emergency planning Issue Affidavit & 
Certificate of 8vc end 

GODDARD, R J, Sranch S. 79/05/31. 12pp. 


790731013B State of IL motion requesting adoption of suggested schedule 
for 790611-23 hearing re conduct & presentation of evidence. 
Certificate of 8vc end 

BEKULER, a N Illinois, State of, 79/06/01 6pp 


7907060342 Grants NRC 790427 motion for summary disposition re State of 
IL Contentions 2<b) & 2<c) Denies motion re Contention 2(a) 

Contention 2(d) withdrawn per stipulation between IL it NRC 
LUTON, E Atomic Safety and Licensing Board Panel 79/06/04. Ip 


7907250520 Forwards 790611 limited appearance statement 
TIPPEL, J Affiliation Unknown 79/06/14 Ip 


— 7907250533 Limited appearance statement re spent fuel asemblies stored 
in util t< consequent radioactive waste products produced 
through fissioning process 

TIPPEL, J Affiliation Unknown 79/06/11 Spp 


P Operating license stage documents tt correspondence 


7907030142 FOlA request for records re leaks In spent fuel pool 
QUIOO.C Pollution Environmental Problems 79/04/20 Ip 


7907120207 Summary of 790426 meeting w/utlls to discuss Uestinghouse 
plant design ra TMl-2 event 

THADANI,A Reactor Systems Dranch 79/05/02 39pp 


7907310569 Forwards NRC 790515 Itr to licensees of Nestinghouse 
two-loop plants re rod bank exchange method for verifying 
shutdown margin of two-loop NSSS W/o end 

BCKNENCERiA Operating Reactors Branch 1 (Pre 790625) 79/05/15 

ip 


7907060153 FOIA request for documents re 1 nc 1 d entt, acd d ents 8, mishaps 
Involving facilities 

HANDLER, 8 J Zion, IL 79/05/21 2pp 


7907S600G9 Discusses plans to install communication links between NRC & 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters it regional ofc will communicate 
operational environ Info 

KEPPLERi J G Region 3, Chicago, Office of the Director 79/05/22 

2pp 


7907300506 Corrects 790525 rept on confirmatory measurements program 
for second quarter of 1979 

FIROVED.J L , WANDKE,N E Commonwealth Edison Co 79/06/04 Ip 


7907060150 Responds to 79052i FOIA request for records re facility 
Incidents, accidents or mishaps Records available at LPDR, 
Zlon-Benton Public Library, 2600 Emmaus Avenue, Zion, IL 
Submits list of categories of info at LPDR 

FELTON, J M Division of Rules and Records 79/06/05 Spp 


7907240540 Forwards NRC 790604 Ur to Nestlnghouse requesting addl info 
re small break LQCA analyses St analysis methods. NRC will 
eventually require documentation re applicability of 
Mestinghouse results to analyses at facility 

SCHNENCER,A Operating Reactors Dranch 1 (Pre 790625) 79/06/11 


7907250006 Forwards NUREO-0560, “Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by DStN " W/o end 
GRIMES, D K Assistant Director for Engineers it Projects (Pre 
790625) 79/06/ il 2pp 


7907030139 Responds to FOIA request for records re leaks in spent fuel 
pool Forwards list of documents available In LPDR. 

FELTON, J N Division of Rules and Records 79/06/12 5pp, 


7907270189 Forwards Amends 50 it 47 to Licenses DPR-39 U DPR-4B, 
respectively, safety evaluation & notice of issuance it 
aval lab 1 1 1 ty 

SCHWENCER,A Operating Reactors Branch I (Pre 790625) 79/06/18 

2pp 


—7907270193 Amends 50 it 47 to Licenses DPR-37 it DPR-48, respectively, 
changing Tech Specs to modify preiiure-timp operating limits 
to meet requirements of 10CFR50 

8CHWENCER,A Operating Reactors Branch i (Pre 790625) 

79/06/ia 20pp 


— 7907270198 Safety evaluation supporting Amends 50 U 47 to Licenses 
DPR“39 it DPR-48, respectively 

a Office of Nuclear Reactor Regulation 79/06/18 3pp 


— 7907270204 Notice of issuance t< availability of Amends SO V 47 to 
Licenses DPR-39 a< DPR-401 respectively 

SCHWENCERrA Operating Reactors Branch 1 (Pre 790625) 

79/06/18. 2pp 


7907090305 Bubmits addl info to 790102 Ur re current commitments to 
containment purging during normal plant operation 
Schedule for responding to Issues re normal operation 
purging will be submitted by 790801. 

REED, C, Commonwealth Edison Co, 79/07/02, 3pp, 
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D7B>i0a3l Sumniart; oP 790&S8 u/utll In OetheidaiMD re purging t* 

venting iimlte & performance of purge 9i vent velvet during 
paitulated LOCA 

HANWDMi J N Operating Reactort Branch 3 (Pre 790623) 79/07/02 

&PP 


37130322 Rovlse-S 770702 1 tr re purging during normal operation 
'^0 purging at pnuer at Zion uill b« permitted until purge 
valvet have beer onalvied & determined to be capable of 
:loture under DBA 

lEEDiC Commoniueal th E-diton Co- 79/07/05 Ip 


>7190475 Foruardt Tech Spec revislont deleting leneltlvitij 
'equirementi for radiation monitore measuring noble ga«et 
IEEDjC Coramonwea I th Edison Co 79/07/12 2pp 


''707190462 Tech Spec revisions deleting sensitivity requirements for 
radiation monitors measuring noble gases 
» Commonweal th Edison Co 79/07/12 2pp 


17200426 Requests expeditious revlaw L approval of request -for 
ieense amend to Increase allowable LQCA peaking factor 
Imlt to 1 93 based on ECC8 reanalysls 
EED. C Commonuieal th Edison Co 79/07/16 2pp 


Inspection reports# IE Dulletins t< correspondence 


7180492 Forwards IE IniP Repts 30-295/79-04 b 30-'304/79-03 on 
90321-23 ie 2&-33, noncomp 1 lance noted 

AViSfA B Region 3> Chicago* Fuel Facility & Materials Safety 

ranch 79/05/19 2pp 


907180500 IE Insp Repts 50-295/79-04 & SO-004/79-05 on 790321-23 fc 
26-30 No noncoitip 1 lane e noted Major areas inspected radiation 
protection programi revi ew of RQs (c followup of previous 
noneompl lance items t< deviations 

SCHJMACHEftiH G < DUBRYi N E Region 3. Chicagoi Office of the 
Director FlSNERi U L Region 3i Chicago^ Fuel Facility tk 

Materials Safety Branch 79/OS/l I llpp 


fi0O274 Forwards IE Insp Repts 30-299/79-08 & 50-304/79-09 on 
?0406rl0ell b 23-27 & notice of violation 

■IBHNANiR. F Region 3j Chicago# Reactor Operations Nuclear 

xpport Branch 79/03/16 2pp 


7071B0294 Notice of violation from Insp on 790406.10*11 & 23-27 
» Region 3. Chicago# Office of the Director 79/05/14 Ip 


>07180323 IE Insp Repts 50-295/79-08 U 50-304/79-09 on 790406.10.11 Sc 
23-87 Nancemp 1 ianc e noted Tech Specs for Unit 1 violated 
When cross tie breaker from Unit 2 auxiliary transformar was 
taken out of sve 

KQHLERi J E t BOYO*D C . BPE85AR0. R L Region 3. Chicago. Office 
of the Director 79/09/14 4pp 


050004 Forwards addj rdspense to IE Bulletin 79-06A. No need for any 
her Tech Spec changes Updates Items 4 12. I damt 1 f ies 

Ives which, have control switches allowing return to 
eaccldent position after resetting Injection signal 
ED.C Commonwealth Edison Co 79/05/17 3pp 


□60291 Responds to IE Bulletin 79-09 No OE Type AK-2 circuit 
eakers in use or planned for use In any safety-related 
s. 

ED.C Commonwealth Edison Co 79/05/17 2pp 


240593 Forwards results of preliminary review of licensee responses 
IE Bulletins 79-06. 06 A i* 06. Amend 1 Meeting 
owners of operating plants having Westinghouse-ifes 1 gned 
I scheduled for 790530 in Qethasda.MD 

HWENCERj A Operating Reactors Branch 1 (Pre 790625} 79/05/22 

>f- 


180554 Forwards IE Insp flept 50-295/79-07 t, 50-304/79-00 on 
>410-12.16 it iBriiotlce of violation 4. notice of deviation 
fIBi A. 8 Region 3. Chicago. Fuel Facility S( Materials Safety 

inch. 79/05/24 Spp 


>7180560 Notice of violation from insp on 7904i0-12# 16 %t 10 
f Region 3. Chicago. Office of the Director 79/05/18 ip 


I7I80S74 Notice of deviation from Insp on 790410-12.16 & 10. 

Regl on 3i Chicago. Office of the Director, 79/09/10 Ip 


»7ta05B7 tE Imp Repts 90-295/79-07 b 50-304/79-08 on 790410-12.16 b 
8 NoncampI lane e notad failure to collect b analyse fl«h 
emlannual ly. 

lESTMANNi M. J, . ESSIOtT H Raglan 3. Chicago. Fuel Facility b 

laterlals aafety Branch 79/05/18. 0pp 


7907180101 Responds to IE Bulletin 79-10 Submits roque 1 i f 1 c a 1 1 on 
training program statistics 

REED. C Cnxntnonweal th Edison Co 79/05/25 7pp 


7907200287 Forwards IE Bullet in 79-12. “Short PBriod dcrams at DWR 
Facilities ” No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/05/31 

ip 


7907190230 Forwards suppl IE Bulletin 79-OlA. "Environ Qua 1 i f i cat 1 on of 
Class IE Equipment <Def Ic 1 enc 1 e s in Environ Qualification of 
ASCO Solenoid Valves) " Action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/06 
Ip 


7907240241 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

KEPPtER.J O Region 3. Chicago. Office of the Director 79/06/07 
ip 


79O7O600D7 Advises that IE Infn Notice 79-15. "Deficient Procedures" 
forwarded to listed utils 

PAPPAS. H Region 3. Chicago. Office of the Director 79/06/OB 

2pp 


7907300392 IE Insp Ropts 50-295/79-11 b 50-304/79-11 on 790430-051B No 
noncoflip 1 lance noted Major areas Inspected operator training 
as result of TMI. eng Ineered safety features sgs b mods to 
safety injection logic 

KOHLER. U E . SPESBARD. R L Region 3. Chicago. Reactor Operation^ 

Nuclear Support Branch 79/06/14 9pp 


7907020409 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly b Reactor Upper Grid 
Plate " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/80 

Ip 


7907120198 Forwards IE Bulletin 79-02. Revl si on 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts “ Action 
reqci ired 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 79/06/21 
Ip 


7907300200 Ack receipt of 790607 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/79-OB b 
50-304/79-09 

KEI8HMAN.R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/06/21 Ip 


—7907300338 Responds to NRC 790516 Itr re violations noted in IE Insp 
Repts 50-295/79-00 b 50-304/79-09 Corractive actions, 
relnstruc tion of shift personnel b addition of three reviews 
to periodic test procedure PT-14 
REED. C Commonwealth Edison Co 79/06/07 2pp 


7907050441 Forwards IE Circular 79-09. “Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus “ No action required 

KEPPLER.J D Region □. Chicago. Office of the Dlrettor 79/06/22 

Ip 


7907300401 Forwards supplemental response to IE Bulletins 79-06A b 
79-06Ar Revl s 1 on 1 Submits info re transient b accident 
conditions, procedural reviews for engineered safety features 
b alignment requirements 

REED. C CDOimanuealth Edison Co 79/06/22 Bpp 


7907120691 Forwards IE Bulletin 79-13. “Cracking In Foedwater Sys 
Piping " Action required 

KEPPLER.J <? Region 3. Chicago. Office of the Director 79/06/25 


7907060303 Forwards IE Circular 77-10. “Pipef 1 ttings Mfg from 
Unacceptable Metl " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/26 
Ip- 


7907100567 Forwards revised Inservlce insp program, Summar i les changes 
to classification b testing requirements of certain valves 
NAUOHTQN.U F. Commonwealth Edison Co 79/06/20, 3pp 


— 7907100572 "'Insarvlce Insp Program for Unit 1. " 
* Commonwealth Edison Co. 79/07/10 96pp 


—7907100570 “Inservlce insp Program for Unit 2 ** 
e Commonwealth Edison Co 79/07/10, Bpp pp. 
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7907180392 Foruards IE Circular 79-12. "Potantial Diesel Generator 
Turhocharger Problem " No action required 

KEPPLERjvl G Region 3. Chicago. Office of the Director 79/06/20 

IP 

7907230376 Ac k receipt of 790611 Itr informing NRC of stepfi taken to 
correct violations noted in IE Insp Repts 50-293/79-07 & 

30-304/79-08 

DAVIS. A D Region 3. Chicagoi Fuel Facility it Materials Safety 

Branch 79/06/29 Ip 


— 7907230583 Responds to NRC 790324 Itr re violations noted in IE Insp 
Repts 50-295/79-07 6 SO-304/79-OB Corrective actions addl 
fish sample collected It analyied during first semiannual 
period of 1979 

REED. C Commonuealth Edison Co 79/06/11 3pp 


7907130236 Forwards IE Bulletin 79-14. ’‘Seismic Analysis for As-Dullt 
Safety-Related Piping Sy s " Action required 

KEPPLBR.J 0 Region 3. Chicago. Office of the Director 79/07/02 

Ip 


79072400B1 Forwards IE Info Notice 79-18. ”8kylab Reentry ** No action 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/06 

Ip 

7907310311 Forwards IE Bulletin 79-13. "Deep Draft Pump Deficiencies " 
Action required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/07/11 

Ip 


7907170053 Submits addl info re insp procedures It schedule for 
Bergen-Pa t ter son hydraulic shock absorbers Future reporting 
will be accomplished via LER process 
REEDiG Commonwealth Edison Co 79/07/12 2pp 


7907310403 Forwards I£ Circular 79-13. "Replacement of Diesel Fire 
Pump atarting Contactors " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/13 

Ip 


7907260133 Notifies that written responses to IE Bulletin 79-13, Buppl 
1. should be directed to IE Oiv of Reactor Const Insp 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/10 
Ip 


7907260336 Forwards IE Info Notice 79-19. "Pipe Cracks in Btagnant 
Donated Water Sys at PWR Plants *' No action required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/10 
Ip 


7907230817 Forwards IE Bulletin 79-14. Revl slon 1. "Seismic Analysis for 
Ai-Duilt Safety-Related Piping 8ys " Action required. 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/20 

Ip 


R. Periodic operating reports I. related correspondence 


7907100094 Submits results of analyses for second quarter of 1979 
confirmatory measurements program 

FIROVEO. J L Commonwealth Edison Co 79/03/25 2pp. 


8 Reportable occurrences. LERs & related correspondence 


7907110440 Forwards LER 79-045/03L-0, 

WANDKE.N, E CommonweaUh Edison Co. 79/06/20 Ip 


—7907110441 LER 79-045/03L-0 on 790610’ during cold ihutd quti« p Ipe 
tunnel iodine radiation monitor 1RTR07D failed Caused by 
defective Motorola-supplied transistor 2N37il in trip 
circuit Transistor replaced 

TRZYNA. 0 Commonwealth Edison Co 79/06/20. ip 


7907110435 Forward,s LER 79-047/03L-0. 

WANDKE.N E, Commonwealth Edison Co 79/07/02 Ip 


—7907110436 LER 79-047/03L-0 on 790602: fan belt for blower for pipe 
funnel rad monitor IRT-PR07 f el led. Caused by normal wear. 

Fan belt replaced u/Dur kee-Atuood 390. functiotially tested 
returned to svc 

08T. F. Commonwealth Edison Co. 79/07/02, Ip 


7907250274 Forwards LER 79-046 /03L-0 

WANDKE. N. E. Commonwealth Edison Co. 79/07/13 tp 


—7907250201 LER 79-046/03L-0 on 790613 Channel 2L-459 acted erratically 
while In constant speed drive for noEile insp Caused by 
defective lero potentiometer on Barton transmitter Component 
replaced it transmitter recalibr 

ROOER8. C L Commonwealth Edison Co 79/07/13 2pp 


T Hearing transcripts on non-anti trust matters 


7907120249 Transcript of 790620 hearing in Zion. IL re spent fuel pool 
expansion Pp 1.366-1.618 Testimony of GC Minor 1. M Resnikoff 
end 

WOLF. J , REMICK, F J . LITTLE. L W Atomic Safety and Licensing Board 
Panel 79/06/20 296pp 


7907120201 Transcript of 790621 hearing In Zioh.IL re spent fuel pool 
expansion Pp 1.619-1.073 Testimony of RM LobeljJN Donohew. 

E Lantt fit QA Hosseip end 

WOLF. J F . REMICK.F J , LITTLE. L W Atomic Safety and Licensing 
Board Panel 79/06/21 279pp 


7907300104 Transcript of 790622 hearing in Zion. IL Pp 1074-2064 NrtC 
fit applicant testimony end 

WOLF.J F , REMICK.F J , LITTLE. L N Atomic Safety and Licensing 
Board Panel 79/06/22 259pp 

/* 
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P Operating license stage documents fit correspondence 


7907060005 Notification of 790601 meeting to discuss containment vent 
fit purging Proposed agenda end 

IPPOLITO. T A, Operating Reactors Branch 3 <Pre 790625) 

79/03/31 2pp 


7907130040 Notification of 790601 meeting w/TVA In Dethesda.MD to 
discuss vent St purging operations, de s 1 gn of vent St purge 
sys. qual if ication of valves fit electrical circuitry 
CLARK. R J Operating Reactors Branch 3 (Pro 790623) 79/05/31 

2pp 


7907250180 Summary of 790601 meeting w/TVA. BNL U LLL re containment 
purging during operation 

CLARK. RiJ Operating Reactors Branch 3 iPre 790625> 79/06/12 

7pp 


7907060108 Forwards requested amend to Licenses DPR-33. DPR-S2 t< DPR-6B. 
changing Tech Specs fi< providing justifications for proposed 
changes re admlni strati on. clarl fleet ion fie new organiiatlon 
OILLELAND. J E Tennessee Valley Authority 79/06/89 67pp 


7907060354 Forwards proposed Tech Specs changes revising App A fit B re 
radiological effluents Disputes NRC position that changes 
require submission of Class III fees 

OILLELAND. J E Tennessee Valley Authority 79/06/29 ISOpp 


—7907060357 Offstte Dose Calculation Manual 

» Tennessee Valley Authority 79/06/21 86pp 


7907110452 Responds to NRC 700113 Itr re suppression pool temp 
transients Forwards suppression pool analysis describing 
temp translants resulting from safety relief valve sticking 
open 

MtLLa. L M Tennessee Valley Authority 79/07/02. 20pp 


7907260627 Forwards revised Tech Specs r« inservice Insp program 
MILLS.L.H Tennessee Valley Authority 79/07/20 2pp 


— 7907260631 Revised Tech Specs re Inservlce insp program 
e Tennessee Valley Authority 79/07/80 4pp 


7907260764 Forwards proposed amends to Licenses DPR“33i DPR-52 fi< DPR-60J 
changing Tech Specs to allow flexibility during refueling 
outage work whenever entire nuclear core is unloaded 
MILLSiL. M. Tennessee Valley Authority 79/07/20 22pp 


— 79D7S60770 Proposed Tech Spec changes to allow flexibility during 
refueling outage work whenever entire nuclear core is 
unloaded 

a Tennessee Valley Authority 79/07/20. 20pp 


7907260019 Forwards revised proposed Tech Specs re radiological 
effluents 

MILLSiL. M Tennessee Valley Authority 79/07/20. 2pp. 


— 7907860B54 Revised proposed Tech Bpecs for Unit 3 re radiological 
effluents, 

» Tennessee Valley Authority 79/07/80 6pp, 
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7*?07270t9& Poruardt addl revision of ASME Section XI Inservlce pump & 
valve testing program Requests ravleu 

hILLBiL « Tennessee Valley Authority 79/07/20 3pp 


O Inspection reportsj IE Bulletins tc correspondence 


7907310155 Foruards IE Insp Repts 50-259/79-09. 50-2AO/79-09 «< 
50-296/79-09 on 790312-19 & notice of violation 

LEWISiR C Region 2. Atlanta^ Reactor Operations Nuclear Support 

Branch 79/03/29 2pp 


— 7907310159 Notice of violation from imp on 790312-15 

* Region 2. Atlanta. Office of the Director 79/03/26 Ip 


— 7907310165 IE Insp Repts 50-259/79-09^50-260/79-09 «. 50-296/79-09 
Nonccmpl iance noted failure to follow OA procedures 
PRlCEiD S . DANCE. H C Region 2. Atlanta. Office of the 
Director 79/03/26 5pp 


7907020343 Foriuarde IE Bulletin 79-05Bi “Nuclear Incident at 
TNI - Suppl " 

O'REILLYiJ P Region 2. Atlanta# Office of the Director 
79/04/21 3pp 


7907110335 Forwards IE Info Notice 79-11# "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
O'REILLY.U P Region 2# Atlanta# Office of the Director 
79/05/07 Sop 


7907030M0 Forwards IE Info Notice 79-12# "Attempted Damage to New 
Fuel Assemblies *’ No action required 

O'REILLY. J P Region 2# Atlanta# Office of the Director 
79/09/10 3pp 


7907100207 Forwards IE Circular 79-08# "Attempted Extortion - Low 
Enriched U " No action required 

D'REILLY#J P Region 2. Atlanta. Office of the Director 
79/0S/18 2pp 


7907060364 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Bys " Licensee 
action required 

O'REILLY. J P Region 2# Atlanta# Office of the Director 
79/09/22 ip 


7907100179 Responds to IE Bulletin 79-10 Submits table of 
requalification training statistics 

01LLELAND#J E Tennessee Valley Authority 79/09/25 4pp 


7907030105 Forwards IE Info Notice 79-13# "Indication of Low Mater 
Level in Oyster Creel Reactor " No action required 
0'RSILLY#J P Region 2# Atlanta# Office of the Director 
79/05/29 3pp 


790723074B Act receipt of 790523 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-259/79-10# 

30-260/79-10 «< 50-296/79-10 

LEM I 8# R C Region 2. Atlanta# Reactor Operations Nuclear Support 

Branch 79/06/18 Ip 


—7907230763 Responds to NRC 790501 Itr re violation noted in IE Inep 
Repts 50-299/79-10.90-260/79-10 L 50-296/79-10 Corrective 
actions reactor cleanup pump locked Door closures L alarms 
will be Installed by Sept 1979 

OILLELAND#J E Tennessee Valley Authority 79/05/23 2pp 


—7907230775 Forwards IE Insp Repts 50-259/79-10,50-260/79-10 «c 50-296/ 
79-10 on 79,0305-30 6 notice of violation 

LEMIS.R C Region 2# Atlanta# Reactor Operations Nuclear 

Support Branch 79/09/01 2pp 


— 79072307B4 Notice of violation from Insp on 790305-30 

* Region 2# Atlanta. Office of the Director 79/05/01 Ip 


—7907230790 IE Insp Repts 50-259/79-10# 50-260/79-10 & 90-296/79-10 on 
790305-30 Noncomp 1 lance noted failure to lock doors to high 
radiation areas 

SULLIVAN#R F Region 2# Atlanta# Office of the Director 
DANCE#H C Region 2# Atlanta# Reactor Operations Nuclear 

Support Branch 79/04/27 6pp 


7907020393 Forwards IE Info Notice 79-17# "Source Holder Assembly 
Damage from Klsfit Between Assembly St Reactor Upper Grid 
Plate " 

O'REILLY# J P Region 2# Atlanta# Office of the Director 
79/06/20 ip 


7907120104 Forwards IE Bulletin 79-02# Revision I# "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

0'REILLY#J P Region 2# Atlanta# Office of the Director 
79/06/21 ip 


7907110230 Forwards lE Circular 79-09# "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus " No action required 

O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/06/22 Ip 


7907310029 Forwards IE Bulletin 79-13. "Cracking in Feedwater Bys 
Piping " No action required 

O'REILLYjJ P Region 3# Atlanta# Office of the Director 
79/06/29 3pp 


7907180443 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/06/28 3pp 


7907200206 Forwards IE Bulletin 79-12# "Short Period Scrams at DWR 
Facilities " Action required 

0'REILLY#J P Region 2# Atlanta. Office of the Director 
79/05/31 2pp 


7907310263 Forwards lE Bulletin 79-14# "Seismic Analysis for As-Built 
Safety-Related Piping Sys. " Action required 
O'REILLY. J P Region 2# Atlanta# Office of the Director. 

79/07/02 3pp 


7907|a0B64 Requests addl analysis of environ qualification of 
stem-mounted light switches# per util response to IE Bulletin 
79-01 Lists criteria to be met if unqualified switches are 
not replaced 

LAINAS.O Plant Systems Branch 79/06/06 2pp 


7907190191 Forwards suppl lE Bulletin 79-OlA. "Environ Dual i f icatlon of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A5CQ Solenoid Valves! " Action required 

Q'REILLY.J P Region 2# Atlanta# Office of the Director 
79/06/06 3pp 


7907060064 Forwards IE Info Notice 79-15# "Deficient Procedures “ No 
action required 

O'REILLY, J P Region 2# Atlanta, Office of the Director 
79/06/07 2pp 


7907230056 Forwards retponie to IE Bulletin 79-01 No unprotected 
terminal blocks which must function in post-accident environ 
used in plant ASCO solenoid valves qualified per plant 
equipment design memo 

OILLELANDiJ E Tennessee Valley Authority 79/06/11 iOpp 


7907250169 Requests that Region 2 measurements 
privileges of -licensee designated vehicle " 
O'REILLYiJ P Region 2# Atlanta# Office of 
79/06/11 3pp. 


van be granted access 
the Director 


7907170050 Forwards proposal for concurrent cycles of inservlce Insps it 
testing per lOCFRSD 35a(g}#to reduce unnecessary delays 
MILLB/L M Tennessee Valley Authority 79/07/11 3pp 


7907180566 Submits revisions to requests for relief for inservlce 
insp program forwarded 781211 h 790329 Inservlce Insp U 
hydrostatic pressure testing programs should be reviewed as 
soon at practical 

MILLS# L M Tennessee Valley Authority 79/07/11 6pp 


7907310387 Forwards IE Bulletin 79-15# "Deep Draft Pump Deficiencies " 
Action requirsd 

O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/07/11 2pp 


7907240281 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors. " No action required 
O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/07/13 3pp 


R Periodic operating reports b related correspondence 


7907170120 Forwards monthly operating rept for June 1979 
DEWEA8E, J 0 Tennessee Vallsy Authority 79/07/10 Ip 


—7907170126 Monthly operating rept for June 1979 

OREENiD < THOMiT Tennessee Valley Authority 79/07/01, 37pp. 



DOCKETED ITEMS 


95 


8 RflportablB occurroncos* LERe it related correspondence 


790719054B LER 70-007 is voided 

» Tennessee S/alloy Authority 79/Qb/27 ip 


7907S&0t2& Discusses plans to install communication links bstuieen NRC 
nuclear facilities for emergency use Direct lines from each 
facility to MRC head<iuart ors V regional ofe uilll communicate 
operational it environ info 

8EYFRIT,K V Region 4. Dallosi Office of the Director 79/03/22 
2pp 


7907170200 Forwards LER 79-007/03L-0 

FQXiH 8 Tennessee Valley Authority NRC 79/07/li Ip 


~*-7907l70205 LER 79-007/03L-0 on 790612 during performance of procedure 
61 4 1 A-14i turbine first stage permissive pressure switches 
PS-l-BlA & D & PS-1-91A h D setpoints exceeded Tech Specs 
Caused by setpoint drift Switches recalibr 
e Tennessee Valley Authority 79/07/11 2pp 


DOCKET 50-297 NORTH CAROLINA STATE UNIV PUL5TAR REACTOR 


P Operating license stage documents & correspondence 


7907170068 Forwards Amend 57 to License DPR-46i safety evaluation U 
notice of issuance & availability 

iPPOtlTOiT A Operating Reactors Dratich 3 IPre 790625) 

79/05/23 Dpp 


— 7907170076 Amend 57 to License DPR-46j mod i f y ing Tech Specs to permit 
operation up to lY, rated thermal power while performing 
training startups w/RHR pumps In shutdown cooling mode 
IPPOLITOiT A Operating Reactors Dranch 3 (Pre 79062S> 

79/05/23 15pp 


--7907170093 Safety evaluation supporting Amend 57 to License DPH-46 
« Operating Reactors Dranch 3 <Pre 790625) 79/05/23 4pp 


790723047B Submits proposed changes to Tech Specs 

THOMASi J L North Carolina State Univ 79/07/10 lOpp 


Q Inspection reporter IE Dulletins & correspondence 


—7907170109 Notice of issuance 6 aval 1 iab 1 1 Ity of Amend 37 to License 
DPR -4 6, 

1PPOLITO, T A Operating Reactors Dranch 3 IPre 790625) 

79/03/23 2pp 


7907100102 Forwards IE Circular 79-O0< “Attempted Extortion - Low 
Enriched U “ No action renuired 

□'REILLYrJ P Region 2* Atlantar Office of the Director 
79/05/18 Ip 


7907180640 Forwards NURE0-O560* “Staff Rapt on Ocnerlc Assessment of 
Feedwater Transients In PMRs Designed by D&U “ U/o end 
ORIHESiD K Assistant Director for Engineers i< Projects (Pre 
790623) 79/06/11 2pp 


7907230410 Forwards IE Info Notice 79-16. “Nuclear Incident at TMI ♦' 
No action required 

O^REILLYfJ P Region 2« Atlanta. Office of the Director 
79/06/22 Ip 


790724046B Forwards IE Info Notice 79-10. “Skylab Reentry “ No action 
required 

O^REILLYjJ P Region 2. Atlanta. Office of the Director 
79/07/06 Ip 


DOCKET 50-298 COOPER NUCLEAR STATION 


F Security, medical, emergency (c fire protection plans 


7907110741 Act receipt of 790323 submittal re facility contingency 
plan Forwards request for addl info Request withheld iref 
10CFR2 790) 

IPPOLITO. T A Operating Reactors Branch 3 (Pre 790625) 

79/06/11 2pp 


7907110424 Forwards design Info re specific fire protection mods 90 
days prior to actual Implementation. as requested In 790523 
fire protection safety evaluation 

PILANTtU M Nebraska Public Power District 79/06/28 6pp 


7907200333 Forwards proposed change to Tech Spec 613 specifying 
requirements re 5-man fire brigade. to become effective 
90 days after issuance of 8ER 

PlLANTiJ M Nebraska Public Power District 79/07/17 3pp 


7907240323 Forwards revised contingency plan Plan withheld 
(ref 10CFR2 790) 

PILANT.U M Nebraska Public Power District 79/07/19 Ip 


7907260732 Forwards Class 111 fee for review of safeguards contingency 
plan. in response to 790703 Itr 

PILANT.J M Nebraska Public Power District 79/07/19 2pp 


P, Dperatlng license stage documents correspondence 


7907030113 Notification that IE Region 4 has been given responsibility 
for technical review of emergency plan. 

IPPOLITOiT A Operating Reactors Branch 3 (Pro 790625) 

79/03/08. 2pp. 


7907060470 Summary of 790510 meeting w/util in DethesdaiMD re questions 
concerning Secti-on 8.0 of QA program which identifies 
exceptions to NRC guidance on OA 

ROONEYfV L Operating Reactors Dranch 3 (Pro 790623) 79/05/16. 

3pp 


7907100640 Concludes QA program description is acceptable pending 
review of exceptions to "Orange Book " (Nash'^204) Exceptions 
were submitted as Section 0 d on 790109 8< are presently 
under review 

IPPOLITO. T, A Operating Reactors Branch 3 (Pro 790623), 

79/03/21 2pp 


7907170194 Forwards proposed changes to ET0 Requests separate review & 
approval by 790901 re deletion of App □ ETS Section 4111 
PILANT. J M Nebraska Public Power District 79/07/10 3pp 


— 7907170190 Proposed change to ETS. requesting deletion of Section 
4 111. “Survei 1 lance. Study 8< Evaluation Program " 
e Nebraska Public Power District 79/07/10 13pp 


7907200260 Forwards NPDE8 permit it 730416 Section 401 State 
Certification Ltr.per NRC 790703 request 

PILANT. J M Nebraska Public Power District 79/07/13 2pp 


—7907200262 NPDE8 permit, e ffective 731212. author! t ing discharge into NO. 
River Section 401 Certification end 
e Nebraska. State of 73/12/12 17pp 


Q Inspection reports. IE Bulletins S< correspondence 


7907260162 Responds to IE Bulletin 78-12 re atypical weld matl in 
reactor vessel welds Data compilation is currently under way 
by C-E. OE tc util Requests extension to 790504 for Info 
submittal 

PlLANT.sIM Nebraska Public Power District 79/03/20 Ip 


7907090392 Responds to NRC 790307 Ur re violation noted in IE Insp 
Rept 30-29S/79-03 Corrective actions Instrument 15-25299 
tent to manufacturer for calibr check s. repair if required 
PILANT. J,H Nebraska Public Power District 79/03/21 2pp 


7907030130 Forwards IE Insp Rept 30-298/79-05 on 790219-23 No 
honcompl lance noted 

NAD8EN. 0 L Region 4» Dallas. Reactor Operations Nuclear Support 

Branch 79/04/19 2pp 


—7907030140 IE Insp Rept 30-290/79-05 on 790219-23 No noncompliance 
noted Kajor areas inspected licensee Surveillance test 
program for June 1977-Nay 1970 

6HAFER.U. D , JOHNSON. E, H . HHITT. K Region 4. Dallas. Office of 
the Director. 79/04/18 Spp 


7907030191 Forwards IE Insp Rept 30-290/79-07 on 790416-19 No 
noncompliance noted 

NADBEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/05/03 Bpp. 


—7907030193 IE Insp Rept 50-290/79-07 on 790416-19. No noncompliance 
noted Kajor areas inspected inservlce insp program, 
procedures S. work activitlei 

OILBERT.LD, . TONLINSON. D P. . CONSTABLE. 0. L Region 4^ Dallas. 

Reactor Operations Nuclear Support Dranch 79/03/03, 4pp 


7907060402 Notifies that permission hat been obtained to extend 
submittal date of responses to IE Bulletins 70-12. 78-lSD & 
78-12B to 790629 

PILANT. J.N. Nebraska Public Power District 79/05/07 Ip. 
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DOCKETED ITEMS 


907100269 Forwards IE Circular 79'*09» "Attempt&d Extortion - Low 
Enriched U " No action required 

BE/FRIT.K V Region 4. Dallas* Office of the Director 79/05/lB 

H 


9070A0327 forwards IE Bulletin 79-11* “Faulty Qvercurrent Trip Device 
In Circuit Dreakers for Engineered Safety Sys “ Licensee 
action reiiuired 

SEYFRlTiK V Region 4. Dallas, Office of the Director 79/05/22 


?070'90379 Acic receipt of 790321 Itr inforttiing NRC of steps taken to 
correct violation noted In IE Imp Kept 50“a9a/79-03 
MADSEN* 0 L Region 4i Dallas, Reactor Operations Nuclear Support 

Branch 77/05/29 Ip 


107190039 Foruarefs IE Insp Rept 5O-298/79‘'O0 on 790430-0504 No 
noncemp 1 ianc e noted 

MADSEN* 0 L Region 4* Dallasi Reactor Operations Nuclear Support 

Branch 79/05/31 2pp 


7907190049 IE Insp Rapt 30-299/79-09 on 790430-0504 No none ompllance 
noted Major areas inspected radiation protection during 
refueling activities L analytical nteasurenent results 
HURPAViD. 4 CAlNfC Region 4* Dallas. Office of the Director 
QROMNiO D Region A. Dallas* Fuel Facility l< Materials Safety 

Branch. 79/05/30 9pp 


07S0034D Forwards IE Bulletin 79-12, "9hert Perioif Scrams at BWR 
facilities “ Action required 

seyFRlT*K V Region 4. Dallas. Office of the Director 79/05/31 

Ip 


07190403 Forwards suppl IE Bulletin 79-OlAi “Environ Dua 1 if Icatlon of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A9C0 Solenoid Valves) " No action required 

8EYFRIT.K V Region 4, Dallas* Office of the Director 79/06/06 

Ip 


07300472 Forwards IE Imp Rept 50-29B/77-10 on 790501-04 It 14-*15 & 
notice of violation 

MADSCNfO L Region 4* Dallas* Reactor Operations Nuclear Support 

Drench 79/06/D6 Spp 


7907300479 Notice of violation from insp on 790501-04 Et 14-15 
* Region 4. Dallas* Office of the Director 79/06/04 Ip 


7907300494 IE Imp Rapt 30-298/79-10 on 790501-04 >< 14-15 Noncompl 1 sneo 
noted failure to perform safety-related malnt activity using 
latest approved revision of appropriate procedures 

JOHNSON, e H , Cl/PP.E A , WE&TERNAN. T F Region 4. Dallas, Office 
Of the Director 79/06/04 Bpp 


57060019 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
ictlon required 

3EYFR1T.K V Region 4. Dallas* Office of the Director 79/06/07. 

Lp. 


17190643 Forwards IE Insp Rept 50-299/79-09 on 790430-0503 Notice 
If violation withhold (rtf 10CFR2 790> 

1ADSEN. 0 L. Region 4, Dallas* Office of the Director 79/O6/0B 

»pp 


'907160653 IE Insp Rept 50-299/79-09 on 790430-0503 Two items of 
none onp 1 lanc e found U three unresolved Items noted. 

Details withheld (ref iOCFR2 79Q> 

CALDNECLi R. A * EVAN9* C A. Region 4* Dallas. Office of the 
Director NAD8EN. Q, L Region 4* Dallas* Reactor Operations 

Nuclear Bupport Branch 79/06/09 Ip 


'7020444 Forwards IE Info Notice 79-17* “Bource Holder Assembly 
'amaga from Misfit Between Assembly $< Reactor Upper Grid 
lata " 

EYFRiTiK V, Region 4. Dallas. Office of the Director 79/06/20 
P 


7120373 Forwards IE Bulletin 79-02* Revi s Ion i* "Pipe Support Base 
late Designs Using Concrete Expansion Anchor Bolts Action 
squired 

EVFRIT.K.V Region 4* Dallas* Office of the Director 79/06/21 


7030423 Responds to lE Bulletins 79-01 & 79-OlAi "Environ 
uallflcatlpn of Class IE Equipment." Forwards info re 
qulpment inside 4- outside primary containment, Preventive 
Bint program re ASCO solenoid valves Initiated 
ILANT.U H Nebrsila Public Power District 79/06/22 t2pp 

72402SB Forwards lE Bulletin 79-13. "CratVing In Feedwater Bye 
iplng " Action required. 

EYFRtT*K V Region 4. Dallas* Office of the Director, 79/06/25 

P. 


7907100309 Forwards lE Circular 79-10. "Pipcf 1 ttings Mfg from 
Unacceptable Metl '* No action required 

BEYFRITiK V Region 4. Dallas* Office of the Director 79/06/26 

Ip 


7907120591 Notifies util of error on 790625 forwarding Ur for IE 
Bulletin 77-13 No action will be required 

8EVFRIT.K V Region 4* Dellas* Office of the Director 79/06/27 
Ip. 


7907100379 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required 

SEYFRIT* K V Region 4* Dallas* Office of the Director 79/06/2B 
Ip. 


79D7310210 Forwards IE Bulletin 79-14* “Belsmlc Analysis for As-Built 
Safety-Related Piping Syi '* Action required 

SEVFRITiK V Region 4* Dallas, Office of the Director 79/07/02 

Ip 


7907310623 Forwards IE Info Notice 79-lB, "Skylab Reentry " No action 
required 

SEYFRIT* K V Region 4. Dallas* Office of the Director 79/07/06 
Ip 


7907190502 Forwards IE Bulletin 79-15* "Deep Draft Pump Deficiencies " 
Action required 

BEYFRlTiK V Region 4* Dallas* Office of the Director 79/07/il 

Ip 


7907240316 Forwards IE Circular 79-13* "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

6EYFRIT.K V Region 4* Dallas* Office of the Director 79/07/13 
Ip. 


7907260328 Forwards IE Info Notice 79-19* "Pipe Cracks in Stagnant 
Ooreted Water Bys at PUR Plants " No action required 
BEYFRlTrK V, Region 4* Dallas* Office of the Director 79/07/17 
tp 


7907260235 Notifies that written responses to IE Bulletin 79-15* Suppl 
1. should be directed to IE Dlv of Reactor Conet Insp 
8EYFR1T.K V Region 4* Dallas* Office of the Director 79/07/10 
Ip. 


R Periodic operating reports & related correspondence 


7907170233 Forwards monthly operating rept for June 1979 

LE8SQR.L C Nebraska Public Power District 79/07/09 Ip 


—7907170234 Monthly operating rept for June 1979 

BORER, P J Nebraska Public Power District 79/07/09 4pp 


9 Reportable occurrences* LERs related correspondence 


7907170061 LER 79-01 S/OOL-O on 790525 breaker lAB failed to close 
automatically Caused by Improper operation of switch 52 in 
breaker IAN Switch contacts cleaned 4* tested sati s fac tor 1 1 y 
DEDNARi L Nebraska Public Power District 79/06/23 ip 


7907170054 Forwards LER 79-012/03L-0 

LESSOR* L C Nebraska Public Power District 79/05/30 2pp 

—7907170037 LER 79-01 2/03L-0 on 790503 vessel water tamp increased to 
220 F u/prlmary containment integrity not eetabllshed Caused 
by omission in operating procedures Betpolnt of interlock 
verified It procedures revised 

MlLLrAM8*M G Nebraska Public Power District 79/05/30 Ip 


7907170063 Forwards LCR 79-013/03L-0 ' 

LESSOR* L C. Nebrasko Public Power District. 79/05/30 2pp 


—7907170065 LER 79-013/03L-0 on 790508 correct dryuell to suppression 
chamber reading not established Caused by leaking Inlet 
purge valve. Valve repaired I* leak tested 

bflLLlAMB. M 0 Nebraska Public Power District. 79/05/30 Ip 


7907030252 Ferwards PN0-79-67A0. ''Nuclear Incident at TMI " 

NAD8£NiO L, Region 4* Dallas* Reactor Operations Nuclear Support 

Branch 79/05/31, Ip 


7907020299 Forwards PN0-79“67An 

HAD8EN*0, L. Region 4* Dallas* Reactor Operations Nuclear Support 

Branch. 79/06/05 Ip 


7907170079 Forwards LER 79-014/03L-0 

LESSOR* L C, Nebraska Public Power District 79/06/08 Spp 


DOCKETED ITEMS 


97 


— 7907170082 LER 79-014/03L-0 on 790509 chamber vent valve for toru« 
level transmitter mas left closed Caused bg technician 
error Vent valve opened 8< PC''LT-12 placed bade Into sve 
LAWRENCE^L I Nebraska Public Power District 79/06/00 Ip 


7907030177 Forwards PN0-79-67A8 

KAD&ENiO U Region 4i Dallasi Reactor Operations Nuclear Support 

Branch 79/06/13 tp 


7907030223 Forwards PNP“79’"67AT. "Nuclear Incident at TMI " 

NADSENi 0 L Region Dallasi Reactor Operations Nuclear Support 

Branch 79/06/19 Ip 


7907170027 Forwards LER 79-01 S/03L-’0 on 790625 

LEB80Ri L C Nebraska Public Power District 79/06/23 3pp 


7907130325 Forwards PN0-79-67AU 

HADSENrO L Region 4i Dall4s> Reactor Operations Nuclear Support 

Branch 79/06/27 ip 


7907100671 Forwards PNQ-79-67AV AW 

MAD8EN4 0 L Region 4i Dallasi Reactor Operations Nuclear Support 

Branch 79/07/10 Ip 


DOCKET 50-301 POINT BEACH NUCLEAR PLANTi UNIT 9 


F Sscuritg* medicalr emergency fire protection plans 


7907300353 "Fire Protection In Operating Nuclear Power Stations Point 
Beach Units 1 Ic 3 SER Review^ *' interim rept 

HALLrR E t MACDOUOALLi E A Drookhaven National Laboratory FIN 
A-3107 7907300353 77/04/27 4pp 


7707130097 Requests addl info re review of safeguards contingency plan 
transmitted w/790202 Itr Details withhold (ref 10CFR2 790> 
SCHWENCER>A Operating Reactors Branch 1 (Pre 770625) 77/05/31 

2pp 


0 Adjudicatory correspondence 


7907230213 Testimony re Contention 2(c} re necessity of closing 
facility Adopts Sectons 7 5 7 6 of EIA re proposed mod of 

spent fuel pool at facilities Prof qualifications and 
TOALSTQNf A L Antitrust tt Indemnity Oroup 79/05/29 4pp 


P Qperoting license stage documents t correspondence 


7907120207 Summary of 790426 meeting w/utils to discuss Westlnghouse 
plant design ra TMI-2 event 

THADANifA Reactor By stems Branch 77/05/03 37pp 


79062S0325 Rprwards Amends 38 43 to Licenses DPR-24 U DPR-27i 

reipectivalyj safety evaluation !< notice of Issuance St 
aval lab i 1 i ty 

aCHWENCERi A Operating Reactors Branch I (Pre 770625) 77/05/11 

2pp 


—7706250326 Amends 30 St 43 to Licenses DPR-24 St DPR-27. respectively* 
requiring actuation of safety in jectiom revising opening 
logic for pressurlxer power operated relief valves St 
modifying power supplies 

BCHWENCHRr A Operating Reactors Branch 1 (Pre 790635) 

77/05/11. 14pp 


“'"7706850327 Safety evaluation supporting Amends 38 S< 43 to Licenses 
DPR-24 It DPR-27» respectively 

aCHWENCERrA. Operating Reactors Branch 1 (Pre 790625) 
77/05/11 5pp. 


— 7706250320 Notice of issuance |< availability of Amends 38 St 43 to 
Licenses DPR-24 Sc DPR“27« respectively 

BCHNENCERf A Operating Reactors Branch 1 (Pre 770625) 

79/05/11, 2pp 


7707260110 Discuss,#* plans to install communication links between NRC It 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters It regional ofc will cammunicate 
operational St environ Info. 

KEPPLERxJ. 0 Region 3* Chicago* Office of the Director. 79/05/22 

2pp 


7707310329 Forwards safety evaluation re util reanalyils of ECCS 
per f ormance. Requiremsnts fulfilled ra 780428 order for mod 
of license. 

ecHWENCERj A Operating Reactors Branch 1 (Pre 770625) 79/06/04 

3pp. 


—7707310336 Safety evaluation re util reanaly^is of ECCS performance 
Operation acceptable w/max of lOX steam generator tubes 
plugged St peaking factor limit of 2 33 

» Operating Reactors Branch 1 (Pre 770625) 79/06/04 2pp 


7907240964 Forwards NRC 790604 Itr to Westlnghouse requesting addl Info 
re small break LDCA analyses & analysis methods NRC will 
eventually require documentation re applicability of 
Westlnghouse results to analyses at facility 

aCHWENCER.A Operating Reactors Branch 1 (Pre 79062S) 79/06/11 

2pp 


7907250D21 Forwards NUREO-056Oj "Staff Rapt on Oenerlc Assessment of 
Feedwater Transients in PWRs Designed by B 81 W " W/o enc I 
ORIHEB* D K Assistant Director for Engineers b Projects (Pre 
790625) 79/06/ i I 2pp 


7907240479 Notifies of review of util 770728 submittal ro TAC 10042 t 
10043* degraded grid voltage Forwards request for addl info 
LAINABiO Plant Bystoets Branch 77/06/13 3pp 


7707310466 Forwards safety evaluation of eafety injection actuation 
sys resulting from mods proposed in response to IE Bulletin 
79-06A 

LAINAS. 0 Plant By stems Branch 79/06/13 2pp 


7907030372 Revises equation It definitions provided in 790524 submittal 
re rod worth measurements used In startup physics testing 
Conclusions of 790624 Itr remain unchanged predictions 
adequate 

FAV*C W Wisconsin Electric Power Co 77/06/80 2pp 


7907250094 Notification of 790706 meeting w/util to discuss repair of 
cracked feedwater linos 

TRAMMELL* C H Operating Reactors Branch 1 (Pro 7906S9) 

77/07/05 ip. 


7707300t54 Notification of 790717 meeting w/lntl Brotherhood of 
Electrical Workers in Two RiversiWI to discuss NRC 
■quirements w/respect to gatehouse personnal screening L 
psychological testing 

TRAMMELL* C H Operating Reactors Branch 1 77/07/09 2pp 


7907160321 Submits Tech Spec Change Request 59 to amend Licenses DPR-24 
l( OPR-27 Hods address qualification requirements of Reg 
Guide 1 8 for radiation protection manager I* provide 
flexibility for plant staffing 

BUR8TEIN*a. Wisconsin Electric Power Co 79/07/10 4pp 


0 Inspection reports* IE Bulletins It carresp ondence 


7907260524 Forwards IE Insp Rept 50-301/79-06 on 790402-03 No 
noncompl lance noted 

HEI8HMAN1R F Region 3* Chicago* Reactor Construction tt 

Engineering Support Branch 79/05/07, 2pp. 


—7907260526 IE Insp Rept 50-301/79-06 on 790402-03 No noncompl lance 
noted Major areas inspected preparation for refueling 
Dutagei prefuel tt fuel hendllng activities Ic maint during 
rsfucllng outage 

0WAN8ON*E R. Region 3, Chicago* Office of the Director 
77/05/04 Bpp 


7707240628 Forwards results of preliminary review of licensee responses 
to IE Bulletins 77-06* 06A It 06* Amend I. Meeting 
w/ounirs of operating plants having Wes t inghous e-designed 
sys scheduled for 790530 in Qethesda* MD 

BCHWENCERcA Operating Reactors Branch 1 (Pre 790625) 79/05/22 


7907110240 Responds to IE Bulletin 79-10 Forwards info re 
rtqual 1 f Icatlon training of reactor operators It senior 
operators. 

FAY*C. W, Wisconsin Electric Power Co 79/05/84 3pp 


7707130162 Responds to IE Bulletin 76-12* ''Atypical Weld Mail In 
Reaction Pressure Vessel Welds " Forwards Westlnghouso rept 
re 8I(W rept on welds. Final rept re Unit 2 will be forwarded 
before 770713 

QURBTEIN18 Wisconsin Electric Power Co 79/05/29 4pp 


7707240106 Forwards IE Insp Rept 50-301/79-00 on 790512 No 
noncompliance noted 

HEI8HMAN. R.F Region 3* Chicago* Reactor Operations Nuclear 

Support Branch. 77/05/27. 8pp 


— 7707240118 IE Insp Rept 5O-3Oi/79“>O0 on 770512 No noncompl lence noted 
Major areas inspected. engineered safety features initiation 
logic %t subsequent verification testing 
GHOULEBiNC * WARWICK* R F, Region 3* Chicago* Reactor 
Construction tt Engineering Support Branch. 77/05/24 3pp 
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DOCKETED ITEMS 


7907250076 IE Inip Rept» 50-266/79-05 fic 50-301/79-04 on 

790302)0402-06 it 10-1 1 & notice of violation 

KETSHMANj R F Rfiffion 3i Chicagor Reactor Operationt Nuclear 

Support Branch 79/03/30 Spp 


—7907250079 Notice of violation from imp on 790303*0402-06 & 10-11 
Region 3i ChlcagOi Office of the Director 79/05/29 Ip 


-7907250083 IE Imsp Rept« 50-266/79-03 & 50-301/79-04 on 790302-0402-06 
& 10-11 NoneoiDp 1 lane e noted failure to log avial flui 
difference u/flux difference alarm out of eve 

CH0ULE8, N C , WARNICK. R F Res 1 on 3. Chicago* Office of the 
Director 79/05/29 9pp 


907200336 Forward* IE Gulietin 79-12- "'Short Period Scram* at BWft 
Facilities “ No action rei}.uired 

KEPPLEH) J Q Region 3* Chicago- Office of the Director 79/0S/3J 
Ip- 


907240144 Forwards lE Insp Repts 50-266/79-06 it 50-301/79-07 on 
790903-04 No noncoftig 1 1 ante noted 

HElSHNANiR F Region 3i Chicagoi Reactor aperatlons Nuclear 

Support Branch 79/06/01 2pp 


-7907240192 IE Insp Repts 50-266/79-06 fc 50-301/79-07 on 790903-04 Mo 
noncomp 1 iance noted Na^or areas inspected operator awareness 
re details of tMI event b procedural changes resulting from 
IE Bulletins 79-06- 06A tt 06A- Revision 1 

BOTDi 0 C - REYES, L A - SPESSARD*R L Region 3* Chicago, Reactor 

Operations Nuclear Support Branch 79/09/29 9pp 


07190296 Foru^ards suppl lE Bulletin 79-OlA- "Environ Oual 1 f 1 cation of 
Class IE Equipment (Deficiencies in Environ Qualification -of 
ASCO Solenoid Valves) " Action required 

KEPPUER- J 0 Region 3* Chlcagoi Office of the Director 79/06/06 

ip 


07240440 Forwards IE Info Notice 79-19- "Daficlent Procedures '♦ No 
action required 

KEPPl.Eft*0 0 Region 3- Chicago- Office of the Director 79/06/07 

ip 


D7060007 Advises that IE Info Notice 79-19- ■'Deficient Procedures" 
Forwarded to listed utils 

»APFAg-H Region 3^ Chicago. Office of the Director 79/06/08 

Ipp. 


J7300191 Forwards lE Insp Repts 50-266/79-07 l< 30-301/79-09 on 
'90531 No noncomp 1 i ance noted 

IAV18-A B Region 3i Chicago. Fuel Facllltv ic Materials Safety 

iranch 79/06/13 2pp 


907300194 JE Insp Repts 50-266/79-07 it 50-301/79-09 on 790531 No 
noncompliance noted Major areas Inspected emergeneg drlkl- 
including accident assessment* I i censee re spor^se* of fsi t» 
ageneg response it drill critique 

A)!EUSON. W L , HIATT, J W . E8BI0- T H Region 3, Chicago* Office 
of the Director 79/06/Jl 3pp, 


7020440 Foruerd* IE Info Notice 79-17* "aource Holder Asseiribly 
amage from Misfit Between Assembig L Reactor Upper Grid 
late " 

EPPtiER*U 0 Region 3, Chicago* Office of the Director 79/06/20 
If 


M3D26B Forwards IE Bolletln 79-02> Revis Ion 1, "Pipe Support Base 
late Designs Utins Concrete Expansion Anchor Bolts " Action 
jqu Ired 

PPLER-U 0 Region 3, Chicago- Office gf the Director 79/06/2|> 
P 


'050493 Forwards IE Circular 79-09, "Occurrences of Split or 
inctured Regulator Diaphragms in Certain Be 1 f-Contalned 
eathlng Apparatus. '■ No action required 

PPLERtJ. 0 Region 3- Chicago* Office of the Director 79/06/22 
f 


130165 Forwards lE Bulletin 79-l3r '■Cractlng in Feedwater Sys 
ping. " Action required 

PPLERrJ & Region 3- Chicago- Office of the Director 79/06/25 
P 


D6D0D4 Forwards IE Circular 79-10. "Pipef i ttlngs Mfg from 
acceptable Matl *' No action required 

3PLER* J 0 Region 3* Chlcagu, Office of the Director 79/06/26 


100326 Forurardi JE Circular 79“12i "Potential Diesel Generator 
'bochsrger Problem No action required 

■PLERiJ 0. Region 3, Chicago, Office of the Director, 79/06/20 


7907130297 Forwards IE Bulletin 79-14. “Seismic Analgsis for As'Ouilt 
Safeig-ReJated Piping 8ys " Action required 

KEPPLER- J 0 Region 3, Chicago, Office of the Director 79/07/02 
IP 


7907240113 Forwards IE Info Notice 79-lB, "Bkylab Reentry " No action 
required 

KEPPLER,J 0 Region 3, Chicago- Office of the Director 79/07/06 
JP 


7907310354 Forwards IE Bulletin 79-15- "Deep Draft Pump Deficiencies," 
Action required 

KEPPLER, J O Region 3- -Chicago, Office of the Director 79/07/11 

Ip 


7907310419 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER-J G Region 3, Chicago- Office of the Director 79/07/13 
ip 


7907260220 Notifies that written responses to IE Bulletin 79'-13, Suppl 
1, should b« directed to IE Dlv of Reactor Const Insp 

KEPPLER-J 0 Region 3, Chicago- Office of the Director 79/07/lB 
Ip 


7907260422 Forwards IE Info Notice 79-19, “Pipe Cracks in Stagnant 
Berated bister Sg« at PWR Plants " No action required 
KEPPLER.J 0 Region 3- Chicago, Office of the Director 79/07/10 
Ip 


7907300286 Provides addl Info to 790425 & 0502 Itrs re IE Bulletin 
79-07 Confirms that code limits referred to in reanalysis of 
four safety-related piping lines are same as in final 
facility description it 8AR 

FAVrC W Wisconsin Electric Power Co 79/07/iQ Ip 


R Periodic operating reports it related correspondence 


7907170160 Forwards monthly operating rept for June 1979 
DUR8TEIN, 8 Wisconsin Electric Power Co 79/07/10 Ip 


— 7907170163 Monthly operating rapt for June 1979 
* Wisconsin Electric Power Co 79/07/05 Bpp 


8 Reportable occurrences, LERs it related correspondence 


7907250267 Forward* LER 79-010/01 T-0. 

FAY.C W Wisconsin Electric Power Co 79/07/03 3pp 


—7907250277 LER 79-OlO/OtT-O on 790620 plant safeguards actuation 
circuitry review indicated need for circuitry changes Caused 
by changes in IEEE std since plant design Mods to four 
applicable safeguard clreulte will be performed 
DURSTElNrS Wisconsin Electric Power Co 79/07/03 ip 
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F Security- medical- emergency I- fire protection plans 


7907190520 Forwards licensing foe for NRC review of safeguards 
contingency plan, per NRC 790703 Itr 
STEWART, M P Florida power Corp 79/07/10 Ip 


— 7907J90330 Request# payment for safeguards contingency plan review S- 
approval. Ack receipt of util 790322 Itr 

DIOOB, R II License Fee Management Branch 79/07/03 Ip 


H General correipondenca 


7907300499 Forwards list of addl NRC personnel to be admitted to 
facility Requests site orientation for personnel 
0'R6rLLY-J P Region 2. Atlanta, Office of the Director 
77/06/00 Bpp 

J Insurance it Indemnity information 


7907230524 Forwards executed Amend 6 to Indemnity Agreement D-54. 
FREITAO,J, D Florida Power Corp. 79/07/17 3pp. 


P. Operating license stage documents & correspondence 


79070S0442 Submits list of B&U licensees who have provided Info on 
prassurlier level instrumentation Pressurizer level Info 
request list end. 

aHEMANSKI-P Division of Project Management 79/04/19 Hpp. 


DOCKETED ITEMS 


7907300001 RequBcts addl info tq imp lementat ion schedule for mod 
acceptable as permanent solution to small break LQCA issue 
economic Impact of requiring mod to be installed during 
current outage Safetij evaluation end 

REIDiR W Operating Reactors Dranch 4 (Pra 790i29> 79/0S/29 

2pp 


— 7907300011 Safety evaluation supporting proposed modi to assure that 
for all postulated single failure cond i t i ons> HPl sgs uill be 
capable of supplying enough flou to reactor to mitigate 
small break LQCA 

e Operating Reactors Dranch 4 {Pro 790^25) 79/09/29 7pp 


7907020397 Submits 790S30 daily digest for Uestinghouso reactors 
ROSSf D F Division of Project Management 79/09/30 Ip 


7907110199 Forwards safety evaluation of electrical instrumentation tt 
control aspects of proposed ECC8 mod for small break LOCA 
LAINASiO Plant Systems Branch 79/09/30 2pp 


^■*7907110210 Safety evaluation of electrical instrumentat 1 on & control 
aspects of proposed EGGS mod for small break LOCA 
» Plant Systems Dranch 79/03/30 3pp 


7907180909 Foru/ards request for addl info re degraded grid voltage In 
order to complete revieui of util 770729 submittal 
LAINASfO Plant Systems Dranch 79/Oi/06 3pp 


7907180620 Forwards NUREO-0960. "Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by D&M " W/o end 
GRlMESrD K Assistant Director for Engineers t< Projects iPre 
790629) 79/06/11 2pp 


7907250062 Requests registration as user of Model PD-1 
DAVNARDiP Y Florida Power Corp 79/06/19 Ip 


7907100393 Forwards Tech Spec Change Request 39 to delete ref to 
reactor coolant power pump monitors) uhi ch will not be 
installed prior to Initial Cycle 2 startup Certificate of 
Sve end 

STEWART) M P Florida Power Corp 79/06/29 2Bpp 

7907030384 Notifies that pressure alarm 8c recorders will he installed 
to augment present overpressure mitigating sys 
STEWART) W P Florida Power & Light Co 79/06/27 2pp 


7907030377 Provides test results of suitability of poison matl for D4C 
composite proposed for high density fuel storage racks 
MOORErO C Florida Power Corp 79/06/27 9pp 


7907030494 Summary of response to NRC 790917 order All short-term 
desl gnj procedural l< training commitments complete 
KOORErO C Florida Power Corp 79/06/29 13pp 


7907100919 Forwards Tech Spec Change Request 49 (Sodium Hydroxide - 
Deboration) requesting amend to App A of License DPR-72 
Licensing fee It Certificate of 8vc end 
STEWARTiW P Florida Power Corp 79/07/03 4pp 


—7907100919 Tech Spec Change Request 49 to amend License DPR-/2 App Ai 
changing shutdown margin requirement for Modes 4 !< 9 
a Florida Power Corp 79/07/03 Hpp 


7907300494 Forwards draft ItriFR notice & safety evaluation rept re 
restart of plant 

DENTONj H R Office of Nuclear Reactor Regulation, 79/07/03 Ip 


— 7907300460 Draft 1 tr re NRC 790516 order requiring increase in 
capability St reliability of plant to respond to various 
transient events Plant may resume operations. Schedule for 
long-term mod will be forwarded within 30 days 

DENTON) H.R Office of Nuclear Reactor Ragulation 79/07/06 2pp 


—7907300463 Safety evaluation rapt re licensee compliance w/NRC 790916 
order. Requirements of order were fulfilled Plant may resume 
operations Lonji-term mod must be completed 
a Office of Nuclear Reactor Regulation 79/07/02 31pp 


— 7907300476 Notice that licensee has satisfactorily completed actions) 
per NRC 790916 shutdown order Plant may ratuma operation 
REID)R W Operating Reactors Branch 4 79/07/06 2pp. 


7907130397 Forwards NPDES permit FL0000199 Permit rtplacei previously 
Issued permit & constitutes final datermination W/7B09D9 & 

790207 Itr from FL Dept of Environ Regulations to EPA 
HARVEY) 6 W Environmental Protection Agency 79/07/09. 21pp 


7907170119 Forwards Tech Spec Change Requests 42 8t 47 re 
amend to App A of DPR-72 Change is required prior to 
startup after completion of planned ECC8 mod)Which could be 
accomplished as early as 790722 
KOQRE)0 C Florida Power Corp 79/07/13 4pp 


—7907170127 Tech Spec Change Raquests 42 it 47 re mod to ECCB 
« Florida Power Corp 79/07/13 25pp 


7907270102 Forwards form Itr to D8<W operating plants re revised 
operating guidelines in event of engineered safety features 
sys actuation caused by low reactor coolant pressure 
OEISBLER.O 0 Babcock 8c HlUox Co 79/07/20 2pp 


0 Inspection reports) IE Bulletins 8< correspondence 


7907020069 DfcW site inspector dally rept on 790419 Plant status one 
reactor coolant pump secured to prevent seal degradation 
Refueling to begin 790424 

KCHENRYfT J Region 2, Atlantai Office of the Director 79/04/19 
IP 


7907020103 D&W site inspector dally rept on 770416 Plant status reactor 
operating at 74'/« power w/one coolant pump secured to prevent 
seal degradation 

MCHENRY. T Region 2) Atlanta. Office of the Director 79/04/16 

2pp 


7907020149 S&W site inspector daily rept on 790410 Plant status one 
reactor coolant pump secured to prevent seal degradation 
Insp performed on control room operations 

HCHENRY)T 0 Region Si Atlanta. Office of the Director 79/04/18 

Ip 


7907160037 Forwards IE Region 2 evaluation of licensee 790412 
responia to IE Bulletin 79-05A 

VAROA) 9 A Light Water Reactors Branch 4 79/04/19 Ip 


— 7907160040 Comments on llcensaa 790412 response to IE Bulletins 
79-09 it 05A 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear 

Support Dranch 79/04/19 3pp 


7907020397 Forwards IE Bulletin 79-OSB. •’Nuclear Incident at 
TMI ** Buppl •' 

O^REILLY.J P Region 2. Atlanta. Office of the Director 
79/04/21 Ip 


7907160368 Draft Itr forwarding draft NRC evaluation of licensee 790407 
it 12 raiponses to IE Bulletin 79-05A. Request for addl info 
encl Response required within 30 days 
» Division of Project Monagoment 79/04/23 22pp 


7907090178 Forwards IE Insp Rept 90-302/79-ii on 790221-23 No 
noncompliance noted 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/04/30, 8pp 


— 7907030203 IE Insp Rept 90-302/79-11 on 790221-23 No noncompl lance 
noted Major areas inspected offsite eupport agencies, 
emergency squl pment. mid leal facilities t emergency 
procedures 

OIBSON.O T Region 2. Atlanta. Office of the Director 
HUFHAM.J W Region 2. Atlanta. Fuel Facility It Materials Safety 

Dranch, 79/03/27 4pp 


7907H0322 Forwards IE Info Notice 79-lli ’’Lower Reactor Vessel Head 
Insulation Support Problem ’’ No action required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/09/07 Ip 


7907100177 Forwards IE Circular 79-OB. "Attempted Extortion - Lou 
Enriched U '• No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director, 
79/09/18. 2pp 


7907060398 Forwards IE Bulletin 79-11. "Faulty Dvarcurrent Trip Device 
in Circuit Breakers for Engineered Safety 8yi ” Licensee 
action required 

O'REILLY. J P. Region 2. Atlanta. Office of the Director. 

79/05/22 ip 


7907030099 Forwards IE Info Notlca 79-13. ’’Indication of Low Water 
Level In Oyster Creek Reactor ” 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/09/29. 2pp, 


00 


DOCKETED ITEMS 


907ia04aa Ack r»c«ipt of 790409 Itr Informing NRC of iteps taken to 
correct violation* noted in IE Inip R*pt 50-302/79-07 
SUTKERUANOj J T Region 2* Atlanta, Fuol FaclHtv & Matarlal* 

Safeti; Branch 79/05/29 Ip 


-7907130499 Responds to NRC 79031A I tr re violations noted In IE In*p 
Rept 30-302/79-07 Corrective actions portal monitor 
requ irejrent uill be deleted Prom Emergency Plan EK-100 
STEWTARTi W P Florida Power Corp 79/04/09 ip 


-790713OS00 Forwards IE Insp Rept 50-302/79-07 on 790122-24 U notice of 

SUTHEBLANDrJ T Region 2. Atlanta. Fuel Facility & Materials 

Safety Branch 79/03/16 2pp 


7907310018 Forwards lE Bulletin 77-13. ’^Cracking in Feedwater 6ijs 
Piping " Action required 

□ 'REItUY, J P Region 2. Atlanta. Office of the Director 
79/06/25 2pp 


7907110266 Forwards IE Circular 79-10. "Pi p ef i tt ing s Mfg from 
Unacceptable Matl " No action required 

□ ^REILLY. J P Region 2. Atlanta. Office of the Director 

79/06/26 2pp 


79D7230711 Ack receipt of 790615 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/79-04 
LEUIQ. R C Region 2. Atlanta. Office of the Director 79/06/26 

IP 


-7907130304 Notice of violation from Insp on 790122-26 

» Beglon 2. Atlanta. Office of the Director 79/02/26 Ip 


-790713O5JI IE Insp Rept 50-302/79-07 on 790122-26 None ompl iance noted 
failure to have adequate auxiliary bldg evacuation sys 6 
failure to have working portal monitor at guardhouse 
OIBBQN^O T I KUFHAM.J H Region 2. Atlanta. Fuel Facility & 

Materials Safety Branch 79/02/26 7pp 


9073000 4-0 Forwards IE Insp Rept 
noncooip 1 1 ance noted 
LEUIS, R C Region 2. Atlanta 

Support Branch 79/05/30 2pp 


50-302/79-16 on 790314-15 No 


Reactor Construction 6 Engineering 


-7907300043 IE Insp Rept 50-302/79-16 on 790514-15 No noncomp I iance 
noted Major areas inspected revlau of identified Items of 
concern 6 followup on Part 31 repts 

DYER, J A . BURNETT.P T Region 2. Atlanta. Reactor Operations 

Nuclvar Support Branch 79/05/24 3pp 


907200100 Forwards IE Bulletin 79-iah "Short Period Berams at BWR ^ 
Facilities " No action required 

O^REILC-V*J P Region S> Atlanta. Office of the Director 
79/05/31 2pp 


907230431 Submits addl Info to end B6U 790313 response re IE 
Bulletins 78-12A 6 7B-12S. "Atypical Neld Hatl in Reactor 
PresfU't'B Vessel Welds " Forwards vendor 790313 Itr to 
Westing-house Util maintains requirements met 
WHITE. U D Rochester Oas tc Electric Corp 79/06/01 3pp 


—7907230721 Responds to NRC 790524 Itr re violations noted in IE Insp 
Rept 50-302/79-04 Corrective actions training program for 
alftctriclans mechanics implemented tt improvements made to 
QA plan 

STEWART. MP Florida Power Corp 79/06/JS 10pp 


7907100433 Forwards 1C Circular 79-12. "Potantial Diesel Generator 
Turbocharger Problem " No action required 

D^REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/28 2pp 


7907310227 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Built 
Safety-Related Piping 9ys " Action required 
D'REILLY. J P Region 2. Atlanta, Office of the Director 
79/07/02 Ip 


79-07270393 Ack receipt of 790619 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-302/79-13 
SUTHERLAND, J € Region 2. Atlanta. Fuel Facility & Materials 

Safety Branch 79/07/03 Ip. 


“7907270401 Responds to NRC 790S29 Itr re violations noted in 2E Insp 
Rept 50-302/79-13 Corrective actions procedure entitled 
"Radioactive Matl Tagg ing. RP-21 7" prepared in review cycle 
STEWART, W P Florida Power Corp 79/06/18 2pp 


— 7907270402 Forwards IE Insp Rapt 50-302/79-15 on 790307-11 It notice of 
violation 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility tt Materials 

Safety Branch 79/03/29 2pp 


-7907230493 Forwards response to IE Bulletins 78-12 b 7e-12A. "Records 
Inve at Jgatlon Rept Re Of f-Ch*mistry Welds in Matl 
Surveillence Specimins 6 Responses lo Bulletin 78-12t(7B-12A 
Buppl." Concludes Crystal River 3 Isolateii event 
TAYLOR.U H Batcack tt Wilcox Co, 79/03/13 2pp 


907160106 Responds to IE Bulletin 79-11 Westinghouse Type DD-SO & 
DS-75 circuit breakers are not used In safety-related sys 
STEWART. H.P Florida Power Corp 79/06/06 Ip 


90719016B Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Clast IE Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valvesl " Action required 

a^RE!Ll.y, J P, Region 2i Atlanta. Office of the Director 
79/06/06 2pp 


— 7907270403 Notice of violation from tnsp on 790507-11 

-» Region 2. Atlanta. Fuel Facility 6 Materials Safety Branch 
79/08/29. Ip 


—7907270406 IE Insp Rept 50-302/79-13 on 790307-tl Noncompl lane e noted 
failure to prepare procedures for identifying conteiners of 
radloectlve matl U improper shipments of solid wastes 
JENKINB.Q. R . ZAVAD08KI.R W Region 2. Atlanta. Fuel Facility tc 

Materials Safety Branch 79/03/23 6pp 


7907310370 Forwards IE Bulletin 79-13. "Deep Draft Pump Deficiencies 
Action required 

O'REILLV.O P, Region 2, Atlanta. Office of the Director 
79/07/11 2pp 


907060033 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/07 2pp 


7907160253 Comments on licensee 790409 response to IE Dulletins 79-05 
03A 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Gupport 

Branch 79/07/17 2pp 


907250'136 Requests that Region 2 measurement ven be granted access 
privileges of "licensee deslgneted vehicle " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/06/ hi 3pp 


7907300343 Submits responte to NRC 790308 request for addl info re 
CR3 pump 4c valve Inservlce Insp program. Revl slon to CR3 
procedures will be completed within 90 days from date of 
NRC approval 

STEWART, W P. Florida Power Corp 79/07/25. IGlpp 


907020304 Forwards lE Info Notice 79-17. "flource Holder Assembly 
Damage from Misfit Between Assembly L Reactor Upper Grid 
Plate " 

O'HEILLY.iJ P. Region 2, Atlanta. Office of the Director, 
79/06/ SO, Ip 


R Periodic operating reports tt related correspondence 


7907190440 Forwards monthly operating rept for June 1979 
STEWART, W P Florida Power Corp 79/07/16 Ip 


907180071 Forwards IE Bulletin 79-02, Revision 1, "Pipe Gupport Dose 
Plate Deslgni Using Concrete Expansion Anchor Bolts " Action 
requipB’il, 

O'REILLV, J P Region 2, Atlanta. Office of the Director 
79/06/al. Ip, 


'907110B20 Forwards lE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Gelf-Conta ined 
Breathing Apparatus," No action required. 

O'REILLY^ J P Region 2. Atlanta^ Office qf the Director. 
79/06/22. Ip 


— 7907190443 Monthly operating rept for June 1979. 

STEPHENSON. H A, Florida Power Corp 79/07/05. 5pp 


G Reportable occurrences, LERs L reletad correspondence 


7907110490 LER 78-042/03U-0 on 780319 Inverter VBIT-IA fai led, causing 
isolation of deca-y heat removal. Caused by electronic 
component failure In Inverter VDIT-IA Inverter undergoing 
rectifier mods to Improve reliability 
COOPER, J Florida Powar Corp 70/09/11. 2pp 


DOCKETED ITEMS 


101 


79070304SS Forward* LER 79~055/03L“0 

STEWART. W P Florida Power Corp 79/06/2B Ip 


DOCKET 90^304 ZION NUCLEAR POWER STATION. UNIT 2 
F Secoritv' medical, emergenct^ & flr« protection plan* 


—7907030459 LER 79-055/03L~0 on 790604 reactor bldg audible lource 
range neutron Ptux monitor it direct cooimunlcat Ion syt 
Inoperable Cauaed bg blown fuse in public addresi eg* due to 
aborted beadeet Headset repaired t fuse renewed 
COOPER. J Florida Powor Corp 79/06/21 2pp 


79070304B3 Forwards LER 79-056/03L-0 

STEWART, W P Florida Power Corp 79/06/2B Ip 


—7907030466 LER 79-056/03L-0 on 790604 auxlliarg bldg ventilation tgs 
inoperable Fan motor it blading damaged Cause unknown Fan 
motor it blading replaced 

COOPER, J Florida Power Corp 79/06/25 2pp 


7907070232 Forwards LER 79--057/03L-0 

STEWART, W P Florida Power Corp 79/07/02 Ip 


—7907090234 LER 79-057/03L''0 on 790606 during engineered safeguards time 
response test, emergency diesel generator* A & D tripped 
Caused by imbalance in reactive load on diesel generator 
Test bas bean revised to control imbalance of reactive load 
COPPER. J Florida Power Corp 79/06/27 2pp 


79071B0944 Forwards supplemental info for LER 79-09S/04L-0 
STEWART. W P Florida Power Corp 79/07/02 Ip 


— 79071B0356 LER 79-O50/O4L-O on 790614. supp Imerital info census of 
gardens producing vegatables for human consumption was not 
conducted per ET8 Caused by lack of aircraft Future efforts 
will be more diligent 
» Florida Power Corp 79/07/02 Ip 


7907130364 Forward* LER 79-059/03L-0 

STEWART. W P Florida Power Corp 79/07/09 Ip 


—7907130367 LER 79-099/03L-’0 on 790613 containment leakage test* 
D«*C exceeded due date of 701 1 16. contrary to Tech Spec 
4 6 tl d Caueed by personnel error. Limitations of 
surveillance procedures w/tlme interval* dlscuBted 
COOPER. J Florida Power Corp 79/07/03 2pp 


79071B091B Forward* LER 79-060/03L-0 

STEWART. W P Florida Power Corp 79/07/10 Ip 


—7907180924 LER 79-060/03L-0 on 790613 containment purge isolation 
valve* had excessive teat leakage Caused by Improper seating 
of valve* Adjustments were made 
COOPER. J Florida Power Corp 79/07/06 2pp 


7907180540 Forwards LER 79-061 /OIT-O 

STEWART. W P Florida Power Corp 79/07/12 Ip 


—7907160993 LER 79-06i/01T“0 on 790702 pipe supports did not meet 
requirements of IE QuUetin 79-02, Revision 1 Caused bg 
improper design Evaluation is being performed to upgrade 
supports to eafety factor of four. 

COOPER. J. Florida Power Corp 79/07/09 2pp. 


7907300344 Forward* LER 79-062/OIT-0 

STEWART. W P Florida Power Corp 79/07/20 Ip 


—7907300358 LER 79-062/0 lT-0 on 790717 valve operators for chemical 
addition valve* CAV-1.3.4 & S had not been environmentally 
qualified for intended use. Caused by nonqualified valve 
operators, Correct operator! to be Installed 
COOPER. J Florida Power Corp 79/07/18 2pp 
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P Operating license stage documents correspondence 


7907020397 Submits 790930 daily digest for Westlnghouse reactor* 
ROSS, D, F. Division of Project Management 79/09/30, Ip 


Q Inspection report*. IE Bulletins It correspondence 


7907160293 Comment* on licensee 790409 response to KE Bulletins 79-09 & 
05A 

LEWIS. R.C. Region 2. Atlanta. Reactor Operation* Nuclear Support 
Branch, 79/07/17. 2pp. 


7907200301 Submits Classes 111 U I fees for Safeguards Contingency 

Plant 

REED. C. Commonwealth Edison Co 79/07/12 2pp 


7907300330 Forwards Revision 2, interim physical security plan Plan 
withheld <ref 10CFR2 790) 

REED.C Commonwealth Edison Co 79/07/23 Ip 


0 Adjudicatory correspondence 


7907050457 Discusses options for scheduling depositions Addl round Of 
depositions necessary to cover NRC expert witness on 
acc Idents 

8TEPTDE.P Isham. Lincoln U Beale 79/05/09 2pp 


7907170250 Forward* 8AND77-1371, NURE0/Cft-0649r "Spent Fuel Heatup 
Following Lots of Water During Storage " W/q end 
OODDARD.R j Branch 2 79/09/11 Ip 


7907060248 Third set of interrogatories request for production of 
documents directed to applicant Certificate of Bve end 
SCOTT. W U Illinois. State of 79/09/14 6pp 


7907090479 Advises of util support for NRC 790427 motion for summary 
disposition* 2(a)-<d No further util response will be 
forthcoming 

9TEPT0E, P Commonwealth Edison Co 79/05/21 Ip 


7907160154 Testimony of 6C Minor on behalf of State of IL re spent fuel 
reracklng relating to Contentions 2(e ) . 2( f ) . 2lh ). 2( j ) S. 

4(a) Resume l< Certificate of Sve end 

BEKULER.8 N Illinois. State of 79/09/22 27pp 


7907200179 State of IL opposition to NRC motion for summary disposition 
of Contentions 2<a)-2(d) Certificate of Bvc. supporting 
documentation. OC Minor 790922 Affidavit Sc IL Commerce 
Commission 790909 order end 

SCOTT. W J Illinois. State of 79/09/22 49pp 


79071B0346 Commonwealth Edison Co response to intervenor* third set of 
interrogatories Sc request for documents Supporting 
documentation & Certificate of 8vc end 
BIELAW8KI.A P Itham. Lincoln Sc Beale 79/09/23. 9pp. 


7907060344 Forwards testimony of TR Tramm.OJ PltmliRL Kraatx.OA 
Hossein.LB Bean. AB Johnson, et al. addressing Issues of ABLE) 
790122 order following prehearing conference Certificate of 
8vc end 

BIELAWSKI.A P Isham. Lincoln Sc Beale 79/03/29 6pp 


—7907060349 Testimony on Contention* 2(a), 2(fJ & 2(g) re 
environ effects, heavy drops causing liner tear S. pool 
boiling S< A8LB Question* 4(c). 4(d) Sc 4(f) re 
postulated accidents Supporting documentation encl 
TAAMM. T R Commonwealth Edison Co 79/09/29 60pp 


—7907060347 Testimony on Contention 2(b) re present need to increase 
spent fuel storage capacity, 

PLlHLrO, J Commonwealth Edison Co. 79/09/29 7pp 


— 7907060349 Testimony on Contention 8(d re economic benefits of 
continued operation of facility 

KRAATZ. R L Commonwealth Edison Co 79/09/29, 7pp 


—7907060391 Testimony on Contention 2<f)(i) re analysis of fuel bundle 
drop 

HOSBElNiQ. A. Nuclear Services Corp 79/09/29 I2pp 


— 7907060395 Testimony re Contention 2(f). administrative control* to 
avoid stored fuel damage during rerack ing. Contention 2(1) re 
QA h A8LB Question 4(i) re fuel handling accident emergency 
procedures 

LEIDER.J P Commonwealth Edison Co 79/09/29. 22pp 


—7907060360 Testimony re ABLB Questions 4(a) It 4(b) covering security 
program (< risk of theft It sabotage. 

BEAN.L. a. Commonwealth Edison Co. 79/09/29 13pp 


— 7907060365 Testimony re Contentions 2(h) It 2(1) covering spent fuel 
It pool rack matl long-term performance. Spent fuel storage 
studies written It published by AB Johnson end 
JOHNSON. A. B Battelle MiniDrlal Institute. Pacific Northwest 
Laboratory. 79/09/31 tlBpp 
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— 79070603^^9 TestimD-nyi r« Contentions 2<h) £< 2(e) covering OA for 
neutron absorbing spent storage racirs for facility 
BHEUSKIilnl J Commonuoalth Edison Co 79/0&/25 llpp 


— 79070&0371 Testincny re ASUD ’Question 4(b) covering emergency planning 
Supporting -docunientat 1 on end 

PEOPLES. D L Caffmonwealth Edison Co 79/05/2S 22p p 


7907130004 Intervenor State of IL fourth set of intorragatories it 
request for documents directed to Comm Ed Certificate of 
8vc end 

SEKDLERtS N Illinois. State of 79/09/27 4pp 


7907130009 hTotice requesting Comm Ed to produce JC Dukovskl 
for d eposl tlorii ui/al 1 documents re currant estimates of 
reserve capacity for 1979-196S Certificate of 8vc end 
MARKEV. A K Illlnoli, State of 79/05/29 3pp 


7907130276 Testimony of PQ Cleary on behalf of State of IL re mod of 
spent fuel pool Since uncertainty re adequacy of emergency 
plan already e x 1 sts. Increased hazard makes re-cvaluatlon of 
plant essential Supporting documentation end 

CLEARV. P O Citizens for a Dotter Environment 79/09/29 96pp 


^9071304BB Requests permission to make appearance at 790611 public 
hearing 

PETERBDNiB Affiliation Unknown 79/09/29 Ip 


'907230186 Fortuards NRC supplemental testimony by 00 2ech. A) Toalston. 
FH AlneteriE Lantz.JJ Zudans . JC Kohler. RM Label. JN Donoheu 
& DK Kunlhiro 

OODDARD. R <? Branch S 79/05/29 Ip 


—7907230208 Testimony re Contentions 2(a) «< (b) Adopts 790329 EIA 
on proposed mod Prof qualifications end 

ZECHi 0 0. Division of Operating Reactors 79/09/27 4pp 


—7907230226 Testimony re Contentions 2( e ) (3)^ 2(e ) (4 ) ■ 2(1) }->( t ) re spent 
fuel components Prof qualifications end 

ALM£TER*F M Engineering Branch LANTZ.E Division of 

Operating Reactors 79/05/89 Slpp> 


—7907230839 Testimony re Contention S<f)(Ll Adopts JL Zudans testimony 
& Section 2 3 of NRC safety evaluation rept on proposed mod 
re installation of racks fuel handling 
2£CH< 0 0. Division of operating Reactors 79/-09/29 2pp 


’-790723D26B KRC testimony re Contention 2(f)(2) on development of all 
credible accident scenarios Proposed mad does not give rise 
tp any unrevleued scenarios Prof qualifications end 
ZUDAM9. J J Engineering Branch 77/05/27 6pp 


—7907230276 Supplemental testimony re Contention 2( fK2) * relating to 
possible accident damage to spent fuel assemblies during 
installation & fuel assembly transfers Prof qualifications 
enc 1 , 

KOHLER. J,E Region 3. Chicago. Office of the Director 
79/09/29. 3pp 


-770723D349 Testimony re Contention 2(g) relating to applicant 
discussion of spent fuel boiling Prof qualifications «nc) 

LOBEL.n M Division of Operating Reactors DONOHEU. J N 

Plant Systems Branch LANTZ.E Environmental Evaluation Branch 

(Pre 790625) 79/05/29 12pp 


— 79O72303S1 Testimony re Contention 2(1) relating to failure of 
applicant to describe procedures preventing use & 
tnsta I latlon of defective racks 

KBHLER. J E Region 3. Chicago. Office of the Director 
79/09/29 4pp 


—7907230396 Testimony on A8LI) Questions 4(a) tc (b) re uhetehr proposed 
mods increase rlak of threats. thef t or industrial sabotage, 
or decrease physical protection level Testimony of JR Bears 
re Questi on 4(b) enc 1 

KUNIHIRO.D M Division of Operating Reactors 77/05/27 13pp 


7907230361 Testlmong re A6LB Questions 4(c)— (f) relating to 
postulated accidents enalyjed in F8AR. BER. environ rept If FE8 
utilized in CP |< OL licensing revleuis 

DDNOHEWfJ, N. Plant Systems Branch ZUDANS. J J, Engineering 
Branch. 79/09/29 9pp. 


'907230364 Testimony re ABLE Question (4)<e) relating to procedures 
devaloped for protection of workmen from aedden-ts during 
mods of spent fuel pool 

KOHLER, J E Region 3. Chicago, Office pf tha Director 
79/05/29, 2pp 


7907130099 Testimony of M Resnlkoff on behalf of State of IL re 
possibility of water boiling in spent fuel pool b 
consequences of coolant accident 

RESNIKOFF.H Ulinols, State of 79/09/30 26pp 


7907110706 Testimony re Contentions 2(e) (3) , 2(fl ) (4) . 8( j > l< 2(fc) 
relating to corrosion In general, surve i 1 lance program, 
possible boral corrosion 4< swelling & possible 
degeneration of boral density tf/iuppor ting documents 
DRALET. J E Argonno National Laboratory 79/09/31 77pp 


7907130013 Affidavit forwarding JR Gears supplemental testimony on 
ASLB Question 4(b). re emergency planning issue Affidavit l< 
Certificate of 8vc end 

OQDDARD, R J Branch 2 77/09/31 t2pp 


7907310130 State of IL motion requesting adoption of suggested schedule 
for 790611'‘23 hearing re conduct St presentation of evidence 
Certificate of 8vc end 

6EKULER.8. N Illinois. State of 79/06/01 6pp 


7907060342 Grants NRC 790427 motion for summary disposition re State of 
IL Contentions 2(b) & 2(c} Denies motion re Contention 2(a> 

Contention 2(d) withdrawn per stipulation between IL I, NRC 
LUTON. E Atomic Safety and Licensing Board Panel 79/06/04 Ip 


7907850928 Forwards 790611 limited appearance statement 
TIPPEL.J Affiliation Unknown 79/06/14 Ip 


-■ '7907290S33 Limited appearance statement re spent fuel asemblles stored 
In util l( consequent radioactive waste products produced 
through fissioning procoss 

TJPP£L,J Affiliation Unknown 79/06/U Gpp 


P Operating license stage documents l< correspondence 


7907030142 FOIA request for records re leaks In spent fuel pool 
QUIOO. C Pollution Environmental Problems 79/04/20 Ip 


7907120207 Summary of 790426 meeting w/utlls to discuss Hestinghouse 
plant design re TNI-2 event 

THADANl.A Reactor Systems Branch 79/09/08 39pp 


7907060153 FQIA request for documents re incidents, acc idents S< mishaps 
involving facilities 

HANDLER.© J Zion. IL 79/09/21 2pp 


79072600Q9 Discusses plant to install cammunicat i on links between NRC l< 
nuclear facilities for emergency use Direct lines from each 
facility bo NRC headquarters U regional ofc yJi 11 communicate 
operational !< environ info 

KEPPLBR.J 0 Region 3. Chicago. Office of the Director 79/09/22. 

2pp 


7907060150 Responds to 790921 FOIA request for records re facility 
inc idents, accidents or mi shaps. Records available at LPDR. 
Zion-Benton Public Library, 2600 Emmaus Avenue, Zion. IL 
Submits list of categories of info at LPDR 

FELTON, vl, M Division of Rules and Records 79/06/09 9pp 


7907240540 Forwards NRC 790604 Itr to Wesfclnghouso requesting addl info 
re small break LQCA analyses It analysis methods NRC will 
eventually require documentation re applicability of 
Nestlnghouse results to analyses at facility 

6CHUENCER. A. Operating Reactors Branch 1 (Pre 790625) 79/06/11 

2pp 


7907250006 Forwards NURE0-0560r "Btaff Rept on Generic Assessment of 
Feedwater Transients in PMRs Designed by BliW “ N/o end 
GRIMES, B.K Assistant Director for Engineers It Projects tPre 
790629). 79/06/11 2pp. 


7907030139 Responds to FOIA request for records re leaks In spent fuel 
pool Forwards list of docirments available in LPDR 
FELTON. J M Division of Rules and Records. 79/06/12 5pp 


7907270109 Forwards Amends 50 It 47 to Llcsnses DPR-39 It DPft-40i 
respective ly. safety evaluation |< notice of issuance It 
aval labi 1 i ty, 

GCHblENCER, A Operating Reactors Branch 1 (Pre 790625) 79/06/10 

2pp 


—7907270193 Amends 50 8. 47 to Licenses DPR-39 It DPR“4Br respectively , 
changing Tech Specs to modify pressure-temp operating limits 
to meet requirements of 10CFR50 

8CHUENCER.A Operating Reactors Branch 1 (Pre 790629) 

79/06/10 20pp 
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— 7907270190 Safety evaluation supporting Amend* 50 (< to License* 
DPR-39 |c OPR-40. reepec tively 

♦ Office of Nuclear Reactor Regulation 79/06/10 3pp 


— 7907270204 Notice of issuance L availability of Amends 50 fc 47 to 
License* DPR-39 8c DPR-401 reapac t Ively 

SCHWENC^RcA Operating Reactor* Qranch 1 (Pre 790625) 

79/06/10 2pp 

7907090305 Submit* addl info to 790102 Itr re current commitment* to 
containment purging during normal plant operation 
Schedule for responding to Issues re normal operation 
purging ulll be submitted by 790001 
REEDi C Commonufoal th Edison Co 79/07/02 3pp 


7907260031 Summary of 790620 meeting w/util in DetheidaiMD re purging & 
venting limits 8t performance of purge 8< vent velvet during 
postulated LDCA 

HANNDNi J N Operating Reactors Qranch 3 (Pre 790625) 79/07/02 

6pp 


7907130382 Revises 790702 Itr re purging during normal operation 
No purging at pouer at Zion ulll be permlttod until purge 
valves have been analyzed 8< determined to be capable of 
closure under DOA 

REEDi C Commonwealth Edison Co 79/07/05 ip 


7907190475 Toruards Tech Spec revisions deleting sensitivity 
requirements for radiation monitors measuring noble gases 
REEO«C Commonwealth Edison Co 79/07/12 2pp 


— 7907190402 Tech Bpec revisions deleting sensitivity raquiroments for 
radiation monitors measuring noble gases 
■e Commonwealth Edison Co 79/07/12 8pp 


7907200426 Requests expeditious review It approval of request for 
license amend to increase allowable LOCA peaking factor 
limit to 1 93 based on ECC5 reanalysls 
REED> C Commonwealth Edison Co 79/07/16 2pp 

0 Inspection reportsi IE Qulletin* 8( correspondence 


7907050549 Forwards IE Insp Rapt 50-304/79-04 on 790312-13 6 790403-04 
ti notice of viol^^tion 

FIORELLItO Region 3i Chicago* Reactor Construction Engineering 

Support Dranch 79/04/lfl, 2pp 

—7907050552 Notice of Violation from Insp on 790312-13 6 790403-04 
« Region 3i Chicago^ Office of the Director 79/04/11 Ip 


—7907050553 IE Insp Rept 80-304/79-04 on 790312-13 It 0403-04 

Nancompl lance noted failure to provide certified callbr stds 
for checking measuring equipment 

KEYrN J * DANlELSDNi D H Region 3* Chlcagoi Reactor 

Construc'tlon 8t Engineering Support Dranch 79/04/11 14pp 


79071B0492 Forward* IE Insp Rept* 50-295/79-04 8c 50-304/79-05 on 
790321-23 it 26-30 No noncompliance noted 

DAYlSi A D Region 3c Chicago> Fuel Facility 8i Material* Safety 

Branch, 79/05/15 2 pp 


—7907100500 IE Insp Rept* 50-295/79-04 & 50-304/79-05 on 790321-23 8c 
26-30 No noncomp 1 lance noted Major areas inspected' radiation 
protection programi review of ROs 8< followup of previous 
noncomp 1 lance items L deviations 

SCHUMACHERrM C i DUDRYi N E Region 3j Chicago* Office Of the 
Director FISHER.W L Region 3* Chicago* Fuel Facility it 

Materials Bafety Dranch, 79/05/11 lipp 

7907310569 Forwards NRC 790515 Itr to licensees of Nestinghouse 
two-loop plants re rod bank exchange method for verifying 
shutdown margin of two-loop N888 N/o end 

SCHWENCERtA Operating Reactor* Dranch 1 (Pre 790625) 79/05/15 

. Ip. 


7907100274 Forwards IE Insp Repts 50-295/79-00 tt 50-304/79-09 on 
790406*10,11 it 23-27 it notice of violation 

HEiBHHANiR F Region 3* Chicago* Reactor Operations Nuclear 

Support Branch 79/05/16 2pp 

— 79071Q0294 Notice of violation from Insp on 790406*10*11 U 23-27, 

S Region 3i Chicago, Office of the Director. 79/05/14 Ip 

—7907100323 IE In'sp Repts 50-295/79-08 8* 50-304/79-09 on 790406i 10, 11 8< 
23-27 Noncompl lance notad Tech Specs for Unit 1 violated 
whan cross tie breaker from Unit 2 auxiliary transformer was 
taken out of sve 

KOHLER* J E I BOYD, D. C * SPESSARD, R, L. Region 3, Chicago, Office 
of the Director 79/05/14, 4pp 

7907050004 Forwards addl response to IE Bulletin 79-06A, No need for any 
other Tech Spec changes Updates Items 4 8( 12 Identifies 
valves which have control switches allowing return to 
preaccident position after resetting injection signal, 

REED, G Commonwealth Edison Co 79/05/17. 3pp. 


7907060251 Responds to IE Bulletin 79-09 No OE Type AK-2 circuit 
breakers in use or planned for use in any safety-related 

syi 

REED, C Commonwealth Edison Co 79/05/17 2pp 


7907240593 Forwards results of preliminary review of licensee responses 
to IE Bulletins 79-06. 06A it 06, Amend i Meeting 
w/owners of operating plants having Uestlnghouse-designed 
sys scheduled for 790530 in Bethesda,MS 

SCHWENCER.A Operating Reactor* Branch 1 (Pre 790625) 79/08/22 

4pp 


7907160354 Forwards IE Insp Rept 80-295/79-07 b 50-304/79-08 on 
790410-12,16 it 10, notice of violation & notice of deviation 
DAVIS, A 0 Region 3* Chicago, Fuel Facility b Materials Safety 

Dranch 79/05/24 2pp 


—7907100360 Notice of violation from insp on 790410-12*16 b IS 
a. Region 3, Chlcagoi Office of the Director 79/03/lB Ip 


•79071B0574 Notice of deviation from Insp on 790410-12,16 b IS 
a Region 3. Chicago, Office of the Director 79/05/10 Ip, 


— 79071803B7 IE Insp Repts 50-295/79-07 b 30-304/79-08 on 790410-12*16 b 
IB Noncompliance noted failure to collect b analyze fish 
semiannually 

□EBTHANN.H U , ESSIO* T H Region 3* Chicago* Fuel Facility 8c 

Materials Safety Branch 79/08/10 0pp 


7907160101 Responds to IE Bulletin 79-10 Submits requalification 
training program statistics 

REED*C Commonwealth Edison Co 79/05/23 7pp 


7907200207 Forward* IE Bulletin 79-12* "Short Period Scrams at DWR 
Facilities " No action required 

KEPPLER*J 0 Region 3, Chicago, Office of the Director 79/08/31 

Ip 


7907270104 Ack receipt of 790517 Itr informing NRC of steps taken to 
correct violation noted In lE Insp Rept 50-304/79-04 
FIORELLlfO Region 3* Chicago, Reactor Construction b Enginaarlng 

Support Dranch 79/06/06 Ip 


—7907270115 Responds to NRC 790418 Itr re violation noted In lE Insp 
Rept 30-304/79-04 Corrective actions none Requests Inspector 
to reevaluate apparent item of noncompliance b change It to 
observation 

RE£0*C Commonwealth Edison Co 79/03/17 3pp 


7907190230 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Deficiencies In Environ Qualification of 
ASCQ Solenoid Valves) '* Action required 

KEPPLERrJ 0 Region 3, Chicago, Office of the Director 79/06/06 

ip 


7907240241 Forwards lE Info Notice 79-15, "Deficient Procedures " Ho 
action required 

KEPPLERiU 0 Region 3, Chicago, Office of the Director. 79/06/D7 

ip 


7907060007 Advises that IE Info Notice 79-15, "Deficient Procedures" 
forwarded to listed util* 

PAPPAS*H Region 3. Chicago* DffUe of the Director 79/06/0B 

2pp. 


7907300392 IE Insp Rept* 50-296/79-11 b 50-304/79-11 on 790430-0510 No 
noncompUance noted Major areas inspected operator training 
as result of TMI. eng ineered safety features sys b mods to 
safety injection logic 

KOHLER, J E, I SPESSARD* R L Region 3, Chicago, Reactor Operation* 

Nuclear Support Branch 79/06/14 9pp 


7907020409 Forward* Ig Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Between Assembly b Reactor Upper Grid 
Plate. " 

KEPPLER, vi 0 Region 3, Chicago, Office of the Director 79/06/20 

ip 


7907120198 Forward* IE Bulletin 79-02, Revision 1, "Pipe Support Base 
Plate Design* Using Concrete Expansion Anchor Bolts " Action 
required 

KEPPLERiJ. 0 Region 3, Chicago* Office of t)tt Director 79/06/21 

Ip 


7907300200 Ack receipt of 790607 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept* 90-295/79-00 b 
50-304/79-09 

HElSHMANi R, F, Region 3i Chicago, Reactor Operations Nuclear 
Support Branch 79/06/21. ip. 
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—7707300330 Ftaspondt tn URC 79051A Itr r* vlolationi nDt*i# In IE Imp 
R«p1;i 50-293/79-08 h 30-304/79-09 Corrective actior^i 
r« 1 nitruc tlan of shift portonnel V addition of tliree ravieus 
to periodic test procedure PT-14 

REEDj C Co/rmomjBal Edison Co 79/0&/O7 2pp 


7907030441 Torward* IE Circular 79-09. "Occurrences of 3pllt <»r 
Punctured Regulator plaphregms In Certain Qelf-Cantal ned 
Breathing Apparatus " N« action required. 

KEPPLER.J O Region 3, Chicago. Office of the Director 79/06/22 
ip 


7907300401 Faruards tup pleniental response tc IE Dulletlni 79-06A & 
79-06AJ Reuis i on 1 Submits info re traniient 8< accident 
coitdlt 1 one. procedural revleuii for engineered safety features 
Sc alignment requirements 

REEOjC Cfiirmenuealth Edison Co 79/06/22 Bpp 


^907120691 Forwards IE OuUetin 79-13. "Cracking In Feedwater Sgs 
Piping " Action required 

KEPPUERfiJ Q Region 3. Chicago^ Office of the Director 79/06/23 

Ip 


'907060303 Forwards IE Circular 79-10. "Pip ef Ittlnfls Mfg from 
Unacceptable hatl '* Mo action required 

KEPPLER.J 0 Region 3, Chicago* Office of the Director 79/06/26 

IP 


907100367 Fortiiards revised inservice 1 nsp program Qummarlies changes 
to classification ic testing requirements of certain valves 
RAUOMTaMiW. F ComnibntJeal th Edison Co 79/06/2B 3pp 


-7907100372 "Inservice Insp Program for Unit 1 *' 
» Commonwealth Edison Co 79/07/10 


-7907100373 "Inservice Insp Program for Unit 2 *' 
e Commonwealth Edison Co 79/07/10 3pp pp 


7071R0392 Forwards IE Circular 79-12. "Potential Diesel Osneraior 
Turbocharger Problem " No action required 

KEPPLERtJ 0 Region 3. Chicago* Office of the Olrector 79/06/2B 
Ip 


^07250976 Act receipt of 790611 Itr Informing MRC of steps taken to 
correct violations noted In IE Insp Repts 90-299/7^-07 6 
SO-304/79-OB 

DAVIS. A B Region 3* Chicago. Fuel FacilltM & Materials Safstg 

Branch 79/06/29 Ip 


79072909B3 Responds to NRC 790924 Itr re violations noted In 2E Insp 
Regt* SO-299/79-07 6 90-304/79-02 Corrective actions addl 
fish sample collected 6 analqied during first semiannual 
period of 1979 

REED* C Commonwealth Edison Co 79/06/i 1 3pp 


07130236 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Built 
fiafetq-Aelateil Piping Sgs " Action required 

KEPPLER.J, 0 Region 3. Chicago. Office of the Director 79/07/02 
Ip. 


07^40081 Forwards lE Info Notice 79-lB« "Bkglab Reentry " No action 
required. 

rlEPPLER.J 0 Region 3. Chic ago* Office of the Director. 79/07/06 

Ip 


17310311 Forwards lE Bulletin 79-19. "Deep Draft Pump Deficiencies " 
^ctlo■n required 

lEPPLER. J. 0 Region 3. Chicago. Office of the Director 79/07/11. 

Ip 


17170093 Submits addl info re Insp procedures 6 schedule for 
lergen-Patter son hydraulic shock absorbers Future reporting 
Mil be accomplished via LER process 
EEEDiC Coranonuea 1 th Edison Co. 79/07/12 2pp, 


‘7310403 Forwards IE Circular 79-13. "Replacement o# Diesel Fire 
ump Starting Contactors " Mo action required 

EPPLER*J. 0. Region 3. Chicago* Office of the Director 79/07/13 

Ip 


7260193 Notifies that written responses to IE Bulletin 79-15*Buppl 

.should be directed to IE Dlv of Reactor Const Imp 

EPPLER* J 0 Region 3. Chicago* Office of the Director. 79/07/ia 

Ip 


7260336 Forwards IE Info Notice 79-19. "Pip# Cracks In Stagnant 
orated Water Sys at PRR Plants, No action required. 

EPPLEft*J.O' Region 3* Chicago. Office of the Director 79/07/18 
Ip. 


7907290217 Forwards IE Bulletin 79-14. Revl a ion 1. "aeismlc Analysis for 
As-Dullt Safety-Related Piping Sys “ Action required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/07/20 
ip, 


R Periodic operating reports 6 related correspondence 


7907*00094 Submits results of analyses for second quarter of 1979 
confirmatory measuraments program 

FIROVED, J L Commonwealth Edison Co 79/09/S9 2p p 


T Hearing transcripts on non-anti true t matters 


7907120249 Transcript of 790620 hearing in 2ion. IL re spent fuel pool 
expansion Fp 1.366-1.610 Testimony of OC Minor & M Rashikoff 
end 

WOLF. J . REMICK. F J . LITTLE. L W Atomic Safety and Licensing Board 
Panel 79/06/20 296pp 


7907120201 Transcript of 790621 hearing In 2ion. IL re spent fuel pool 
expansion Pp 1.619-1*073 Testimony of RM Lobcl.JN Donohow. 

E Lanti & QA Hosseln end 

WOLF. J F ) nEHlCK*F J. . LITTLE. U W Atomic Safety and Licensing 
Board Panel 79/06/21 279pp- 


7907300104 Transcript of 790622 heoring in Zion. IL Pp 1074-2064 NRC 
St applicant testimony end 

WOLF. J F . REMICK*F J . LITTLE* L W Atomic Safety and Licensing 
Board Panel 79/06/22 299pp 


DOCKET 90-309 KEWAUNEE NUCLEAR POWER PLANT 


F Security* medical. cmergBUcy it fire protection plans 


7907300394 Forwards modified physical security plan Plan withheld 
fref 10CFR2 790 J 

MATHEWS. E R Wisconsin Public Gervlce Corp 79/07/26 Ip 


0 Adjudicatory correspondence 


79071B0694 Orders cancellation of 790621 prehearing conf ersnce. pend Ing 
further notification Partlef are approaching settlement or 
wtthdraual of action 

SMITH. I W Atomic Safety and Licensing Doard Panel 79/06/20 Ip 


P Dperating license stage documents correspondence 


7907120207 Summary of 790426 meeting w/utllt to discuss Westinghouie 
plant design re THl-2 event 

THADANl.A Reactor Systems Branch 79/09/02 39pp 


7907260112 Discusses plant to Install communication links between NRC tt 
nuclear facilities for emergency use Direct lints from each 
facility to NRC headquarters & regional ofc will communicate 
operational l< environ info. 

KEPPLER.J 0 ftoflioo 3. Chicago. Office of the Director 79/09/22 
2pp. 

7907190329 Summary of 790921 meeting w/Esxon r« role In TliZ-related 
reevaluations of operating plants 

KAME.W, F Btandard Ixation Branch. 79/09/31 4pp. 


7907240967 Forwards NRC 790604 Itr to Westlnghouse raquestlng addl info 
re small break LBCA analyses t analysis methods. NRC will 
eventually require documentation re applicability of 
Westlnghouse results to analyses at facility. 

8CHWENCER. A Operating Reactors Branch 1 iPre 790629) 79/06/11 

2pp. 


7907290029 Forwards NWREO-0960< "Btaff Rept on Oenerlc Assessment of 
Feedwater Transients in PWRs Designed by BltW, W/o encl 
CRIMES. B, K Aislitant Director for Engineers 6 Projacts (Pre 
790629), 79/06/ i I 2pp 


7907290129 Not! f Icatlon pf 790703 meeting w/Wl Public Svc* 
Westlnghouse 6 Fluor Pioneer in Dethesda.MO to discuss 
cracking In feedwater ays piping. 

0L8HAN.L Operating Reactors Branch 1 79/06/28, 2pp 


7907190999 Forwards "Feedwater Line Cracking.*' summary rept Cracks have 
been removed under design change program All new S. rspaired 
welds have been tested to establish baseline data will be 
retested at next refueling outage, 

HATHEWSiE R. Wisconsin Public Service Corp 79/07/13. Ip. 


— 7907190960 ''Feedwater Line Cracking. " summary rept. 

« Wisconsin Public Barvice Corp 79/07/13 39pp. 
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7907150821 Agr«o« to limit purging of containthBnt during poujor 
operation to 90**h/gr Total purge time for yr uilll be under 
90-h Valvee to close against dynamic fortes of design basis 
LOCA 

MATTHEWS. E R Wisconsin Public Service Corp 79/07/13 Ip 


Q Inspection reports. IE Dulletlns & correspondence 


7907050147 Forwards IE Info Notice 79-09. "Spill of Rad ioacti vel y 
Contaminated Resin *' 

KEPPLERj J 0 Region Chicagoi Office of the Director 79/03/30 
IP 


7907110120 Forwards IE Insp Rept 80-303/79-05 on 790428-29 No 
noncompliance noted 

HElSHMANi R F Region 3. Chicaga. Reactor Operations Nuclear 

Support Branch 79/05/04 2pp 


—7907110136 IE Insp Rept 50-308/79-05 on 790428-29 No none omp 1 lance 
noted Major areas inspected mods b verification of 
engineered safety features initiation logic 

SMITH. J 0 I 8TREETER1 J F Region 3i Chicago. Office of the 
Director 79/03/03 2pp 


7907030112 Forwards IE Imp Rept 50-303/79-03 on 790322-23 0423-24 

No noncompliance noted 

PIORELLI.O Region 3i Chicago. Reactor Construction & Engineering 

Support Branch 79/05/10 2pp 


—7907050117 IE Insp Rept 50-305/79-03 on 790322-23 & 0423-24 No 
noncompl lance noted Major areas inspected spent fuel racks. 
OA/QC programs. Imp lamenting welding & nondestructive 
examination procedures facility records 

WARD. K D . DANIELSON. D N Region 3. Chicago. Office of the 
Director 79/05/00 6pp 


7907240625 forwards results of preliminary review of licensee responses 
to IE Bulletins 79-06. 06A it 06. Amend 1 Meeting 
u/owners of operating plants having Westlnghouse-deslgned 
sys scheduled for 790830 in Bethesda.MD 

5CHWENCER.A Operating Reactors Branch 1 IPre 790628) 77/08/22 

4pp 


7907200338 Forwards IE Bulletin 79-12. "Bhort Poriod Scrams at QWR 
Facilities *' No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/08/31 

4 


7907240623 Forwards IC Insp Rept 50-305/79-06 on 790501-02 No 
noncomp 1 lance noted 

HEISHMAN. R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/05/31 2pp 


—7907240630 IE Insp Rept 50-308/79-06 on 790501-02 No noncompl lance 
noted, Major areas inspected specific plant conditions tc 
verify licensee actions In response to IE Bulletins 79-06. 

06A «< 06A. Revision 1 

BOYO.D C Region 3. Chicago. Gffici of the Director 
8TREETER.J F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/09/25 7pp 


7907190299 Forwards suppl IE Bulletin 79-OiA. “Environ Qual i f Ication of 
Glass IE Equipment <Def Ic 1 enc ies in Environ Qualification of 
A6C0 Solenoid Valves) “ Action required. 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/06 

ip 


7907240430 Forwards IE Info Notice 79-18. “Deficient Procedures “ No 
action required 

KEPPLER.J, 0. Region 3. Chicago. ‘Office of the Director, 79/06/07 
IP 


7907060007 Advises that IE Info Notice 79-18. “Deficient procedures'* 
forwarded to listed utils 

PAPPAS. H. Region 3. Chicago. Office of the Director 79/06/00 

2pp 


7907300419 Forwards IE Insp Rept 80-308/79-07 on 790822-24 No 
noncompliance no'ted, 

DAVIS. A, D. Region 3. Chicago. Fuel Facility << Materials Safety 
Branch. 79/06/11 2pp 


•*“7907300430 IE Insp Rept 50-303/79-07 on 790522-24 No noncompliance 
noted Major areas inspected radwaste sys. including effluent 
releases, records rept. reactor coolant water quality 6 
cotid radwaste. 

FISHER. W L . HILLER. 0,£ Region 3. Chicago. Fuel Facility Ic 

Materials Safety Branch. 79/06/07. 4pp 


7907500403 Forwards IE Imp Rept 50-305/79-08 on 790331 Na 
noncompliance noted 

DAVIS. A D Region 3. Chicago. Fuel Facility l< Materials Safety 

Branch 79/06/13 2pp 


—7907300412 IE Insp Rept 50-305/79-08 on 790531 No noncompUanca noted 
Major areas inspected licensee lab analysis. Inc luding 
effluent samples Sc liquid radwaste 

AXELSON. W L . EB9I0. T H . HIATT, J W Region 3. Chicago. Office 
of the Director 79/06/07 4pp 


7907020441 Forwards IE Info Notice 79-17. '^Source Holder Assembly 
Damage from Misfit Between Assembly Sc Reactor Upper Orld 
Plate " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/20 
if 


7907300432 Responds to IE Bulletin 79-06A. Revision 1 Forwards updated 6 
eipanded responses re operating procedures for coping 
w/translents & accidents. containment isolation initiation 
design Sc procedures Sc safety-related valve positions 
MATHEN8.E R Nlsconsln Public Service Corp 79/06/20 i7pp 


7907120269 Forwards IE Bulletin 79-02. Revision 1. “Pipe Bupporfa Base 
Plate Designs Using Concrete Expansion Anchor Bolts ** Action 
requl red 

KEPPLER. JO Regions. Chicago. Office of the Director 79/06/21 
IP 


7907300401 Forwards IE Insp Rapt 50-303/79-10 on 790611-13 No 
noncompllance noted 

FIQRELUI.O Region 3. Chicago. Reactor Construction Sc Enginaarlng 

Support Branch 79/06/21 2pp 


—7907300526 IE Insp Rept 50-305/79-10 on 790611-13 No noncompliance 
noted Major areas inspected followup to IE Bulletin 79-02. 
test program Sc quality records. 

OALLAOHER.E J. . HAYEB. D N Region 3. Chicago. Office of the 
Director 79/06/20 5p 


7907080438 Forwards IE Circular 79-09. "Oecurronces of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus “ No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/22 
Ip 


7907130169 Forwards IE Bulletin 79-13. “Cracking in Feedwater Sys 
Piping “ Action required. 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/25 

Ip 


7907060008 Forwards IE Circular 79-10. "Pipef Ittlngs MPg from 
Unacceptable Matl “ No action required, 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/26 
Ip 


7907100921 Forwards IE Circular 79-12. “Potential Diesel Generator 
Turbocharger Problem “ No action required 

KEPPLER.J Q Region 3. Chicago. Office of the Director 79/06/28 

Ip 


7907130300 Forwards IE Bulletin 79-14. “Biiimic Analysis for As-Bullt 
Bafety-Relatftd Piping Sys. ” Action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/02, 

Ip 


7907240120 Forwards lE Info Notice 79-18. “Bkylab Reentry “ No action 
required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/06 

Ip 


7907310355 Forwards IE Bulletin 79-19. "Deep Draft Pump Deficiencies “ 
Action required. 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/11 
Ip. 


7907310420 Forwards IE Circular 79-13. “Replacement of Diesel Fire 
Pump Starting Contactors “ No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/13 

Ip. 


7907260224 Notifies that written responses to IE Bulletin 79-l9r8uppl 
I. should be directed to IE Dlv of Reactor Const Insp. 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/18 

Ip. 


7907260429 Forwards IE Info Notice 79-i9. “Pipe Cracks in Stagnant 
Borated Uater Sys at PNR Plants, “ No action required. 

KEPPLER.J 0. Region 3. Chicago. Office of tha Director. 79/07/18 
Ip 
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R Periodic operating reports L related correspondence 


7'?0713043i Forwards montftlf/ operating rapt for June 1977 

MATHEWS, E R Wisconsin Public Service Corp 79/07/06 Ip 


—7907120430 Monthly operating rept for June 1979 

WALLACE^J J Wisconein Public Service Corp 79/07/06 4pp 


S Reportable occurrences- LERs U related correspondence 


7907050307 Foruards LERt 79-0U/03L-0 6 79-012/02L-0 

MATHEWS. E R Wisconsin Public Service Corp 79/06/29 Ip 


— 7907050309 LER 79-0H/O3L~0 on 790530 during refueling sbutdoun, testing 
indicated three of four pressuriier pressure transmitters 
usre out of calibr Caused by instrument drift of Foiboro 
pressure transmitters Transmitters recalibr 
RUITER.O H Wisconsin Public Service Corp 79/06/29 Ip 


-7907050313 LER 79'-0l2/03L-0 on 790530 valve SI302A had to be opened 
manually during maint work for line flushing Definite cause 
of failure not determined Procedures will be changed to 
allow SI302A in 813020 valves to remain open 
RJITER.O H Wisconsin Public Service Corp 79/06/29 Ip 


7907090201 Forwards LERs 79-013/03U-0. 79-014/03L-0 6 79-015/03L-0 
MATHEWS, E R Wisconsin Public Service Corp 79/07/02 Ip 


--79070902B7 LER 79-013/03L-0 on 790602 four RCS flow transmitters out of 
calibr so that low flow reactor trip settings fell below 
required setpoint Caused by instrument drift of Foxboro flow 
transmitters Transmitters recalibr 

RUITER.O H Wisconsin Public Service Corp 79/07/02 Ip 


—7907090294 LER 79-0I4/O3L-0 on 790603 containment integrity not 
established during refueling operations Airlock doors open 
while rod unlatching procedure performed Caused by absence 
ct requirement In procedure 

RUITER.O H Wisconsin Publif Service Corp 79/07/02 Ip 


--7907090299 LER 79-015/03L-0 on 790604 steam flow transmitter out of 
calibr so that steam line Isolation signal trip setting was 
above specified setpoint Caused by instrument drift of 
Qarton i)/P transmitter Instrument recalibr 
RUITER.O H Wisconsin Public Service Corp 79/07/02 Ip 

7907090309 Forwards LER 79-Oi6/OlT-0 

MATHEWS. E R Wisconsin Public Service Corp 79/07/03 Ip 

--7907090312 LER 79-0I6/O1T-0 on 790619 error noted In Tech Spec 
requirements for radioactive water storage tank water vol 
levels Caused by nonconservative shift In instrument 
readout Error corrected after pre-operatlonal 
RUlTEfliC H Wisconsin Public Service Corp 79/07/03 3pp 


7907170001 Forwards LERs 79-017/0IT-0 6 79-OI0/OIT-O 

MATHEHSjE R Wisconsin Public Service Corp 79/07/10 Ip 


' — 7907I700B5 LER 79-017/OlT-O on 790626 test results identify linear 
• indications on inside diameter of feedwater piping at 
noiiles of steam generator notzles Caused by stress/ 
corrosion cracking Investigation underway 
RUlTERiO H Wisconsin Public Service Corp 79/07/10 2pp 


--•7907170090 LER 79-018/01T-O on 790626 vendor reported high energy line 
breaks inside containment can cause heatup of steam 
generator level ref legs, delay ing protection signals from 
lo-lo steam generator trip channels Cause analysis error 
RUITER.O H Wisconsin Public Service Corp 79/07/10 2pp 


7907170022 Forwards UER 79-019 /04T-0 

MATHEWS. E R Wisconsin Public Service Corp 79/07/12 Ip 


7907310173 "Fire Protection in Operating Nuclear Power Sta t 1 ons . Pra Ir 1 e 
Island Station SER Review.” interim rept 

HALL.n E . MACDGUOALL. E A Drookhavon National Laboratory FIN 
A-3107 7907310175 79/06/21 4pp 

790/100610 Forwards revised Util fire protection program superseding 
790510 revision 

MAYER, L D Northern States Power Co 79/07/05 |6pp 

7907310300 Forwards supplemental info re physical security plan info 
withheld (ref 10CFR2 790) 

MAYER, L 0 Northern States Power Co 79/07/30 Ip 


P Operating license stage documents 8< correspondence 


7907120207 Summary of 790426 meeting w/utlls to discuss Wcstlnghouse 
plant design re TMl-2 event 

THADANI.A Reactor Systems Branch 79/05/02 39pp 

7907260103 Discusses plans to install communication links between NRC & 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters h regional ofc will communicate 
operational & environ info 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/05/22 
2PP 

7907190325 Summary of 790521 meeting u/Ex*on re role in TMI-related 
reevaluatlons of operating plants 

KANE* U F Standard 1 lation Branch 79/05/31 4pp 


7907090420 Intends to ship radioactive mail from f ac 1 1 1 t 1 es. us ing 
package 03-1 

MAYER, L 0 Northern States Power Co 79/06/00 Ip 


7907240330 Forwards NRC 790604 1 tr to Wostinghouso requesting addl Info 
re small break LOCA analyses ^ analysis methods NRG will 
eventually require documentation re appl 1 cabi 1 ity of 
Wcstlnghouse results to analyses at facility 

8CHWENCER,A Operating Reactors Branch 1 iPre 79062S) 79/06/11 

app 


7907250012 Forwards NURE0-0S60, “Staff Rept on Generic Assessment of 
Feedwater Transients in PURs Designed by B&tf “ W/o enc 1 
ORIMES.B K Assistant Director for Engineers !< Projects <Pre 
790625 J 79/06/11 2pp 


7907190211 Provides info re results of stress & fatigue analyses, in 
response to NRC 790525 request Allowable stresses have not 
been exceeded 

MAYER, L 0 Northern States Power Co 79/07/16 app 


Q Inspection reports, IE Bulletins 8( correspondence 


7907240607 Forwards results of preliminary review of licensee responses 
to IE Bulletins 79-06, 06A k 06, Amend 1 Meeting 
w/owners of operating plants having Westlnghouse-designed 
sys scheduled for 790530 in BethesdaiMD 

8CHWeNCER,A Operating Reactors Branch 1 iPre 790625) 79/05/22 

4pp 


7907110291 Responds to IE Bulletin 79-10 Submits requalification 
training program statistics 

WACHTEft.L J Northern States Power Co 79/05/25 3pp 


7907160140 Notifies of delay In rosponse to IE Bulletins 70-12, 12A h 
12B due to late submittal by vendor of Info re reactor 
vessel welds 

WACHTER, L J Northern States Power Co 79/05/29 Ip 


—7907170033 LER 79-0l9/04T''0 on 790627 during refueling shutdown, 
discharg* from waste neutraliilng tank exceeded total tolidi 
limit Caused by pertpnnal error Tech Specs amend will be 
submitted, deleting ETB from license 

ROITER, 0 H Wisconsin, Public Service Corp 79/07/12, Ip 


7907240195 Forwards IE Insp Repts 30-202/79-11 b 90-306/79-09 on 
790401-30 No noneoflipl iance noted 

KEI8KMAN, R F Region 3, Chicago; Reactor Operations Nuclear 

Support Branch 79/03/30 2pp 


DOCKET 90-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 
F Security, medical, emergency it fire protection plans 


!! program developed by Brookhaven 

NRC Offers eieptions for NRC evaluation electrical valve 
supervision should be provided on all valves controlling 
fire water sys 


HALLrR E Brookhaven National Laboratory 79/06/21 3pp 


—7907240200 IE Insp Rept 30-202/79-11 U 50-306/79-09 on 790401-0430 No 
noncompliance noted Major areas inspected, oparatl ons, 
maintt security, refuel log act Ivi ties, review i oudi t, training 
it reportable events followup 

FEIERADEND.C D. , DANIELS, F T, , MARNICK, R F. Region 3/ Chicaao, 
Office of the Director 79/05/29 9pp 


7907200328 Forwards lE Bulletin 79-12, “Short Period Scrams at BWR 
Facilities “ No action required 

KEPPLER»J, G Region 3, Chicago, Office of the Director 79/05/31 
ip 
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7907190205 Forwards suppl IE Bulletin 79-OlA* "Environ Qualification of 
Class IE Equipment < Oc f i c 1 enc i e s in Environ Qua 1 1 f i cati on of 
ASCO Solenoid Valves) '' Action required 

KEPPLERjJ 0 Region 3i Chicago/ Office of the Director 79706/0i» 

Ip 


7907240432 Forwards IE Info Notice 79-15» "Deficient Procedures " No 
action required 

KEPPLERjJ 0 Region 3 j Chicago/ Office of the Director 79/06/07 
ip 


7907060007 Advises that IC Info Notice 79-15i "Deficient Procedures" 
forwarded to listed utils 

PAPPASi H Region 3. Chicagoi Office ef the Director 79/06/08 

app 


7907020435 Forwards IE Info Notice 79—171 "Source Holder Assembly 
Damage from Misfit Between Assembly S* Reactor Upper Grid 
Plate " 

KEPPLERjJ 0 Region 3< Chicago/ Office of the Director 79/06/20 
Ip 


7907120240 Forwards IE Bulletin 79-02. Revl sion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts *' Action 
required 

KEPPLER,J 0 Region 3/ Chicago. Office of the Director 79/06/2J 

ip 


7907050451 Forwards IE Circular 79-09/ "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLERi J 0 Region 3/ Chicago, Office of the Director 79/06/82 

ip 


7907300455 Respond* to Items 1-13 of IE Bulletin 79-06A/ Revi sion iil< 
NRC request for addl Info Submits info re emergency 
procedures for coping w/transients ^ accidents, mod of 
pressurizer pressure containment isolation sys 
WACHTER/L J Northern States Power Co 79/06/22 iSpp 


7907130130 forwards IE Bulletin 79-13/ "Cracking in Feedwater 8ys 
Piping " Action required 

KEPPLER/J 0 Region 3/ Chicago, Office of the Director 79/06/25 
ip 


7907060318 forwards IE Circular 79-10/ "Pipof 1 tt Ings Hfg from 
Unacceptable Natl " No action required, 

KEPPLER/J 0 Region 3, Chicago, Office of the Director 79/06/26 
ip 


7907180422 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER/J 0 Region 3, Chicago, Office of the Director 79/06/28 
ip 


7907130282 Forwards IE Bulletin 79-14/ "Seismic Analysis for As-Bullt 
Safety-Related Piping 9ys " Action required, 

KEPPLER/J 0 Region 3/ Chicago, DPfice of the Director 79/07/02 

ip 

7907240104 Forwards IE Info Notice 79-18/ "SkyUb Reentry " No action 
required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 77/07/06 

ip. 


7907310342 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

KEPPLER,J Q Region 3, Chicago, Office of the Director 79/07/11 

ip 


7907310414 Forwards lE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER,J 0 Region 3, Chicago. Office of the Director 79/07/13 

ip 


7907260199 Notifies that written responses to IE Bulletin 79-15, Suppl 
1, should be directed to IE Oiv of Reactor Const Insp 
KepPLER,J 0 Region 3, Chicago, Office of the Director. 79/07/18, 
ip 


7907260402 Forwards lE Info Notice 79-19, "Pipe Cracks In Stagnant 
Borated Water 8y> at PUR Plants." No action required 
KEPPLER, J G Region 3, Chicago, Office of the Director 79/07/lB 
Ip 


R Periodic operating report* fc related correspondence 


7907130196 Notifies that results of noise monitoring program, performed 
per ET8 4 2 App D, are deemed satisfactory No further action 
required 

BCHWENCER/A Operating Reactors Branch 1 (Pre 790625) 79/05/29 

2pp. 


7907030272 Forwards "Environ Monitoring & Ecological Studies Program 
1970 Annual Ropt, " Vols 1 2 

UARD, E C Northern States Power Co 79/06/29 Ip 


—7907030275 "Environ Monitoring 6 Ecological Studies Program 1970 Annual 
Rept, " Vols 1 S, 2 

HESTICK, M L Northern States Power Co 79/04/30 60app 


7907100511 Forwards monthly operating rept for June 1979 
MAYER, L 0 Northern States Power Co 79/07/13 Ip 


—7907100516 Monthly operating rept for June 1979 

HONsTAD, A A Northern States Power Co 79/07/02 4pp 


S Reportable occurrences, LERs t* related correspondence 


7907090202 Environ event rept 79-05 for June 1979 daily average 
blowdown flow of plant circulating water sys was in excess 
of 150 cfs fpr 26 days Caused by need to accommodate 
cooling tower preventive malnt 

WARD, E C Northern States Power Co 79/07/02 Ip 


7907160346 Notifies of discrepancy in design analyses performed for 
containment purge valves Info supplements LER 79-019 Valves 
will remain closed above cold shutdown conditions until 
closure can be assured 

MAYER, L 0 Northern State* Power Co 79/07/10 Ip 


DOCKET 50-309 MAINE YANKEE ATOMIC POUER PLANT 


F Security, medical, emergency S, fire prutectlon plans 


7907250130 Notification of 790710 meeting w/util h LASL to discuss 
LA8L confirmatory vital area analysis 

NELSON, C C Operating Reactors Branch 4 <pro 790625) 79/06/19 

2pp 


0 Adjudicatory correspondence 


7907120204 Ac k receipt of 790313 Itr commenting on shutdown of five 
nuclear power plants in eastern US Objective is to review 
situation In expedited & disciplined manner so that plants 
can be returned to operation 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/28 Ip 


7907060155 Forwards termination of order to show cause, discuss Ion of 
conservatisms In seismic design b safety evaluation 
REID/R U Operating Reactors Branch 4 (Pre 790625) 79/05/24 

9pp 


—7907060159 Termination of 790313 order to show cause allowing facll 
to be restarted 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/24 6p| 


—7907060163 Safety evaluation supporting restarting of facility 
* Office of Nuclear Reactor Regulation 79/05/24 llpp 


H General correspondence 


7907120332 Comments on closing of five nuclear plants due to seismic 
testing tnconslstoncies NRC was unjustly criticiied for 
doing right thing 

WA8BERDACH. A E Affiliation Unknown. 79/03/26 Ip 


7907060147 Responds to Itr re facility shutdown Info partially 
withheld name b address of recipient (ref FOIA Exemption 6) 
BRADFORD, P A Commission 79/04/10 ip 


7907060343 Responds to 790314 Ur re shutdown of five nuclear power 
plants because of seismic concerns Seismic design was not in 
accord w/accepted engineering practice, Fai led piping could 
causa LOCA Plant review is being expedited 

PENTONrH R Office of Nuclear Reactor Regulation 79/05/09 3pp 


— 7907060356 Comment* on Incidence of seismic activity in northeast 
aMITH, E T Affiliation Unknown 79/03/14 3pp 


7907090460 Responds to 790316 telegram re orders closing five 
power plants in eastern U9 Analysis techniques used in 
seismic design of safety-related piping not in accord 
ui/proven b generally accepted engineering practice 
DENTON, H « Office of Nuclear Reactor Regulation 79/05/21 Opp 



DOCKETED ITEWIS 


9004S Responds to Itr r« NRC 790313 drd«r« to ahut doioti pl^nta 
' prafora to revlou aituation in etpeditcrf & disciplined 
map h return plants to operation w/no threat to public 
ilth t< safety 

ITGN, H R Office of IMi^cU«r Reactor Regolation 79/0S/ff2 3pp 


>7190059 Eiicourages NRC to reconsider closing plant until currant 
‘uel crisis Is resolved 

lEAN. J /Affiliation Unlnouju 79/05/62 Gpp 


32049a Responds to 790315 talegrars oppressing opposition to plant 

Jtdourn due to seismic concerns Feruards earthituahe maps 

4TGN,H R Office of Nuclear Reactor Regulation 79/05/24 4pp 


320504 Responds to 79^324 Itr apposing plant shutdauin due to 
Ismic design concern Forwards earthi|iiale maps 

'^TONi H R □fflce of Nuclear Reactor Regulation 79/05/54 3pp 


37020506 Opposes plant shutdown Ecortonlc considerstiont &< established 
plant safety mandate continuing operation 
4LDR1CK*H N Maine Sag Co 79/03/53 5pp 


OSOIS4 Responds to 790328 Itr opposing plant shutdown due to 
Isftilc design concerns Forwards earthquaire maps 

NTONrH R Office of Ruclear Reactor Regulation 79/05/24 3pp 


37050128 Opposes plant shutdown due to seisnic design co-ncerns 
lODUV/J U Maine, State of 79/03/22 Ip 


350542 Responds to 790315 Itr re shutdown of five nuclear plants 

ants shut down due to Inadequacy of seismic analysts 

chnlques if/map showing previous earthquakes In area 

NTOM, K R Office of Nuclear Reactor Regulation 79/09/24 3pp 


07050949 Expresses outrage at closing of five nuclear power plants 

due to possible consequences resulting from earthquakes 

DRUMi D E Peter Bent Brigham Hasp DO, Massac huse tts 79/03/15 

Ip 


060293 Responds to 790313 telegram opposing plant shutdown due to 
Ismic design concerns Forwards earthquake maps 

NTOM. H R Office of Nuclear Reactor Regulation 79/05/84 3PP 


07060S99 apposes shutdown of plants Plants should be allowed to 

continue to operate while selentic Improvements are 

developed 

HUS. C N Affiliation Unknown 79/03/15 ip 


190075 Ack receipt of 790306 Itr to PA Bradford Every effort being 
da to ensure continued protection of health U safety of 
bile at all nuclear power plants 

NTaN,H R Office of Nuclear Reactor Regulation 79/06/05 


07190079 Opposes nuclear power Favors permanent shutdown of nuclear 
plant in Hiscasset.ME 

BANHIBTER. R W Affiliation Unknown 79/05/06 Ip 


110685 Ack receipt of 790423 Itr expressing concern re safeti| of 
clUty Assures that NRC is making every effort to ensure 
ant safety 

NTONiH R Office of Nuclear Reactor Regulation 79/06/06 Ip 


07110691 Urges NRC to keep facility shut down until probletas are 
solved 

CORREA. A 0 Affiliation Unknown 79/04/E3 ip 


190020 Responds to 790518 Itr re eerthquake which occurred on 
'04i7.Ntw seismic design analyses have led to mod of two 
ping supports 

MTON. K R Office of Nuclear Reactor Regulation 79/06/06 Ip 


707190452 Comments on 790417 earthquake near nuclear facility 
Expresses anger at being subjected to experiments for 
determining plant capacity to withstand earthquakes 
RDTNiH U Affiliation Unknown 79/05/18 Ip 


/1G0906 Responds to 790529 Itr to -JM Hendrie re improyemints made to 

ring facility into compliance w/NRC regulations Mods were 

Bde to two piping supports for containment spray sys 

SrrrOMrH R. OffU# of Nuclear Roactor Regulation 79/06/11 2pp, 


7190025 Responds to 790602 itr, Facility shut down while certain 
ef ety-related piping sys reanalyied to determine response 
D earthquakes. Rexnalysis completed satisfactorily Zt mod of 
wo piping supports Initiated 

ENTONiH R Office of Nuclear Reactor Regulation 79/06/lt, Ip. 


— 79071900B2 Comments on ahutdown of five east coast nuclear plants 
Objects to being forced to pay higher util rates 
MDNROEi A Affiliation Unknown 79/06/08 3pp 


7907190760 Discusses evacuation plan, release of radioactive mail during 
shutdown h disposal of radwaste, In response to 790525 Itr 
to President Carter 

DENTON. H R Office of Nuclear Reactor Regulation 79/06/Jl Spp 


— 7907190760 Opposes raoponlrtg of p lent, because of lack of evacuation 
plan t( lack of safe method for radwaste disposal Requests 
info re leaks of low level radiation 
NOUERS. E O, Affiliation Unknown 79/05/25 2pp 


P Operating license stage documents t< correspondence * 


79D7020467 Evaluates util response to IE Dulletin 79'‘06D Items which 
have not been adequately addressed Include containment 
isolation h continued operation of radiological control 
program 

LAZARUS, WJ Region 1, Philadelphia, Office of the Director 
79/09/05 tp 


7907180235 Requests info from currently operating PWRs re small break 
analysis, as followup to TMI-H incident review 

0RIME8.Q K Assistant Director for Engineers & Projects (Pre 
790629 > 79/05/09 Bpp 


7906060069 Response to FOIA request for documents re discrepancy 
between results of original piping analysis for seismic 
stresses Info partially deni ed, document s w/NRC opinions 
8« recommend at I nns< ref FOIA Exemption S) 

FELTON. J H Olvlslon of Rules and Records ;9/09/21 3pp 


7907260058 Discusses plans to Install communication links between NRC 6 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters S< regional ofc will communicate 
operational h environ info 

ORIER.II H Region Ii Philadelphia, Office of the Director 
79/05/22 2pp 


7907110219 Summary of 790501 meeting ui/utll re BHOCK-0 computer codes 
NELSON. C C Operating Reactors Branch 4 (Pre 790625}, 79/05/23 

SPP 


7907190323 Summary of 790321 meeting w/Exxon re role In TMl-related 
reevaluatlons of operating plants 

KANEiWF Standardliatlon Branch 79/05/3-1 4pp 


7907180641 Forwards NUREO*‘0560, "Staff Rept on Osf>eric Assesament of 
Feedtuater Transients In PWRs Designed by OltH " W/o end 
ORlMESiB.K Assistant Director for Engineers It Projects (Pre 
7906251 79/06/11, 2p p 


7907310611 Forwards request for addl info re degraded grid voltage In 
order to continue review of 790625 submittal 

REID. R U OpDrating Reactors Branch 4 CPre 790&25). 79/06/11 

app 


7907260590 Discusses preliminary Asymmetrical LOCA loads evaluation 
rept prepared by Ebasco Bvc. Inc Addl analyses will -bo 
parformad on supports far pumps & steam generator to ensure 
adequacy 

ORQCE.R, M. Maine Yankee Atomic Power Cq 79/07/23 2pp. 


7907300441 Responds to Temainltig items from util 790529 Itr re steam 
generator feedwater piping Response includes radiograph of 
nox 1 1 e-ta-plp ing welds following welding No Lnservtce insp 
has been performed on piping. 

ORDCE.R II Maine Yankee Atoielc Power Cq 79/07/23 2pp 


7907310247 Notifies of completion of SHDCR-O/NUP IPE-SN comparisons 
which confirm conclusions re adequacy of piping analyxtd by 
BHOCK-0 program 

ORQCE.R, H Kalne Yankee Atomic Power Co 79/07/24 tp 


0, Inspection reports* IE Sullettns 8. correspondence 


7907310023 Forwards summary of 790306 meeting u/utll In King of 
Prussia. PA. Info presented resulted In wlthdrawel of Item B 
from 7B1222 notice of violation 

BMITH.O H Region I* Philadelphia. Office of the Director 
79/09/02 8pp 


— 7907310027 Summary of 790306 meeting u/utll in King of Prussia. PA re 
781222 notice of violation, I tern 90^089/78-19-07 will be 
with drawn 

SMITH. D,H. Region 1« Phi lad e kph la. Fuel Facility h Materials 
Safety Branch 79/D3/06 8pp. 


DOCKETED ITEMS 


7907090102 Responds to IE Bulletin 79-07 Many OE Type K-3 circuit 
breaker* are being used Only reactor trip breaker* utilize 
breaker undervoltage trip device 

OROCEi R H Maine Yankee Atomic Pouer Co 79/03/21 3pp 


77O7OAO30? Forward* IE Bulletin 79-lli ’’Faulty Ovorcurrent Trip Device 
in Circuit Breakers for Engineered Safety By* " Licensee 
action required 

ORlERrB H Region 1> Ph i ladel phiai Office of the Director 

79/05/22 ip 


7707050250 Forwards response to IE Bulletin 79-10 re reactor operator 
training 

MQDDYf D E Maine Yankee Atomic Power Co 79/05/23 3pp 


7907050262 Submit* re*ult* of record* *earch for spec of weld matl used 
for fabrication of reactor pro»»ure vessoliln reeponse to 
IE Bulletins 7B-12r78“i2A h 78-120 

MQODYi D E Maine Yankee Atomic Power Co 79/05/25 2pp 


790703003B Forwards IE Info Notice 79“13» "Indication of Low Hater 
Level in Oyster Creek Reactor " No action required 
ORIERtS H Region li Ph I ladelph iai Office of the Director 
79/05/29 Ip 


7907200110 Forwards IE Bulletin 79-12* "Short Period Scrams at BHR 
Facilities *' No action required 

ORIER.B H Region Ir Phi ladel phla. Office of the Director 
79/05/31 Ip 


7907190064 Forward* suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valve*) " Action required 

ORIEfi^B H Region 1* Philadelphia* Office of the Director 
79/06/06 Ip 


7907060105 Forward* IE Info Notice 79-lS* "Deficient Procedures " No 
action required 

ORIERjQ.H Region 1* Philadelphia* Office of the Director 
79/06/07 Ip 


7907110373 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Mi*flt Between Assembly b Reactor Upper Orld 
Plate " 

ORlERfB H Region 1* Ph i ladelphia* Office of the Director 
79/06/20 ip 


7907230679 Forward* IE Bulletin 79-02* Revl* ion i* "Pipe Support Base 
Plat* Designs Using Concrete Expansion Anchor Bolts " 

Action required. 

(JRIERiD.H Region i* Philadelphia* Office of the Director 
79/06/21 Ip 


7907240166 forwards IE Circular 79-09* "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Bel f-Contained 
Breathing Apparatus " No action required 

ORIER*B H Region 1* Philadelphia* Office of the Director 
79/06/23 ip 


7907120304 Forward* IE Bulletin 79-13. "Cracking in Feedwater 9ij* 
Piping " Licensee action required 

ORIERiB H Region 1* Philadelphia* Office of the Director 
79/06/25. Ip 


7907060192 Forward* IE Circular 79-tO. "Pipef Itfclngs Mfg from 
Unacceptable Matl " No action required 

(JRIERiB H. Region 1* Philadelphia* Office of the Director 
79/06/26. Ip 


7907100303 Forward* IE Circular 79-i2* "Potential Diesel Oenerator 
Turbocharger Problem " No action required 

<}R1ER*B H* Region 1* Philadelphia* Office of the Director 
79/06/28 1 p 


7907160776 Forwards IE Bulletin 79-14* "Belsmtc Analysis for As-Built 
Safety-Related Piping 8ys. " Action required. 

ORlERiB.H Region 1* Philadelphia* Office of the Director 
79/07/02 Ip 


7907850305 Forward* IE Info Notlca 79-18* "Skylah Reentry." No action 
required 

ORIERjB.H Region 1* Ph 1 ladelph la* Office of the Director 
79/07/06 Ip. 


7907270339 Forwards IE Bulletin 79-15* "Deep Draft Pump Deficiencies " 
Action required. 

DRIER. B.H. Region i. Philadelphia. Office of the Director 
79/07/U, Ip, 


7907310506 Forward* IE Circular 79-13* "Replacement of Diesel Fire 
Pump Starting Contactor* " No action required 
ORlERfB H Region 1* Ph iladelphia* Office of the Director 
79/07/16 ip 


R Periodic operating report* 8* related correspondence 


7907170116 Forward* monthly operating ropt for June 1979 
WOODY* D E Maine Yankee Atomic Power Co 79/07/12 Ip 


—7907170118 Monthly operating ropt for June 1979 

SJOGREN* R K Maine Yankee Atomic Power Co 79/07/12 5pp 


S Reportable occurrence*! LERt b related correspondence 


7907110561 Forwards LER 79-Oi4/03L-0 

MOOD.E C Maine Yankee Atonic Power Co 79/06/28 ip 


— 7907110566 LER 79-01 4/03L-0 on 790607 remote operating linkage for 
D train spray header manual isolation valve found 
disconnected. w/valve not fully open Caused by loose linkage 
set screws Valve lineup check sheet modified 
ANDERSON* P U Maine Yankee Atomic Power Co 79/06/28 Ip 


U Congressional/Executive Correspondence 


7907230752 Notice describing reasons for shutdown of five plants 
CHILK*8 J Office of the Secretary of the Commission 79/05/14 
flpp 

7907260009 Respond* to R Shadl* 790403 question* re reopening of 
facility* per 790426 request 

00S81CK.L V Office of the Executive Director for Operations 
79/06/19 I5pp 


— 7907260030 Forward* R Shadl* 790405 question* re reopening of facllit 
MUBKlEiE 8 Senate 79/04/26 3pp 


7907180588 Responds to 790323 Itr re shutdown of facilities None of 
proposed alternative* would have adequately dealt 
u/situation Forwards summary of code verification program* 

IE Bulletin 79-07 b chronology table of pipe stress issue. 
HENDRIE.J. M Commission 79/06/27 17pp 


— 7907180633 Requests info re evaluation of feasibility b ef f ectlvenesi 
of safe alternative responses to error in seismic codes 
rather than shutdown of facilities Request* info re 
possibility of similar errors at other plants 
DINOELLiJ 0 House of Rep * Interstate b Foreign Commerce 
79/03/23. 2pp 

DOCKET 50-311 SALEM NUCLEAR OENERATINO STATION* UNIT 2 
A Appllcation/con*truction stage documents b correspondence 


7907160109 Draft memo re licensing strategy for plants w/fuel load 
date* In CY79. 

BOYD*R 8 Divlaion of Project Management 79/03/20 6pp. 

7907260072 Discusses plans to install communlcatian links between NRC b 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters b regional ofc will communicate 
operational b anviron info 

ORIER.B K Region 1* Philadelphia* Office of the Director 
79/05/22 2pp. 


7907110262 aummery of 790509 meeting w/utll in Bethesda.MD re seismic 
qualification of 600-volt vital switchgear used at facility. 
GHENrP.Y Mechanical Engineering Branch 79/06/01 2pp 


7907U02BI Request* addl info re instrumentation qualification for 
manually controlling reactor cpndltion* b basis for 
acceptability of Barton 763 measured error re Hestlnghouie 
rept on Barton pressura testing. 

PARR.O. D. ' Light Mater Reactors Branch 3. 79/06/01. 2pp 


7907060435 Notifies that application fee ha* not been received. Payment 
should be forwarded within 15 days. 

MILLER* M D License Fee Management Branch 79/06/05. ip 


7907030099 Notification of 790614 meeting w/Public 8vq Electric b 
Gas Co in DethesdajMD to discuss steam generator cladding 
DRDMERICK.A. Light Water Reactor* Branch 3 79/06/11. 2pp. 


7907180659 Forward* NUREO-OS6D* "Staff Rept on Generic Aisessment of 
Feedwater Transient* in PWR* Designed by BbM " H/o end 
ORIME0. B K. Assistant Director for Englnetn b Project* (Pre 
790625). 79/06/11. 2pp. 
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DOCKETED ITEMS 


7907C903I9 Cpncurt u/UtK dctBriln^t ion re fee assessment for amend 
fitsndinj provUional CP to 790BQ1 Class II amend fee end 
MITTLp R L Putt! 1 C Service Electric 6 <Jas Co of Weu Jersey 
79/0A/I9 Sup 


7907100543 Acks receipt o# NRC 750*13 Itr responding to request for OL 
basis from safety standpoint for delaying OL issuance 
W/7906l<? Hr to JM Hendne 

SMlTHjft I Public Service Electric fc Oas Co of Jersey 

79/06/25 2pp 


0 Inspection reportsf IE Bulletins & correspondence 


7907230949 Forward# IE In#p «epfcs 90-272/79-06 fa 50-311/79-14 on 
790210-0324 fa notice of violation 

BRUNNERj E J Region 1« Ph 1 1 ad e 1 ph 1 dp Reactor Operations Nuclear 

Support Branch 79/04/27 2pp 


— 7907230957 Notice of violation from insp on 790210-0324 

« Region 1, Ph i lade Iph lap Office of the Director 79/04/27 

Ip 


7907100544 Submits schedule for startupp testing fa preliminary 
operation fa fact sheet to support application for DL 
SMITHpR I Public Service Electric fa Gas Co of New Jersey 
79/06/19 6pp 


7907250052 Summary of 790614 meeting u/util fa Westinghouse in Dethesda< 
MD re primary head cladding insp 

DRQMERICK.A Light Water Reactors Branch 3 79/06/26 4pp 


7907050347 Submits add! info in support of request for eitetision of 
CPPR'53 until 791031 Requests iiSC dispense 
w/notice fa publication requirements permitted under 
Atomic Energy Act of 1954 Section ie9(a> 

79/06/28^ Service Electric fa Gas Co of New Jersey 


7907170020 Forwards updated listing of items including preoperational 
tests which may not be complete until after initial fuel 
loading Updates fa supercedes 790504 Itr 

79/07*^ ^ Public Service Electric fa Gas Co of New Jersey 


7907190514 
rod drop 
resulted 
analysis 
HITTL.R L 
79/07/13 


Summariies actions taken since util 790515 Itr re single 
issue Meeting held between Westinghouse fa NRC 
In recommendation that former perform safety 

Public Service Electric & Gas Co of New Jersey 


7907190927 Submits updated response re seismic data for electrical, 
instrumentation fa mechanical components Updates 790323 
submittal re Item l|-b concerning seismic qualification of 
vital appurtenances associated u/diesel generators 
79/07/16'" Opp^^*^ Service Electric fa Gas Co of New Jersey 


^ ^ ri* certain incomplete items, Including 

J complete until after ® 

1 loading Updates info in 790706 Ifcr 
79/07/10^ Service Electric fa Gas Co of New Jersey 


“»•> ‘UOdl.., 

cracks Notifies that ulll will monitor selected area in 
steam ;''»nnel head 21 by ultrasonic eiamlnation 

?”o7m u S"'''*” i 0.. Co 0 , N,». J.r«v 


—7907230570 IE Insp Rept# 30-272/79-06 fa 50-311/79-14 on 7902:10-0324 
Noncomp 1 iancB noted failure to perform surveillance of rod 
position indication w/deviation alarm inoperable 
KEIHIGi R R i NORNHOLM, L J Region 1, Phi ladclphioi Reactor 

Operations Nuclear Support Branch 79/04/27 9pp 


7907110489 Forwards IE Insp Rept 50-311/79-22 on 790329-0409 No 
noncompliance noted 

BRUNNER, E J Region 1, Philadelphia! Reactor Operations Nuclear 

Support Branch 79/05/08 2pp 


•7907110494 IE Insp Rept 50-311/79-22 on 790329-0409 No none ompl ianc o 
noted Major areas inspected preoperational test program, 
c onta inment, d i e &e I generator roomsi battery fa relay rooms fa 
equipment storage 

NICHOLAS, H H , CAPHTON,D L Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch 79/05/04 6pp 


7907110334 Forward# IE Insp Rept# 50-272/79-10 fa 50-311/79-80 
790320-22 & 27-28 No noncompliance noted 

BRUNNER, E J Region li Philadelphia, Reactor Operations 
Support Branch 79/05/10 2pp 


■on 

Nuclear 


50-272/79-10 fa 50-311/79-82 on 790320-20 fa 
27-28 No noncomp 1 iance noted Major areas inspected 
containment Integrated leak rote test procedure, pipe 
supports fa restraints & refueling preparations 
SMITH, T H , KA^N.O , CAPHTON, D L Rej!o„ l, Ph ! lad.lp), 1«, 

Reactor Operations Nuclear Support Branch 79/05/04 lOpp 


Tup. AK-a circuit i>r..k.r. 

not in use or planned for use 

79/05/1^’^!? fiBrvice Electric fa Oas Co of New Jarsiay 


in circTPifT" L* IE bulletin 79-11, <TauUy Overcurrent Trip 
in Circuit Breakers for Engineered Safety Bys Licensee 
action required 

79/05/L” Ip Philadelphia. Office of the Director 


4 




Level in Oyster Creek Reactor " 


3i “Indication of Low Water 
Office of the Director 


NRC Draft/Final Environmental Statenents, 


suppls fa correspondence 


7907U05I9 Discusses 790525 approval of 316i6) nlih., j 

.nvirc. pc.jS „ T. 

participate In quarter progress meetings Proposes delau of 

T7/07/0I aap. Electee t. 0.1 Co of N.C J.r.K, 


*■ «p''»,ond.nc. 

79D7250373 Forwards Conai test rept IPS-4on .w,., ca 
E lectrical Connection Terminal QUcks/Junition 
Containment Environ of LDCA or Steam Uni irSak AccJdeJt ■■ 
s.ctton 8 4 8 oj Ier 5 * 

mTTLffi L Public Service Electric fa . 

79/07/17 8pp ^ 0^ New Jersey 


7907200142 Forwards IE Bulletin 79-11 
Facilities “ No action required 

W§S>3l” IP *• '■'•‘‘"-''‘P'- 


"Short Period Scram# at DWR 
Office of the Director 


ip *' '•'•‘‘"■'"‘P'"*- OfPlc. 0, th. Director 


8iir9 Muvice / 

action required 


S, “Deficient Procedures 
Office of the Director. 


No 


C""n.cti.„ T.r»i„.l 

8t... Lin. Br.ek Accid.Jt ■ '"* ^'"'Iron o, LOCA or 

DEPA80UALE.J D . iLLlO.r J ^ 

S.rv.c. ELctric h ' 


!--!!i:;!“!l.!!fi!!i:.;;::p-pp_t_Mr._pr.t.ction pi.„. 

*'907190588 Forwards latest revl<lA,kc 


ITTLiR L 
'/07/17 


par ACftS 


dpp 


— I T in inro Notice ; 

Electrical Cable Support 8ui « 


4| "Safety Classification 
Office of the Director 


of 


7907110389 Forwards 
Damage from Misfit 
Plate " 


IE Info Notice 79-1 
Between Assembly fa 


7, “Bourca Holder Assembl 
Reactor Upper Orid 


CRIER, B H 
79/06/20 


Region i, Philadelphia. Office of the Director 


9 




caJ^iss "V.p 

En„n..;tn, e„pp,;t’j;;„i;, '■'’U/2:JgS‘*‘ '""“pp'**"" * 



DOCKETED ITEMS 


111 


— 7907S3000B Respond* to NRC 790406 Itn re violation* noted in IE In*p 
Rapt 30-31 1/79-12( Correc fci VO action* table trays tleanod, 
tray 2P027 replaced 8< tray 2P066 reuorkod 

MART 1 Ml T J Public Service Electric (< Oas Co of Neu Jersey 

79/05/04 2pp 


— 7907230011 Forwards IE In*p Rept 30-311/79-12 on 790213-14 tt notice 
of violation 

CARLSON# R T Region 1# Philadelphia. Office of the Director 
79/04/06 2pp 


— 790723001S Notice of violation from in*p on 790213-14 

» Region li Philadelphia. Office of the Director 79/04/03 

Ip 


—7907230023 IE rn«p Rept 50-3i 1 /79-12. Noncorap 1 lance noted failure to 
maintain installed cable trays in accordance ui/proccduro* 

FINKELiA E Region 1. Philadelphia. Office of the Director 
EQNETER.S 0 Region 1. Philadelphia. Reactor Construction h 

EnglneeriTig Support Branch 79/04/05 5pp 


7907230700 Forwards IE Bulletin 79-02. Revi s i on 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " 

Action required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/06/21 ip 


7907120336 Forwards IE Bulletin 79-13. "Cracking in Feedwater 8ys 
Piping " NO action required 

GRlERiD H Region 1. Ph 1 ladelph ia. Office of the Director 
79/06/23 ip 


7907100363 Forwards IE Circular 79-10. "P Ipcf 1 ttlngs Nfg from 
Unacceptable Mail " No action required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
79/06/26 ip 


7907100429 Forwards IE Circular 79-11. "Oes i gn/Const Interface 
Problem " No action required 

GRIER. B H Region 1. Phi ladel ph ia. Office of the Director 
79/06/27 ip 


7907il003S Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

GRIER. D H Region 1. Phi Jade Iph la. Office of the Director 
79/06/20 Ip 


7907180811 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Built 
8af ity-Related Piping 8ys " Action required 

ORIER.O H Region 1. Philadelphia. Office of the Director 
79/07/02 Ip 


7907270361 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

0R1ER.D H Region 1. Ph i ladelph la. Office of the Director 
79/07/11 Ip 


7907310536 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
GRIER. D K Region 1. Philadelphia. Office of the Director 
79/07/16 ip 


8 Reportable occurrences. LERs (< related correspondence 


7907300322 Ac k receipt of 790302 Itr forwarding 10CFR30 53(e) rept re 
4 kV bus differential protection Rept will be reviewed tt 
evaluated 

CARLSON. R T Region 1. Philadelphia. Reactor Construction i< 

Engineering Support Branch 79/06/14 Ip 


— 7907300371 Discusses significant deficiency re 4 kV vital bus 
differential protection caused by relay plunger mechanism 
which is susceptible to seismic vibration Spurious relay 
operation could cause loss of all 4 kV buses 
MARTIN. T xi, Public Service Electric tt Gas Co of New Jersey 
79/03/02 3pp. 


7907270160 LEH 79-033 has been voided 

« Public Service Electric tt Gas Co of New Jersey 79/07/20. Ip 


U. Gongresslonal/Executlve Correspondence 


7907160696 Responds to 790307 Itr re facilities In light of accident at 
THI Forwards actions taken at facilities as result of THI 
incident 

HENDRIE. J M Commission 79/06/28 3pp 


— 7907180713 Requests thorough insp of facilities in light of accident at 
THI Requests info re eiact steps being taken to guard 
against THI type accident at facilities 
ROTH, W V Senate 79/03/07 Ip 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING BTATION 


F Security, medical, emergency U fire protection plane 


7907030213 Forwards modified physical security plan updated 1979-80 
engineering (< const schedule Plan withheld (ref 10CFR2 790) 
HATTIHOE.J J Sacramento Municipal Utility District 79/06/25 Ip 


7907300300 Submits fee for cnntingency plan submitted w/Amand 2 b 3 
to modified amended seurity plan. in response to NRG 790703 
request License fee paid under protest 

MATTIMDE. J J Sacramento Municipal Utility District 79/07/1 1 Ip 


0 Adjudicatory correspondence 


7907020312 Forwards telegram from Sacramento Municipal Util District 
facility 

CUNNINOHAH, 0 H Branch 5 79/03/29 Ip 


— 7907020513 Requests hearing be held in Sacramento. CA re continued 
operation U short-term mod 

CASTRO. R D , HURSH. 0 Sacramento Municipal Utility District 
79/05/25 2pp 


7907020474 NRC response to hearing requests filed by Friends of 
Earth. RD Castro & 0 Hursh €< members of Sacramento Municipal 
Util District Board of Directors U/draft response & 
Certificate of 6vc 

CUNNINGHAM. 0 H Branch 2 79/06/01 I7pp 


7907180727 Orders A8LD to select Board to determine personal interest 
& requests for hearings from Friends of Earth t< BMUD Util 
has satlsfactor ily completed requirements of NRC 790307 
order 

CHILK.S J Office of the Becretary of the Commission 79/06/21 
3pp 


H General correspondence 


7907100637 Expresses support for reopening of facility 
FALKENSTEIN. E J Affiliation Unknown 79/07/01 Ip 


7907300414 Responds to 790607 Itr NRC briefing of CA Energy Commissi an 
was hold 790621 to discuss issues re shutdown order 
DENTGNi K, R Office Of Nuclear Reactor Regulation 79/07/03 Ip 


— 7907300383 Submits draft response to 790607 Itr Info conveyed at 790621 
briefing of CA Energy Commission on 790621 should stand u/na 
further elaboration 

DENTON. H R Of flee of Nuclear Reactor Regulation 79/07/0^ Ip 


F Operating license stage documents tt correspondence 


7907110206 Discusses 730320 aavere thermal transient caused by loss of 
electrical power to substantial portion of noh-nuclear 
instrumentation 

GREEN. I.D Babcock U Wilcox Co 78/09/09. Spp 


7907020442 Submits list of BtiN licensees who have provided info on 
pressurizer level instrumentation Presturlzir level Info 
request list end 

SHEMANSKI.P Blvlsion of Project Management 79/04/19. 2pp 


7907160361 Forwards consensus of 790501 meeting re extrapolated 
conclusions for Rancho Seco it proposed changes to Oconee 
order 

RD88. D, Systematic Evaluation Program* Branch (Pre 790625) 
79/05/02, 30pp, 


7906260292 Summary of 790307 affirmation session In Washington. DC rt 
proposed orders to shut down facility Orders epproved which 
add safety changes to feedwater transients 

CHILK.S J. Office of the aocTetary of the Commission 79/05/0B 
Ip. 


7907250015 Forward* NURE0-0S6O. " Staff Rept on Generic Assesement of 
Feedwater Translcnte in Pl^Rs Designed by Bt.W " N/t> end 
GRIMES. B K Assistant Director for Engineers it Projects (Pro 
790625), 79/06/ U Ip 
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7907100SD9 Foruard* Tgch Sprc changat at prdpoted in Amend 32iR»vitlon 
3 to License DPR-54, in retpon»e to NftC 750223 Itr Change* 
limit operation re air filter «yi h ipeclfu methyl iodide 
removal efficiency of charcoal filter* 

UAlBRIOCE>M C . KAPLAN/D Sacramento Municipal Utility District 
79/06/21 50pp 


7907300426 Ditcutsis WBC 790507 order requiring increase in capacity tt 
reliability of plant to respond to various transient events 
Plant may resume operation Schedule for long-term mod to be 
forwarded within 30 days 

DENTON. H R Office of Nuclear Reactor Regulation 79/06/27 3pp 


—7907300435 Safety evaluation re licensee compliance u/NRC 790507 order 
Requirements of order have been fulfilled Plant may resume 
operation Long-term mod nust be completed 
* Office of Nuclear Reactor Regulation 79/06/27 gBpp 


—7907300446 Notice that licensee has satisfactorily completed actions 
per NRC 790516 shutdown order Plant may resume operations 
REfD.R N Operating Reactors Branch 4 79/06/27 3pp 


7907300445 Forwards findings of inspectors re plant mod & procedural 
changes resulting from NRC 790507 shutdown order Operators 
& senior operators understand procedures 

hOSELEVrN C Division of Reactor Operations Inspections 79/06/27 
ip 


—7907300450 Discusses actions taken In response to NRC 790507 shutdown 
order Licensee has complied w/requirements specified in 
order 

CRENStJ L Region 5» San Franciscoi Reactor Operations Nuclear 

Support Branch 79/06/16 2pp 


7907050317 Forwards proposed Amend 64 to Tech Specs for safety limits & 
limiting safety sys settings 

MATTlHOErJ J Sacramento Municipal Utility District 79/07/02 
I5pp 


7907170080 Requests further review of plant earthquake design criteria 
due to new geotechnical data from Sierra Foothills fault 

sys 

OREWiP C 1 DAVIS/ J F California/ State of 79/07/05 2pp 


7907170008 Forwards proposed Amend 62 to OL/ submitted as revised Tech 
Specs which include requirements of NUREO-0472 
MAT7IM0E/J J Sacramento Municipal Utility District 79/07/13 

2pp 


•7907170011 Proposed Amend 62 to OL. submitted as revised Tech Specs 
incorporating process control program it offsite dose 
calculation manual 

* Sacramento Municipal Utility District 79/05/31 90pp 


■7907170014 Offsite Dose Celculation Manual 

* Sacramento Municipal Utility District 79/05/31 61pp 


7907250391 Forwards transcript of util 790201 Board of Directors' 
meeting re NRC rept on alleged design deficiancies in 
facility cooling towers/per NRC 790709 request. 

MATTIMOE.U J Sacramento Municipal Utility District 79/07/19 


7907020123 OtcU site Inspector daily rapt on 790416 Plant status ranctor 
operating at full power u/no known problems Next scheduled 
outage on 790317 

JOHNSON,A , MILLER/ L Region 3/ San Franc i sc Oi Office of the 
Director 79/04/16 2pp 


7907020157 D&W site Inspector dally rept on 790416 Plant status reactor 
at full power w/no known problems One day outage scheduled 
for 790512 for insp of snubbers 

JOHNSON/ A / JOHNSON/ P Region 5i San Francisco. Office of the 
Director 79/04/lB 2pp 


7907160046 Forwards IE Region 5 evaluation of licensee 790416 
response to TE Bulletin 79-05A 

VAROA/S A Light Water Reactors Branch 4 79/04/19 Ip 


—7907160048 Comments on licensee 790416 response to IE Bulletin 79-05A 
FAULKENBERRY/ D Region 2. Atlanta/ Office of the Director 
79/04/17 2pp 


7907090320 FOIA request for access to all documents compiled by 
Mechanical Engineering & Matt Engineering Branches re IE 
Bulletins 79-12. 12A U 120 & info re atypical weld matl in 
DS(W reactors 

RUTLAND/ 0 KRON TV 79/05/11 2pp 


7907090377 Responds to IE Bulletin 79-036 Anticipatory filling of 
once-throogh steam generator prior to securing reactor 
coolant pumps deemed beneficial 

MATTIMOE,J J Sacramento Municipal Utility District 79/03/lt, 
7pp 


7907020471 Forwards corrected Figure I, in response to IE Bulletin 
79-05B Requests that revised figure be substituted for 
figure in 790511 Itr W/o end 

MATTIMOEiJ J Sacramento Municipal Utility District 79/05/i4 Ip 


7907020293 Provides util responses to Items 3 8( 7 of IE Bulletin 
79-OSB Evaluation of anticipatory trips on turbine trip, loss 
of main feedwater & low steam generator level show low steam 
generator level is not anticipatory 

WAL8RI00E. W C Sacramento Municipal Utility District 79/03/2i 
5pp 


7907100371 Responds to Items 5 7 of IE Bulletin 79-03D Fvaluatlon for 

anticipatory trips on turbine trip, loss of main feedwater 
low steam generator level is complete Evaluation showed low 
steam generator level not anticipatory 

WALDRIDOE. M C Sacramento Municipal Utility District 79/05/21 
5pp 


7907190431 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid VaWesl " No action required 

ENOELKEN.R H Region 5. Ban Francisco. Office of the Director 
79/06/06 ip 


7907060034 Forwards IE Info Notice 79-15. “Deficient Procedures " No 
action required 

ENOBLKEN/R H Region 5. Ban Francisco. Office of the Director 
79/06/07 Id 


79072701B2 Forwards form Itr to B6M Dperating plants re revised 
operating guidelines in event of engineered safety features 
caused by low reactor coolant pressure 
OEIBSLERtO 0 Babcock tc Wilcox Co 79/07/20 2pp 

""t »■ •">«n br..k 

•nalyili Subniti (n/o r/ auilliary /aa.uabtr lila.conbrol 
lyi failure mode*. safety-grade anticipatory trips 6 operator 
training, per NRC 790507 order v v « aperator 

B^SENMAIER/W B Sacramento Municipal Utility District 79/07/26 


Bulletins correspondence 


7907300404 IE Insp Rept 50-312/79-10 on 790507-08, 14. 17. 22, 29 - 31 . 

0601 02.04-06 6 (0-11 No noncompl lance noted major areas 
Inspected plant eperatians. response to IR Bulletin 76-058 
l» operator retraining r* TMI 

JOHNSON. A / JOHN0DN/E . FAULKENEERRY. D Region 5. San Francisco. 

Reactor Operations Nuclear Support Branch 79/06/15 6pp. 

7907020451 Forwards IE Info Notice 79-17. "Sourca Holder Assembly 
Damage from Misfit Between Assembly S< Reactor Upper Grid 
Plate “ 

79%6/2o'^ Ip 5/ Son Francisco. Office of the Director 


7907160067 Provltfei 
Bulletin 79-OSA 
FAULKENBERRY, B 
79/04/13 Ip 


results of review of licensee response to IE 
Region 5, Sen Francisco. Office of the Director 


7907120015 Forwards IE Bulletin 79-02. Revision 1, “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts. " Action 

mqif irvo, 

79/06/21*” Ip Francisco. Office of the Director 


poHtr w/^no Known problems Surveyed control room 

'79/o.m Spp ’■ 0/ th. 


7907090327 Responds to FOIA request for documents re IE Bulletins 

Forwards FSAR Held Matl Rept. CRI Nuclear Co 1979/ Vole 1-4," 
questions re Midland facility. 

FELTON, J.M. Division of Rules and Records 79/06/22 36pp 
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— 7707090341 Advl«e« that revised pro t sure /tamp limits uiero based on 
technical evaluation by D&U Fracture mechanics evaluation 
demonstrates structural integrity of reactor vessel has not 
been compromised by possible presence of atypical matl 
MATTIMOE.J J Sacramento Municipal Utility District 78/08/18 
3PP 


‘--7907090347 Forwards revision to Tech Specs Section 3 i 
"Pres sur i la 1 1 oni Hea tup Cooldouin Limitations *' 

MATTlMOEi J J Sacramento Municipal Utility District 78/0Q/02 
9pp 


— 7907090352 Forwards $4 j 000 fee for application to amend 
License DPR-S4 

MATTIMOEi J J Sacramento Municipal Utility District 70/08/02 
IP 


—7907090350 Provides proposed Amend S9i Revision 1 to DPR-54 Amend 
revise* Tech Spec Section 3 1 2< "Pr es BUT i z a t i on* HeatUp 
Cooldown Limitations '* 

MATTIMDEj U J Sacramento Municipal Utility District 70/OD/li 
Spp 


, — 7907090362 Responds to IE Dullotins 78-12 t< 78-12A Forwards CBI Nuclear 
Co* "Weld Matl Rapt 1978* VoU 1-4 » 

0EHUKER8*W 0 CBI Nuclear Co 79/05/01 Ip 


— 7907090367 CDl Nuclear Co* "Weld Matl Rept 197B* " Vol 1 
a CBI Nuclear Co 79/05/01 47pp 


—7907090396 CBI Nuclear Co* "Wold Matl Rept 1978." Vol 2 
* CBI Nuclear Co 79/05/01 7fipp 


— 7907090400 CBI Nuclear Co* "Weld Matl Rept 1978*" Vol 3 
e CBI Nuclear Co 79/05/01 290pp 


— 7907090407 CDl Nuclear Co* "Weld Matl Rept 1978," Vol 4 
« CBI Nuclear Co 79/05/Ot 306pp 


— 7907090412 CDl Nuclear Co* "Weld Matl Rept 1978." Vol 4A 
* CDl Nuclear Co. 79/05/01 500pp 


7907110208 Forwards lE Circular 79-09* "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

ENOELKEN.R H Region 3* San Francisco* Office of the Director 
79/06/22 Ip 


7907190130 Forwards IE Insp Rapt 50-312/79-09 on 790521-0601 No 
noneomp 1 lance noted Rept withhold (ref 10CFR2 790) 

NORDERHAUO*L R Region 5* 8an Francisco* Safeguards Branch 

79/06/22 Ip 


7907120627 Forwards IE OulUtln 79-13* "Cracking in Feedwater Sys 
Piping " Licensee action required. 

ENOELKEN* R H Region 5* 9an Francisco, Office of the Director 
79/06/25 Ip 


7907060224 Forwards IE Circular 79-10* "Plpef i fctings Mfg from 
Unacceptable Matl " No action required 

ENOELKEN. R.H Region 5* 8an Francisco* Office of the Director 
79/06/26. Ip. 


7907100332 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem." No action required 

ENOELKEN* R H Region 5, Ban Francisco* Office of the Director 
79/06/28 Ip 


7907130210 Forwards IE Bulletin 79-14* "Seismic Analysis for As-Dullt 
Saf ety-Related Piping 8ys " Action required. 

ENOELKEN.R H Region 5* 8an Francisco* Office of the Director 
79/07/02 Ip 


7907230703 Forwards IE Info Notice 79-10* "Bkylalr Reentry* '* No action 
required 

ENOELKEN* R H, Region 5* Qan Francisco* Office of the Director 
79/07/06 ip. 


7907100708 Forwards IE Bulletin 79-15* "Deep Draft Pump Deficiencies 
Action required. 

ENOELKEN, R H Region 5* San Francisco* Office of the Director. 
79/07/U. Ip 


7907310400 Forwards lE Circular 79-13* "Replacement of Diesel Fir# 
Pump Starting Contactors " No action required. 

ENOELKEN* R K Region 3* Ban Francisco* Office of the Director 
79/07/13 Ip 


7907260278 Notifies that written respDnsBS to IE Bulletin 79-15* Suppl 
1* should be directed to IE Div of Reactor Const Insp 
ENOELKEN* R H Region 5* Ban Franclscp. Office of the Director 
79/07/18 Ip 


7907300400 Forwards inservlce insp U testing program for 40-month 
period ending 780530 Includes info re nondestructive 
eKaminatton* hy dro & leak testing . pumps 6 valve testing 6 
waiver requests 

MATTIMOE.J J Sacramento Municipal Utility District 79/07/18 Ip 


R Periodic operating reports b related correspondence 


7907100506 Forwards monthly operating rept for June 1979 

nODRiOUEZ.R J Sacramento Municipal Utility District 79/07/09 
IP 


--7907100500 Monthly operating rept for June 1979 

COLOMDO.R U Bacramonto Municipal Utility District 79/06/30 
Spp, 


8 Reportable occurrences. LERs S* related correspondence 


7907020280 Forwards PND-79-67AR 

ENOELKEN. R H Region 5, Ban FTonclsco. Office of the Director 
79/06/05 Ip 


7907030190 Forwards PND-79-67AB 

ENOELKEN* R H Region 3. San Francisco* Office of the Director 
79/06/11 Ip 


7907030242 Forwards PN0-79-67AT* "Nuclear Incident at TMI. " 

ENOELKEN* R H Region 5* Ban Francisco* Office of the Director 
79/06/19 Ip 


7907030541 Forwards PNa-79-67AU 

ENOELKEN* R H Region 3, San Francisco. Office of the Director 
79/06/26 Ip. 


7907130309 Forwards PN0-79-67AV 

ENOELKEN* R K Region 3. San Francisco* Office of the Director 
79/07/03 ip 


7907260739 Notifies of RO 79-06 reported by DbW on 790720. App K 
criteria may be exceeded for low probability event involving 
certain range of small breaks Recommends change in 
engineered safety features actuation sys procedurea 
MATTIMOE.J J Sacramento Municipal Utility District 79/07/20 Ip 


7907270180 RO 79-07 on 790720 six piping supports determined not 
to meet safety factors required per IE Bulletin 79-02 Unit 
brought to hot shutdown 6 sys modified Rept to follow in 14 
days 

MATTIMOE.J J Sacramento Municipal Utility District 79/07/23 ip 


U Congressional/Executive Correspondence 


7907100130 Responds tp 790419 request to evaluate NRC program to 
license power plant operators Provides examples of operator 
error b suggestions for improving training b qualifications 
8TAAT8, E. B Oaneral Accounting Office 79/03/15 I6pp 


DOCKET 50-313 ARKANSAS NUCLEAR ONE* t/NlT I 


F Security* medical* emergency b fire protection plans 


7907300360 Ack receipt of 790430 submission of Revision 2 to fire 
protection plan Forwards discussion of two points found 
Unacceptab le. Plan should apply to both Unit 1 b Unit 2. 

RElDrR W. Operating Reactors Branch 4 BTQLZiJ, F Light 

Water Reactors Branch 1. 79/06/13. 3pp 


0, Adjudicatory correspondence 


7907020469 Order requiring licensee to aisumt cold shutdown condition b 
not restart unit until IE acting dlretor has confirmed* In 
writing* that nacassary actions have been accomplished 
DAVIS) J 0 Office of Inspection b Enforcement, 79/06/02. Spp 


7907190620 Order authortxtng licensee to resume operation of facility 
Conditions required per 790602 order have been 
satisfactorily accomplished 

8TELL0*V Office of Inspection b Enforcement. 79/06/14. 3pp 
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J intur^ncc It indenniey lnfor«ration 


75070J02U Foruardi EniJ(3ri*/n*nt» 36-39 to NELIA PoHcV WF-210 L 
Endorf imint* 32-35 to MAELU Policy KF''74 
TH1M2L£.D C Art^niax Pqu*r 6 Light Co 79/06/23 9{(p 


P Qp«r«ting licfins« itagt docu^onti t> corraipondchCk 


7907Q20442 Sigbciitt litt oF Btvj liconftft uho havt provided info on 
preisuriitr level initru/nentation Prcxsuriier level info 
retiufit lilt end 

SHEKANSKI.P Djvilion of Project Management 79/04/19 2pp 


7907060321 Responds to 790931 request Submits schedule for completion 
Of long-term mods to feedwotor sgs tleatribed in Section 11 
of 790917 order 

TRIMBLE, » C Arkansas Power Light Co 79/06/29 Spp 


7907110573 Submits info requested 790320 re review of ECCB subsys 
for single failure No single failure or opBrato1^ error could 
result in signif Icantlq adverse consequences to HCCS 
performance No Tech Spec mods are proposed 
TRIHDUE. D C Arkansas Power 6 Light Co 79/06/29 2 pp 


7907170129 Forwards 790709 draft offsite dose calculation manual 
TRIMBLE, D C Arkansas Power I* Light Co 79/07/09 ip 


7’9o 7060407 Pro^tdsi status of IE Bulletin 79-01 response Projected 
submittal date i» 790714 

TRIMPLE, 0 C Arkansas Power 6 Light Co 79/09/03 Ip 


7907260122 Discusses plans to install comnunlcation links between NRC It 
nuclear facilities for foergmey use Direct lines from each 
facility to NRC headquarters 6 regional ofc will communicate 
operationjl 6 environ info 

SEVFPiTrK V Region 4. Dallas, Office of the Director 79/05/22 

2pp 


/907090430 Forwards info re eiaminations administered to licensed 
operators 6 senior operators Includes ciamination 6 grading 
icy summary of test results Individual answer sheets end 
DENTON. H R Office of Nudiar Reactor Regulation 79/09/20 SOpp 


--'7907170128 Draft Offsite Pose CoUulatlon Manual 
e Arkansas Power 6 Light Co 79/07/09 lOSpp 


7907200272 Submits mddl info rc degraded grid voltage, in rasponso to 
NRC 790620 request Thirteen oversized drawings available in 
Central Files 

TRIMBLE, D C Arkansas Power & Light Co 79/07/12 29 pp 


7907270102 Forwards form Itr to B4,W operating plonls re revised 
operating guidelines In event of engineered safety features 
tys actuation caused fay low reactor coolant pressure 
OEieSLER, 0 0 Babcock 6 Wilcox Co 79/07/80 2pp 


0 Inspection reports, IE Bulletins 6 correspondence 


7907100277 Notifies that AR Pouar 6 Light Co has performed immediate 
actions re NRC 790517 order Operating restrictions may be 
removed 

DENTON, H R Office of Nuclear Reactor Regulation 79/09/30 Ip 


•~790710029B Draft Itr notifying of satisfactory completion of immediate 
actions required by NRC 790917 order Operating restrictions 
may be removed Modified Tech Specs must be submitted 
DENTON, H R Office of Nuclear Reactor Regulation 79/09/30 4pp 


7907160068 Comments on licensee response to IE Bulletin 79-OSA 
MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Oupport 

Branch 79/04/13 3pp 


7907020078 D&W site Inspector dally rept on 79041? Plant Status reactor 
Shutdown fop refueling Inspected control room activities 
SPANGLER, R 0 Region 4, Dallas. Office pf the Director 79/04/19 


>7907100292 Draft SER AR Power 6 Light Co has 
actions required by NRC 790517 order 
» Office of Nuclear Reactor Regulation 


performed immediate 
79/05/30 14pp 


—>7907100304 Draft notice announcing that AR Power 6 Light Co has 
satisfactorily completed actions required by NRC 790517 
order Operating restrictions may be removed 

RElO, R W Operating Reactors Branch 4 (Pre 790625) 79/05/30 


authoriratlon for util to resume operation, 
ailk S L, completion actions re NRc 790517 order 

HEIU, R H Operating Reactors Branch 4 iPre 790625), 79/05/31 


increase capahiUtu 6 

f el lability of plant to respond to varloui transient events 
s^thorlzation to r.eume operation t. 

PENTON, H R Office of Nuclear Reactor Regulation 79/05/31 


6pp 


««pH«nc. U/NRC 7?OS17 «r, 

• Operating Reactors Branch 4 (Pre 790625) 79/05/31 Hpp 


7907160637 Forwards NUREC-0560i "Btaff Reat <in a . - 

79oJ!'i' 79/06?”*'*"* Project, (Pre 


’’•’“■‘'t «ut«i,eion 0, T.ch Eeece eddreeitno 
Rei0,p U Oe.r.t.n, R.ector, Br.nch 4 (Pr, 790ia9) 77/06/1 

MKTON.H R OKlr, N„cl,.r R.«,or Rejul.tinn 77/06/81 8 


7907020269 Forwards krc draft Itr & po 

operation of facility ^ notice re resumption of 

yiMlNO.O Operating Rtactors Branch 4 (Pre 790625). 79/06/25 


f07230324 
f tedweter 
CAPRA, R A 


“:r;!.utn??,** o' 

Division of Project Management 79/06/28 


re emergency 
7pp 


7907020117 D6W site inspector doily rept on 790416 Plant status reactor 
shutdown for refueling Work continuing on low pressure 
turbine rotor replacement 

8PAN0LER,R 0 Region 4, Dallosi Office of the Director 79/04/16 




■ *"»P«csor oany rept on 790418 Plant status in 
refueling shotoown, w/refuel ing snuffle 60’/. complete 
Remaining Items unchanged from 770417 

SPANGLER, R ° ' JJELLEY, D L Region 4, Dallas, Office of the 
Director 79/04/i8 3pp 


7907160009 Forward* evaluation by IE Region 4 of licensee 790416 
responses to IE Bulletin 79-05A “t^nsee /V04i6 

VARGA, S A Light Water Reactors Drench 4 79/04/20 IP 


"'^’wADfeeN^G response to IE DuUetln 79-oaA 

MADseNr o L Region 4, Dallas, Reactor Operations Nuclear 
Support Branch 79/04/14 3pp i^uciear 


Bulletin 79-05A Request for addl 
info encl Response required within 30 days ^ 

* Division of Project Management 79/04/85 27pp 


Summarizes problems in connection w/TMl bulletin respan 


WILLIAMS, F.J Division of Project Management. 


tg 

79/04/25 


** violation 

MADSEN, G.L Region 4. Dallas, R«ac 

Branch 79/05/01 app. 


07 & 50“36a/79-07 on 
Operations Nuclear Support 


Reactor Operations NucU,?‘ Suppojf 79/0?Jol‘’'’ Jopp*‘***' 

Youngstown°lo!lJitudinii*Li3ed'’piJ*^ln^fa?lIil!*ii.*'^;®^ 

Volumetric examinaiion of longitudinal luelds^has bJgun^Follu 
rRlHlli t submitted by 790622 

RIMBLE, D C, Arkaneas Power 8c Light Co 79/05/14 ip ^ 
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7*?O7O90439 Forwards IH Insp Rept® 50~3t3/79‘-oa & 30-3A8/79-0a on 
790426-&7 Nd none otnp 1 1 ant e nofced 

MADSEN. 0 L Region 4. Dallas. Office of the Director 79/05/17 
Spp 


—7907090446 IE Insp Ropts 30-313/79-OB 8< 90-368/79-00 on 790516 No 
none orrp 1 i ante noted Major areas inspected radiation 
protection program, rosp Iratory protection program, posting tc 
controls 8< radiolagital survegs 

MURRAY. D . DRQl^N.O D Region 4. Dallas. Fuel Facility & 

Materials Safety Branch 79/09/16 6pp 


79071002B3 Forwards IE Circular 79-OB. "Attempted Extortion - Low 
Enriched U " No action required 

EEYFRIT. K V Region 4. Dallas. Office of the Director 79/05/ia 
IP 


7907060323 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
In Circuit Dreaters for Engineered Safety Sys " Licensee 
action required 

BEYFRIT. K V Region 4. Dallas. Office of the Director 79/03/2ff 
IP 


7907100223 Submits info requested In IE Bulletin 79-10 re 
requalif Ication training program statistics 
TRIMBLE. D C Arkansas Power it Light Co 79/09/23 3pp 


7907200343 Forwards IE Bulletin 79-12. "Short Period Scrams at BWR 
Facilities " No action required 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/05/31 
IP 


7907030008 Forwards draft IE info notice "Deficient Procedures" re 
controls of emergency feedwater sys Requests review 
comment 

ERYANiS E Division of Reactor Operations Inspections 79/06/04 
Spp 


—7907050011 Draft IE info notice. "Deficient Procedures " 
* Office of Inspection tt Enforcement 79/06/04 4pp 


7907190390 Forwards suppl IE Bulletin 79-OlAi "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/06/06 

Ip 


7907060010 Forwards IE Info Notice 79-tS. "Deficient Procedures " No 
action required, 

SEYFRIT. K V Region 4. Dallas. Office of the Director. 79/06/07 

Ip 


7907020443 Forwards lE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Orld 
Plate " 

BEYFRITiK V Region 4. Dallas. Office of the Director 79/06/20 

Ip 


7907310337 Forwards IE Insp Rept 50-313/79-14 on 790607-08 No 
noncomp 1 lance noted 

MADSEN. 0 L Region 4. Dallas. Office of the Director 79/06/20 

2pp 


— 7907310332 IE Insp Rept 30-313/79-14 on 790607-08 No noncompl iance 
noted Major areas inspected gaseous radwaste sys. including 
operation of waste gas holdup sys.repts of gaseous effluent 
releases St effluent control instrumentation 
EVERETT. R J Region 4. Dallas. Office of the Director 
BRQUNi Q D Region 4. Dallas. Fuel Facility S. Materials Safety 

Branch 79/06/10. 4pp 


7907120370 Forwards IE Bulletin 79-02. Ravi slon i. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required, 

eEYFRiTiK V Region 4. Dallas. Office of the Director, 79/06/21 

tp 


7907020013 Forwards IE Circular 79-09. "Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus, '* 

SEYFRIT. K V .Region 4. Dallas. Office of the Director 79/06/22. 

tp. 


7907120390 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " Action required 

BEYFRIT.K V Region 4. Dallas. Office of the Director. 79/06/25. 

Ip 


7907100303 Forwards lE Circular 79-10. "Pipe f 1 tting t Mfg from 
Unacceptable Matl " No action required. 

SEYFRIT. K V Region 4. Dallas. Office of the Director. 79/06/26 
ip 


7907100376 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

SEYFRIT. K V Region 4, Dallas. Office of the Director 79/06/28 
IP 


7907240271 Ack receipt of 790423 & 0612 Itrs informing NRC of steps 
taken to correct violations noted In IE Insp Repts 
50-313/79-05 it 50-36Q/79-05 

MADSEN. G L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/06/29 Ip 


7907310207 Forwards IE Bulletin 79-14. "Seismic Analysis for Ae-Bullt 
Safety-Related Piping 8yB " Action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/02 

ip 


7907310619 Forwards lE Info Notice 79-18. "Skylab Reentry " No action 
required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/06 
ip 


7907190409 Forwards IE Bulletin 79-13. "Deep Draft Pump Deficiencies " 
Action required 

SEYFRIT.K V Region 4. Dallas. Offtco of the Director 79/07/il 

ip 


7907240299 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/13 
ip 


7907260323 Forwards lE Info Notice 79-19. "Pipe Cracks In Stagnant 
Dorated Hater Sys at PHR Plants " No action required 
SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/17 
ip 


7907260231 Notifies that written responses to IE DuJletln 79-iS. Suppl 
i. should be directed to IE Div of Reactor Const Insp 
SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/10 
ip 


R Periodic operating reports it related correspondence 


7907060322 Notifies that monthly impingement rept for May 1979 was not 
prepared since plant was in cold shutdown 
TRIMBLE. D C Arkansas Power 6 Light Co 79/06/27 Ip 


7907090278 Forwards corrected monthly operating rept for May 1979 
TRIMBLE. 0 C Arkansas Power 6 Light Co 79/06/20 Ip 


—7907090279 Corrected monthly operating rept for May 1979 
8KIVELV.C N Arkansas Power it Light Co 79/06/28 2pp 


7907190385 Forwards monthly operating rept for June 1979 
TRIMBLE. D C. Arkansas Power it Light Co 79/07/11 Ip 


—7907190388 Monthly operating rept for June 1979 

8H1VELY. C N Arkansas Power & Light Co 79/07/11 4pp 


8 Reportable occurrences* LERs 1. related correspondence 


7907030236 Forwards PN0-79-67AQ. "Nuclear Incident at TMl " 

MAD0EN.O L Region 4. Dallas. Reactor Dperatlons Nuclear Support 

Branch, 79/05/31 Ip 


7907020297 Forwards PN0-79-67AR 

MAD8EN.G L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/06/05 Ip 


7907170032 Confirms 790607 telcon re RO 50-313/79-06 tests revealed 
that under certain repeat start operating modes. turbocharger 
thrust bearing on emergency diesel generator could be 
damaged Unit in cold shutdown 

O'HANLON. J, P, Arkansas Power it Light Co 79/06/OB, 2pp 


7907030175 Forwards PND-79-67A0. 

MADSEN. 0 L. Region 4. Dallas. Reactor Operations Nuclear Support 
Branch 79/06/13. Ip 


7907030218 Forwards PND-79-67AT 

MADSEN. O.L, Region 4. Dallas. Reactor Operations Nuclear Support 

Branch. 79/06/19.^ Ip. 


7907030396 Forwards LER 79-N/A/99X-0 

TRIMBLE, D C, Arkansas Power it Light Co 79/06/87 Ip, 
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“-790703039B LER 79-N/ A/99X-t) on 790322 rfurins routihw m*int 

t fives t i 9 a ft i g n r cab 1 9 leads aft location C— 44i tcrnlnatton 

3 & 6 ^ound to bo lifted* but nob tagged Cause unknnun Leads 
reconnec ted 

BHlVELViC N Ar)iai>«a« Power t< Light Co 79/0A/27 Ip 


7907130307 Foruards PN0-79-67AU 

MADS EM I 0 L Region 4i Dallas* Reactor Operations Nuclear Support 

Branch 79/06787 Ip 


7907180669 Forwards PND-79-67AV & AM 

HADSENi 0 L Region 4* Dallas. Reactor Operations Nuclear Support 

Branch 79/07/10 ip 


7907230349 Forwards LER 79-007 /03L-0 

TRINQLE^D C Arkansas Power 6 Lighft Co 79/07/16 Ip 


— *7907230334 LER 79-007yo3L“0 on 79061& during heatupi emergency feedwater 
pump automat jca 1 ly started tu/inadvertenft actuation Caused fag 
valve lineup error Outboard pump bearing found to be hot due 
to faulty Insta 1 1 atlar> Naint procedure revised 
QHIVELYfC N Arkansas Power & Light Co 79/07/16 Ip 


7907310444 Forwards LFR 79-00B/O3L-O 

TRIMBLE. D C Arkansas Power h Light Co 79/07/23 Ip 


—7907310453 LER 79''OOB/oaL"0 on 790681 emergency feed actuation received 
when once'~through steam generator A startup level 
transft)! ttar selection was shifted Caused by overspeed trips 
due to water in steam supply line 

SHIVELY. C N Arkansas Power & Light Co 79/07/25 ip 


U. Congr«ssional/Ei ecutiva Correspondence 


7907S600S9 Responds to 790581 ) tr re possible shutdown of all BLN 
reactors Plant was shut down per agreement w/util» 
to avoid! repetition of -design errors which occurred 
at THI Fortiierds relevant documents \4/o enc 1 

CQSSICKiL V Office of the Executive Olrector for Operations 
79/06/13 Spp 


—‘7707260065 Requests info re poislble shuftdouin o-P facilltg Forwards 
J Mooney 790424 telegram re resulting costs of shutdown 
HOORE. MH House of Rep 79/-05/81 2pp 


DOCKET 50-31 3 DONALD C COOK Nl/CLEAR POWER PLANT* l/NIT 1 


0 Adjudicatory correspondence 


7907870008 Forwards V Sftello 7905SS Itr & DV Bhaller 790526 memo re 
cracking of feedwater li-nes at DC Cook plant 
CKRISTENBURY. E Hearings Division 79/06/20. tp 

— 7907270016 Recommends transmittal of V Stella 790085 Ur i. DV ShaJler 
790526 memo to HB Robinson Peard. 

STELLOiV Division of Operating Reactors 79/06/08 Ip 


—7907270083 Informs all PWB licensees that some circumferential 
throughwall cracks 6 Ins Ide^of -pipe indications occurred at 
DC Cook Req^ufsts submittal of Info on PWR feeduiater lines 
List of Info ref|uasted end 

STELLOi V Division of Operating Reactors 79/03/25 Ip 
J Insurance L Indemnity information 


7907860705 Forwards Endorsements 33 6 34 to MAELU Policy MF*-79 & 
Endorsements 40 & 41 to AMI Policy NF-806. M/o et^cl- 
DDLAN. J E Indiana U Hlchlgan Power Co 7*9/07 8pp. 


. Operating license stage documents 8» c urre ip ondenc e 


*07180207 Summary of 790486 meeting w/utils to discuss Westing house 
plant design* per TMI-2 event. 

THADANIfA Reactor Systems Dranch 79/05/02. 39pp. 


07310580 Forwards NRC 790515 Itr to licensees of Westlnghouse 
two-loop plants rt rod bank exchange method for varifyinji 
shutdown margin of two-loop NSSS U/o ancl, 

BCHWENCER.A OpBrating Reactors Branch f (Pre 790625) 79/05/15 

ip. 


37860036 Discusses plant to install coeunun i cat ipn Jinks between NRC t 
suclear facilities for emerganev use.Direct lines from- each 
facility to NRC haatfq.uarters regional ofc will communicate 
>peratlortil it environ Info, 

lEPPLERiJ, 0 Ragien 3. Chicago, Of flea of the Director 79/05/82 

2pp 


7907130209 Requests addl info re structural analysis of spent fuel 
storage pool expansion Enel questions should be answered 
within 30 days of receipt 

SCHWENCER. A Operating Reactors Drench 1 (Pro 790625 J 79/05/30 

Ip 


7907110731 Notifies that application for amend to Licenses DPR-5B L 
DPR-74 are Classes III L I» not II It I Addl fee should be 
promptly forwarded 

DIGOS, R H License Fee Management Dranch 79/05/31 ip 


7907190325 Summary of 790581 meeting w/Esxon re role in TMI-related 
reevaluatlons of operating plants 

KANE.W F , Standardixation Branch 79/05/31 4pp 


7907840888 Notification of 790611 meeting w/Amerlcan Electric Power 
in Bethetda«HD to discuss results of examinations & 
analytes of feedwater noxzle cracking £> to identify cause of 
failure method of repair 6 testing program 

JORDAN. E L Division of Reactor Operations Inspections 79/06/00 
2PP 


7907240547 Forwards NRC 790604 Itr to Westlnghouse requesting addl info 
re small break LOCA analyses Sc analysis methods NRC will 
eventually require documentation re applicability of 
Meetinghouse results to analyses at facilltg 

BCMWENCER.A Operating Reactors Branch I (Pro 790625) 79/06/11 

2PP 


7907850009 Forwards MUREO-0560. "Staff Rept on Generic Assessment of 
Feedwater Transients In PMRs Designed by OSiM *' M/o end 
0R1ME8.B K Assistant Director for Engineers ft. Projects (Pre 
790625). 79/06/11 2pp 


7907840493 Summary of 790514 meeting w/utll in Bethesda.MD re status of 
containment purge review & related subj 

MIOOINTON. D Operating Reactors Drench 1 79/06/12 9pp 


7907260177 Forwards Amend* 89 1. 11 to Licenses DPR-5S «« DPR-74. 
respectively, safety evaluation notice of issuance 
ft( avallablUty 

acHMENCEA. A Operating Reactors Branch 1 (Pre 790625) 79/06/21 

2pp 


—7907260195 Amends 89 «. i I to License* DPR-Sa «< DPR-74, respectively , 
reviflny Tech Specs to require actuation of safety injection 
based on two of three channels of low prossurl xer pressure 6 
changing P-il peraiisslve setpoint, 

BCHMENCERfA Operating Reactors Drench 1 (Pre 790625) 

79/06/21 24pp 


—7907260208 Bafety evaluation supporting Amends 29 11 to Licenses 

DPR-5B it DPR-74. respectively 

s Operating Reactors Branch 1 (Pre 790685) 79/06/21, 2pp, 


—7907260230 Notice of issuance & availability of Amsnds 29 !< II to 
Licenses DPR-5B it DPn-74. respec tlvely. 

aCHMENCER.A Operating Reactors Branch i (Pre 790685). 

79/06/21 2pp. 

7907030457 Forwards addl info requestad during 790531 meeting w/NRC 
re unrestricted containment purging 

JUROENSEMiR M Indiana it Michigan Power Co 79/06/29 ISpp 

7907100470 Responds to A Bchwencer 790530 Itr requesting addl info re 
spend fuel storage capacity extension program Forwards 
revised pages to 781188 Itr re refined dimension of spent 
fuel rack storage cells 

DOLAN. J E American Electric Power Co . Inc 79/06/29. 30pp 

790785D6U Notification of 790731 meeting u/util In Dethesde. HD to 
discuss remaining issues re radiological tech Specs 
HIOOINTON.D Light Water Reactors Branch 1 79/07/05 2pp 

7907230365 Updates 781820 ftt 7904IB Itrs re placement of fuel asiemblles 
for Cycle 4 Biscusais changes due to damage bo Exxon Nuclear 
Co fuel assemblies during refueling outage it reinsertion of 
two assemblies into core 

HUNTER. R. 8, Indiana & Michigan Power Co, 79/07/16. 2pp. 

7907860697 Supplements 77i828 response which addressed potential sodium 
hydroxide flow paths to RC8. Forwards revised schematic 
diagram of piping arrangements from spray additive tank to 
duscharge points 

DOLAN. J.E. Indiana It Michigan Power Co 79/07/20. 4pp 
0, Inspection reports, IE Bulletins 4( correspondence 


7907270392 Forwards IE Imp Repts 50-315/79-05 «< 50-316/79-05 on 
790305-09. 18- i 6, 19-23, 86-3i St 0401-06 «« notice of violation 
HEISHNAN. R, F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/05/06, 2pp, 
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— 7707B70399 Notic® of violation from in»p on 790305*'09» 13-16* 19“33i 
26-31 it 0401-06 

* Region 3* Chicago. Roactor Operations Nucloar Support Qranch 
79/OS/OB Ip 


—7907270407 IE ln»P Ropts 50-315/79-05 it 50-316/79-05 on 790305-09; 
12-16.19-23126-31 t< 0401-06 None omp 1 i anc a noted failure to 
Implement locked & sealed valve procedure & failure to 
use jumper logs as directed 

HAS8E. R e r BAKER. K R . WARWICK* R F Region 3, Chicago. Office 
of the Director 79/05/03 I7pp 


7907130351 Forwards IE Imp Rept 50-315/79-00 on 790501-02 No 
noncompHahce noted 

FIORELLIiO Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch 79/05/lB 2pp 


— 7907130354 IE Insp Rept 50-315/79-09 on 790501-02 No noncompl lance 
noted Hajor areas inspected licensee action on previously 
Identified i tern. safety-related snubber inep program 
provisions, records it Installation conditions 
YIN. r.T . DANIELSON. D H Region 3, Chicago, Office of the 
Director 79/05/16 5pp 


7907180325 Forwards IE Imp Rept 50-315/79-06 on 790412-13 it 0501-02 
No noncompliance noted. 

F10RELL1.0 Region 3. Chicat^o. Reactor Construction Engineering 

Support Branch. 79/05/10 2pp 


—7907190335 IE Insp Rept 50-315/79-06 on 770412-13 It 0501-02 No 
noncompliance noted Major areas Inspected review of 
Intervice imp program U procedures. observation of work 
activities it review of collected Inservlce insp data 
KEY. U yj , DANIELSON. D H Region 3, Chicago. Reactor 

Construction Engineering Support Branch 79/05/16 9pp 


7907180345 Forwards IB Insp Rept 50-315/79-09 on 790109-10 No 
noncompl lance noted 

KEPPLER.J Q Region 3. Chicago. Office of the Director 79/05/19 

2pp 


—7907100354 JE Insp Rept 50-315/79-09 on 790109-10 No noncomp Uance 
noted Major areas inspected radioactive Ilguld release 
procedures 6 records. review of pertinent records. insp of 
equipment it interviews w/personnel 

FOSTER. J E r SCHUMACHER. M C . FIBHER.W L Region 3. Chicago. 
Office of the Director 79/05/11 13pp. 


7907240605 Forwards results Of preliminary review of licensee responses 
to IE Bulletins 79-06. 06A 6 06. Amend 1 Meeting 
ijj/ouners of operating plants having Westlnghouie-designed 
ft(js scheduled for 790530 In Bethesda.MD 

8CHWENCER. A Operating Reactors Branch 1 <Pre 790629) 79/05/22 

4pp 

7907050046 Forwards tabular response to IE Bulletin 79-10 re reactor 
operator training. 

DOLAN. J.E Indiana it Michigan Power Co. 79/05/24 3pp 

7907200320 Forwards IE Bulletin 79-12. "Short Period Scrams at DWR 
Facilities " No action required. 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/09/31 
Ip- 


7907190272 Forwards tuppl IE Bulletin 79-OlA. "Environ OuAl If teat 1 on of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valves) *' Action required 

KEPPLER. J.O Region 3. Chicago. Office of the Director 79/06/06 
ip. 


7907240427 Forwards IE Info Notice 79-15. "Deficient Procedures No 
action required. 

KEPPLER. V.O. Region 3. Chlcego. Office of the Director 79/06/07 
Ip. 


7907060007 Advises that lE Info Notice 79-15. "Deficient Procedures." 
^ae forwarded to listed utils 

PAPPA8.H Region 3. Chicago. Office of the Director 79/06/00. 


7907300003 Forwards IE Insp Repts 50-315/79011 & 50-316/79-00 on 
790407-0504 8< notice of violation 

KEISHMAN. R F Region 3. Chlcego. Reactor Operations Nuclear 

Support Branch 79/06/13. 2pp 


—7907300006 Notice of vloletion from Insp on 790407-0504 

e Region 3. Chicago. Office of the Director. 79/06/13 Ip. 


—7907300092 IE Insp Repts 50-315/79-11 h 50-316/79-00 on 790407-0504 
Noncompl ienee noted*, fai lure to implement procedure from 
LER |( failure to review mod of containment structure, 

MASBE.R.E, Region 3. Chicago. Office of the Director 79/06/11. 
iOpp 


7907310197 Forwards lE Insp Rept 50-313/79-12 On 790605-06 No 
noncompHance noted 

FIORELLI.O Region 3. Chicago. Reactor Construction It Engineering 

Support Branch 79/06/14 2pp 


— 7907310206 IE Insp Rept 50-315/79-12 on 790605-06 No noncomp 1 iance 
noted Mojor areas Inspected followup to IE Bulletin 79-02 it 
pipe support base plate designs using concrete expansion 
anchor belts List of sys in test program end 
OALLAGHER.E J . HAVES. D H Region 3, Chicago. Reactor 

Construction it Engineering Support Branch 79/06/13 7pp 


7907020431 Forwards IE Info Notice 79-17. “Bpurce Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Orld 
Plate " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/06/20 

ip 


7907120230 Forwards IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Plato Designs Using Concrete Expansion Anchor Bolts " Action 
required 

KEPPLER. J Q Region 3. Chicago. Office c»f the Director 79/06/21 

ip 


7907050440 Forwards lE Circular 79-09. "DecuTrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLER. d 0 Region 3. Chicago. Office of the Director 79/06/22 

ip 


7907120676 Forwards IE Bulletin 79-13. "Cracking In Feedwater Sys 
Piping " Action required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/06/25 

ip 


7907300400 Forwards supplemental response to IE Bulletin 79-066. 
Revision 1 Submits Info re containment 1 solat 1 on. ethergency 
procedures (< safety-related valves 

dUROENSEN.R W American Electric Power Co . Inc 79/06/25 7pp 


7907060302 Forwards IE Circular 79-10. "PI pef 1 1 tings Mfg frort 
Unacceptable Matl " No action required 

KEPPLER. J.O Region 3. Chlcagoi Office of the Director 79/06/26 
ip. 


7907100390 Forwards lE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER. d 0 Region 3. Chicago. Office of the Director 79/06/28 

ip 


7907130271 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Built 
Safety-Related Piping 8ys. " Action required 

KEPPLER. d 0 Region 3. Chicago. Office of the Director 79/07/02 
ip 


7907240097 Forwards IE Info Notice 79-10. *'Bkuleb Reentry " No action 
required 

KEPPLER. J.O Region 3. Chicago. Office of the Director 79/07/06 

4p 


7907310305 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

KEPPLER. d 0 Region 3. Chicago. Office of the Director. 79/07/11 

ip. 


7907310402 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required. 

KEPPLER. d 0 Region 3. Chicago. Office of the Director 79/07/13 

ip. 


7707260140 Notifies that written responses to IE Bulletin 79-15. Quppl 
1. should be directed to IE Dlv of Reactor Const tnip 

KEPPLER.d 0 Region 3. Chicago. Office of the Director 79/07/10 . 

ip. 


7907260399 Forwards IE Info Notlcs 79-19. "Pipe Cracks In Stagnant 
Borated Water Sys at PWR Plants " No action required, 

KEPPLER.d 0 Region 3. Chicago. Office of the Director. 79/07/18 
Ip. 


790725022? Forwards IE Bulletin 79-14. Revls 1 on "Beitmic Analysis for 
As-Built Safety-Related Piping Sys, " Action required. 

KEPPLER. J. G Region 3. Chicago. Office of the Director 79/07/20 

ip 


R, Periodic operating reports it related correspondence 


7907200317 Forwards monthly operating rept for duns 1979 
6HALLER. D. V. Indiana it Michigan Power Co. 79/07/U. Ip 
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—7907200321 Monthly operating rept for Juno 1979 

OILLETT.U T Indiana S< MUhigsn Pouor Co 79/07/09 ^pp 


3 Reportabla accurr^ncoii LERi relatod c Drr««p ondcnc e- 


7907190915 Forn/ards LEff 79'03^/03L-0 

SHALLEBiO M Indiana 8c Hlchigan Powsr Co 79/07'/13 Ip 


--7907190920 L£R 79-034/03L-0 on 790613 several valves uihibifced 
excessive leakage causing as-found leak rate to exceed 
limit Caused bg leakage from check valv«i Check valves 
replaced 

QELLMAMi T P Indiana it Michigan Power Co 79/07/13 2pp 


DOCKET S0”316 DONALD C COOK MUCLEAR POUER PLANT, UNIT 2 


0 Ad;udicatarg correspondence 


7907270009 Forwards V Stella 790325 Ur & DU She Her 790526 /nemo re 
cTaclflng of feedwater linos at PC Cook plant 
CHRI8TENDURY, E Hearings Division 79/06/20 Ip 


—7907270016 Recommends transmittal of U Stello 79092S Ur «c DV Shaller 
790326 memo to HQ Robinson Boards 

8T£LL0»V Division of Operating Reactors 79/06/09 Ip 


--7907270023 Informs all PN/t licensees tHat some circumferential 
throughuall cracVs b ins i de-of'-p Ipe indications occurred at 
DC Cook Reij^iiests submittal of info on PMR feedwater lines 
List of info requested end 

BTELLOi U Division of Operating Reactors 79/09/23 Ip 


J Insurance 8t indemnitg information 


7907260709 Forwards Endorsements 33 U 34 to NAELU Policy MF-79 & 
Endorsements 40 & 4l to ANI Policy NF-a06 M/o end 
DPLAN. J E Indiana k Michigan Power Co 79/07/20 2pp 


P Operating license stage documents t< correspondence 


7907120207 Summary of 790426 meeting w/utils to diecuss Westinghouse 
pjarvt design, per TMI-2 event 

THAOANlfA Reactor Systems Branch 79/09/02 89pp 


7907310980 Ferwardt NRC 790915 Ur to licensees of Nestinghause 
tuio-loop plants re rod bank exchange method for verifying 
shutdou/n margin of two-loop NESS N/o end 

8CHHEMCER<A Operating Reactors Drench 1 (Pre 7906251 77/05/15 

IP 


7707260086 Discusses plans to install conununicatlon links between NRC & 
nuclear facillttes for emergency use Direct lines from each 
facility to NRC headquarters 8, regional ofc will -commynlcate 
operational k anviron info 

KEPPLER, J 0 Region 3« Chicago, Office of the Director 79/09/22 

app 


7907130209 Requests addl Info ra structural analysis of spent fuel 
storage pool expansion Enel questions should be ansuered 
within 30 days of receipt. 

flCHWENCER, A Operating Reactors Branch 1 <Pre 790625) 79/05/30 

Ip 


7907110731 Motif iss that application for amend to Licenses DPR-50 & 
DPR-74 are Classes III it l,not II I, I Addl fee should be 
promptly forwarded 

DIOOS, R. M License Fea Management Branch 79/09/31. ip 


7907190325 Summary of 790521 meeting u/Exxon re role In TMI-related 
raevi 1 uat 1 one of operatltig plants 

KANEiWF, Standanfliatlon Drench. 79/03/31. 4pp. 


7907240298 Notification of 790611 meeting w/American Electric Power 
In Dethesda^liO to discus^ results of examlnatluns 8c 
analyses of feedwater noxile cracking Ic to identify cause of 
failure method of repair 8c testing program 

JORDAN, E, L. Division of Reactor Operations Inspections 79/06/03 

2pp 


7907240547 Forwards NRC 790604 Ur to Mestinghousa requesting addl info 
re small break LOCA analyses 8( analysis methods. NRC will 
eventually require documentation re applicability of 
Uestlnghouse reeults to analyses at facility. 

SCHMENCER/A Operating Reactors Branch t fPre 790623} 79/06/11 

' 2pp. 


m 


7907230009 Forwards NLIREO-O360i "Staff Rapt on Generic Assessment of 
Feedwater Transients in PWRs Designed by B8<M '* W/o end 
GRIMEBiB K Assistant Director for Engineers 8< Project* iPre 
790625) 79/06/ i I 2pp 


79 07240493 Summary of 790314 meeting ui/utll in BBtho8da,MD re status of 
containment purge review & related subj 

WIOGINTDN, D Operating Reactors Branch 1 79/06/12 9pp 


7907260177 Forwards Amends 29 it 11 to Licenses DPR-5B & DPR-74, 
r e spec t ive ] y > saf e ty evaluation 6 notice of issuance 
8< availability 

SCHWENCER, A Operating Reactors Branch i (Pre 790625), 79/06/21 

2pp 


— 7907260195 Amends 29 & 11 to Licenses DPR-58 6 DPR-74, r e sp ec t ive 1 y > 
revising Tech Specs to rdqulre actuation of aofety injection 
based on two of three channels cf low pressuriier pressure it 
changing P-1 1 permissive setpoint 

fiCHWENCER.A Operating Reactors Branch 1 (Pre 790625) 

79/06/21 24pp 


7907260209 Safety evaluation supporting Amends 29 11 to Licenses 

DPR-50 ic DPR-74* respect Ively 

» Operating Reactors Branch I CPre 790625) 79/06/21 2pp 


7907260230 Notice of issuance & availability of Amends 29 & 11 to 
Licenses DPR-30 8< DPR-74i r espec tive ly. 

BCHkfENCERiA Operating Reactors Branch I (Pre 790625) 

79/06/21 2tip 


7907030457 Forwards addl info requested during 790331 meeting w/NRC 
re unrestricted containment purging 

Jl/ROENSEN. R M Indiana k Michigan Power Co 79/06/29 I2pp 


7907100470 Responds to A Schwencer 790530 Ur requesting addl info re 
spend fu»l storage capacity extension program Forwards 
revised pages to 781122 Ur re refined dimension of spent 
fuel rack storage cells 

OOLANiJ E American ^Elec trie Power Co , Inc 79/06/29 30pp 

7907250611 Notification of 790731 meeting W/utl 1 in Bethesda, MD to 
discuss remaining issues re radiological Tech Specs 
UIGOINTDN, D Light Uater Reactors Branch 1 79/07/05 2pp 


7907260697 BuppUments 771222 response which addressed potential spdium 
hydroxide flow paths to RCB Forwards revised schematic 
diagram of piping arrangements from spray additive tank to 
duscharge points 

DQLAN,J E Indiana 8, Michigan Power Co. 79/07/20 4pp 


Q Inspection reports, IE Bulletins & correspondence 


7907160237 Evaluates util responses to IE Bulletin 79-06A Forwards memo 
reviewing Westinghouse rept, "Qualification Testing of 
Barton Prsssure 6 Differential Pressure Transmitters " 

WILLIAMS, F Division of Project Management 79/04/24 ip 


7907570392 Forwards IE Insp Repts 50-315/79-05 k SO-316/79-05 on 
790305-09, 12-16* 19-23. 26-31 k 0401-06 it notice of violation 
HEI9HMAN, R F Region 3, Chicago, Reactor □peratlotis Nuclear 

Support Branch 79/05/06 Spp 


—7907270399 Notice of violation from insp on 790305-09, 12-16, 19-23, 
26-31 it 0401-06 

a Region 3i Chicago. Reactor Operations Nuclear Support Branch 
79/05/00 Ip 


—7907270407 IE Insp Repts 50-315/79-05 8< 30-316/79-05 on 790305-09. 
12-16,19-23,26-31 & 0401-06 Noncomp 1 lance noted failure to 
Implement locked 6 sealed valve procedure It failure to 
use jumper logs as directed 

MASSE, R. E I BAKER, K R , WARWICK, R.F Region Sr Chicago, Office 
of the Director 79/05/03 17pp. 


7907240605 Forward* results of preliminary review of licensee responses 
to IE Bulletins 79-06, 06A 8, 06, Amend 1 Meeting 
u/owiners of operating plants having Westinghouee-des Igned 
sys scheduled for 790330 in Bethesda, MD 

BCKMENCER, A. Operating Reactor* Branch i (Pre 790625) 79/05/32 

4pp 

7907090046 Forwards tabular response tq IE Bulletin 79-10 re reactor 
operator training 

OOLANiJ, E Indiana k Michigan Power Cn 79/05/24 3pp 

7907200320 Forwards IE Bulletin 79-12* "Short Period Scrams at BWR 
Facilities." No action required 

KEPPLER,JG Region 3, Chicago, Office of the Director 79/05/31 
Ip 
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7907190272 Fprwardft suppl TE Qullctiii 79-OJA, "Environ Qualification of 
IE Equipment IDeflclencles in Environ Qualification of 
ASCO fiolenoid ^/alvefi} " Action required 

KEPPLERi J 0 Region 3, Chicagoi Office of the Director 79/0i/06 

IP 

7907240427 Forward* IC Info Notice 79‘'13. "Deficient Procedures " No 
action required 

HEPPLERrvJ 0 ‘Region Qj Chicago* Office of the Director 79/06/07 

IP 


79070-60007 Advise* that IE Info Notice 79-13* "Deficient procedures" 
wa* fortuarded to listed util* 

PAPPAfirH Region 3* Chicago* Office of the Director 79/06/00 

2 pp 


7907300083 Forwards lE In«P Rept* S0-313/790U l< 50-316/79-00 on 
790407-0504 it notice of violation 

HElSHKANiR F Region 3* Chicago* Reactor Operations Nuclear 

Support Branch 79/06/13 Bpp 


--7907300006 Notice of violation from in*p on 790407-0504 

» Region 3* Chicago* Office of the Director 79/06/13. Ip 


— 7907300092 IE Insp Rept* 50-313/79-11 50-316/79-00 on 790407-0504 

Noncompl lance noted failure to implement procedure from 
LER 6 failure to review mod of containment structure 
MABSEiR E Region 3* Chicago* Office of the Director 79/06/11 
lOpp 


7907030431 Forwards IE Info Notice 79-17i ♦'Source Holder Assembly 
Damage from Misfit Detueen Assembly Reactor Upper Grid 
Plat*. " 

KEPPtERjJ Q Region 3i Chicago* Office of the Director 79/06/20 

Ip 


7907120230 Forward* lE Bulletin 79-02* Revi sion 1* "Pipe Support Base 
Plat* Designs Using Concrete Expansion Anchor Dolt* " Action 
required 

KEPPLBRrJ 0 Region 3* Chicago* Office of the Director 79/06/21 
Ip 


7907050448 Forwards IE Circular 79-09* "Occurrences of Split or 
Punctured Regulator Diaphragm* in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLER*vJ Q Region 3* Chicago* Office of the Director 79/06/22 

ip 


7907120676 Forwards IE Bulletin 79-13* "Cracking In Feodwoter 8 ys 
Piping " Action required 

KEPPLEfl,J G Region 3* Chicago* Office of the Director 79/06/23 

ip 


7907300480 Forwards supplemental response to IE Bulletin 79-06A* 
Revision 1 Submits Info re containment isolation* emergency 
procedure* safety-related valves 

JURCENSEN* R W American Electric Power Co , Inc 79/06/25 7pp 


7907060302 Forwards IE Circular 79-10* "Pipef i ttlngs Mfg from 
Unac c ep tabie Matl " No action required 

KEPPLERr J 0 Region 3* Chicago* Office of the Director 79/06/26 

Ip 


7907100390 Forward* IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLERiJ G Region 3* Chicago* Office of the Director 79/06/20 

Ip 


7907130271 Forward* IE Bulletin 79-14* "Seismic Analysis for As-Dullt 
Safety-Related Piping 8 ys " Action requlrecf 

KEPPLERiJ 0, Region 3* Chicago* Office of the Director 79/07/02 
Ip. 


7907240097 Forwards IE Info Notice 79-16* "Skylab Reentry '♦ No action 
required 

KEPPLERiJ. G Region 3* Chicago* Office of the Director 79/07/06 

Ip 


7907310305 Forwards IE Bulletin 79-13* "Deep Draft Pump Deficiencies " 
Action required. 

KEPPLERiJ. O Region 3* Chicago* Office of the Director 79/07/H 
Ip. 


7907310402 Forward* IE Circular 79-13* "Replacement of Dleiel Fire 
Pump Starting Contactors " No action required 

KEPPLERiJ 0. Region 3. Ghicagoi Office of the Director. 79/07/13 
IP 


7907260140 Notifies that written responses to IE Bulletin 79-15* Suppl 
1* should be directed to IE Div of Reactor Const Insp 
KEPPLER, J 0 Region 3* Chicago* Office of the Director 79/07/lB 
Ip 


7907260398 Forwards IE Info Notice 79-19. "Pipe Cracks in Stagnant 
Borated Hater Sy* at PHR Plants " No action required 
KEPPLER, J 0 Region 3, Chicago* Office of the Director 79/07/18 
IP 


7907250229 Forwards lE Bulletin 79-1 4, Revi s I on 1 * ''Seismic Analysis for 
As-Built Safety-Related Piping Sys " Action required 
KEPPLER, J 0 Region 3* Chicago. Office of the Director 79/07/20 
Ip ‘ 


R Periodic operating reports L related correspondence 


7907200329 Forwards monthly operating rept for June 1979 
8 HALLER 1 O V Indiana 6 Michigan Power Co 79/07/11 Ip 


--79O7200333 Konthly operating rept for June 1979 

OlLLETTiH T Indiana L Michigan Power Co 79/07/05 7pp 


0 Reportable occurrences, LERs fi« related correspondence 


7907190532 Forwards LER 79-020 /03L-0 

0HALLER, D V Indiana & Michigan Power Co 79/07/13 Ip 


—7907190537 LER 79-020/03L-0 on 790615 several valves exhibited 
excessive 1 eakage, causing as-found leak rate to exceed 
limit Major source of leak attributed to check valves Caused 
by sand deposits on seating surfaces 6 pitted seats 
BELLMAN*! P Indiana 6 Michigan Power Co 79/07/13 2pp 


7907250233 Forwards LER 79-021 /OSU-O 

BHALLER*D 9 Indiana & Michigan Power Co 79/07/19 Ip 


—7907250260 LER 79-02i/03L-0 on 790622 starting time exceeded Tech Spec 
during test on hydrogen skimmer recirculation fan Design 
change installed 781118 after repeated occurences 6 10 tests 
satisfactorily performed 

RISCHLiNOiJ L Indiana 6 Michigan Power Co 79/07/19 2pp 


7907300325 Forwards LER 79-022/031.-0 

BHALLER*D V Indiana L Michigan Power Co 79/07/25 Ip 


—7707300337 LER 79-022/03L-0 on 790706 bistable gPD-90411 tripped at 
value exceeding Tech Bpec limit by 0 104 psi during 
surveillance test on containment pressure protection Caused 
by drifting of bistable trip set point Bistable replaced 
RI8CHL1NG* J U Indiana L Mlchlflan Power Co 79/07/25 2pp 


DOCKET 50-317 CALVERT CL1FF9 NUCLEAR POWER PLANT* UNIT 1 


J Insurance it indemnity information 


7907060276 Forwards Endorsement* 31 6 32 to MAELU Policy MF~76 6 
Endorsements 36 it 37 to NELIA Policy NF-216 
SHOEMAKER* C L Baltimore Oaa & Electric Co 79/06/29 5pp 


P Operating license stage documortbs L correspondence 


7907030144 Discusses review of 790313 reanalysis of EGCB small break 
LOCA. Reanalyels is acceptable Safety evaluation end 
REIDiR M Operating Reactor* Branch 4 (Pre 7706251 79/05/10 

2 pp 


—7907030147 Bafety Evaluation re raanalysls of small break LOCA u/o 
charging pump Injection 

a Operating Reactors Branch 4 (Pre 790625) 79/05/18 3pp 


7907180692 Forwards safety evaluation re postulated fuel handling 
accident ln*ide containment bldg 

RElDfR. W Operating Reactors Branch 4 (Pre 790623). 79/05/18 

2 pp 


— 7907180693 Safety evaluation ro postulated fuel handling accident 
inside containment 

* Office of Nuclear Reactor Regulation, 79/05/10 4pp 


7907260037 Discusses plane to install communication links between NRC it 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters b regional ofc will communicate 
operational L environ Info, 

ORIERiB H Region 1* Philadelphia* Office of the Director 
79/05/22 2pp. 
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7907U073A ConfiT«* NPC 790607 »it« visit to flb*»rv« auilHary 

RElDiR » DparatinB Reactor* Branch 4 <Pre 790625) 79/06/09 

2pp 

7907250001 Forward* NUREC-0560, "Sta#f Rept on Oenertc A**ftt«fflent of 
Feedwater Tranelent* In PHBi Deiluned by SiW " W/o end 
ORIMEff. 0 K A»*l*tant Director #or Engineer* If Project* iPre 
790629) 79/06/ M Ip 


79072600-04 Forward* Amdnd 39 to tlcenie DPR-53i lafety evaluation U 
notice Of iisuance !< availability 

REIDpR U Operating Reactor* Branch 4 (Pre 790629) 79/06/14 

3pp 

—7907260092 Amend to License DPR-53. authorl i Ing operation w/modified 
guide tube* for control element antmblie* w/high burnup 
demonstration fuel aiiembly Installed in cor# 6 reviling 
Tech Spec* bated on analyfi* of Cycle 4 reload fuel 
REID. R H Operating Reactor* Branch 4 (Pro 790625) 79/06/14 

39pp 


— 7907260096 Safety evaluation lupporting * Amend 39 to Llcente DPR-93 
* affice of Nuclear Reactor Regulation 79/06/J4 19pp 


—7907260105 Notice of istuance U availability of Amend 39 to Licenie 
DPR -33 

RElOiR W Operating Reactor* Branch 4 (Pre 790625) 79/06/14 

2pp 

7907090215 Forward* appropriate Clais III 6 Cla** II Pf#» for amend to 
OL* re spent fuel pool mod 

OLaOM.R C aaltimoTje Oas 6 Electric Co 79/07/03 Ip 


7907090219 Riquett* amend to OL* OPR-93 6 DPR-69 re phyiical mod to 
epent fuel pool Forward* propoicd mod 6 liceneing rept 
w/Tech Spec* 6 licensing repts for high density spent fuel 
storage facts 6 enriched fuel storage 

OOREj J If Saltimora Oa* 6 Electric Co 79/07/03 2pp 


— 7907090222 Forwards appropriate Class I 6 111 amend fees 
OLSON, R C Baltimore Oa* 6 Electric Co 79/07/03 9pp 


■7907090234 Proposed change to Unit 1 Tech Specs re high density spent 
fuel storage facksj prepared by Nuclear Energy 8vc« Inc 
* Saltimore Cat 6 Electric Co 79/05/24 27pp 


-'>7907090225 Proposed change to Unit 2 Tech Spec* re storage of 4 17. 
enriched fuel. prepared by Nuclear Svc Corp 
e Baltlmara Oa* 6 Elacirlc Co 79/06/11 22pp 


7907170062 Dlicusse* Unit 2. Cycle 3 reload core de* ign. Preliminary 
review indicate* no unreviewed safety questions 6 no Tech 
Spec changes required C-E review continues 
LUNDVALL.A E Baltimore Oat 6 Electric Co 79/07/11 3pp 


790719Q222 Forwards, per lOCFRSO 59 rept of changes* 'tests 6 eiperiment*. 
coveri-ng period from last rept through 76)231 
LUNDVALL.A E Baltimore Oi* t Electric Co 79/07/12 27pp 


7907030018 Forward* lE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor " 

oniER.B H Region 1. Phi ladelph ia. Office of the Director 
79/05/29 Ip 


7907200481 Submits add 1 info to 790416 response to IE Bulletin 79-03 re 
long! tqdinal weld defect* In A3NE 0A-312 Type 304 
stainless steel pipe spools Recommends radiographic review 
w/suppl ultrasonic examination 

LUNDVALL.A E Baltimore Oas & Electric Co 79/03/29 2pp 


7907190043 Forwards suppl IE Bulletin 79-014. "‘Environ Qual 1 f Ication of 
Class IE Equipment (Deficiencies In Environ Qual 1 f icatl on of 
A5C0 Solenoid. Valves) Action required 

ORIER«B H Region 1. Philadelphia. Office of the Director 
79/06/06 ip 


7907060081 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

CRIER. B H Region t. Philadelphia. Office of the Director 
79/06/07 Ip 


7907300091 Responds to IC Bulletin 79-11 re faulty overcurrenk trip 
device in circuit braakeri No Westing house DD-DO or OB-75 
breakers are in use at facility Preventive malnt program 
includes confirmation of overcurrent time delay protection 
LUNDVALL.A E Baltimore Oas ti Electric Co 79/06/03 Ip 


7907300124 Responds to IE Bulletin 79-02 re concrate expansion anchor 
boLts Discusses hangar Insp program. c ontrl but ing factors to 
communication* re bul letln. intent! ons for Unit 1 restart & 
justification of continued Unit 2 operation 
LUNDVALL.A E Baltimore Oas tt Electric Co 79/06/11. 4pp 


7907100467 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Kisfit Between Assembly & Reactor Upper Grid 
Plate " 

GRIER. 0 H Region 1. Ph 1 lade Iph ia. Office of the Director 
79/06/20 ip 


7907230644 Forwards IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Plate Design* Using Concrete Expansion Anchor Dolts " 

Action required 

GRIER. 6 H Region 1. Philadelphia. Office of the Director 
79/06/21 ip 


790724013! Forwards IE Circular 79-09. “Occurrences of Split or 
Punctured Regulator Diaphragms In Certain 6elf-Contalned 
Breathing Apparatus " No action required 

G’RIER.O H Region t. Phi ladelph la. Office of the Director, 
79/06/23 ! P 


7907120479 Forwards IE Bulletin 79-13. "^Cracklng in Feedwater 6ys 
Piping "* Licensee action required 

GRIER. B.H Region 1. Philadelphia. Office of the Director 
79/06/25 Ip 


79(37060174 Forwards IE Circular 79-10. “Plpef ittlngs Kfg from 
Unacceptoble Hatl " No action required 

GRIER.0.H Region 1. Philadelphia. Office of the Director 
79/06/26 ip * 


7907260424 Submit* nanroutine radiological environ operating rept 
STOUT. J U Baltimore Ga« 1. Electric Co 79/07/23. 2pp 


7907310390 Requeets amend to Licenses DPR-53 It DPR-69. changing Tech 
Specs rt imp interval*. requirements for environ studies k 
organlsetlonil cltange* Proposed pages I. amend fee end 
LUNDVALL.A E Baltimore Gas k Electric Co 79/07/24 IBpp 


0 Inspection reports. IE Bulletins 1. corrispondenca 


7907100033 Reipondi to IE Bulletin 79-06B Emergency procedure for LQCA 
has been revised to Include specific instructions contained 
in bulletin 

LUNDVALLfA.E Beltimore Gas |c Electric Co, 79/OS/OB 3pp 


790706M75 Forward* IE Bulletin 79-11. "Faulty Overcurrant Trip Device 
in Circuit Breakers for Engineered Safety Syi. •• LUinsee 
action required 

ORIER.B H Region 1. Philadelphia. Office of tha Director. 
79/05/22, ip 


79O7O3D20B Bubitilts addl info In responee to lE Bulletin 79-01 re 
environ qualification of electrical equipment Thirteen AQCO 
solanoide are not qualified for post-accident environ & will 
b* replaced 

LUNDVALL.A E Baltimore Gas k Electric Co 79/06/28 4pp 


7907100492 Forwards IE Circular 79-12. “Potential Diesel Generator 
Turbocharger Problem " Np action required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/06/26 £p 


7907100746 Forwards IE Bulletin 79-l4i "Belsmic Analysis for As-Bgllt 
8a f ety-Relatad Piping Sys " Acti-on required. 

ORtERiB. H Region 1. Philadelphia. Of flea of the Director 
79/07/02 Ip 


7907230492 Forwards IE Info Notice 79-10. "Skylab Reentry." No action 
required 

GRIER.B H Reylon li Philadelphia. Office of the Director. 
79/07/06 Ip 


7907270310 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies 
Action required 

GRIER.B.H Region 1. Philadelphia. Office of the Director, 
79/07/11, Ip. 



7907100021 Responds to IE Bulletin 79-10 Forward* info re examination 
of reactor operators, 

LUNDVALL.A, E Baltimore Oas 1. Electric Co, 79/05/25 4pp 


7907310483 Forwards IE Circular 79—13. "Replacement of Diesel Fire 
Putnp Starting Contactors " No action required. 

GRIER.B K. Region I. Philadelphia. Office of the Director. 
79/07/16, Ip. 
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R Periodic operating reports & r^l^ied correepondance 


7907B30271 Forwards monthly operatinj) rept for June 1979 
HER SON « S D Baltimore Oas & Electric Co 79/07/15 Ip 

— 7907230274 Monthly operating rept for June 1979 

MER80N« 9 D Daltimore Oas & Electric Co 79/07/15 12pp 


7907090215 Forwardi appropriate Clait lit 8i Claei II feet for amend to 
OLt re spent fuel pool mod 

OLSQNiR C Baltimore Oat Electric Co 79/07/03 lp> 


7907090219 Reciuestt amend to OLt DPR-53 & 
spent fuel pool Forwards proposed mod & 
w/Tech Specs Ic licensing repts for high 
storage racks enriched fuel storage 
ODRE< J U Baltimore Oat & Electric Co 


DPR-A9 re physical 
licensing rept 
density spent fuel 

79/07/03 2pp 


mod 


to 


8 Reportable occurrences^ LERs i< related correspondence 


7907030390 Forwards LER 79‘‘019/03L^0 

RUBSELLrL B Baltimore Oas k Electric Co 79/0&/25 Ip 


— 7907030393 LER 79-019/03L-0 on 790606 discovered that Number 11 control 
room air conditioning unit breaker had tripped Caused by 
Windings of compressor motor exceeding resistance acceptance 
criteria Compressor replaced 

LAOIEWSKliJ B t ROHNEYi K M Baltimore Qas ti Electric Co 
79/06/25 Ip 


— 7907090222 Forwards appropriate Class 1 !< 1 1 1 amend fees 
OLeONiR C Baltimore Oai Electric Co 79/07/03 9pp 


-■'7907090224 Proposed change to Unit i Tech Specs re high density spent 
fuel storage rac ksi prepared by Nuclear Energy Bvc* Inc 
♦ Baltimore Das It Electric Co 79/05/24 27pp 


—7907090225 Proposed change to Unit 2 Tech Specs re storage of 4 IX 
enriched fu*l< prepared by Nuclear Bvc Corp 
« Baltimore Oas U Electric Go 79/06/li 22pp 


7907250292 Forwards LER 79-020/03L-0 

RUaSELLiL B Baltimore Oas It Electric Co 79/07/19 Ip 


— 7907250299 LER 79-020/'03L-0 on 790706 while performing post-mod test on 
ftCB< power relief valves RC-402~ERU failed to fully close 
after lifting Cause not determined Pilot valve stroke 
adjusted t* relief valve stroked satisfactorily 

OAVISiB M . HIERNICKIiH J Baltimore Oas U Electric Co 79/07/19 

2pp 


U Congressional /Executive Correi pondince 


7907100130 Responds to 790419 request to evaluate NRC program to 
license power plant operators Provides examples of operator 
error suggestions for improving training tt qualifications 
8TAAT8* E B General Accounting Office. 79/05/15 16pp 


7907170062 Oiicusses Unit 2. Cycle 3 reload core design Preliminary 
review indicates no unreviewed safety questions no Tech 
8pec changes required. G-E review continues 
LUNDVALL»A E Baltimore Oes «c Electric Co 79/07/1 i. 3pp 


7907190222 Porwardij per 10CFR5D 59 rept of changtSf tests t< ixperimentsi 
covering period from last rept through 781231 
LUNDVALLiA. E Baltimore Oat U Electric Co 79/07/12 27pp 


7907260424 Submits nonroutine radiological environ operating rept 
STOUTiJ W Baltimore Oat & Electric Co 79/07/23 2pp 


7907310390 Requests amend tu Licenses OPR-53 (< DPR-694 changing Tech 
Specs re Insp intervals# r equlrements for environ itudies it 
organ! tational changes Proposed pages it amend fee encl 
LUNBVALLi A E Baltimore Oas it Electric Co 79/07/24 l8pP' 
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J Insurance indemnity information 


7907060276 Forwards Endarsements 31 it 32 to HAELU Policy MF-76 it 
Endorsements 36 Sr 37 to NELIA Policy NF-216 
SHOEMAKER, C L Baltimore Oas S< Electric Co 79/06/29 5pp 


P Operating license stage documents it correspondence 


7907190235 Requests info from currently operating PWRs re small break 
analyslsias followup to TKl-8 incident review, 

GRIMES# B K, Assistant Director for Engineers St Projects <Pre 
790625} . 79/05/09 8pp 


7907030144 Discusses review of 790313 reanalysis of ECCS smalt break 
LDCA. Reanalysis Is acceptable Safety evaluation encl 
REIDtR W. Operating Reactors Branch 4 <Pri 790625) 79/05/19 

2pp 


—7907030147 Safety Evaluation re feanalysis of small break LOCA w/o 
charging pump injection 

* Operating Reactors Branch 4 (Pre 790625} 79/05/10 3pp 

7907190692 Forwards safety evaluation re postulated fuel handling 
accident inside containment bldg 

REID/R.W Operating Reactors Branch 4 iPre 790625). 79/05/18 

fipp 


— 7907180693 Safety evaluation re postulated fuel handling accident 
inside containment 

d Office of Nuclear Reactor Regulation 79/05/18 4pp 


7907260037 Discusses plens to install communication links between NRC It 
nuclear facilities for emergency use Direct lines from each 
facility to NRC hcadquartere li regional ofc will communicate 
operational It environ info, 

GR1£R#D,H Region Ir Philadelphia# Office of the Director. 

79/05/22 2pp. , 


7907110736 Confirme NRC >90607 site visit to observe auxiliary 
feedwater sys 

RElDiR, U, Operating Reactors Branch 4 <Pre 790625) 79/06/05 

2pp. 


7907250001 Forwards NURE0-0B6O# *^Btaff Rept on Generic Asdeesment of 
Feedwater Transients in FkRs Designed by B6VI. '* W/o end. 

ORIMESrB. K. Aislstent Director for Engineers I# Projects <Pre 
790625). 79/06/il ip. 


Q Inspection reports# IE Bulletins It correspondence 


7907100033 Responds to IE Bulletin 79-06B Emergency procedure for LOCA 
has been revised to Include specific instructions contained 
in bulletin 

LUNDVALLrA E Baltimore Oas It Electric Co. 79/05/08 3pp. 


7907060375 Forwards IE Bulletin 79-11# "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys *' Licensee 
action required 

GRIER, B H Region 1# Philadelphia# Office of the Director 
79/05/22. Ip. 


7907100021 Responds to IE Bulletin 79-10 Forwards info re examination 
of reactor operators 

tUNDVALLiA E Baltimore Oas 6 Electric Co 79/05/25 4pp 


7907030018 Forwards 16 Info Notice 79-13# "Indication of Low Water 
Level in Oyster Creek Reactor." 

GR1ER#B. H Region 1# Philadelphia# Office of the Director. 
79/05/29 Ip 


7907200481 Bubmlts addl Info to 790416 response to IE Bulletin 79-03 re 
longitudinal weld defects in ASHE BA-312 Type 304 
stainless steel pipe spools Ricommendi radiographic review 
w/suppl ultrasonic examination. 

LUNDVALL,A E. Baltimore Oas V Electric Co 79/05/29. 2pp 


7907190043 Forwards suppl IE Bulletin 79-01 A# "Environ Qualification of 
Glass IE Equipment IDef ic i enc ies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

ORIERiB H, Region 1# Philadelphia# Office of the Director 
79/06/06 ip 


79070600B1 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required, 

GRIERtB.H. Region I# Philadelphia# Office of the Director. 
79/06/07, ip 


7907300091 Responds to l£ Gullstln 79-11 re faulty overcurrent trip 
device in circuit breakers. No Uestinghouse DB-50 or DB-75 
breakers are in use at facility Freventlvs meint program 
includes confirmation of overcurrent time delay protection. 
LUNDVALL, A. E. Baltimore Oas It Electric Co. 79/06/08. Ip 


7907300124 Responds to IE Bulletin 79-02 re concrete expansion anchor 
bolts Discusses hangar insp program# contributing factors to 
communications re bulletin# intentions for Unit 1 restart It 
justification of continued Unit 2 operation, 

LlWDVALLiA E Baltimore Oas It Electric Co 79/06/11. 4pp. 
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79071004A7 Fariiiard* IE Info Notice 79-J7, "Boorc* Holder /^tiemblg 
D-flmage from Misfit BetueBn A.sseml)lu & Reactor Upper Orld 
Plata " 

ORIER^fi. H Region I, Ph 1 ladelph 1 a. Office of the Director 
79/06/20 Ip 


7907330644 forwards IE BtflUtln 79-Oa, BevI i i on 1; "Pipe Support Base 
Plate Deslgna l/slns Concrete Enpanilon Anchor Salts « 

Action required 

ORIERi B H Region I* Phi lad elph la* Office of the Director 
79/06/21, ip 


7907240131 Foruiardt JE Circular 79-09< "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus " No action reijulreiS 

DRIERtS H Region 1* Philade 1 ph laj Office of the Director 
79/06/23 ip 


79'07l20479 Porit/ards IE Bulletin 79-13» "Cracking In Teeduater Sys 
Piping," Licensee action req^utred 

CRIER, B H Region 1* Philadelphia, Office of the Director 
79/06/2!! ip. 


7907060174 Forwards IE Circular 79-10, ^'P ipef 1 tt ings Hfg from 
Unacceptable Matl " No action required 

0RIER*R H Region 1, Phi ladelph la, Office of the Director 
79/06/26. Ip 


7907030288 Bubmlti addl Info In response to- IE Bulletin 79'"01 re 
environ qualification of electrical equipment Thirtaan ABCO 
solenoids are not qualified for post-ace i<fBnt environ. & will 
be replaced 

LUNDVALLiA E Baltimore Oas «c Electric Co 79/06/29 4pp 


7907100492 Forwards IE Circular 79-12* '•Potential Diesel Generator 
Turbocharger Problem No action required 

QRIERj D H. Region Ph Had el ph la, Office of the Director 
79/06/28 ip 


7907180740 Forwards lE Bulletin 79-14, ’’Seismic Analysis for As-fluilt 
aaf etq-ftelatad Piping Syi " Action required 
DRIER*!] H. Region I* Ph 1 ladelph la, Office of the Director 
79/07/02 Ip 


7907290492 Forwards IE Info Notice 79-lB* '•Skqlab Reentry " No action 
required 

DRIER, B,H Region 1* Philadelphia, Office of the Director 
79/07/06 Ip 


7907270316 Forwarifs IE Bulletin 79-19* •'Deep Draft Pump Deficiencies " 
Action required 

CRIER* 8 if Region 1* Phi 1 adelph I e* Office of the Director 
79/07/11, Ip, 


7907310483 Forwards IE Circular 79-13* •’Replacement of Oleiel Fire 
Pump Starting Contactori. '• No action required, 

ORIERiB^Kh Region i* Phi ladelph 1 a* Office of the Director 
79/07/16 Ip. 


R Periodic operating reports & related correspondence 


7907830271 Forwards monthly operating rept for June 1979 
MERSONi 5. D Baltimore Oas I* Electric Co 79/07/19 ip 


—7907230274 Monthly operating rept for June 1979 

MERaBM*8 D Baltimore Oas 8* Electric Co. 79/07/t9 I2pp, 


6 Reportable occurrences* LERs S* related correspondence 


7907200403 Forwards LER 79-02 i/03L-0 

RUSSELL, U B. Baltimore Oas b Electric Co 79/07/13, Ip 


•7907200409 LER 79-021 /03L-0 an 790613, during normal operation, 
containment atmosphere particulate monitor twice failed low, 
Monitor corrected St returned to svc. 

LA0rEN6Kl*J 8 * HIERNICKI* H. J Baltimore Ois It Electric Co 
79/07/13 2pp 


7907800410 Forwards LER 79-024/03L-0. 

RUP6ELL*L B. Baltimore Oss b Electric Co 79/07/16, Ip 


“7907800413 LER 79-024 /03L-0 on 790704' during performance of 
surveillance testing* control element assembly 2 dropped to 
core bottom Caused by spike In 13 volt power supply Dual 
power supplies will be installed neat refueling outage, 
LAOlElfaKlr J.8, Baltimore Oas 6 Electric Co, 79/07/16 Ip, 


7907250300 Forwards LER 79-022/03L-0 

RUSSELL, L B Baltimore Oas b Electric Co 79/07/19 ip 


— 7907230304 LER 79-022/03L-0 on 790619 containment gaseous & particulate 
radioactivity monitoring sys failed Caused by loss of 
sampling p-ump Pump restarted after 45 minutes No specific 
maint action taken to correct cause of failure 

DAVIS, 8 M * LAOIEHSKr*J 8 Baltimore Oas b Electric Co 79/07/19 
Ip 


7907260656 Forwards LER 79-023/03L-0 

RUS8ELL.U B Daltlmare Oas & Electric Go 79/07/20 ip 


— 7907260663 LER 79-023/03L-0 un 790621 diesel tripped repeatedly on low 
lube oil pressure during test Caused by Isolation of engine 
oil pressure switch following 790620 preventive malnt 
cal Ibr, Preventive maint procedure changed 

DAVIS* 8 M I MIERNICKliM J Baltimore Oas & Electric Co 79/07/20 

2pp 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION* UNIT 2 


A App llcation/constructlon stage documents & correspondence 


7907110365- "Ouide for Licensing of Facility Operators Including Senior 
□perators " 

COLLINS, P F Operator Licensing Branch HOLMAN* J J Office of 

Nuclear Reactor Regulation NUREO-0094 76/07/31 123pp, 

Available at NTie 45 SO 


7907110404 "Improving Regulatory Effectiveness in Pederal/State Siting 
Actions ■" 

RyAN*R Q , JASKEiR T * YOUNO* P N. Office of State Programs, 
NUREO-0195. 77/05/31 I75pp Available at NTIS 47 80 


7907110359 "Study of NRC QA Program**’ prepared by Sandla Labs, 

t11LLER*F U Division of Project Management NUREO-O32i 77/O0/3i 
124pp Available at NTIS «5 SO 


C Utility Environmental Report (ER>* amends it correspondence 


7907020442 Submits list of BLN licensees who have provided info on 
pressurizer level instrumentation Pressurizer level info 
request list and 

SKEMAN8KI* P, Division of Project Management 79/04/19 2pp. 


E NRC Sifety Evaluation Report (BHR)* suppls L correspondence 


7907100095 Forwards SER L suppl re TMI incident W/o end 

FIT20eRALO*J A Office of the Oeneral Counsel 79/06/13 ip 


F Security* medical* emergency fire protection plans 


7907100370 Reg Oulde I iOi* Revision 1* "Emergency Planning for Nuclear 
Power Plants " 

* Office of Standards Development 77/03/31. 14pp 


0 Adjudicatory correspondence 


790710D2S7 F-orwards draft policy statement on TM! investigations* 
reflecting NRC decisions at 790413 meeting Portions of 
transcript of 790413 meeting end 

EICKNIT*L. Office of the General Counsel 79/04/14 20pp 


—7907100294 Draft statement of policy re TMI Investigation. Primary 
objective will be to make factual determination of events it 
causes L util l* NRC actions before it after incident 
e Office of the General Counsel, 79/04/14 5pp 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego it Northern Thunder* Inc Defidenclei 9 L 20 re 
Perklne record Defletendei do not raise genuine issue of 
matl fact Certificate of Svc end 
B0RDENICK*B M Drench 4. 79/05/25, 29pp. 


7907090171 Notifies of typographi cal errors in Met Ed joint 
motion for summary dieposltion re redon issues Mistakes were 
in accompanying affidavits 

BILBEROiJ E. Shaw* Pittman* Potts* k Trowbridge 79/06/05 9pp 


7907100061 Statement of policy re TMI invest igatlon. Factual 
determinations will be mode of eventsi causes I* NRG it util 
actions before 4* after accident Certificate of Svc end 
CKILK<8. J Office of the Secretary of the Commission 79/06/13 
9f P 
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79071G018B RB«|>ondi to utils motion for summsri^ dltpotiblon ro radon 
Isiuat Tuentv^'oris allagsd dsfitltncivt in PRrkins ricord 
advancfld bg intorvenort are supported in part b opposed in 
part Certificate of 8vc end 

BORDENICK«D M < LEUlBiS K Branch 4 79/06/14 S9pp 


7907100133 Responds to request ra relevance of NRC 790322 protective 
order concerning records Forwards JA Fitigerald 790614 memo 
SlCKMlTiL. Office of the General Counsel 79/06/15 Ip 


— 7907100140 Advises that NRC 790522 protective order encompasses notes 
& tape recordings discussed on pages 98‘'99 of 0 Millis 
testimony at 790S31 hearing of President's Commission 
FITZGERALD. J A Office of the Oeniral Counsel 79/06/14 2pp 


790710032B Responds to 790619 telcon re sgs of accounting IRS Revanut 
Rulings 76*‘263 b 76''426 b relevant pages from MI State Univ 
Public Util Studies end 

LIBERMAN. J B Berlacki Israels b Liberman 79/06/19 9pp 


'—'7907100334 Testimony of HM Dleckamp. submitted in recent hearing before 
PA Public Util Commission, re prallnlnary analysis of time 
sequence of TMI incident 

DIECKAMPiH K General Public Utilities 79/06/19 39pp 


7907030389 Forwards suits against Met Edi including Palmer vs Met Ed. 
Civil Action 79 763. US District Court. Middle District. PA 
CARRIER. U C American Nuclear Insurers 79/06/26 20pp 


7907260604 Forwards three suits filed re TMI Duchart vs Met Ed. Civil 
Action 70'832> Pancake Mouse Realty Co vs Met Ed. Civil Action 
79-850 b Cuts N' Btuf vs Met Ed. Civil Action 79-796 
CARRIER. U C American Nuclear Insurers 79/07/20 2tpp. 


H Oeneral correspondence 


7907260493 Discussss status of previous. current b planned NRC 
actions r« generic aspects of TMI-2 accident 

CASEiE 0 Office of Nuclear Reactor Regulation 79/04/04. 2pp 


7907120166 Submits written records of 790401-09 actions re TMI event 
took data in TMl-2 control room. was NRG coordinator on lata 
shift. relayed Info to control ctr 

BQVDrD C Region 3. Chicago. Office of the Director. 79/04/09 

2pp. 


7907260509 Discusses concept of flexible response as one lesson laarnad 
after TMI-2 incident Recommends use of concept in operator 
training b instrument design to provide info under unstable 
conditions that may arise 

LEUI8. H U California. Univ of. Santa Barbara 79/04/13 2pp 


7907100249 Submits written record of 790320-0414 actions re TMI event- 
conducted radiation survey b operated mobile lab 
CQBTELLQ. F M Region 1. Philadelphia. Office of the Director. 
79/04/14. Ip 


79071002B4 Submits written record of 790329-0409 actions re TM2 event 
ravlewed b coordinated environ data collected by NRC b 
1 icensee 

EBBIG. T. M Region 3. Chicago. Fuel Facility b Materials Safaty 
Branch 79/04/16 2pp 


7907120661 Requests rept from region staff re any time spent at TMI 
sit# during 790328-0414 

SNYDER. 0 L. Region i. Philadelphia. Office of the Director. 
79/04/17 Ip 


7907260494 Discusses review considerations for plants nearing OL 
decision In light of TMI-2. 

BKOVHOLTj D. Assistant Director for Quality Assurance b 
Operations 79/04/17. 2pp 


7907260497 Forwards memorandum by M Spangler memo on possible effects 
of TMI pn cost-benefit issues. Suggests mesting w/RC DeYoung 
to discuss Issue M/o end 

ERNST. M L. Assistant Director for Environmental Technology. 
79/04/19. ip. 


79D7260S00 Lifts suggested supplementary review b budgetary 
considerations within OA Branch for plants nearing 
OL decisions, in light of TMI-2 event. 

KAA88.H. P. Ouality Assurance Branch, 79/04/23. 7pp. 


7907260S73 Discusses training samlnar re entry Into restricted 
radietion areas proposed for NRC personnel. Proposed 
samlnar end, 

GRIMES. B Assistant Director for Englnttrs b Projects <Pre 
790625J 79/04/23, 3pp. 


7907100302 Submits written record of 790329-0403 actions re TMI event 
directed radiation specialists providing in-plant 
surveillance of radiation protection b radwaite programs 
FISHER. U.L Region 3. Chicago. Fuel Facility b Materials Safety 

Branch 79/04/24 3pp 


7907100309 Submits written record of 790330-0404 actions re TMI event 
monitored licensee health physics program for Unit 1. 
conductad routine surveys of areas outside plants 

HIATT. J W Region 3. Chicago, Fuel Facility b Materials Safety 

Branch 79/04/24 2pp 


79071S020B Submits written record of actions re THl event notes b 
calculations 

GOLDSMITH. R Radiological Health Btandards Branch 79/04/24 

16pp, 


7907100315 Submits written record of 790330-0407 actions re TMI event 
conducted off-island environ radiation measurements b 
assaesnentsi prepared ''Summary of Iodine Situation.” 

DICEV.B B Region 3. Chicago. Fuel Facility b Materials Bafaty 

Branch, 79/04/25 8pp 


7907100325 Submits written record of 790330-0413 actions re THl event 
observed handling of effluents, water balance b transfers in 
p lant. assisted in review of procedures 

MILLER. 0 E Region 3. Chicago. Fuel Facility b Hattrials Safety 

Branch 79/04/23 2pp 


7907100347 Sobmlts written record of 790330-0409 actions re TMI event 
shift leader of environ monitoring team 

ORANTiH.B Region 3. Chicago. Fuel Facility b Materials Safety 

Branch 77/04/26 tp. 


7907260503 Discusses need for greater analytical support to NRC mgt 
during operating plant incidents 
AUDETTE. R,F Analysis Branch 79/04/27 3pp 


7907100254 Submits written record of 790420-0426 actions re TMI event- 
member of Environ Mobile Survey Team, took air b vegetation 
samples, performed direct environ radiation surveys 
aUHHERB.R J Region 1. Philadelphia. Office of the Director 
79/04/28 Ip 


7907100291 Submits written record of 790420-2B actions re TMI event 
toot air b vegetation samples, per formed environ radiation 
surveys 

SHAUB.E.T, Region It Phi Udttphla. Office of the Dlrtctor. 
79/04/26 ip 


7907120203 Submits written record of 79032B-0409 actions re TMI event 
collacted info re chemical kinetics of water radlolyils 
coolant composi ti on. poBsl ble borohydrlde formation 
READ. J, B. Division of Sits Safety b Environmental Analysis 
79/05/01 .3gpp 


7907120240 Submits written record of 790404-05 actions re TMI event 
obtsined info from BbM re plant sys effected by Incident. 
Handwritten notes end. 

CHERNY. FC Mechanical Engineering Branch 79/05/02. 13pp. 


7907120193 Submits written record of 790402 actions re TMI event 
summary of telcon w/C Freniel . Coastal Sclenca Assoc lates. re 
structural changes in TMI concrets 

HALAPATZ. J. Olvlilon of Systems Safety 79/05/03 3pp 


7907260519 Requests revlciir of philosophy b requirements re operating 
procadurss at nuclear power plants in light of TMI incident 
KENNEDY, R.T Commission 79/05/03. Ip 


7906200417 Forwards list of KRC personnel receiving access key b cards 
for TKI-1. Info partially withheld ' Soc ial Security numbers 
(ref FOtA Exemption 6} 

8LOBODIEN. M J. Region t, Ph 1 ledelphia. Office of the Director. 
79/05/04 9pp 


7907100269 Submits written record of 79D426-0S05 actions re THl event 
eiember of environ m-oblle survey team, took air b vegetation 
tamplos, performed direct radiation surveys of environ 
SMITHfP.C. Region 1. Ph i ledelph ie. Fuel Facility b Materials 
Safety Branch. 79/05/03. Ip 


7907100260 Submits written record of 790502-06 actions re TMI event' 
repaired b modified equipment in NRC equipment van. performed 
mlscelleneo-uf errands when required. 

BHAUB,E.T. Region 1/ Philadelphia, Office of the Director 
79/05/06 ip 



124 


DOCKETED ITEMS 


7907100331 aubmiti written record of 79041H25 actions rs TMI avent 
conifoctad environ direct if airborne radiation surveys b 
collected grass samples 

HAOUEfR.L Region 3i Chicago. Office of the Director 79/05/10 

IP 


7907100509 Oubralts written record of 790419-0503 actions re TKl event 
obtained hourly monitor read Ings. collected in-plant charcoal 
& particulate tamplet. recorded sources of liquids released 
HUETERiL J Region 3, Chicago. Fuel Facility Materials Safety 

Branch 79/05/10 2pp 


7907100234 Submits written record of 790511-21 actions re TMI event 
assigned to environ mobile survey team took air samples, 
performed direct environ radiation surveys 

MCKEOWNifL M Region I. Rh 1 ladelphie. Office of the Director 
79/05/11 Ip 


7907100335 Submits written record of 790330-0412 actions re TMI event 
assigned to environ monitoring team mobile unit. performed 
surveys In plume. col 1 ec ted air. soil k water samples 
PAUL. R. A f SRENIAUSKI.D J Region 3. Chicago. Fuel Facility & 

Materials Safety Branch 79/05/11 2pp 


790710027B Submits written record of 790510-14 actions re TMI event 
assigned to environ mob tie survey ieami toot air it 
vegetation samples performed direct radiation surveys 
SMITH. 0 C Region 1. Philadelphia. Office of the Director 
79/05/14 Ip 


7907100341 Submits written record of 790419-0S04 actions re TMI event 
communicator for In-plant health physics group (< later 
in-plant health physics Inspector 

OBEROi C R. Region 3. Chicago. Fuel Facility it Materials Safety 

Branch. 79/05/15 2pp 


7100355 Submits written record of 790423-0506 actions re TMI event 
jntrol room inspector 

HOULES. N C Region 3. Chicago. Reactor Operations Nuclear 

jpport Branch 79/05/16 Ip 


7100365 Submits written record of 790402-16 actions re TMI event 
..olleeted tr collated environ data, supported Unit 2 control 
room operatfoni. represented IE on procedures committee 
JORGENSON. 8 L Region 3. Chicagoi Reactor Operations Nuclear 

Support Branch 79/0-5/16 2pp 


79071003B2 Submits written record of 790330-0516 actions re TMI event 
coordinated directed operetlons inspectors, developed 
sequence of events, raviewed procedures 

LiTTLBhW 8 Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/05/16 Ip, 


7907100390 Submits written record of 790402-11 actions re TMI event 
worked on sequence of events U as IE shift supervisor. 

HARNICKfR. F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/05/J6 Ip 


7120185 Submits written record of 790401 actions re TMI evant* 
ontaeted outside orgatil lations r# hydrogen concentration 
n containment & methods of control 

CHIERLINOjH Accident Analysis Branch 79/05/16 Ip 

>7100400 Submits written record of 790419-29 actions r# TMI events 
reviewed it approved plant procedures, provided llaslon 
bfttweiri licensee 6 NRCi obtained key plant parameter data, 

BOYDfD C Region 3* Chicago. Reactor Operations Nuclear Support 

Branch 79/03/21. 2pp 


70710D405 Submits written record of 790330-0413 actions re TMI event: 
assigned as communicator for in-plant health physics team, 
reassigned to observe Unit 1 health physics operations 
AXELBON.M L. Region 3. Chicago. Fuel FaclUtg it Materials Safetu 
Branch. 79/05/22 Ip, ^ 


7907100410 Submits written record of 790424-0507 actions re TMI event, 
worked on respiratory protection program, fnl lowed use of sve 
air for respiratory protection, 

FISH.R F. Region 4. Dallatr Office of the Director, 79/05/23 


7907160320 Ack 790425 Itr re Implications of TMI-2 event Detailed 
study of event has been initiated during which comments will 
be considered 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/23 Ip 


7907100435 Submits written retard of 790425-0509 actions re TMI event 
assigned to control room 

DRADFQRDiU H Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/05/24 ip 


7907100438 Submits written record of 790423-0506 actions re THI event 
served as Unit 2 control room Inspector 

CH0ULE6. N C Region 3. Chicago. Office of the Director 79/05/24 

Ip 


77071201B4 Forwards written records of IE Region 3 personnel on 
actions re THI event IH/o end 

KEPPLEfl.J Q Region 3. Chicago. Office of the Director 79/05/24 

ip 


7907190311 Act receipt of 790514 Itr requesting comments re revised 
subcommittee rept on TMI-2 followup health effects research 
Forwards specific editorial changes W/o end 

OOLLER.K R Division of Siting. Health l< Safeguards Standards 
79/05/24 2pp 


7907090441 Forwards comparative listing of safety concerns before it 
after TMI incident Safety concerns are generic to all 
nuclear plants 

BASDEKASi D L Office of Nuclear Regulatory Research 79/05/25 

2pp. 


7907100441 Submits written record of 790409-22 t 0907-17 actions re TMI 
event assigned as in-plant health physics shift supervisor 
OREGER. L R Region 3. Chicago. Fuel Fecllity 1. Materials Safety 

Branch 79/05/25 Opp 


7907120177 Submits written record of 790910-25 actions re TMI event 
assigned to environ mobile survey team, took air samples, 
vegetation sampl es. performed direct radiation surveys 
SMITH. G C Region 1. Philadelphia. Office of the Director 
79/09/25 Ip, 


7907130277 Ack assistance w/hydrogtn bubble problem at TMI-2. 

DENTON.H n, Office of Nuclear Reactor Regulation, 79/09/25 Ip. 


7907100449 Submits written record of 790330-0413 actions re TMI event 
monitored licensee health physics activities in Units 1 it 2. 
monitored robot testing for primary sampling 

TONGUE. T M Region 3. Chicago. Fuel Facility t< Materials Safety 

Drench. 79/09/30 tp. 


7907100447 Submits written record of 790502-14 actions re TMI evant 
assigned to In-plent health physics shift w/prlncipal duties 
involving radioactive waste mgt 

TROUPiO.L. Region 2. Atlanta. Fuel Fecllity &t Materials Safety 
Branch 79/05/30 4pp 


7907U0646 Cyrtlflas that AR Buhl may appear before NRC on behalf of 
himself or Technology for Energy Corp. Appearance involves 
TMI incident 

0088ICK. L. V Office of the Executive Director for Operations 
79/09/30 2pp 


7907190301 Confirms 790608 briefing re TMI event 

BAKER. R.E Radiological Health Standards Branch. 79/09/30, Ip 


7907100452 Submits written record of 790910-25 actions re TMI event 
assigned as environ shift coordinator, di spatched field 
monitoring teams, directed environ eemp 1 ing. kept shift log 
ANDREWS. D.L Region 2. Atlanta. Fuel Facility it Materials Safety 

Branch 79/09/31 Ip. ^ 


7907100456 Submits written record of 790328-0403 actions re TMI event 
maintained telephone communications w/Incldent Response 
Ctrs. observed control room operations 

BAUNACK. W. H. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch, 79/09/31 3pp. 


7907100419 Submits wrlttsn record of 790411-24 actions re TMI event, 
reviewed operatljig it emsrgancy procedures, observed control 
room operations 

Branch'^’ %9/09/23"^^"lp^' Atlanta. Reactor Operations Nuclear Supper 


7907100461 Submits written record of 790914-24 actions re TMI event- 
asilgned to Environ Survey Team 

BURGlNrR, E, Region 3. Chicago. Office of the Director. 79/09/31 


790710042S Bubmlts written record of 790412-26 actions re TMI tveni 
an gned as environ shift leader, coordinated NRC environ 
monltorlns onalte. maintained shift log. 

TRDJ^A^Kl. R. E Region 2. Atlanta. Fuel Facility it Materials 
Safety Branch. 79/09/23. Ip. '' na^.riais 


7907100464 Submits written record of 790524-25 actions re TMI event’ 
reviewed results of electrical Insp of 790508-11 it racelpt 
of eloctrical van for control of decay heat removal sys 
FINKELiA E, Region 1. Philadelphia. Reactor Conetruction It 
Engineering Support Branch 79/05/31. ip. 
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7907100469 Submit* urlttsn record of 790426-0311 action* re TMI avent 
(nad« diract reading radiation survey* & took air tamplc* 
of fi i toi received ^ata from in-plant personnel 

aCHDLTZrW H Region 3. Ghlcagoi Office of the Director 79/03/31 
Ip- 


7907100477 Submits written record of 790506-21 actions re TMI event 
aseigned to in-plant health physics coverage 
u/responilb i 1 ity for revieiulng Unit 1 2 activities 

MRAYi J R Region 2 j AtLanta> Fuel Facility b Materials Safety 

Branch 79/05/31 2pp 


7907100324 Submits written record of 790426-05U actions re TMI event 
assigned to survey teami performed perimeter 6 area 
monitoring to determine meter readings form Unit 2 releases 
VQUNOiH, M Region 2, Atlantai Fuel Facility b Materials Safety 

Branch 79/05/31 Ip 


7907120294 Submits written record of 790506-21 actions re TMI event 
was dag shift section chief for operations 

MCOAUBHYr R U Region li Ph i ladelphiai Reactor Construction b 

Engineering Support Branch. 79/05/31 Spp 


7907100180 Forwards commission guidelines on FOIA release of documents 
re TMI event Decisions to uiithhold or release staff-level 
d'ocuflisnt* are to be made by staff officers 

CHILKfS \) Office of the Secretary of the Commission 79/06/01 
3pp. 


7907100535 Submits written record of 790509-la actions re TMI event 
observed operations such as maintaining pressurizer level 
stack exhaust monitoring b new syt status 

DANCCfH C Region 2 j Atlantor Reactor Operations Nuclear Support 

Branch 79/06/01 2pp 


7907100936 Submits written record of 790430-0513 actions re TMI event 
served as environ monitoring shift leader 
PAOLIAnOjU A Region 3< Ghicagoi Office of the Director 
79/06/01. 2pp 


790-7100540 Submits written record of 790425-0510 actions re TMI event 
performed shift duty In Unit 2 control room taking specific 
date hourly b transmitting info via telephone to MRC 
RtLEY«a U. Region 2, Atlanta, Office of the Director 79/06/01 
Ip 


7907130342 Forwards investigation rept re allegations made in 1973 by 
former TMI-R guards W/o end 

THOMPSONj D. Office of I b E Executive Officer for Operations 
Support 79/06/01 Ip 


7907160329 Ack 790419 Itr re TMI Investigation Points raised will be 
carefully considered during detailed investigation 
HENDRIEiaM. Commission 79/06/01 Ip 


7907100209 Forwards two transcripts of ACRS meetings re TMI event 
Transcripts were omitted from 790601 mailing W/o end 
FITZOERALDiJ A Office of the Oeneral Counsel. 79/06/04 Ip 


7907030000 Describes organl za t ional structure b plan* of NRC/TMl 
spacial inquiry staff 

CORNELL, e K. NRC Three Mile Island Task Force. 79/06/03 app 


7907100194 Notifies of 790601 mailing of ACRS meeting transcripts to 
R Dicker of President's Commission 

FIT20ERALD,J A Office of the General Counsel 79/06/05 Ip 


7907100941 Submits written record of 79050B-23 actions re TMI event, 
assigned a* oparatlon* Inspector to observe conduct of 
DperationSf monl tored plant sys b plant mods 

ABHENDEN, H C Region 2i Atlanta, Reactor Operations Nuclear 

Support Branch 79/06/09 ip. 


7907100946 Submit* written record of 790406-19 b 0514-24 action* re TMI 
event; assigned to in-plant health physic* surveillance 
THOMASiR.D. Region 9i San Francisco, Office of the Director 
79/06/09, 2pp 


7907100548 Submit* written record of 790413-0519 action* re TMI event* 
performed surveillance of const ectlvltlas re plant mod* 

WALTON, 0 A, Region 1, Philadelphia, Office of the Director, 
79/06/09. ip 


7907130343 Forwards requested copy of WA8H-1400 W/o and 

CORNELL* E.K. NRC Three Mile Island Task Force. 79/06/05 Ip 


7907130398 Forwards NUREO-0597, '^Evaluation of Long-Term Post Accident 
Core Cooling of TMl-2. " W/o end. 

FITZOERALD,U, NRC Three Mile Island Task Force. 79/06/09 Ip, 


7907100391 Submits written record of 790405-07 b 10-20 action* re TNI 
•vent provided llaslon between licensee b NRC, monitored 
control room actl vitleii revl ewed Tech Specs 

DRIOQBiL Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/06/06 2pp 


7907100534 Submits written record of 790426-0511 actions re TKl event 
assigned as environ monitoring team leader 
PERROTTIiD J Region 2, Atlanta, Office of the Director 
79/06/06 2pp 


7907110694 Responds to 790503 questions re TMI Forwards answers 
provided to Senator Hart committee questions b NRC 790510 
rept on population dose b health Impact of TMI 
DENTON, H R Division of Operating Reactors 79/06/06 9pp 


7907110697 Ack receipt of 790413 Itr expressing views re nuclear powepi 
THI acclddnt b waste disposal Forwards discussion of NRC 
role in solution of waste problem 

DENTON, ht R Office of Nuclear Reactor Regulation 79/06/06 4pp 


—7907110707 Urges NRC to invest in developing technology to make nuclear 
plants b waste totally safe Current nuclear Industry is 

unsafe 

NOLAN, H 0 Affiliation Unknown 79/04/13 Ip 


790713035B Notifies that NUREO-0557, "Evaluation of Lang Term 
Post-Accident Care Cooling of TMl-S" will be sent on 790606 
FITZOERALDiJ NRC Three Mile Island Task Force 79/06/06 Ip 


7907160260 Forwards info requested by £K Cornell for Presidential TMI 
Commlttlon 

LARKINS, J T Program Coordination Branch 79/06/06 Ip 


— 7907160266 Provides synopsis of assistance rendered during TMI-2 event 
through Apr 1979 to Branch staff by resources from outside 
NRC 

HCORATHiP E Probab 1 1 1 st Ic Analysis Branch 79/06/09 2pp 


—7907160271 Ack receipt of EK Cornell 790531 memo transmitting request 
for info from Presidential Commission Provides list of 
consultant personnel b work performed 

BUDNtTZiR J Office of Nuclear Regulatory Research 79/06/06 
7pp 


7907030006 Suggest* procedures to be followed in obtaining Info re 
THI incident 

CORNELL, E K NRC Three Mile Island Task Force 79/06/07. 2pp 


790710055B Submits written record of 790429-0304 action re TMI event 
provided liaison u/llcensee re radlogas effluent control b 
NRC notlfiction of anticipated releases 

BECKMAN, D A Region 1, Philadelphia, Office of the Director 
79/06/07 3pp 


7907100363 Submits written record of 790511-25 action* re TMI event 
provided Unit 2 control room surveillance b reviewed 
recovery procedures 

JOHNSON, J R Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/06/07 3pp 


7907120173 Forwards written records of IE Region 3 personnel re actions 
TMI event, W/o end 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/06/07 

Ip 


7907130395 Responds to 790606 request for copies of NURE0-0S6O W/o 
end 

FITZOERALO.J A NRC Three Mile Island Task Force 79/06/07 Ip. 


7907190059 Ack receipt of 790509 Itr to Congressman Mica re invention 
of disaster prevention divlcii TR3P-A-LARM. Requests further 
info 

MATTBON, R. J Division of Systems Safety 79/06/07 Ip 


7907030001 Requests name, title b telephone of individual within 
HEW to be contacted by NRC during investigation of TMI-2 
incident. 

CORNELL, E.K NRC Tfiree Mile Island Task Force 79/06/08. Ip 


7907030002 Requests name, title b telephone of individual within 
DOE to be contacted by NRC during investigation of TMI-2 
incldant, 

CORNELL, E.K NRC Three Mile Island Task Force 79/06/00, Ip 


7907030003 Requests name, title b telephone of individual within EPA 
to be contacted by NRC during investigation of TMI-2 
incldant. 

CORNELL, E.K NRC Three Mile Island Task Force 79/06/00. ip. 
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79D7O30OOi4 Re(|uetts tr telephone of Individual uiithln small 

Business Adnilnistratian to be conbacted by KRC during 
Investigation of TrtI-2 incident 

CORlfELL. E K tine Three Mile Island Task Force 79/06/08 Ip 


790703(>CI2B Requests namsi title & telephone of individual ui-lthin Oept of 
COJSJnerco to be contacted by NRC during Investigation of 
TWl-2 incident 

CORNELLi E K NRC Three Hile Island Task Force 79/0&/0S Ip 


7907030293 Requests namei title telephone of individual ulthln 
Interstate Regional Councils to be contacted by NRC during 
investigation of TM1~2 Incident 

CORNELLiE K ^f?tC Three Mile IslaJitf Task Force 79/06/00 Ip 


7907030303 Requests namei title & telephone of Individual ulthin OSA 
to be cantact«d by MRC during investigation of THI-3 
incident 

CORNELL. E K MRC Three Mile Island Task Force 79/06/00 ip 


7907160225 Foruiards RC DeYoung 790606 memo requesting info on NRC 
activities re TMl-2 accident Requests respunse by 790613 
LARKINBjJ T Prograifi Caordination Branch 79/06/0B Ip 


■7907160230 Requests brief description of personnel activity in response 
to TMI‘‘2 incident Distribution list end 

DEYOUNOgR C NRC Three Mile Island Task Force 79/06/06 7pp 


790703003S ReqUBsts namej title & telephone of individual uithln Dept of 
Labor to be contacted by NRC during investigation of rMl-2 
incident 

CORNELL, e K NRC Three Mile Island Task Fore* 79/06/11 ip 


7907030040 Requests name, title 6 telephone of individual luithln DDT 
to be contacted by NRC during Investigation of rMI‘^2 
Incident 

CORNELL. E K NRC Thrae Mila Island Task Force 79/06/U tp 


790703002'4 Requests name, title t telephone Of individual Ulthln HUD to 
be contacted by NRC during investigation of TMI-tg incident 
CORNELL, E K NRC Three Mile Island Task Force 79/06/12 Ip 


7907030040 Requests name# title & telephone of individual ulthin Defense 
Civil Preparedmeis Agency to be contacted by NRC during 
l-nvestigetl on of TMI-2 Incident 

CORNELLiE K NRC Three Mike Island Task Force 79/^0b/i2 Ip 


7907030052 Requests namoi title & telephone of individual within DOD to 
be contacted by NRC during investigation of TMI"2 Incident 
CORNELL, E K NRC Three Mile Island Task Force 79/D6/12 Ip 


7907030130 Requests name, title L telephone of Individual within Dept of 
Agriculture to be contacted by NRC during investigation of 
TMl -2 Incident 

CORNELL, E K NRC Three Mile Island Task Force 79/06/12 Ip 


79070302BO Requests name. tltl* L telephone of Individual within Postal 
Sve to bi contected by NRC during investigation of rMl-2 
incident 

CORNELL, E. K NRC Three Mile Island Task Force 79/06/12 Ip 


79O7D3O203 Requests name, title N telephone of individual within F«d«ral 
Regional Council to b* contacted by NRC during investigation 
of TMl-a incident 

CORNELL! E.K NRC Three Kile Island Task Force 79/06/12 Jp 


7907100366 Rubmits uritten record of 790320-0601 actions re TMI event 
assigned to review Dnit l i S in-plant health phuslcs 
activities. ^ ^ 

HOSEY,C, M. Region 2, Atlanta# Fuel Facility N Materials eafetu 
Branch 79/06/12 2pp ^ 


7907100373 Submits written record of 790524-0600 actions re TMI event 
assigned as environ survey tee/it leader 

MACARTKUR, T. C Region 2# Atlanta, Fuel Facilitg l» Materials 

Safety Branch. 79/06/12 Ip. 


7907130362 Responds to 7906Q6 R DeYoung memo. Author was hot involved In 
TMI investigatioh until first week of May 1979. 

COX, T.H NRC Three Mile Island Teak Force 79/06/12. Ip 


7907100576 Bubrolti written record of 790427-0S04 actions re TMI ovent* 
provided clerical assistance such as typ ing# operating xerox 
l( telecopy machines L answering telephones. 

i Region 1# Philadelphia# Office of the Diractor. 
79/W6/13. Ip 


7907100379 Submits written record of 790331-0406 actions re TMI event 
provided clerical assistance such as typing, operating xerox 
& telecopy machines t< answering telephones 
LAV).8 K Region 1, Philadelphia, Office of the Director 
79/06/13 Ip 


7907120224 Submits written record of 790416-23 actions re TMI event 
coordinated IE ac tivitles, represented IE at licensee senior 
technical meeting, sopervi sod IE inspectors 

KI8TER#H B Region 1, Ph i 1 adelphia. Reactor Operations Nuclear 

Support Branch 79/06/13 2pp 


7907120234 Submits written record of 790417-0326 actions re TMI event 
completed environ TLD run, assisted Mobile Lab in counting 
samples &< calculating re suits, prepared environ rept w/EPA 
MC0INNE8B. J A Region 1* Philadelphia. Fuel Facility & Materials 

Safety Branch 79/06/13 Ip 


7907130253 Supplies requested Info re BLW roactore either currently in 
op erat i an# under const or In planning stage 

CORNELL, E K NRC Three Mile Island Task Force 79/06/13 Ip 


7907130293 Ack 790419 1 tr td JM hlendrie & President Carter considering 
human factors In design of nuclear facilities Forwards 
NiJREO-0360, de scrip t ion of NRC actions. U/o end 
M1NOODE#R D. Office of Standards Development 79/06/13 2pp 


7907130316 Requests cooperation w/TMI-2 investigation by supplying Info 
re agency actions as result of incident 

CORNELL# E K NRC Three Mile Island Task Force 79/06/13 Ip 


7907130346 Forwards draft interviews of TMI-2 operators W/o end 
CORNELL, e K NRC Three Mile Island Task Force 79/06/13 Ip. 


7907100585 Submits written record of 790500-tl actions re TMI event 
witnessed installation of diesel cables, i nspectfd mods to 
circulating water !< steam generator pumps 

FINKEL. A 6 Region 1. Philadelphia, Office of the Director 
79/06/14 Spp 


7907130350 Forwards list of potential Task Group 3 interviews to datfV 
MIRAOLIA, F J NRC Three Mile Island Task Force 79/06/14 3pp 


7907130424 Forwards accession Hit of TMl-2 documents from 790522 
through 790600 

NORRY,P NRC Three Mile Island Task Force 79/06/14 lQ7pp 


7907130308 Requests cooperation u/TMl-2 Investigation by supplying info 
rs company actions as TssuVt of incident 

CORNELL# E K NRC Three Mile Island Task Force 79/06/15 Ip 


7907130312 Forwards transcript of ACRfl Subcommittee on TMI-2 790614 
meeting held in Middletown, PA. Pp 1-192. N/o end 
CORNELL, E K NRC Three Mile Island Task Force 79/06/15 Ip 


7907190256 Requests listing of logs re TMI -2 event before 790702 
Forwards format for listing 

CRUTCHFIELD, D N Technical l< Administrative Support Branch 
79/06/28 2pp. 


7907190306 Submits written record of 790328-0628 actions re TMI event 
reco-mmended method to calculate break f low, ca 1 culated core 
condition t# bubble size 1, natural circulation. 

HOLAHAN, 0 M. Analysis Branch. 79/06/28 2pf 


7907200449 Conveys Cumml ssloners appreciation t< commendation to 
employees who provided emergency common ica t ions during 
TMI incident 

HENDRIE, J M Commission 79/07/03 Ip 


7907200457 Conveys appreciation for assistance offer re TMI Incident 
Accepts offer to share lessons learned from 1962 Canadian 
research reactor accident Interested in various areas of 
cooperation# including long-term info exchange 
HENDRIE# J II Commission. 79/07/03 Ip. 


—7907200479 Conveys appreciation for Info re TMI ine Ident. Flans review 
of Canadian reactors engendered by TMI. Requests 
authoritative t< interim repti. Offers to brief NRC on lesions 
learned from 1962 Canadian research reactor accident 
JENNEKENS, j H. Canada, Atomic Energy Control Board 79/04/09 

2gp 


7907180000 Follows up 790705 transmittal of Nuclear Regulatory Research 
records Forwards page 3 inadvertently omitted from 790522 
Dennonj-Cunn Ingham Itr re march/corral analyses of 
hypothetical meltdown scenarios 

SCRDOO1N0# n M Administrative and Resource Control Staff. 

79/07/12 2pp, 
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7907100101 Forwardfi 1 tr from resldont of Lanca*ter»PA saaking 
comp sniat Ion of fSOO for evacuation expeniet Ltr la being 
sent to AN! along ui/draft response from 8J Chtlk 
BiCKUITiL Office of the General Counsel 79/06/06 Ip 


—■7907020404 Offar-* addl racommondafcion* re TMl Incident Dug jests oil PWR 
Itcinsees submit desi<gn proposals 8< schedules for completing 
provision for instrumentation shaulng unambiguous Indication 
of vessel fluid In reactor 

CARDOMi H w ACRS - AdvUorg Committee on fleacior Safeguards 
79/05/16 9pp 


— 7907100180 Draft response to 7903S3 ltr requesting compensation of 
4200 for evacuation eUpensos Claim has been fortuarded to 
AN I 

CHILKi 0 'J Office of the Becretarg <)f the Commission 79/06/06 
IP 


"■'7907100537 Requests compensation of tSOO for evacuation expenses 
NRC was aware of deficiencies In reactors and did not take 
proper action 

STARR. P Affiliation Unknoun 79/05/25 Ip 


7907100067 Forwards notice of ACRB mooting for publication 
Federal Register 

CH1LK.8 J Office of the Secretary of the Cotnnilssitin 
IP 


in 790323 
79/03/17 


7907110216 Forwards pages from plant operating procedures re addition 
of feedwater to hot dry steam generators Number of 
transients which are acceptable might be eiplorrd tJ/o end 
BATES, A ACR3 - Advisorg Committee on Reactor Safeguards 79/05/23 
ip 


7907030409 Submits update on Indemnity paid It total claim 6 legal 
expenses paid re THl incident 

CARRIER, W C American Nuclear Insurers 79/06/27 Ip 


7907090295 Confirms 790607 conversation re request by General Public 
Util for meeting u/NRC & nuclear pools to discuss Mnanclat 
protection requirements NRC will issue no orders on 
protection until questions are resolved 
BDLLHAN, C T Marsh it McLennan, Inc 79/06/29 2pp 


7907100557 Discusses consolidated class action complaint re TMI event 
Forwards 790702 ltr to reactor operators re possible 
fltiencial involvement l^/consol idated class action, Fastaskg 
Vi General Public Utils • 

CARRIER, U C American Nuclear Insurers 79/07/05 Olpp 


7907170232 Forwards consolidated class actln complaint filed 790627 U 
790625 draft of socioeconomic study re impact of THt 
CARRIER, W C American Nuclear Insurers 79/07/11 Ip 


*—7907170235 Comments on socioeconomic impact of TMI incident re 
liability claims 6 reimbursements Documentation re 
particular claims end 

CARRIER,!^ 0 American Nuclear Insurers 79/06/25 14pp 


Q Advisory Committee on Reactor Bafeguards reports it correspondence 


7907110350 Unofflcal transcript of 760923 meeting of ACR8 Subcommittee 
on TMI in Harriiburgi PA to review info re issuing OL 
ARNOLD, J M ACRS - Advisory Committee on Reactor Safeguards 
76/09/23 50APP. 


7907020104 Submits interim rept on incident at TMI Circumstances of TMI 
reviewed at 220th ACR3 meeting on 790405-07 Agreed that PWR 
operators have difficulty understanding 6 controlling 
incident involving small break in RCB 

CARBON, M M ACRB - Advisory Committee on Reactor Bafegoardt 
79/04/07 2pp. 


7907020099 Submits schedule for discussion at special ACRS meeting on 
790416-17 in Nash ington, PC re TMI-2 incident 

e ACRB - Advisory Committee on Reactor Safeguards 79/04/11, 3pp 


7907090477 Forwards, for review commant. preliminary copy of 
C Mlchelion ^'Decay Heat Removal During Very Small Break LDCA 
for 06U 205 Fuel Assembly PWR » 

ElSENHUTiD. Division of Operating Reactors 79/04/17 37pp 


7907110225 Forwards LER re loss of pressurijer level indication 
Presents questions to be addressed during raview of 
long-term implications of TMI W/o end 

BATES, A ACRB - Advisory Committee on Reactor Safeguards 79/05/25 
IP 


7907020494 Dtacusaes 790501 meeting w/C-E re natural circulation 
conditions At TMI power operated relief valve did not 
close. Vendor should investigate open valve 

BHEWMONiP. 0 ACRS - Advisory Committee on Reactor Safeguards 
79/05/30 ip 


7907110002 Forwards observations re civil defense aspects of TMI b OAO 
rept on emergency preparedness from 790516 hearing of House 
Committee on Armed Bvc , Qubcomml ttee on Military 
Installations Facilities 

JOHNSON, D H ACRS - Advisory Committee on Reactor Safeguards 
79/05/30 7pp 


—7907110003 Transcript of opening statement of UN Neifrl 6 JD Peach at 
790516 hearing of House Committee on Armed Svc, pub comml t tee 
on Military Installations it FaclHtiei DH Johnson 790530 
nemo end 

NEDZ1,L N House of Rep , Armed Services 79/05/16 Sipp 


7907110004 Summary of 79090S hearings before Subcommittee on Energyi 
Nuclear Proliferation it Federal 8vc of Commlttea on 
Governmental Affairs re radiation monitoring at TMI & 
survivors of atomic testa. 

UNDERHILL»I> W. ACRS - Advisory Committee on Reactor Sefeguardt. 
79/05/30 app. 


— 7907110006 Transcript of opening statement by J Olenn at 790500 hearing 
before Subcommittee on Energyi Nuc 1 ear Proliferation & 

Federal 6vc of Committee on Oovernmental Affairs re research 
tc regulatory issues of radiation protactlon W/wltnoai list 
OLENN, J Senate, Oovernmental Affairs 79/05/03 Ip. 


— 7907110007 Transcript of tistlmony of FP Libexsi at 790B0S hearinji 
before Subcommittee on Energy. Nuc lear Pr ol 1 f erat 1 on 6 
Fedaral 8vc of Committee on Governmental Affairs re research 
It regulatory issues of radiation protection 

L3BAS8I.F. P Health, Education It Welfare, Dept, of 79/05/08 
15pp. 


—7907110008 Transcript d# testimony of DO Hawkins at 79050B bearings 
before Subcommittee on Energy, Nuc lear Proliferation 6 
Federal Svc of Committee an Oovernmental Affairs re research 
It regulatory issues of radiation protactlon 

HAM-KINSiD. » Environmental Protection Agency. 79/05/08 10pp. 


7907100192 Notifies that ACRS 790417 recommendations ware not Intended 
to apply to TMI. Plant hae begun survey of operating 
procedural for achieving natural circulation 
CARBON, M.W ACRS - Advisory Committee on Reactor Safeguards 
79/04/20. 3pp 


-^7907110009 Transcript of testimony of RC Clusen at 790500 hearings 
before Subcommittee on Energy, Nuclear Proliferation & 

Federal Bvc of Committee on Oovernmental Affairs re research 
t< reguletory Issuas of radiation protection 
CLUSEN, R G. Energyi Dept of, 79/05/08 |2pp, 


7907100223 Buggests improvements in presenting info to reactor 
operators. Better Info display would relax dependence on 
operator diagnostic skllU 

BENDER, K. ACRB - Advisory Committee on Reactor Safeguards 
79/05/02 3pp 


—7907110010 Transcript of testimony of RS Minogue at 790S08 hearl 
before Subcommittee on Enorsy* Nuc lear Proliferation & 

Federal Svc of Committee on Oovernmental Affairs re research 
l< regulatory issues of radiation protection. 

MINOGUE, R.B Office of Standards Development 79/05/08, 15pp. 


7907100200 Forwards Duke Power Co Itrs indicating planned changes in 
response to TNI-2 events IE Bulletins 

BATES, A ACRS « Advisory Committee on Reactor Safeguards 79 / 05 / 08 , 
Ip. 


7907020394 Submits recommendations from ACRS 790510-12 meeting re TMI 
incident Suggests that procedures be developed by all 
operators of PHRs fbr initiating natural circulation in 
safe manner, 

CARBON, M W. ACRB - Advisory Committee on Reactor Sefeguarde 
79/05/16. 5pp, 


7907110248 Forwards W Poe 790502 ltr to Memphis newspaper Commercial 
Appeal, iugesting accident was sabotage. Acc I d ent was not due 
to sabotage, 

MCKINLEY, J L. ACRB - Advisory Committee on Reactor Safeguards 
79/05/30. 4pp, 


7907110324 Forwards background info from ACRB subcommittee re TMli 
Including transcripts of employee I ntervieusr responses to IE 
bulletins^ temporary mods* sequence of events, NUREG-0560* ACRS 
repts on incident 6 shutdown orders N/o end. 

MAJORjR K, ACRS - Advisory Committee on Reactor Safeguards 
79/05/30 app. 
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7907110011 Foruardi neui clipiNRC t einen MRC nffmo & Cangr««Bional 

Subcommittee tr^nscrlpi re date liRC access to hicfiolsan 
small br^ftk analgsis at IlkW reactors fJRC had sccefts to rept 
In Oct 1977 

KCKiNLEVtf J C ACRS Advtsorg Conunittee on Reactor Safeguards 
79/05/ai 3pp 


—7907110014 Notifies of status of NRC knowledge#** of 790523ire 
C MicheUon Jar 1970 Tept«'*D*cag Heat Removal During Verg 
Email Break LCCA for S&R 205 - Fuel Assembly PWR " 
e ACRS - Advisory Committee on Reactor Safeguards 79/05/23 
67 P 


— 7907110016 Transcript of Udall opening statement at 790524 
hearing tefore Subcommittee on Energy l< Envlroni over* 1 gbt 
hearings on TMI 

UDAt-Ui H K House of Rep t Interior Insular Affairs 79/05/24 
2pp 


7907110020 Notifies of discovery of deleterious syt Interaction 
resulting fron NRC'^mandated fix to PRR re THl Problem uias 
identified by HI Electric Pouier Co Foroiard* NRC amend to OL 
QOEHNERTiP ACR8 Advisory Committee on Reactor Safeguards 
79/06/01 Ipp 


7907110047 Notifies of 790606-07 meeting u/TMI-2 Subcommittee in 
Middle toun* PA Location of meeting iha* been changed Hap end 
KOLUERiR ACRS - Advisory Committee oh Reactor Safeguards 
79/06/01 6pp 


7907110071 Notifies that discussion of block valves betuieen 4-h 
6 minutes Sc 4-h 34 minutes Is on agenda of 790606 meeting 
Forufards util opinion on problem operational log from 
plant 

HULLER* R ACRS " Advisory Committee on Reactor Safeguards 
79/06/02 4pp 


7907110076 Bummary of 790521 hoarltigs of House Committee on Interior 
& Insular Affairs in Hashing ton# DC re TMI< future of 
commercial nuclear poHor t> Hichelson 1976 memo 
ALDERMANi H ACRS - Advisory Committee on Reactor Safeguards 
79/06/04 Bpp 


--'7907110079 Transcript Of testimonv ^ Heaver «t 790521 hearing of 
Committee on Interior b Insular Affairs re TMI 
HEAVER# J House of Rip # Interior b Insular Affairs 79/05/21 
app 


'’'7907110006 Transcript of 7903S1 hearing of Committee on Interior b 
Insular Affal ri# Subcommittee on Energy b Etivlroni overslgh t 
hearings re THI 

HEAVER#^; # RUNNELB^H # CARR. R House of Rep.* Interior U Insular 
Affairs 79/05/21, llpp 


'907110194 Responds to ACRB recommendations r« TMI-2 accident 
DENTON# H R. Office of Nuclear Reactor Regulation. 79/06/04 2pp 


907110330 Forward* A Ueirtberg testimony before Senate Committee on 
Oovarnmental APf « Ir s# Bubc ammlttee on Energy Radiation level 
in Senate Ofc Bldg is higher then that received douinwind of 
TMl.W/o end 

FRALEY# R F. ACRS Advisory Committee on Reactor Safeguards 
79/06/04 I p 


907110111 Transcript of testimony of H Oleckamp at 790524 hearing of 
House Committee on Interior I* Insular Af f atrsi Subcominvi ttce 
on Energy b Environ* oversight hearings re Till Witness list 
end 

D1ECKAHP#H M, Oeneral Public Utilities 79/03/24 29pp. 


-7907110122 Transcrltpt of testlmonv of JO Herbiln «t 790524 hearing of 
House Committee on Interior (* Insular Affairs# Subcommittee 
on Energy 8< Environ* oversight hearings rt TMI. 

HERBElNiJO. Metropolitan Edison Co 79/05/24 I9pp, 


■‘7907110129 Tranicript of testimony of OP Hiller at 790524 hearing of 
House Comitilttve on Intarior t: Insular Affairs* Subcommi tte# 
on Energy U Environr oversight hearings re THI. 

HILUERjC.P Metropolitan Edison Co 79/05/24, 32pp. 


7907110135 Transcript of testimony of B Lee st 790524 hearing of House 
Conml ttee on Interior & Insular Affair i# Bubcommittea on 
Energy & Environ* oversight hearings re TMI AIF 790419 h 0511 
Itrs and. 

LEEiB Atomic Industrial Forum 79/05/24 Upp. 


7907110141 Transcript of testimony of NS Use testifying on behalf of 
EEI at 790524 hearing of House Cem^sittoe on Interior 1# 

Insular Af fa ir s# Bubcommlttee on Energy !< Environ# ovarsight 
hearing ra Till. 

UEEiW B Duke Power Co 79/ 05/244 9pp' 


— 7907110150 Transcript of testimony on behalf of B&W at 790524 hearing 
of House Committee on Interior & Insular Affalri# 

Subcommittee on Energy U Environ* oversight hearing re TMI 
Supporting documentation end. 

# Babcock & Mil cox Co 79/03/24 34pp. 


7907160200 Recommends ACR8 closely examine generic Implication* of 
normally unrevlewed aspect* of control sys failures 8# plant 
dynanics affecting all operating plants 

BA8DEKA8# 0 L EKperlinen tel Fast Reactor Safety Research Branch 
79/0A/05 Ip. 


7907110156 Forwards Hestlnghouse response to NRC questions re main 
feediiiater U auxiliary fcadwater sys 

DURAIBHAMYjB ACRS -> Advisory Committee on Reactor Safeguards 
79/06/07 Ip 


7907130365 Notifies that transcript of 790531 ACRS Ad Hoc Subcommittee 
ineeting#pp 1-350# re TMl-2 incident Implications will be sent 
on 790607 

CORNELL# E K NRC Three MU# Island Task Force. 79/06/07 Ip 


7907110160 Forwards util computer listing of all procedures in effect 
at plant as of 790S24 

MULLERtR ACRS - Advisory Committee on Reactor Safeguard* 

79/06/00 ip. 


'--7907110166 Computer listing of all procedures in effect at plant a* of 
790524 

* Metropolitan Edison Co 79/05/24 SOpp 


7907110170 Forwards summary of ACRE subcommittee meeting re THI 

TAM»P ACRS - Advi sory* Cnmmi tte« on Reactor Safeguards 79/06/13 

3pp 


7907110179 Forwards TMI questions to be addressed during ACRS 
790614-15 meeting 

MULLER# R ACRS - Advlaory Committee on Reactor Bafeguards 
79/06/13. 5pp. 


7907110236 Summary of 790611 meeting u/utll to discuss proposed ections 
prior to TMI startup 

TAM#P ACRS - Advisory Committee on Reactor Safeguard* 79/06/13 

2pp 


— 7907U0241 Emergency plan for facility. 

« Metropolitan Edison Co. 79/06/11 llpp 


7907110107 Forward* EPA-520/6-74-002# ^'Evacuation Risk* - Evaluation *' 
MULLER* R. ACRS - Advisory Committee on Reactor Bafeguards 
79/06/14 Ip 


—7907110192 "Evacuation Risks - Evaluation " 

HAN8»-J. M j 8£LL#T C Environmental Protection Agency 
EPA-520/6-74-002. 74/06/30. I65pp 


7907130274 Forwards transcript of ACRS Subcommittee on TMl-2 790607 
meeting in Middletown# PA Pp 193-405, W/o end 

CORNELL. E K. NRC Three Milt Island Task Foret 79/06/14 Ip 


7907190275 Requests publication of enclosed FR notice re 790709 meeting 
of ACRS Ad Hoc Bubcommlttee on THI -2 Accident Bulletins L 
Orders 

FRALEY* R. F. ACRS - Advisory Committee on Reactor Safeguards 
79/06/20. Ip 


—7907190284 FR notice rd 790709 meeting pf ACRS Ad Hot Subcommittee on 
TMI-2 Accident Bulletins L Orders In Hath ington* DC, 

HOVLE»vl C ACRS - Advisory Committee on Reactor Safeguard* 

79/06/20 2pp 


7907130519 Offer* suggestion* re method* of avoiding situation 
similar to TMI event, Ona-llne diagrams# technical data book 6 
keeping Informed of actions by other egencles would be 
helpful. 

fiENDERrM. ACRS -Advisory Committee on Reactor Safeguards 
79/05/02 3pp. 


7907190292 Forwards notice of 790711 meating of ACRS Ad Hoc 
Bubcommlttee on TMI-2 Accident Implication* r* Nuclear Powar 
Plant Design Notice to be pUhHshod 790626, 

CHILK#8 J. Office of the Secretary of the Commission. 79/06/21. 
Ip. 


—7907190298 FR notice re 790711 meeting of ACRS Ad Hoc Subcommittee on 
TMI-2 Accident Jmpticetions re Nuclear Power Plant Design In 
Washington# DC. 

HOVLErJ. C AORB - Advisory Committee on Reactor Bafeguarde. 
79/06/21. 2pp 
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7907120589 Responds to NRC request for DScVI positions concerning each 
ACRS recomniondati on re TMl-S 

TAYLOR. j H Babcock L Wilcox Co 79/07/03 S4pp 


7907110001 Forwards ACR 8 records to bo placed in congressional TKl 
reading room in Wash 1 ng toni DC 

FELTQNfJ, M Division of Rules and Records 79/07/06 2 pp 


7907110049 Notifies of dates of arrival of ACRS members attending TNl-3 
Subcommltte meeting In Ml dd letoun. PA 

VANDERHOLTiM E ACRS - Advisory Committee on Reactor Safeguards 
79/05/31 Ip 


P Operating license stage documents L correspondence 


7907120643 Forwards info re unit instrumentation status 
BEARD. J T Plant Systems Branch 79/04/10 llpp 


7907110340 Suggests careful execution. of malnt program outlined 
in Diamond Power control rod drive control sys vendor 
manual Procedures should prevent trip breaker problems 
FAtSTiF R Babcock L Wilcox Co 78/06/12 Ip 


7907260470 ‘"Accident Descriptions for Emergency Response Exercise 
Scenarios 

ERICeoN, D M Sandia Laboratories NUREO/CR-O30a 78/11/30 ilSpp 


7901170158 Forwards rept "DLW 177 Fuel Assembly Owner's Group 
Asymmetric LOCA Loads Evaluation Program. Phase 2 " 

PARKER. W □ Duke Power Co 79/01/11 ip 


7907110401 "US NRC Functional Organization Charts " 

* Office of Management and Program Analysis NUREO-0323 79/01/31 
46pp Available at NTIS %A 50 


7907020176 Identifies potential problems at BLW facilities in wake of 
TMI incident.re transients for high power pressuriier level 
instrumentation. Integrated control sys. release of coolant, 
lack of hydrogen recomblnors S< accident analysis 

LEUISiR C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/04/04 3pp 


7907110022 Forwards comments re proposed meeting w/BLW to discuss 
stable cooling mode Present pressurlied cooling mode 
should be maintained as long as possible 

TEOEGCO. R L Assistant Director for Reactor Safety 79/04/04 
t4pp 


7907110{)77 Submits assessment of remaining life of surge capacltators 
at result of radiation exposure 

KENNEDY, R K General Public Utilities 79/04/04 2pp 


7907360964 Oubmlts graph re min core flow It long-term cooling 
MEYER, 0. A Babcock U Wilcox Co 79/04/04 2pp 


79071L0139 Notifies of activities as combustion expert at TMI 

BIEML.W A National Aeronautics L Space Admin 79/04/05 3pp, 


79071LOiS4 Forwards handout used at NRC 790404 briefing re TMI Info 
Includes D&W reactor status summary. IE actions. IG Bulletin 
79''05 L establishment of task group 

MATTHEWS. P Division of Systems Safety 79/04/05 13pp 


7907160092 Provides potential core melt sequence of events based on TMI 
conditions on 790404 

MURPHY. J Office of Nuclear Regulatory Research 77/04/03 2pp 


7907160094 Data from venting test at Billings Energy Corp. Provo. UT an 
790404 

LIEBENTHAt, J L Billings Energy Corp 79/04/03 0p 


7907020107 Discusses preliminary sequence of events for TMI Incident of 
790388 

LONGrR.L GPU Service Corp 79/03/20 16pp 


7907S60072 Describes decay heat removal sys proposed by Westinghouse bo 
back up existing sys Backup sys can be ready In IS days 
♦ Office of Nuclear Reactor Regulation, 79/03/28 5pp 


7907260368 Submits graph showing estimated time required to bring water 
In core to saturation temp of 300.600 U i.OOO lbs per square 
Inch absolute from present 280 F energy level 
WEIMER.J A . HARNErR L Babcock L Wilcox Co. 79/04/01 Spp 


7907100631 "Preliminary Test Resul ts« Second Semlscale Relief Valve 
Venting Test From TMI Conditions ♦' 

* Affiliation Unknown 79/04/02 13pp 


7907160DB4 Documents results of COBRA IV core thermal hydraulic 
calculations for post^acc ident conditions Results Indicate 
cooldown t. use of RHR pumps for core cooling is inadvisable 
HDLAHANrO M Analysis Branch 79/04/02 3pp 


7907020439 Discusses environ impact of TMI incident J Sohn 790330 
tficon advised that collected fish in fish sample at TMI be 
preserved by freeilng so that genetic examination can be 
conducted. Requests plan for monitoring environ info 
BERK 8 ON 1 H Environmental Specialists Branch 79/04/03 Spp 


7907110338 Notifies that literature review has been completed St 
technical discussions held re flammability limits for 
hydrogen Sc oxygen in nuclear reactor vessels Discusses safe 
flammable It detonable limits 

RlEHL. W A. National Aeronautics S« Space Admin 79/04/03 Spp 


7907160222 Discusses radiological dose to population since 7903QG 
Total population dose since 79032Q Is 8100 man rems as of 
790404 Provides dose tabulation 

BARRETT. L Office of Nuclear Reactor Regulation 79/04/03 Spp. 


7907180-091 Summary of 790403 meeting of Ut 1 l‘*Industry Committee on 
Reactor Core Condition Working Group re pellet conditions in 
Lynchburg. VA 

THOHA8.0 Babcock It Wilcox Co. 79/04/03 5pp 


—*7907180102 Summary of 790403 meeting of Util Industry Committee on 
Reactor Core Condition Working Group Zircaloy-water 
reaction U hydrogen Inventory in Lynchburg, VA 
TULENKO, J S Dabcock It Wilcox Co 79/04/03 Spp 


7907260333 Discusses reliability & uncertainty of thermocouples 
following loss of feedwater transient Tests simulating 
transient conditions should be performed to determine temp 
threshold for gross failure in TMl-2 design detectors 
MILBON.T L Babcock It Wlltox Co 79/04/03 2 pp 


7907260346 Discusses thermocouple tracking sensitivity Thermocouples 
track fairly steadily when core condition Is in steady state 
l( responds to local changes w/relatlve accuracy W/related 
documentation 

WEIMER. J A Dabcock It MiUox Co. 79/04/05 9pp 


7907020144 Lists concerns which require reconsideration, inc ludlivg 
environ qualification envelope. items to be qual If led. Reg 
Quid* 1.97 implementation It backfittlng Changes in thinking 
Include credibility of cor# damage. 

HANAUER. 8 K Assistant Director for Plant Systems 79/04/06, 
3pp 


■—7907110308 Notifies of review of potential hydrogan hatards It removal 
measures in containment room Conditions are safe I. Im 
c ontrol. 

RlEHL. W. A National Aeronautics It Space Admin 79/04/03 3pp 


79071 10183 Forwards resistance temp detector test results. Resis tance 
temp detector on pressurizer can be used to distinguish 
wet^'ifry condition 
a EO «« G, Inc 79/04/06 20pp 


—7907110411 Submits current plan It contingency plan for transfer of 
hydrogen from waste gas storage tanks 

RIEHL.W A National Aeronautics h Space Admin 79/04/03 2 pp, 


7907180718 Submits Info requested In NRG 790403 telecopy re 
radiological environ qual 1 f Ication of TMI '‘2 hydrogen 
rcc ombiners 

MEYERS. 0. W. Energy Systems Group, 79/04/03 8 pp 


— 7907120800 Requests info re radiological environ qualification of TMl-2 
hydrogen recombineri. 

IRELAND. R E Division of Systems Safety 79/04/03 2 pp, 


7907190724 FOIA request for communications between TMI personnel L NRC. 
between various NRC ofcs h for log books of licensing h 
operating project managers for TMI 

WEISS. E R Sheldon. Harmon Ic Rolsman 79/04/06. 2 pp. 


7907260341 Elaborates on conclusions of OhW 790405 msmo Increase in 
salected thermocouple readings Is no cause for concern 
WILL 8 E. J T Babcock It Wilcox Co 79/04/06. Spp. 


7907860644 Submits current assessment of core condition based on info 
available as of 790407. 

DEMAR 8 . R. V. Babcock It Wilcox Co. 79/04/07, Spp. 
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7907J600'?? provirf»t In^o on RHfl leak re 10CFR20. App t 

BARRETTiL Oivlfion of Site Safety Environnental Analyile 
79/04/08 2pp 


77073&O56& Diecueire finding! of S4U 79040B memo re core bvpest flou 
for core bloclted at top only Core bypat* flau for core 
tiocled above uppermost inte rsiedlate spacer grid will be 
approi S7X 

ORIBBLE.R K Babcock & Uilcoi Co. 79/04/09 Spp 


7907120723 Oltcuises attenpted tcit of concrete & coatings by Tf11-2 
ilntilatlon Notes difficulties in efforts to obtain data U 
input iipertlie Offers to further discuss situation 
FREN7EL.C A Coastal Science Assoc latei 79/04/09 Ip 


7907120734 Subaltt general outline drawings If crqss-'i ec t lonal details 
of valvas & actu’ators furnished to THl 
ZAROLtA.B n Henry Pratt Co 79/04/09 2pp 


7907160102 Forwards "Advisory Rept-TMl Cooldoun" re boratlon l< 
criticality aspacts of cooldown from points A to C 
DA918<D Systenatic Evaluation Programs Branch (Pre 790625} 

79/04/09 5pp 


7907260560 Ditcufses discrepancy between thermocouples la outlet 
resistance teep detector temp neasurements Graph enc 1 
WlLSOHfT L Babcock & Milcor Co 79/04/09 6pp 


7907560674 Discusses addl info which confiriss conclusions re core 
pressure drop for natural circulation calculation Graphs 
encl 

BARTELLSfP 9 Babcock i Hllcos Co 79/04/09 9pp 


7907560685 Submits fstlmate of loose core debris vol W/araphs <i 
charts 

• Babcock l( HJlcoi Co 79/04/09 6pp 


7907260550 Submits graphs showing adiabatic heatup rate as function of 
time In days after loss of feedwater event Curve assumss 
Instantaneous care uncoverage 

JONE81JK Babcock bUllcoxCo 79/04/10 4pp 


7907260560 Discusses increased thermocouple readings due to proximity 
of fuel particulates W/grephs 

KENNIhlOSON» P J Babcock 6 Uil cos Co 79/04/10 4pp 


7907260565 Discusses core flow distribution for one !< two pump 
operation M/charts 

HIATT* R H Babcock ti Wilcoi Co 79/04/10 0pp 


7907260567 Discusses incore thermocouple error evaluation Results 
Indicate average 4’ 7 94 F error at 98/< & A 5 59 F error at 
i6Y. power* which axtropolates to A + 5 i6 F error at IX 
power 

UEIHER.J A Babcock It Wilcox Co 79/04/10 Spp 


7907260970 Discusses development of method for analyilng local coolant 
conditions for Tlit-2 during selected times of accident It 
determination of local cooling capability for blocked core 
under natural circulation 

HIATTiR M Babcock & Wilcox Co 79/04/10 3pp 


P Operating license stage documents 8( correspondence 


7907260972 Discusses attempt to provide reliable explanation for 
TrtI-'2 through use of modeling technlfiues 
HENNINOBDN*P J fiabcock l< Wilcox Co 79/04/10 4pp 


7906200415 Provides Info re activities while at TMl-2* for 790330"04408 
Very impressed w/conduct of health phyics supervisor under 
existing conditions 

JENKINS*© R Region 2* Atlanta* Fuel Facility it Materials Bafetu 

Branch 79/04/12 2pp 


79070SOI27 Forwards Westinghouse statement Indicating special 
instructions may need to be manually Initiated for TMl type 
level indication in pressurlzer 
TEDESCO*R L Division of Systemi Safety 79/04/10 ip 


Submits 790407 telephone notification made to all 
Westinghouse operating plant customers having coincident 

injection Initiation. 

ANDERSON* T H Westinghouse Electric Copp 79/04/10 2pp 


request for documents relating to TMI 
ftl/BY*R The Sun Baltimore* ND 79/04/10 Ip 


7907190146 FOIA request for all info re 790320 incident at TMl 
□STIiAP Pfiier* Ine. 79/04/12 Ip, 


7904270226 Forwards tabular presentation of results of analysis for 
primary coolant sampla Including Bettis analysis 

MlRAOLIAiF J Office of Nuclear Reactor Regulation 79/04/13 2pp 


7904270414 Forwards info re storage of liquid radwaste in tankcars It 
response to request of R Vollmer re transuranic 
concentrations In coolant 

NlRAOLlAiF J, Program Support Branch 79/04/13 lopp 


l>*t*9''»ur>* 0* liontr opirttion proiuriiar l.v.1 
JASKE, R D**lc« o* Btat* Propraai 79/0*/IO Spp 


J ; jsimvi oni. m race rind 

develop description of TMI events Ofc of Std Development 
reviewing Reg Guides for necessary changes 
FIT20ERAL0*J A. Office of the General Counsel 79/04/13. 


2pp 


7907 1102 is Forwerdi 
ACKER HANNpN j 
B ranch 79/04/10. 


diagnoiklc data taken during 790406 pump switch 
Electric* Instrumentation u Control Systems 
3pp 


0»uribes work needed feo evaluate adequacy of util list 
Instruments needed to bring unit to cold shutdown Notes 
BEAHD^y?'''''** pnttpone action until notified 
BEARD* J T Riant Systems Branch. 79/04/10 fp 


7907110306 Forwards rept on penetration availability Rapt prasents 
summyy of NRC affort in evaluating ability to monltoS 
reactor pressure Ic level 

MIRAOLlAiF J Office of Nuclear Reactor Regulation 79/04/13 6pp 

790412 meeting w/representatl vet of B4<W* ANL* OE* 
Nastlnghouse b C-E re condition of core 

JOHNSTON.M V Office of Nuclear Reactor Regulation 79/04/13 4pp 


Rspt* Reactor Sys Cooldown* TMl-2 " 
79/04/10 29pJ***"*^*‘^ Evaluation Programs Branch <Fre 790625) 

SCHAKNE.R 




CBS News. CBS* Inc 79/04/10 jp. 


LOSH,UL . F Co. Bpp 

UAttrumn.. 

B.b.ptt V H„„. c, 7W04/10. 3p, 


needed by headquarters 
LAINAb.o e Plant Svitnni Branch 79704/13 .pp 

‘"•rmoeoupl, r.adinB* b. r,.d In 
“'►-Vl.ion. *nr rapi* r.tri.val’b 

MEYER* R 0 Core Performance Branch. 79/04/13 Ip 

of «"ra*4?t!!all”t«t''5,”p"tijll*"’ ‘"'‘■••'’li. Incluiai aiaaipli 

VNCHbD, Offlc# of Nuclear Reactor Regulation, 79/04/16, 3pp. 



HEAVER, C Aadatant Director tor Sy.tom* Englnoorini. 79/04/iA, 
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7907t&009S Tabulates Met Ed tt canti'actor dotes to 790416 Total 
acufflfnulated for all badged personnel betusen 790401-16 is 
60 015 

SLOBDDIEN.H J Region li Ph 1 ladelph ia» Office of the Director 
79/04/16 Ip 


7907020148 Lists revieu consideration for plants nearing OL decision 
date including operator 1 icensing ■ administrative controls< 

OAj initial test programs t technical qualifications 
SKOVHQLTiD Quality Assurance Branch 79/04/17 2pp 


7907050023 Requests NRC repts re cause of recent TMI incident If info 
ui thheldf requests specific exemptions ic appeal procedures 
HATLINOfJ Affiliation Unknouin 79/04/17 Ip 


7904270421 Advises that compilation of analyses of 790322 & 0410 
primary coolant samples uere sent to R Mattson «t site 
Forwards text revision of compilation unchanged table 
MIRAOLlAiF J Office of Nuclear Reactor Regulation 79/04/lB 5pp 


7909020115 Forwards requested Info re calculation of radiation dose 
rates due to piping In sys filled le/diluted secondary water 
HlRAOLIAiF J Technical & Administrative Support Drench 

79/04/18 3pp 


7903030130 Forwards info requested on 790404 re radiological 
consequences of placing steam generator D in operation in 
steaming mode 

HTRAOLlAfF J Technical Administrative Support Branch 

79/04/lB 4pp. 


7907100026 Forwards list of pros tc cons re opening of valve DHR-DHR6 to 
obtain containment water level readings « 

AVCQCKpM Office of Nuclear Reactor Regulation 79/04/18 2pp 


7907100039 Forwards calculations of radiation dose rates resulting from 
piping in sys filled w/diluted secondary waters per E Adensam 
790414 request 

MIRAOLIAjF j Office of Nuclear Reactor Regulation 79/04/16 3pp 


790S070092 Forwards evaluation of alternate cooling sys for steam 
generators 

AYCOCKpM Office of Nuclear Reactor Regulation 79/04/19 I7pp 


7907020158 “7111-2 Orounduater Study " 

NICHOLSONpT 61 te Safety Standards Branch 79/04/19 23pp 


7907020442 Submits list of BteVJ licensees who have provided Info on 
presturlxer level instrumentation Pressurlxer level info 
request list end 

BHEMANSKIjP Division of Project Management 79/04/19 2pp 


7907100031 Forwards general comments & questions on alternate cooling 
sysp prepared by NRC 

AYCOCKj M Office of Nuclear Reactor Regulation 79/04/19 20pp 


7905040159 Forwards memo describing NRC actions resulting from 
TMI-2 Incident Requests review for accuracy & info on budget 
needs Comments sought by 790425 

OOBSlCKiL V Office of the Executive Director for Operations 
79/04/20. Ip 


"—7905040162 Dticribif NRC actions taken since TMI-2 incident 
Categorizes actions into site supper ti Investigatlvei NRC 
rtsponst tmprovementi technical & ml see 1 Laneout activities 
0D881CK. L, V Office of the Executlva Director for Operations 
79/04/20. I2pp, 


7907D20155 Bubmlts estimated low level trajectories originating from 
Middletowni PA for period 79032B-0404 

TELEQADASi K Commerce* Dep t of* National Oceanographic Atmospheric 
Adminstration 79/04/23 33pp 


7907120710 Confirms arrangements to transport three charcoel filters 
from Harrisborgr PA to Columbus* QH via PA Air Natl Guard. 

ODSSICKi L. V. Office of the Executive Director for Operations, 
79/04/23. ip. 


7907250449 Forwards FOIA request from J Danielson* American Friends 
Sve Committee. 

lilTKUSrR J Environmental Protection Agency. 79/04/23, Ip 


*--7907250450 FOIA request for daily briefing papers 4< repts re emission 
data on particulate matter fc gamma radiation at TMI for 
790328-29 

DANIELSON* J American Friends Service Committee, 79/04/06, ip 


7907050406 Provides notes tt comments r« effects of TMI incident on 
local population Discusses study of incident Info 
partially withheld home phone numbers (ref FOIA Exemption 
6 > 

OOLDSHITHi R Office of Standards Development 79/04/24 I6pp 


79071002B1 Forwards Info re dose rate at top of containment dome* per 
0 Chipman request 

KIRA<}LIA*F J Office of Nuclear Reactor Regulation 79/04/28 3pp 


7907190112 FOIA request for records It documents relating to TMI 
meetings between util representatives & NRC 
KRANISHi A Trends Pub 1 ishlng* Inc 79/04/24 Ip 


7906200420 Provides info re activities while at TMI-2. for 790330-0411 
Critical of duplication of effort between IE & Dfc of 
Nuclear Reator Regulation 

DYER* J A Region 2* Atlanta* Reactor Construction Engineering 

Support Branch 79/04/26 Spp 


7907190259 FOIA request for documents transmitted to NBC re nuclear 
reactor incident at TNI 

NEI83* E R Sheldon* Harmon 1* Rolsman 79/04/26 Ip 


7905230310 Forwards listing of ongoing St planned NRC actions re 
TMI incident 

G0B8ICK*L V Office of the Executive Director for Operations 
79/04/27 20pp 


7907090430 Forwards procedure for badglng of NRC personnel 
BMITHiO H Region I* Philadelphia* Office of the Director 
79/04/28. 4pp 


7907100045 Forwards summaries 6 plots of thermocouple temp b time at 
time of reactor core performance 2A trip Info covers 
period from 49 minutes before to 170 minutes after 2A trip 
WEIBER*J L General Public Utilities 79/04/20 54pp 


7907110390 "Improving Regulatory Effectiveness in Federal/Btate Siting 
Actions State Regulatory Activity Involved in Need for 
Power*" prepared by Cox*Langford Drown 

NAS3IKA8, T N Office of State Programs NUREO-0197 79/04/30 
SBpp Available at NT18 44 SO 


7907050030 FOIA request for info re dosimeter readings taken at 
eampling sites in vicinity of THI from 790325 to present 
N0LF80N*J L Nashlngton Univ 79/05/01 Ip 


7905230296 Discusses TMt-2 startup range counts from D{gamma*ml 
reactions in downcomer region rather than from normal source 
multiplication in core 

RICHIN08*H Core Performance Drench 79/05/02 2pp 


7906200393 Provides Info re activities while at THl-2i for 790412-27 
Procedures U calculations should be examined before using 
sample results for health physics activities 

BRQNN*R. A Region 2* Atlanta* Fuel Facility S* Materials Safety 

Branch 79/05/03 Ip 


7907260483 Responds to requests re status of hydrogen instrumentation 
for typical OL applications U/tables & illustrating data 
BUTLER* U R Containment Systems Branch 79/05/03. Spp 

7907190097 FOIA request for documents U other records produced by IE re 
TMI accident 

WEIBB* E. R Sheldon* Harmon Rolsman 79/05/04 6pp. 


7907190125 FOIA request for all info rs TMI accident 
ELKINSiB.T Affiliation Unknown 79/05/00, Ip. 


7906290303 Provides summary of activities while assigned to TMI-2 site, 
RUHLMANiH A Region 2* Atlenta* Reactor Operations Nuclear 

Support Branch 79/05/09. Ip 


7907020137 FOIA request for transcripts of Interviews w/utll personnel 
on 7906320-31 

TAYLOR* R E The Evening U Sunday Bulletin* Phi ledelphia* PA 
79/05/09 Ip, 


7907090450 Forwards rept of Bubcommlttee on Long-Term Effects of TMI* 
presented on 790510 by D Okrent* ACR8 U/o end. 

MGCRELEBBrT G ACRB - Advisory Committee on Reactor Safeguards 
79/05/10 2pp 


7906250325 Forwards Amends 30 S* 43 to Licenses DPR-24 U DPR-27* 
respectively* safety evaluation & notice of issuance it 
availability. 

8CHWENCER*A Operating Reactors Branch 1 (Pre 790625) 79/05/11, 

2pp 
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— 7q0i22032i> A-arniJi 30 4 43 tg Lic«nni DPR-24 4 DPR-27* rupectiva 1 
of in j cc 1 1 Dn< f t /i t i np opening 

lejtc for prfkiurxifr pcwir optratti! rtllff valv»» t< 
eodifv^^S pourr »uppli*i 

SC^fWENCEB A QptrAtitg Rfactors Branch 1 (Pr« 770625) 

79/OS/n >4pp 


-'79C&250327 Saftty fvaluatton supporting Amandf SB 4 43 to Llcanita 
DPfi-24 4 DPR-27, Tf iprctlvf ly 

£CHWEKC£R/A Optratinj ficactorf Branch 1 (Pra 790625) 

79/05/n 5pp 


^''7906250329 Notict of lituanci 4 availability of Amandt 38 4 43 to 
Licflnttf CPR'S4 4 DPR’'27> rttpactlvf )y 

5CHWHNCER A Optrating Rtactort Branch t (Prt 790625) 

79/05/n 2pp 


7907060029 Act racr-lpt of 770914 Ur roqueotlng Info on TNI incident 
Forward! NUReQ'-0557. NURE0-0S60 S. Interim Sequence of 
Operating Events W/o end 

HATTSQNiR J Division oF Systems Safety 79/05/30 Ip 


— 7907060026 Req.ue8ts info re accident at THI 
CHIPASANTA.K Thailand 79/05/14 3pp 


7907090465 Forwards monthly rapt for Apr 1979 prepared by 
Ichthyological Associlncire nonradlolog leal aquatic 
(c water quality for Susquehanna River 

HICKEY. C R Environmental Specialists flranch 79/09/30 2pp 


— 7907090469 Aquatic study monthly rept for Apr 1979 

HAROACCIjOA Ichthyological Assoc latas. Inc 79/04/30 21pp 


7707090496 Suffitiary of 770510 oeitlng w/NRC Comfflist loners re TMI 
activttiri Forjards fu/rmary of HRC mgt activities re T«1 
DATES A ACRS - Advisory Consitts# on Reactor Safeguards 79/05/U 

6pp 


7907100154 notifies that transcripts of President's Commission hearings 
can be purchased from Daily Verbatim Reporters 
FITZOERALD.J A Office of the Oeneral Counsel 79/09/30 Ip 


7706590389 Prgi/ides requested sunmary of activities while assigned to 
THl-a site 

MONTCOMERV D M Region 2, Atlanta. Fuel Facility i Materials 

Baffty Branch 79/09/14 Ip 


79C7200243 Renews FOIA request for Identities of oftrators at TMI & 
specifically for test scores of C Faust. E Frederiek.K Bryan 
U BQ &«lth 

gCHA/HE.R CBS News. CBS. Inc 79/05/14 ip 


79362703e6 Provides suraflary o# activities while assigned to TMI-2 site 
Comments on lieeniea b NRC operations 

PEERYiW W Region 2, Atlanta. Fuel Facility b Materials Bafetu 

Branch 77/05/15 2p9 ^ 


7906270401 Provides summary of activities while assigned to TMl-2 site 
Comaents on licensee b fWC operations 


7906270406 Provides summary of 
Comments On NRC operations 
JAPE.F Region 2. Atlanta. 

2pp 


activities while assigned 
Office of the Director 


to TMI-2 site 
79/05/16 


7906220115 Responds to request to arrange Nuclear Reactor Regulation 
in..i !!* ^^Uflng of foreign govt visitors on TMl-2 

Incident Lists pertinent agenda iteos 

HHLTEME9.C J Standard I nt ion Branch 77/05/17 2pp 

7707090455 Notiflei that special press facilities will not b# 
W05/IB ‘ Advisory Committee on Reactor Safaguards 


7706200912 Subajts item for possible use in daily rapt re death of 
"vJSsJa l, ‘‘ OfHc, of th, Dlr.cior 


it ‘’i 

Sp,**"”" '■ OfHt. 0. th. Bir.ctor 


7907100270 Forwards visual aids for meeting re licensee performance 
e Commission 79/05/30 22pp 


7907100277 Notifies that AR Power t Light Co has performed Immediate 
actions re NRC 790517 order Operating restrictions may he 
removid 

DENTDN.H R Office of Nuclear Reactor Regulation. 79/05/30. Ip 


"—7907100288 Draft Ur notifying of satisfactory completion of immediate 
actions required by NRC 790517 order Operating restrictions 
may be removed Modified Tech Specs must be submitted. 

DENTON. H R Office of Nuclear Reactor Regulation. 79/03/30 4pp 


■7907100292 Draft SER AR Power 8. Light Co has performed immediate 
actions required by NRC 790517 order 

• Office of Nuclear Reactor Regulation 79/05/30 i4pp 


-7907100304 Draft notice announcing that AR Rower it Light Co hat 
satisfactorily completed actions required by NRC 790517 
order Operating restrictions may be removed 

REID. R W Operating Reactors Branch 4 <Pre 790625) 79/05/30 


T stinn af i PC i dent, i nc I ud ing summary 

tasll by if^ ^ H«ting sorting 

79%5/31^''^3epp*'^‘'® **** Executive Director for Operations 


oummary wr w/w 5 .h. u-t i 

.*'**’'»'•** Task Force on TMl-2 
MATTSON. R J Division of Systems Safety 


not. t ny n»u s e in 






79/05/31 9pp. 


7907190325 Summary of 790521 meeting w/Exxon re role In TMI-related 
operating plants Touted 

HANE.H F Standardisation Branch. 79/05/31 4pp 


radioactive water accumulated during TMI-2 incident W/o“ 


HICKEY. C R Division of Sit# 
79/06/01 3pp 


Safety b Environmental Analysis 


KATT50N. R J Division of Systeas Safety 


design of pressurised 
79/05/25 Ip 


— 7907030J37 Forwards 79042 
REINWTM.OW Diviiic 
79/05/21 Ip 


Itr from Up Brown for reply 
ef Riactor Construction Inspection 


X'f.e. Of th. O.n.r.l Coun.,j 79/OS/29 2pp 

n.i .o,„ 

F 5ch#in«ann b Q Millar *« stnior operators B Zewe. 

«S N,.,. c,S. ,„c IP 


79/O6/0I” ^ip *^‘''‘**‘**^ Safety it Environmental Anelysli. 

UDNO.R L OPU aervico Corp 79/06/01. ip 


REEO.P r, envlron,.nUl Eff.ct. Ri...rch Branch 79/06/04 


Bpp 




79/OB/lS 6pp. 
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7907160S19 Defcribvft ftatus of radioiodine air taraplor at 7M1 ai of 
7?09iQ One tamplar is currently in use 

REEDj P R Environmental Effect* Research Branch 79/06/04 tp 


7907110101 Gummary of 7909S4 hearing of House Committee on Interior It 
Insular Af f airs< Subcomml tte# on Energy Ii Envlroni overs ight 
hearing* re TMl 

ALDER MANt K AGRB " Advisory Committee on Reactor Safeguards 
79/06/09 2pp 


7907160316 Expresses pleasure for meeting u/PF Gustafson & IL Ad Hoc 
Oammittee Will be placed on mailing list re TMI documents 
HENDRiEtJ. H Commission 79/06/09 Ip 


--7907160329 Forwards IL Commission on Atomic Energy 790929 list of 
questions It topics re nuclear safety under consideration by 
Ad Hoc Committee on Nuclear Reactor Safety Ravieur 
QUSTAFSONrP F llllnoisi State of 79/09/30 3pp 


79070S0040 FOIA request for all Info re radioactive releases Into 
Susquehanna River as result of THI Incident 
THRUSHtJ, E Affiliation Unknotiin 79/06/06 ip 


7907130269 Discusses role of reactor operators li technical 
qualifications included in J Olshiniki 790609 memo re need 
of qualified eafety monitor 

KRUOj H E TMI-2 Lessons Learned Task Force 79/06/06 2pp 


790710^0402 Forwards memo re scope of NRC TMI-2 investigation^ 
professional staff assignments for NRC investigation Ic draft 
NRC policy statement by L Blckuiit 

CORNELL. E K NRC Three Mile Island Task Force 79/06/06 Ip 


— 7907130409 Draft memo re scope of NRC TMI-2 Investigation 

OftNSTEiNrH NRC Three Mile Island Task Force 79/09/21 3pp 


—7907130414 Lists task force assignments for NRC THI-2 Investigation 
CORNELL. E K . DEYOUNG . R NRC Three Mile Island Task Force 
79/06/01 2pp 


7907230429 FOlA request for reg guides re reactor safety. “Statutory 
Rept to Congress on Abnormal Occurrences.*' transcript of NRC 
Investigation of TMI Incident !< any relevant addl info re 
incident 

FILQCCO.N. I Waters. HcFherion. Hudx in k McNeill 79/06/06 2pp 


7907060131 Responds to FOtA request for documents l< communications re 
THI. Forwards “Title List - Publicly Available Documents - 
TMI Unit 2 - Docket 90-320“ it printout W/o end. 

FELTON. vl M Division of Rules and Records 79/06/07. ip 


7907130243 Ack receipt of suggestions concerning improvement of 
conditions at TMI-2. 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/06/07. 9pp 


7907160194 Describes contect w/R Ritxmann re H3 It 02 generation in TMI 
vassal It w/J Proctor on effect of H2 explosion on vessel 
integrity 

LEVINE. 9. Office of Nuclear Regulatory Research 79/06/07 Ip. 


7907120692 Forwards IE 790331 memo soliciting questions It topics for IE 
investigation of TMJ-2 incident. 

aCRQOGINS. R M Administrative and Resource Control Staff. 

79/06/00 Ip 


— 7907120690 Forwards 790420 memo describing IE TMI investigation It 
roquists questions It Info needs within its scope which 
shauld be pursued, 

DAS/18. J 0 Office of Inspection V Enforcement. 79/09/31 2pp 


7907030097 Responds to 790922 request for NRC plan for response to 
TMl-type emergency It summary of NRC actions re TMI incldant. 

W/o end 

OOBSICK.L, V NRC Three Mile Island Tatk Forca 79/06/ii. 2pp 


7907120743 Submita rept of ac tlvities. obaervationa It opinions re TNl-2 
acc i d ent. Rept to Preetdent's Commisalon end 

BRODSKY. A. Occupational Health Standards Branch. 79/06/il. 7pp. 


7907130261 Notifies that AGT Aaaoc iatesi Inc proposal. ’*Thaoriai of 
Atlon at TMI. '* doaa not meat criteria outlined in HE Colaman 
790611 memo Funding should be rejected 

CORNELL. E.K. NRC Three Mila Island Task Force 79/06/12. Ip 


7907130303 Bummary of 790604 TMI-2 Task Force meeting irt Washington. DC 
to ditcutt praaant It future role of Div of Reactor Research 
In waki of incident 

MATTSON. R.J Division of By stems Safety. 79/06/12. 6pp. 


7907020216 Notifies that interim requests for TMt-2 data should be made 
on end Data Request Form 

0L6HIN8KI.0 A TMI-2 Lessons Learned Task Force 79/06/13 2pp 


7907160349 Forwards chronological summary of significant precursor 
events re TMl-2 incident 

HEDDON. F NRC Three Mile Island Task Force 79/06/13 6pp 


7907100057 Notifies of lesson learned from TMI event NRC action 
updated F6AR should be implemented at toon as possible 
GRIMES. D K Assistant Director for Engineers !< Projects (Pre 
790625) 79/06/14 Ip 


7907100051 Forwards info re monitoring for radloiodlne releases under 
emergency conditions L lack of readout capability by util, 
prepared by Lessons Learned Task Force 

MATIN. J A Accident Analysis Branch 79/06/19 29pp 


7907020163 Summary of 790619 mtating w/DOE In Germantown. hD re DOE 
involvement In TMl-2 accident response 

LYNCH, 0 D NRC Three Mile Island Task Force 79/06/10 2pp 


7907020064 Requests IE participation at 790625 matting w/full TMl-2 
Lessons Learned Task Force to discuss possible coordination 
It and draft paper on NRC incident response program 
MATTBQN.R J TMl-2 Lessons Learned Task Force 79/06/19 6pp 


7907160335 Discusses R Pollack 790619 request for list of personnel 
detailad to TMI special inquiry. JG Davit 790420 memo St NRC 
Press Release 79-104 announcing special Inquiry director 
CORNELL. E K NRC Three Mile Island Task Force 79/06/19 9pp 


7907160348 Requests cooperation tc designation of liaison re special 
inquiry into THI-2 event 

CORNELL. E K NRC Three Mile Island Tatk Force 79/06/19. Ip 


7907020136 Responds to 790509 request for transcripts of interviews w/ 
util personnel on 790328-31 Transcripts art available In 
NRC PDR 

FELTON.O M Division of Rules and Records 79/06/21 Ip 


7907090439 Forwards request from 8hituoka Public Health Leb of Japan 
for info re TMI incident 

LEVlNErS Office df Nuclear Regulatory Research 79/06/21 Ip 


—7907090437 Request by Shitooka Public Health Lab for Info re TMl 
incident 

I8HIWATA. T Japan 79/06/21. 2pp 


7907020185 IE Info Notice 79-16. “Nuclear Incident at TMl “ 
* Office of Inspection It Enforcement 79/06/22. ip 


7907160176 Responds to 790902 1 tr proposing cooperation between 
agencies at TMl NRC will participate If EPA schedules t< 
conducts periodic briefing stialons for involved 
organtiatione 

HENDRIE. J. M. Commission 79/06/26 Ip 


— 7907160182 Discusses Importanca of cooperation of agencies to collect 
environ radiation data. Proposes weekly briefing in 
Harrisburg. PA where each agency would rept environ findings 
It hear rept on reactors. 

C08TLEf D M. Environmental Protection Agency. 79/05/02. 2pp. 


7907100123 Forwards requested rept “NRC Incident Response." Draft 2. 
dtd 790723 

GRIHEBrB.H Assistant Director for Engineers It Projects (Pre 
790629} 79/06/27 44pp. 


790710014a Notifies that briefing on Lessons Lierned status rept was 
held on 790629, Tatk force made recommendations for short 
term pending QL It CP that are near conclusions 

CHILK. 8 J Office of the Secretary of the Commission 79/06/27. 
Ip. 


7907090019 Responds to 790417 FOIA request for Info re cause of TMl 
incident. Forwards printout It list of available documents 
pertinent to request. 

FELTON. J.M. Division of Rules and Records 79/06/26, Ip. 


7907090027 Responds to 790901 FOIA request for Info re radiation dosage 
rate* at TMI Forwards “Titls List - Publicly Available 
Documents - TMI Unit 2 - Docket 90-320“ It printouts 
Identifying records pertinent to request 

FELTON. J.M Division of Rules and Records 79/06/28. Ip. 
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770705D035 R««{iond« to 790606 FQIA rtquait for info r» radioactiva 
ralaaici into SooqoBhanna Rivar a» rasult of TiNT Incidant 
Forwardt prlntouti it li«t of available documenfcE pertinent 
to peqiratt 

FELT0N< vl H Divielon o# Rule* and Record* 79/06/2B Ip 


7907050045 Respond* to 790415 FOIA request re public statement* Sc 
testiflionti by officials Ic tranicrlpts relatinq to NRC 
response to TMI incident FoTU<ards list of documents 
available In FOR 

F£LT0Nc J M Division of Rules anif Records. 79/06/28 Ip 


7907050379 Submits shoTt'-term mods/actians to be taken prior to 
startup Recertification of TflI-1 operators raquested from 
NRC, Long'^term mods b accomplishment of addl Items tui 1 1 be 
undertaten Description of mods encl 

KERDEINiJ 0 Metropolitan Edison Co 79/06/28 6pp 


7907120737 Submits rapt on penetration availability for monitoring 
reactor pressure U level u/lnstrumcnts outside containment. 
MIRAQLIA.F J WRC Three Mile Island Task Force. 79/06/2B. 7pp 


7907190260 Recommend* relative rellabilltg evaluation of BtiU plant 
auxiliary feed^iater syi Requests notification of intention 
to adopt recommendation 

MATTSOMjR J Division of Systems Safetg^ 79/06/20 Ip 


7907230324 Summary of 790621 meeting u/uifl in Bathesda»MD re energencij 
ftfduater igs reliability 

CAPRAiR. A Division of Project Management 79/06/26 7pp 


^060331 Responds to 790531 request Submits sdied-ule for completion 
‘ long-term mods to feeduater eys described in Section 11 
‘ 790517 order. 

lIKBl-EtD C Arkansas Power ^ Light Co 79/06/29 2pp 


'150784 Riiponds to 790413 request for dally release data for al! 
isaoiis it liquid radioactive isotopes for TMI Foruards 
Title Llstj Publ i cly Available Documants* TM!-2r Doc ket 
iO-32(7" It printout Indicating relevant documents. U/o encl 
FELT ON < J M Division of Rules and Record*. 79/06/39 ip 


7907190248 Response to FOIA request for safety Imps made just prior to 
790320 Forwards IE Insp Repts 50-289/79-08 & 50-320/79-07 
H/o end 

PELT0N»%1M Division of Rules and Racord* 79/06/29. 12pp 


7907230170 Foruards 790425 memo re production of hydrogen 6 oxygen in 
RGB after accident at TMI-2 
HENDRiErJ M Commission 79/07/05 Ip 


— 7907230174 Olscuises results of analyses St evaluotlon* performed by 
Containment 8yt Branch for several containment-related 
issues In support of Incident response team Primary concern 
potential source* L rates of hydrogen 6 oxygen production 
SUTLER* U. R Containment Systems Branch 79/04/25 39pp 


7907190669 Respond* to FOIA 790404 request for document* It 
communications re TMI. Foruards "Title List<Publlcly 
Available Documents^ TMl-2i Doc ket 50-320" It printout of 
records subj to request W/o end 

FELTON. J M Division of Rules and Records 79/07/06 Ip 


7907190731 Respond* to FOIA request for communications between TMI 
personnel Ic NRC.batuean various NRC ofci It for tog books of 
licensing ic operating project managers for TMI 
FELTON*^ M Division of Rule* and Record* 79/07/06 2pp 


7907190803 Respond* to FOIA request for NRC Annual Rept 1970, recent NRC 
Studies of TMI rapt indicating methods to cool down TMI core 
6 environ Impact studies of Indian Point facility 6 
Brookhaven Natl Lab. Forwards 1978 NRC Annual Rept, N/o end 
FELTON, J M. Division of Rule* and Records 79/07/06 Ip 


7907190264 Responds to FOIA request for documents transmitted to NSC re 
THJ incident None located 

FELTON, J H. Division of Rules and Records 79/07/10 Ip 


7907200226 Bupplementf 790424 response to FOIA request for test scores 
of reactor operators licensed for TMI Request of 790410 
sought Inclusion of exam questions l< responses Records 
placed In PDR Names withheld iref FOIA Exemption 6} 

FELTON, J M Division of Rule* and Records 79/07/11 2pp 


7907260700 Forwards 790S22 itr summariiing work done re contingency 
planning of TMI-2 using MARCH It CORRAL codes 
MATTBON, R J. Division of ayitem* Safety 79/07/11 Ip 


— 79072607 U Forward* "MARCH/CORRAL Analysts of Hypothetical Meltdown 
Scanarlos for Contingency Planning " Performed on quick 
response basis for NRC re TMI accident 

DENNIKOt R 8 Dattells Memorial Instltutot Columbus Laboratories 
79/05/2Sf Ip 


7907250438 Responds to 790406 FOIA request for emission, data on 
particulate matter L gamma radiation at TMI for 790329-29 
Forwards *"1111* List. Publ i c ly Available Documentsp TMI^Sr 
Docket 90-320" l< printouts indicating relevant documents 
FELTONixiH Division of Rule* and Records 79/06/29 Ip 


7300469 Forverds benchmark calculations BLN computer model for 
enchmarking ha* several deficiencies All calculations point 
0 leakage in addition to that through stuck gouer operated 
ellef valve. Addl benchmark analysis is necessary 
HiLLlPSiL Analysis Branch 79/06/29 15pp 


>7190291 Oescribea evolution of TMI-2 OL 

>ENTON^H R Office of Nuclear Reactor Regulation 79/07/02 7pp. 


17190304 Proposes plans re containment entry it subsequent cteenup 
iuggests observation of containment debrift insulation matls, 
onteinment liner, water level on floor L paint peeling. 

)ENL8EiR P Assistant Director for Reactor Safety. 79/07/02. Ip 


—7907260716 "MARCH/CQRRAL Analysis of Hypothetical Meltdown Scinario* 
for Contingency Planning *' 

NODTQN.R Q . KURTH, R E . CYBULBKIS, P Batts 11 e Memorial Institute, 
Columbus Leboratories 79/05/22 7pp 


— 7907260721 Requests Battel le memo dtd between 790320-0427 re steam 
esplosion potential in event of core or fuel meltdown during 
TMl-2 accident 

WEBBiR. E. Affiliation Unknown. 79/06/12 Ip 


7907300377 Responds to 790627 raquast Foruards preliminary evaluation 
of 79D306 turbine averspeed trip Sys behavior Is 
predictable up to 5 5 minutes into event 
SHERON.B.W Analysis Branch. 79/07/11. 5pp. 


7907250448 Responds to 790606 FOIA request for reg guides, NRC abnormal 
occurrence rept to Congress re TMI, transcripts of proceeding 
li other records Foruards rag guide* Rept tn Congress not 
final 1 led. Forwards printout lists of disclosed TNI info 
FELTON, J.K. Division of Rules and Records 79/07/13 2pp 


^07190107 Responds to 790424 request far records re TMI meetings 
between util L NRC Forwards ''Title Li st. Pub 1 iely Available 
Documents, TMI-2, Docket 30-320" L printouts Indicafcinjj 
relevant documents N/o end 

FELTON, vi H Division of Rules and Records 79/07/03 Ip 


7907190115 Responds to 790SOB request for all info re THI accident. 
Forwards ''Title Lis t, Pub 1 i cly Available Doc ument s, THT‘'2, 

Docket SO-SBO" It printouts Identifying records >ubj to 
request It available In FDR N/o end. 

FELTON, J.M Division of Rules and Records 79-/07/03 ip 


7907100107 Diagrams of parts of TMf electrical sys, including condensate 
booster pvaip, reactor coolant li control switch development 
6EBBAPIA000A. R dersey Central Power St Light Co 79/07/14. Spp 


7907230626 F'orwards third Interim rept ra TNl-2 incident on 
790328 

HERBEINiJ. 0 Metropolitan Edison Co. 79/07/16. Ip 


— 7907230633 Third Interim rept on TMI-2 incident, w/expanded version of 
sequence of events submitted 790515 
* Mitropolltan Edison Co 79/07/16 204pp. 


7907190141 Raspondi to 790412 request for all info re TMI Incident. 
Forwards "TUI# List, Publicly Available Documents, TMI “2^i 
Docket 50-330" L printouts Identifying records subj to 
request L avi liable in POR, N/o and 

FELTON, tiM. Division of Rules and Records, 79/07/03 Ip 


7907310064 Forwards NiiREO-0570, "TMI-2 Lessor* Learned Task Force 
Btattis Rapt L Short-Term Recommendations " Recommends 
Immeillata implementation through Issuance of licensing 
position, 

MATTSON, R.O TMI-2 Lessons Learned Task Force. 79/07/18. 3pp 


7707300464 Forwards THI Run 106, analyst* of first 2t 550-s of transient 
Calculation* to b* continued after reactor coolant pumps 
tripped off li heatup phase of accident started. 

BEML1N6, 8 R EO I, 0, Inc. 79/07/03 7pp 


— 7907310071 "TMI-E Lesson* Learned Task Fore# Status Rept L Bhort-Torax 
Recommaridations " 

# TMl-a Lessons Learned Task Force NUREO-0578. 79/07/31, 9app. 
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7707270162 ParM^ard* form Itr to D&U operating plantt re revised 
operating guidelines In event of engineered safety features 
sys actuation caused by lou reactor coolant pressure 
OEieSLER. 0 0. Babcock k tiilcox Co 79/07/20 2pp 


7707270269 Forwards "Preliminary Annotated Sequence of Eventsi 
790329-0430" for TNl-2 incident. 

KERBEIM<JO Metropolitan Edison Co 79/07/20 Ip 


— 7907270275 “Preliminary l9nonatad Sequence of Events* 790329-0430** 
for TMI-2 incident 

« Metropolitan Edison Co 79/07/20 9pp 


7907260442 Submits comments on environ quel if ication/ Instrumentation to 
monitor course of accident b emergency response NRC should 
evaluate ability to predict conditions inside containemt 
ECHOLLiR F Electric* Instrumentation b Control Systems Branch 

79/07/25 9pp 


— 7907260449 Requests that NRC consider Instituting network of teletype 
facilities between each plant b regional NRC ofc 

LASHER* D R Electric* Instrumentation b Control Systems Branch 

79/O5/0i Ip 


— 7907260453 Submits page from IAEA Safety Guide D8 re Class 2E 
principles b requirements 

HANAUER*8 N. Assistant Director for Plant Systems 79/04/10 

2pp 


— 7907260456 Summariies IAEA 790122-0202 meetings In London b Vienna to 
complete review of Technclal Review Committee comments on 
Safety Guide OS b prepare revision to 08 
UENZINGER*E C Plant Systems Branch. 79/04/04 7pp 


— 7907260466 Discusses "organ pipe" method for monitoring of pressure 
vassel water level 

ROSENTHAL. J E Plant Systems Branch 79/05/02 ip 


Q Inspection reports* IE Bulletins b correspondence 


7907020337 IE Bulletin 79-06. "Review of Dperational Errors b Syt 
Mllta 1 1 gnments Identified During TNI " Draft Transmittal 
ltr» end 

» Office of Inspection b Enforcement 79/04/11 lOpp 


7907120746 "Form NRC-766 Statistical Data Audit Repti 
Apr 1973-May 1979 " 

e Office of IbE* Executive Officer for Management b Analysis 
79/04/11 SOOpp 


7907020279 Summary of 790411 meeting w/Westlnghouse in 0ethetda»MD to 
discuss corrective actione for Nestlnghouse NBS9 plants* as 
result of TMI incident Forwards IE Bulletin 79-05A 
ROSSfD F Division of Project Management. 79/04/12 6pp. 


7904270123 Forwards IE Bulletin 79-08* "Events Relevant to BNRs 
Identified During TMI Incident" b draft Itrs to licensees 
HOSELEV. N C Division of Reactor Operations Inspections 79/04/14 
4pp. 


7906290493 Responds to IE Bulletin 79-08 Forwards Info r# ravlew of TMI 
incident Existing line isolation not important to ECC8 
injaction 

REEDiC Commonwealth Edison Co 79/04/27 22pp. 


79-07190237 FOIA request for records of two ppelncident federal safaty 
inips b findings after incident 
nElN8MA*R M. Affiliation Unknown 79/05/04. Ip 


7907100322 Bubmits summary of discussion w/Ja Greswell re safety 
concerns influenced by TMI incident. Requests review of 
concerns by Ofc of Nucliar Rsactor Regulation b update of 
status or resolution 

BftVANi a-E Division of Reactor Operations Inspections 79/05/17 

2pp. 


7907030037 Forwards IE Info Notics 79-13* "Indication of Low Mater 
Level In Oyster Crssk Reactor. " No action required. 

QRlERiS.H Region 1* Philadelphia* Office of the Director 
79/05/29 Ip 


7907100312 Forwards Bryan 790517 memo re potential safety concerns. 
Requests evaluation b response 

MOSELEY* N G, Division of Reactor Operations Inspections 79/09/29 

Ip. 


— 7907100322 Submits summary of discussion u/JS Greswell re safety 
concerns in light of TMI inc ident, Requests review by Ofc 
of Nuclear Reactor Regulation b update of status. 

BRYAN* 8. E Division of Raactor Opirations Inspections. 79/09/17 

2pp. 


7907200108 Forwards IE Bulletin 79-12. "Short Period Scrams at DWR 
Facilities " No action required 

GRIERfD K Region 1* Philadelphia* Office of the Director 
79/05/31 ip 


7907190062 Forwards suppl IE Bulletin 79-OJA* "Environ Qualification of 
Glass IE equipment (Deficiencies in Environ Qual 1 f Ication of 
A8C0 Solenoid Valves) " Action required 

GRtER*B H Region l« Phi ladelph la* Office of the Director 
79/06/06 Ip 


7907060103 Forwards IE Info Notice 79-15* "Deficient Procedures," No 
action required 

GRIER*3 H Region 1* Philadelphia* Office of the Director 
79/06/07 Ip 


7907130396 Forwards list of IE Insp rept items for Aug 1977-Fsb 1979 
Requests Identification of Items relevant to Inquiry group 
tasks Response requested by 790615 

PARLER*W NRC Three Mile Island Task Force 79/06/07 7pp 


79071 L0510 Ack receipt of 790208 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Reps 9O-209/7B-25 b 
50-320/70-38 

CARLSON* R T Region 1* Philadelphia* Reactor Construction b 

Engineering Support Branch 79/06/08 Ip 


—7907110521 Responds to NRC 790117 Itr re violations noted in lE Imp 
Repts 50-289/70-25 b 50-320/79-30 Corrective actions 
soldering Iron was unplugged b cardboard boxes were removed 
from cable spreading room 

HERBEIN. J. 0 Metropolitan Edison Co 79/02/08 4pp 


—7907110529 Forwards IE Insp Repts 50-289/78-29 b 50-320/73-30 on 
781212-15 b notice of violation 

CARL8-DN*R.T Region 1* Philadelphia* Reactor Construction b 

Engineering Support Branch 79/01/17 2pp 


— 7907110538 Notice of violation from insp on 701212-19 

e Region 1* Philadelphia. Reactor Construction b Englntering 
Support Branch 79/01/19 2pp 


— 79071 10S42 1C Imp Repts 90-289/70-25 b 50-320/78-38 on 791212-15. 
Noncompl lance noted failure' to control combustlb Its. failure 
to fully implement procedures b failure to Implement 8ER 
commitment 

GAGE. L.W « £SNETER*8 D Region li Philadelphia* Reactor 

Construction b Engineering Support Branch. 79/01/15 9pp 


7907130352 Lluts IE imp repts relevant to TMI-2 Task Force 
Investigation 

MIRAOLIA*F J NRC Three Mile Island Task Force 79/06/13. Ip 


7907180B54 Notifies that response to IE Bulletin 79-OlA will be 
forwarded 790712 More time is needed for preparation of 

resp onse 

HERBEINiJ Q MstropoUten Edison Co 79/06/19 Ip 


7907020119 aummarlies 790410 discussion of IE Bulletin 79-09A 
w/R Woodruff Action should be taken for other PMRs Operating 
procedures for transients I lited. Discusses override of 
engineered safety feature Forwards Bulletin. 

R088*D F. Division of Project Management 79/06/16. 4pp. 


—7907020124 IE Bulletin 79-09A* "Nuclear Accident at TMI - Suppl " 
# Office of Inipectlon b Enforcement, 79/04/09 llpp 


7907110370 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Between Assembly b Reactor Upper Grid 
Plate, " 

GRIER* B.H Region 1* ph 1 Udelphle* Office of th« Director. 
79/06/20 Ip 


7907230677 Forwards IE Bulletin 79-02* Revision 1* "Pipe Support Beie 
Plata Design* Using Concrete Expansion Anchor Dolts " 

Action required 

GRIER*B H Region 1* Philadelphia* Office of the Director 
79/06/21 Ip 


7907240194 Forwards IE Circular 79-09* "OccuTrentet of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required. 

GRIERiB. H Region 1* Phi ladilphle* Office of the Director. 
79/06/23 ip. 


7907130369 Forwards IE Bulletin 79-13* "Cracking in Feedwater Qys 
Piping.’* No action required, 

GRIER* B H, Region 1* Philadelphia* Office of the Director 
79/06/25. ip. 
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79070i0i<?0 FDruwrd* IE ClrcuUr 79“lO. ''PI pt Pitt Inj* MPg Prom 
Uii«cc tptab 1 » Matl “ action raiiuircd 

ORTERtB H Region Ij Philadelphia. OPPlCfr oP the Director 
79/0<>/2& Ip 


7907170153 PN0'^79“67AM eummarv oP info re nuclear incident, at of 
790709 Dctcribei operational (< environ statue, Mlghett incore 
ttiermocoup le temp indication uat 270 F. 

THQhPSONrD . PAULUS.R Office of Inspection & Enforcement 
79/07/09 Spp 


79O7ISOI1I5 Foruardt IE Circular 79”10. "Potential Dietel Generator 
Turbocharger Problem " No action required 

ORIERiB H Region I, Ph 1 ladelpltiaT Office of the director 
79/06/23 Ip 


7907170088 Responds to 790504 request for documerti C« other records 
produced by IE re Till Forwards "Title LI st. Publi clu 
Available Document s 1 THt-2. Doc let 50-320*' Ic printout 
indicating relevant documents U/o end 

FELTQNiJ.M Division of Rules and Records 79/06/29 ip 


790731050S Foruarde IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors." Ns action required 
ORIERiB H Region 1. Philadelphia. Office of the Director 
79/07/16 Ip 


7907240340 PND'^7?-67AX summary of info re nuclear incident as of 
790717 Describes operational environ status Highest Incoro 
thermoeoup 1« temp indication 269 F Environ radiotion levels 
conslitent u/background 

PAULUa.R C < OOUER.O. C Office of Inspection t. Enforcement 
79/07/17 2pp 


T Hearing transcripts on non-anti trust matters 


7907120729 Transcript of 790410 press conference in Middletown. PA Pp 
1-23 

ODTCHV.R nivislon pf Site Safety & Environmental Analysis 
79/04/10 2app ^ 


R. Periodic operating reports related correspondence 


7907100228 ForuaVds aquatic study monthly repts for Jan. Feb tt Mar 1979 
in response to 790418 telcon 

NARDACClfO A Icbthyalog 1 cal Assoc iates. Inc 79/05/01, ip 


—7907100836 Aquatic itudy monthly rept for Jan 1979 
e Metropolitan Edison Co, 79/01/31 13pp. 


— 7907100244 Aquatic study monthly rept for Feb 1979 
* Hetropolitari Edison Co 79/02/88 14pp 


7907180085 Transcript of 790429 meeting of President's Commission on 
Accident at TMl Ifl Washington. DC Pp 1-56 

KEMENY.J I BABBITT. B . HAOOERTV. P President's Commission on the 
Accident at Three Mile Island 79/04/25 SSpp 


7907180077 Transcript of 790426 meeting of President's Commission on 
Accident et TM! In Washington. DC Pp 1-253 

KEMEWy.J, . BABBITT. B. I HAOOERTV. P President's CommlsslDn on the 
Accident at Three Mile Island 79/04/26 2S4pp 


790718D092 Transcript of 790427 meeting of President's Commission on 
Accident at TMI in Washington. DC Pp 1-73 

KEMENV.J, , BABBITT. D 1 HAOOEHTY. P Prsiident's Commission on the 
Accident at Three Mile Islend 79/04/27 74pp 


— 790710025S Aquatic study monthly rept for Mar 1979. 
s Metropolitan Edison Co 79/03/31 21pp 

8. Reportebli accurrtncesi tERs l< related correspondence 


79071B0099 Cover sheet of transcript of 790317 second meeting of 
President's Commission on Accident at TMI in Midd letown. PA 
Pp 1-42 

e President's Commission on the Accident et Three Mile Island 
79/05/17 Ip 


'04130346 Forward! PN0-79-67P. 

EROELKENiR H Region 5> San Franc ltco« Office of the Director 
79/04/09. Ip 


7904160043 Forwards PN0-79-67a 

ENOELKEN.R H Region 5^ Ban Franc Iscoi Office of the Director 
79/04/10 Ip 


7905020827 Forward! PN0-79-67AF 

EM0ELKEN*R H Region S» Ben Pranciscot Office of the Director 
79/04/85 Ip 


7905020256 Forward! PiN0-79-67A0. 

ElIOELKENiR H Region Si. Ben Francisco* Office of the Director 
79/04/26. ip 


''907260641 Dlacusias LER trend 1, Study of high failure rates shown by 
LERi i! under way Methods exist for automatic detsetlon tc 
alarming of Incorrect valve, positions. Requirements for 
lafity syi status monitoring sys it being reconsidered. 

DENTON. H R, Office of Nuclear Reactor Regulation 79/05/15 3pp 


7907130328 Forward PNOs re TMI-2 Inc Ident. u/dally repts submitted by 
Region 1 since 79032 b N/o end. 

THOMPSONjD, Office of 1 h E Execiitive Officer for Operations 
Support 79/06/01 Ip, 


7907120637 Draft! of PNO 79-67 tc lupplf through 790604 (suppl AR) 
» Office of Inipection 81 Enforcement. 79/06/04. 84pp 


7907030I1B PM0-79-67AU' summary of info re nuclear Incident as of 
790626 Describss operational ti environ status. HI ghest inccri 
theraocouple tamp indication 267 F. 

PAULU8. R C Office of Inspection b Enforcement 79/06/86 2pp. 


7907180189 Notification of 790703 meeting u/NSSS vendors h A/Es in 
BethesdafhD to discuss impact of TMt on review schedules for 
itendardi I f tf designs undergoing review planned lor review 
KAKE. If. F. Standardisation Branch 79/06/28, Ip. 


7907120168 PK0-79-67AV“ summary of Info re nuclear incident as of 
790702. Oescrl bet plant status i environ status. Highest 
incore thermocouple temp indication Is 270 F. 

PAULUa. R. C. I THOMPSON. D. Office of Inspection U Enforcement 

79/07/02, 2pp 


7907180106 Transcript of 790519 morning session. second meeting of 
President's Commission on Accident at TMI in Middletown. PA 
Pp 1-152, 

KEMENV.J 0 . BABQITTfB.. HAGOERTY. P E President's Commission on the 
Accident at Three Mile Island 79/05/19 lS8pp 


— 7907tB0i09 Transcript of 790819 afternoon session. second meeting of 
President's Commission on Accident at TMI in Middletown. PA 
Pp 158a-346 

KEMENY. J O . BABBITT. B • HAGGERTY. P President's Commission on the 
Accident at Three Mile Island. 79/05/19. 35lpp. 


79071B0022 Transcript of 790530 third meeting of President's Commission 
on Accident at TMI in Wash Ington. DC Pp 1-210 

KEMENY.J 0 * OABBITT.B.. HAOOHRTYi P E President's Commission on the 
Accident at Three Kile Island 79/05/30. 210pp 


—7907160030 Transcript of H Dieekamp 790516 testimony before President's 
Commission on Accident at THl Pp 1-11. 

DIECKAHP.H M GPU aervice Corp 79/05/16. ilpp 


— 7907160034 Transcript of MM Creiti 790518 testimony before President's 
Commission on Accident at TNI Pp 1-6 
CREITZ.W. M Metropolitan Edison Co 79/05/lB 6pp. 


—7907180037 Transcript of JG Herbeln 790516 testimony before President's 
Commission on Accidsnt at TMI. Pp 1-4. 

HERBEIN. J <S, Metropolitan Edison Co 79/05/16, 5pp. 


—7907160041 Transcript of RC Arnold 790530 testimony before President's 
Commission en Accident et TMI Pp 1-4 
ARNOLD. R C. QPU Bervlee Corp, 79/05/30, 6pp. 


— 7907180046 Transcript of GP Miller 790518 testimony before President's 
Conuniitian on Accident at TMI, Pp i-S, 

MILLER. 0 F, Metropolitan Edison Co 79/05/18 6pp 


— 7907180055 Transcript of H Dieekamp 790423 testimony before Senate 
Subcommittee on Nuclear Regulation, Pp 1-21, 

DIECKAHP.H, M GPU 8trvlce Corp 79/04/23 22pp. 


7907180013 Transcript of 790531 afternoen sets iom th Ird meeting of 
President's Commlfsion on Accident et THI in Washington* DC. 

Pp 145-374. 

HEMENY.J.O. I BABBITT/B.. HAGGERTY* P E President's Commission on the 
Accident et three Mile Islend 79/05/31. 23pp. 
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7907100017 Transcript of 790S31 pross conference of President'* 
Gommlseian on Accident at TMI Pp 1~3S0 

KEHENVi J O President's Commission on the Accident at Throe Mile 
Island 79/05/31 330pp 


77071G0073 Transcript of 790031 morning sess Ion, th Ird mooting of 
Pros 1 dent '■f Commission on Accident at TMI In Wash ing ton, DC 
Pp 1-1A3 

KEME^^Y,J O , DADDITT,D . HAGGERTY, p E President's Commission on the 
Accident at Throe Milo Island 79/03/31 143pp 


7907100003 Transcript of 790601 morning sess Ion, th Ird meeting of 
President's Commission on Accident at TMI In Wash ing ton, DC 
Pp 1-177 

KEMENV, J Q , DADDlTTiD , HAGGERTY. P E President's Commission on the 
Accident at Throe Mile Island 79/06/01 179pp 


7907100010 Transcript of 790601 press conference w/Presidont 's 
Commission on Accident at TMI Pp 1~19 

KtMENYi J Q President's Commission on the Accident at Three Hilo 
Island 79/06/01 SOpp 


7907030D43 Follous up 790607 transmittal Forwards transcript of ACR8 
790601 meeting of TMI Ad Hoc Subcommittee W/o end 
CORNEtUrE. K NRC Three Mile Island Task Force 79/06/12 Ip 


79D7100OGS Forwards transcript of 790601 testimony of JM Hendrie 
proposed corrections made by UM Hendrie are marked on 
transcript & listed on correction sheets Transcript not 
enc 1 

FITZGERALD, vJ. A Office of the General Counsel 79/06/13 tp 


— 7907100007 errata to transcript of 790601 testimony of JM Hendrie 
boforo President's Commission Corrections made by JM 
Hendrie 

HENDRIE, J M Commission 79/06/13 3pp 


— 7907100092 Forwards transcript of 790601 testimony of JM Hendrie before 
President's Commission ra TMI Corrections may be submitted 
W/o enel 

JOROENBON;D President of UB 6 Executive Offices 79/06/07 Ip 


7707100122 Transcript of 790620 meeting In Wash Ington, DC to discuss NRC 
response to emergency requirements 

HENDRIE. J M , 01LINQKY,V , KENNEDY, R T Commission 79/06/20 
60pp 


■7907100130 Discusses NRC response to emergency requirements 
Commtsalan would meet quickly to make necessary assignments 
Qubmlis fixed agenda as starting* point for discussion 
ORADFORD, P A Commission 79/03/30 2pp 


7907100124 Transcript of 790621 NRC meeting re TMI radiological 
Si<tifanca Forwards operational log Visual aid S. briefing 
outline and 

HENDRIE, JM., OILINBKY, V , KENNEDY, R T. Commission 79/06/01 
lOOpp 


— 79071D0132 Forwards Interim radiological sequence of events as of 
790614 Sequence does not include all environ sampling data, 
only that Illustrating conditions at time reported 
BTGLLOiV Office of Inspection li Enforcement 79/06/19 Ip 


7907100121 Transcript of 790623 meeting In Weshington, DC re lessons 
learned at TMI Visual Aid “TMI-a Lessons Learned Task Force” 
enc 1 

HENDRlEiJ M , GlLINSKYiV , KENNEDY, R.T Commission. 79/06/23 
136pp 

790726O72D Transcript of subcommittee 790711 meeting in Washington, DC 
ra implications of TMI'-2 accident. Pp 1-194 

□KRENTiD , CARBON, M W , KERR. W. ACRS - Advisory Committee on Reactor 
Eafeguards 79/07/11 i94pp 

U Congre s sional/Executtve Correspondence 


7906C'60034 Requests info re whether dongradlng of HiiW plants to SOX 
capacity would help ensure safe shutdown in case of TMI type 
emergency Requests info re state emergency plans. Document 
Withheld (ref FOIA Exemption 3) 

HARr,0 Congress (Joint !< Rotating Committeesi etc, > 79/04/03 

app. 


790726047B Reviews comments made by flenator Simpson in 790430 meeting 
of Subcommittee on Nuclear Regulation. 

eKOVHOLT, D Assistant Director for Quality Assurance «. 

Operations 79/03/01 3pp. 


7907260409 Requests Info re NRC policy toward evacuation plans 
UDALLiM. K House of Rep. 79/03/02, 3pp 


7907030564 Advises of error In NY Times 79Q50B article re subcommittee 
site visit Clarifies chain of events re pressure spike In 
containment bldg 

DIECKAMP,H M GPU Service Corp 79/05/0? Ip 


7907160130 Responds to 790419 request to evaluate NRC program to 
license power plant operators Provides examples of operator 
error b suggestions for Improving training b qua 1 i f 1 cat Ions 
8TAAT9.E B General Accounting Office 79/09/13 16pp 


7906U0416 Ack receipt of 790403 Itr re matters of immediate health b 
safety in connection w/TMl Incident Discusses steps taken as 
result of incident Forwards orders to plants constructed by 
BbW 

HENDRIE, J M Commission 79/05/10 4pp 


7907260520 Responds to T Franc 790401 ttr re health b safety of airline 
passengers who flew over site during accident Concerned 
u/pel#a*e of radioactivity to atmosphere 

0068ICK,L V Office of the Executive Director for Operations 
79/06/05 2pp 


7907030071 Responds to Representative Stratton 790504 Itr suggesting 
involving Admiral Rickover In corretlve actions re TMI 
Forwards draft Itrs supporting involvement 

GOBSlCKiL V NRC Three Mils Island Task Force 79/06/11 ip 


7907180721 Informs that review of TMI accident Impact Is completed b 
addl reprogramming actions In FV79 are necessary Forward* 
list of proposed actions b requests early approval U/o end 
HENDRIE, J M Commission 79/06/27 Ip 


*7907160736 Informs that review of TMI accident impact Is completed b 
addl reprogramming actions In FY79 are necessary Forwards 
list of proposed actions b requests early approval W/o end 
HENDRIE, J M Commission 79/06/27 Ip 


-7907160791 Informs that review of TMI accident Impact Is completed b 
add! reprogramming actions in Fy79 are necessary Forwards 
list of proposed actions b requests early approval U/o end 
HENDRIE, J M Commission 79/06/27 Ip 


— 7907160766 Inform* that review of TMI accident impact is completed bt 
addl reprogramming actions in FY79 are necessary Forwards 
list of proposed actions b requests early approval W/o end 
HENDRIE, J M Commission 79/06/27 Ip 


'7907100783 Informs that review of TMI etcident impact is completed b 
addl reprogramming actions in PY79 are necessary Forwards 
list of proposed actions b requests early approval 
HENDRIE, J M Commission 79/06/27 Spp 


7907160050 Responds to 790523 Itr re health haiards to travelers in 
central PA as result of TMl-2 accident No danger exists 
HENDRIE, J M Commission 79/06/20 Ip 


7907180631 Responds to 790330 request for investigation Into accident 
et TMI b comparison of facility designs Investigations are 
under way Forwards IE bulletins relevant to facility b 
public announcement re TMI task force 
HENDRIE, J M Commission 79/06/20 2pp 


— 7707180673 Requests full b immediate investigation into TMI accident b 
analysis of comparative structural b operational design of 
facilities 

PANETTA, L E. House of Rep 79/03/30 Ip 


DOCKET 30-321 EDWIN 1. HATCH NUCLEAR PLANT, UNIT I 

D. NRC Draft/Final Environmental 8tatementi, suppls b correspondence 


7907230318 Summary of 790613 meeting w/utll In BetheidaiMD re proposed 
instrumentation on changes to be completed prior to Cycle 4 
operation 

VERRELLI,D M Operating Reactors Branch 3 (Pre 790623) 

79/06/19 3pp 


F, Becurity, medical, emergency b fire protection plans 


7907230605 Notifies that refund of Class 111 amend fee it In process 
Waiver for amend to Tech Specs re fire protection I* 
warranted^ 

MILLER, W.O, Lieanie Fee Management Branch. 79/06/15, Ip 

7907230280 Forwards appropriate amend fee for review b approval of 
eafeguarde contingency plan, 

EHREN8PER0ER, W Georgia Power Co 79/07/12 Ip 
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I FininclJl indorsation 


7907050'357 Forwards Annual Financial Rapt* 1978 for OA Power Co ic 
Southern Co 

WHITHER, C F Georgia Pou*r Co 79/07/02 Ip 

— 7907050384 Annual Financial Rapt 197B 
♦ the Southern Co 79/02/23 39PP 


—7907050394 Annual Financial fiept 1978 
* Oeorgla Power Co 79/01/3J 34pp 


P Operating license stage documents h correspondence 


79071i0&92 Notidicatxon of 790613 meeting w/CA Power Co re reload 
application for Pacillt*^ 

VERRElLliD M Operating Reactors Branch 3 (Pre 790625) 

79/06/06 2pp 


7907180632 Forwards KURE0-056O> "Staff Rept on Generic Assessment of 
Feedwater Transients in PURs Designed bg B&M " H/o end 
CRIHES, 9 K Assistant Director for Engineers it Project* iFre 
790625) 79/06/ H 2pp 


7907020342 Forwards IE Qulletln 79-05Dj "Nuclear Incident at 
TMI - Suppl " 

O'REILLY.J P Region 2* Atlanta. Office of the Director 
79/04/Sl 2pp 


7907U03S9 Forwards IE Info Notice 79-ll» "Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 
D'REILLY.J P Region 2. Atlanta, Office of the Director 
79/05/07 2pp 


7907190243 Responds to IE Bulletin 79-09 Several Type AKL-a-1 5, AK-*a-25 
it AK'-2--S0 circuit breakers are currently in use None have 
undervoltage trip device incorporated. 

WIDNer, WA Georgia Power Co 79/05/16 2pp 


7907100196 Forwards IE Circular 79-00, "Attempted Extortion - Low 
Enriched U " No action required 

O'RElULViJ P Region 9, Atlanta, Office of the Director 
79/05/18 2pp 


7907060359 Forwards IE Bulletin 79-11, "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety Sy* " Licensee 
action required 

□ 'RElLLViJ P Regloii 2, Atlanta, Dffico of the Director 
79/05722 ip 


7907310224 Forwards- Amend 66 to License DPR-57, safety evaluation it 
notice of issuance it availability 

IPPOLlTOiT A Operating Reactors Branch 3 (Pre 790625) 

79/06/12 2pp 


7907100160 Responds to IE Bulletin 79"*10 Forwards operator fc< senior 
operator eiaminatlon rttulti it statistics 
STAFFA. R U Georgia Power Co 79/05/24 app 


--79073I0232 Amend 66 to License DPR-57, revi s Ing Tech Specs to aliqui 
count rate on source range monitor channels to drop below 
three counts per second when entire core is removed or 
reloaded 

IPPOLITO. T A Operating Reactors Branch 3 iPre 790625) 

79/06/12 7pp 


►7907310236 Safety evaluation supporting Amend 66 to License DPR-*57 
» Operating Reactors Branch 3 iPre 790625) 79/06/i2 4pp 


7907310239 Notice of Issuance 6 availability of Amend 66 to License 
OPR -57 

IPPOLITO,! A Operating Reactors Branch 3 (Pre 790623) 

79/06/12 2pp 


7907100545 Summariies actions taken re alternate power supply to 
reactor protection sys, in light of NRC 790613 meeting 
Installation of protective breakers on alternate power 
supply tonnot be assured by end of refueling outage 
WHITHER, C F Georgia Power Co 79/06/23 2pp 


7907170066 Forwards proposed Tech Spec changes re spent fuel pool 
storage expansion U proposed determination of amend fee 6 
design rvpt 6 safety evaluation 
WHITHER, C F Georgia Power Co 79/07/09 3pp 


Proposed Tech Spec changes re spent fuel pool storage 

expansiOTi 

♦ Georgia Power Co 79/07/09 epp 


7907030090 Forwards IE Info Notice 79-13, "Indication of Low Hater 
Level In Oyster Creek Reactor " No action required 
O^REIULY, J P Region S, Atlanta, Office of the Director 
79/05/29 2pp 


7907180050 Requests extension until 790629 far responding to IE 
BuUetins 78-12, 78- ISA it 78-12B 
STAFFA, R M Georgia Power Co 79/05/29 Ip 


7907200196 Forwards IE Bulletin 79-18, "Short Period Bcrami at OWR 
Facilities " Action required 

O^RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/05/31 2pp 


7907120426 Forwards list of Region 2 personnel for whom permanent 
non-entp loyee badges are requested 

^ Region 2, Atlanta, Office of the Director. 
79/06/04 3pp 


/VV/1V0173 rorwards suppl lE Bulletin 79-OlA, "Environ Qualification o# 
aJrn* Equipment (Deficiencies in Enviran Qualification of 


A9C0 Solenoid ValvesI " Action required 

^ ReBion 2, Atlanta, Office of the Director 
79/06/06 2pp 


/YU/U00059 Forwards IE Info Notice 79-15, "baflclent Procedures " No 
action required 

79/06/07* 2pp Atlanta, Office of the Director 


—7907170073 "Spent Fuel Pool Hod." design rept I safety evaluation 

♦ Georgia Power Co 79/07/09 69pp 

proposed jAiends to Tech Specs qf App 8 to 
Luinses DPR-57 8c NPF-5 Changes will allow 90-day eittnsioj 
tlVTV *«rv.ilianc. rept when radiological i 

EHRENSPEROER, H GiorgU Power Co 79/07/13 2pp 

'•i*., v.iv. 

• Georgia Power Co 79/07/13 4pp 

WHITHER, CF Georgia Powar Co 79/07/19 ip 

6 correspondence 

nonemplIyirbJdJls^ij! riquMt!!. ^ P»rionnel fq^ uf,om permanent 
79/03/19*'^ 4pp Atlanta, Office of the Director 


7907190003 Ack receipt of 790425 Itr Informing NRC of eteoa tak»n tn 
50-366/79-00^**°"* 50-321/79-07 I 


8TAFFA, R U Georgia Power Co 79/04/25 2pp. 

MURPHVcC E Region 2, Atlanta, Reactor Construction 6 
Engineering Support Branch 79/04/02 2pp 

—7907190110 Notice of violation from insp on 790220-22,20 6 n'ano 

8r.nck fc Enjin.,rlns Support 

50“3ai^79-07 it 50-366/79-00 on 79022O-O& da *, 
0302 Moncompl ance noted failure to take corrective action ^ 

expansion anchors it failure to 
rept significant const deficiency 

DHVANT,J C , M0DENPB,L , COMPTON, R M Region 2p Atlanta 

Reactor Construction 6 Engineering Support B?anch 79/oTAs 4pp 



7907S301&3 Requests that Region S measurentents van ba granted access 
privileges of "licenfiee designated vehicle " 

O'REILLYjJ P Region Si Atlantai Office of the Director 
79/06/11 app 


7907190359 Responds to IE Dulletins 79"01 79-OlA Engineering rovleui 
of environ qualification is being performed Incomplete 
results Indicate that reactor ualer sample isolation valve 
solenoids & MSIV limit suiitches are not in compliance 
STAFFA.R M Georgia Power Co 79/06/13 Ip 


7907190518 Forwards IE Info Notice 79-l7i "Source Holder Assembly Damage 
from Misfit Between Assembly U Reactor Upper Grid Plate '* 

D'RElLLYiJ P Region S# Atlantai Office of the Director 
79/06/a0 app 


7907130079 Forwards IE Bulletin 79-02i Revi s ion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

O'RElLLYrJ P Region a. Atlanta. Office of the Director 
79/06/21 Ip 


7907110220 Forwards IE Circular 79-09# "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

O'REILLYiJ P Region 2i Atlantai Office of the Director 
79/06/22 Ip 


7907310020 Forwards IE Bulletin 79-13* "Cracking in Feedwater 8gs 
Piping " No action required 

D'RElLLYiJ P Region 2i Atlantai Office of the Director 
79/06/25 2pp 


79071B0436 Forwards IE Circular 79-12# "Potential Diesel Generator 
Turbocharger Problem " No action required 

O'REILLY# J P Region 2# Atlanta# Office of the Director 
79/06/3B 2pp 


7907310254 Forwards IE Oulletin 79-14# "Seismic Analysis for As-Duilt 
&a fety-Related Piping Sys '* Action required 
Q'REILLY#J P Region 2# Atlanta. Office of the Director 
79/07/02 2pp 


7907100437 Forwards addl info to 790613 response to IE Bulletins 79-01 
Si 79-DlA Class IE equipment has been found capable of 
functioning under postulated accident conditlonsi except for 
Items identified in util 790613 response 
BTAFFAiR W Georgia Power Co 79/07/03 iOpp 


7907310383 Forwards lE Bulletin 79-15# "Deep Draft Pump Deficiencies 
Action required 

■□'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/07/11 Ip 


R. periodic operating reports & related correspondence 


7907060234 Forwards Buppl 1# "Discharges to Ground#" to Annual Environ 
Surveillance Rept 1978 

MANRYiM Georgia Power Co 79/06/27 Ip 


— 7907060236 Suppl 1# "Discharges to Ground#" to Annual Environ 
Surveillance Rept 1978 
* Georgia Power Co 79/06/30 39pp 


7907100350 Forwards Buppl 2 to Annual Environ Surveillance Rept# 1978 
MANRYiM Georgia Power Co 79/07/02 Ip 


-”7907100360 Suppl 2 to Annual Environ Surveillance Rept# 1970 
« Gsorgia Power Co 78/12/31 92pp 


7907170220 Forwards monthly operating rept for June 1979 
MANRYfM Georgia Power Co 79/07/09 Ip 


-”7907170222 Monthly operating rept for June 1979 
ALLEN# P.D Georgia Power Co 79/07/05 7pp 


8 Reportable occurrences# LERs 8# related correspondence 


7907110478 Corrects 700224 Itr LER 50-321 /1977-OB should be designated 
50-321/1978-08 

WANRYiM Georgia Power Co 70/03/02 Ip 


— 7907110402 Forwards LER 70-OO0/OIT-O 

MANRYiM Georgia Power Co. 70/02/24. Ip 


—7907110483 LER 78-008/011-0 on 700209 during steady state power 
operation* test valve found to be broken off Cause unknown 
Valve repaired Investigation under way 
GREENE# T V Georgia Power Co 78/02/24 2pp 


—7907110491 Notifies that LER 78-085 has been voided 
MANRYiM Georgia Power Co 70/11/16 Ip 


7907060346 Forwards LER 79-021 /03L-3 

HANRY.M Georgia Power Co 79/06/27 Ip 


— 7907060348 LER 79-02 1/03U-3 on 790320 small amount of mater bubbled 
from ground Caused by open valve on temporary half-inch 
line which was not removed after const Line broken t* capped 
ROOERS# U H Georgia Power Co 79/06/27 48pp 


7907090373 Forwards LER 79-03B/03L-0 

MANRYiM Georgia Power Co 79/07/02 Ip 

—7997090376 LER 79-038/03L-0 on 790613 scram discharge vo I hi- level 
switches inoperable Caused by bent float & binding against 
float chamber Float rods straightened Similar switches to be 
inspected 

NIX#R T Georgia Power Co 79/07/02 IP 


7907100369 LER 79-040 has been voided 

KANRY. M Georgia Power Co 79/07/02 Ip 


7907170133 LER 50-321/79-40 has been voided 
MANRYiM Georgia Power Co 79/07/03 Ip 


7907170214 Forwards LER 79-043/01T-0 

MANRYiM Georgia Power Co 79/07/03 Ip 


—7907170210 LER 79-043/01T-0 on 790620 radwaste sump discharge piping 
not supported per Class 1 requirements Caused by design 
error Piping supports will be redesigned & Installed during 
current refueling outage 

GREENE# T V Georgia Power Co 79/07/03 3pp 


79O71BO490 Forwards LER 79-039 /OSU-O 

MANRYiM Georgia Power Co 79/07/06 Ip 


—7907100499 LER 79-039/03L-0 on 790618 while installing conduit in 
flooding sySiworker started timing relay which initiated 
alarms & carbon dioxide deluge Caused by employee urqrklng 
near timer Initiation relay 

GREENE# T V Georgia Power Co NRC 79/07/06 Ip 


7907170206 Forwards LER 79-04a/03L-0 

MANRYiM Georgia Power Co 79/07/10 Ip 


■7907170209 LER 79-042/03L-0 on 790625 during local leak rate testing, 
standby liquid control inboard containment isolation valve 
C41-F007 was leaking excessively Caused by scratch bn valve 
seat Beat lapped U successfully tested 
GREENE, r V Georgia Power Co 79/07/10 Spp 


7907170056 Forwards LER 79-041 /03L-0 

MANRYiM Georgia Power Co 79/07/11 Ip 


7907170060 LER 79-041/03L-0 on 790624 diesel generator tripped while 
performing procedure KNP-1-3801 Cause net yet determined 
Procedure performed again successfully Investigation it in 
progress 

NiXiR T Georgia Power Co 79/07/U Ip 


79071700B7 Forwards LER 70-O93/O3L”! 

MANRYiM Georgia Power Co 79/07/U Ip 


—7907170091 LER 78-093/03L-1 on 781 109. during normal operat ion# c ore 
drills were made through diesel generator room walls Caused 
by drills made to allow conduit through walls Conduit 
installed & holes grouted on 781112 
NlXiR T Georgia Power Co 79/07/11 Ip 


7907230535 Forwards LER 79-045/03L-0. 

HANRYfM. Georgia Power Go. 79/07/12 Ip. 


—7907230541 LER 79-043/03L-0 on 790624 during teit#rallef valve lifted 
at 1200 pslg Caused by valve corrosion Valve disassembled# 
cleaned it reset to relieve at 1300 pslg 
* Georgia Power Co 79/07/12 Ip 


7907260040 Forwards LER 79-046/03L-0 

MANRVrM Georgia Power Co 79/07/10 Ip 
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—7907260847 tE« 79'046/03L-0 on 790710 t®chtiJcUn faH*d to check doion 
tcaJe alar^ & rod out block alarms duriog usekltj 
«uf vfiUlance test HNP-l-SOSa on Interai-pdlate Tanje moixitor* 

Caofed bij confusion oyer procedures Prpcedure revised 
M1X*R T Oeoraia Power Co 79/07/10 Ip 


DOCKET 50-322 SHOREHAM WUCUEAR PCMER STATION 


A App] tcatl on/constructioTi stoge documents Si‘ correipon.dence 


7907120209 Forwards order eitendlng const completion date 

VAROAf S A LigAt iVater Reactor i Branch 4 79/05/14 3pp 


—7907120226 Order esteniflng const completion date 

DOYD< R S Division of Progect Management 79/05/14 Spp 


—7907180241 Evaluates request for eitenslon of provisional const 
permit CPPR-95 Issuance of order is reasonable should be 
author i red 

VAROA.B A . VraSDN. J M Uight Water Reactors Branch 4 

79/05/14 4pp 


-<■7907120253 Negative declaration supporting eiteneion of const permit 
CPFR-95 expiration date 

REOANi W H Bnvi ronmental Projects Branch 2 79/05/04 2pp 


— 7907120261 EIA supporting extension of const permit CPPR-95 

a Division of Bit* Safety tt Environmental Analfjsis 79/05/14 

2pp 


7907250GB5 FOIA request for 17i ODD to iGi DDO licensee engineering tc 
design coord ination rapts describing inadequacies in 
facility const 

OROBBMAN.K Island Close up Neuis Service 79/C5/22 2pp 


79071 1D276 Notification of 790600 meeting u/utll in OethesdaiMD to 
discuss facnitig licensing schedule 

KiLfiCif, JN Light Water Reactors Drench 4 79/05/31 Spp 


7907310472 Foruerds WUREO-O560i "Staff R«pt on Oenerlc Assasiment of 
feeduater Transients in PWRs Designed bg OlNf " per 770523 
requast,W/o enc 1 

HOEFLINO.R K Office of the General Counsel 79/06/04 Ip 


7907130010 Notification Of 770615 meeting ti/Nark M owners & OE! in 
fiethesda^ND re cldeure of Nark 11 lead plant program 
ANBEftSGN^C J Assistant Director for Reactor Bafetq 79/06/05 
ApP 


7907180415 Not if ication of postponement of 790613 meeting w/M«rl tl 
oufriers it QE to discuss closure of Mark tl lead plant 
program Keating ulll be rescheiTuled. 

ANDERBDNrC J Conte irunent Systems Branch 79/06/05 2pp 


790'7090251 Notification of 790724-23 meeting w/representetiv*i from 
lead Marl II plants to discuss long-term program 
AMDERBONj C J Containment 0^ sterna Branch. 79/06/11 2pp 


'907250063 Notification of 790726 meeting u/OB.C Economus b Mark II 
Dunirs In Sethesdai MD to dlfcuss closure of Hark IZ lead 
plant program 

ANDERBQNiG. J Cdtifcainmeat Byitems Branch 79/06/25 6pp. 


907300171 Natl fl cation of 790717-10 meeting w/lfark 11 owners group b 
OE in Lehanonj NH to discuss Mark II pool dynamic programs 
ANDERBONi C J. Containment Systems Branch. 79/07/03 12pp 


9O719O0D3 Responds to FOIA request for NfiC Annual Rept I976f recent NftC 
Studies of THl ript Indicating nethoids to cool down TMl core 
b environ Impact studies of Indian Point facility b 
Brookhaven Natl Lab, Forwards 1978 NftC Annual Rapt M/o and, 

FELTDNfJ K Division of Aulei and Reenrds, 79/07/06. Ip 


07180547 Advises of decision to delay lehedulad fuel load date to Nov 
1980 Delay caused by plant mods b current slippage of 
project schedule Change irv date will be included in normal 
monthly schedule rept 

MOFFORB*A H Long Island Lighting Co 79/07/J2 2pp 


&7ie0561 Notifies that Util has invoked Code Cases N-lC2iN-i92i N-285 
k 1644-5 to ABME Section IIJ Affected part* include flexible 
natal hose tc Class 1,11 U Hi pip* support assembtles 
'iOVARRDrJ.F Long Island Lighting Co, 79/07/12. 3pp 


7907250396 Ack receipt of 790522 FOIA request for SbW design 
coordination repts FOIA applies only to documents in 
ppssastlon of NRCt access to specified documents Is 
ifflpossi ble 

FELTOM# J H Dlvlolon of Rules and Records 79/07/13 Ip 


F Securityt medical* emergency & fire protection plans 


7907U0324 Bummary of 790316-17 meeting w/utU re util security plan * 
tt contingency plan for facility Details withheld <ref 
10CFR9, 12) 

WILCO-Ni J N Light Water Reactors Branch 4 79/05/29 4pp 


0 Adjudicatory corraspo-ndeaice 


7907190182 Bubmlts dltdovory request re inclusion by applicant of 
offshore winds in analyses of relative concentrations 
LIKErl Reilly* Like <« Schneider 79/05/07 8pp 


790709Q401 Forwards to counsel for Suffolk County* NVi NEDE-2 1021 -p "Test 
Program for Collet Retainer Tube," list of safety-related 
items discussed In Reed Rept 1* summary status rept of items 
W/o end 

WMITTEMORE.F C Hunton & Williams 79/05/15 2pp 


— 7907090409 Agreement re conf id entia Uty of NEDE-2t02l-P "Test Program 
for Collet Retainer Tube,*' list of safety-related Items 
discussed in Reed rept & summary status rept of items 
HANDER C Reilly. Like 4* Schneider GDLDBMITH, H W Suffolk 
County* NV OANAhEVER, OR Oeneral Elactrlt Co 79/03/26 App 


7907050524 Forwards responses to questions raised during 790502 meeting 
of NRC^ uti 1, 6&tr & GE re narrouilng of util contentions 
addressed In NRC interrogator 1 es Next meeting will be held 
790606 

NOVARRO, J P Long Island Lighting Co 79/05/16 lOpp 


7907120159 Forwards matl to assist in developing Suffolk Countv*NV 
position on contentions re component rel lab 11 ity, mer 1 1 
computer code & seismic qua 1 if 1 cot 1 on programs for 
Nestinghouse equipment. W/o end 
HOEFLING, R K Branch 4 79/05/16 2pp 


7907170244 Forwards ALAO-459* At A0-a27. 10CFR19 i. 10CFR21 W/o and 
HOEFLIHO^R K Branch 4 79/05/10 Ip 


7907160603 Answer submitted by util to I Like 790517 Itr requesting 
NRC to begin Insp of plant Request Is improperly directed 
I* unnecessary Affidavit of JP Novarro & Certificate of 8vc 
and 

REV/ELEy,WT Hun ton «t Wil Hams 79/05/29 8pp 


7907060319 Fpruards NUREG-OS6O1 "Staff Rept on Generic Assessment of 
Feedwater Transients In PWRs Designed by B6W" in response to 
790523 request W/o end 

HOEFLINP.R K Branch 4 79/06/04 Ip 


7907130400 Second set of in terrogator i t s & document requests for util 
St NRCi HUbml tied by County of Suffolh NV Questions are 
derived from NRC evaluation of engineering documents 
describing safety-related problems at plant 
LIKEil Suffolk County, NY. 79/06/06 7pp 


79071B0741 Notifies of series of meetings between NRC, util 8< Suffolk 
Ceunty*NV to facilitate discovery tc particularize 
contentions of Suffolk County,-NY Forwards 790605 
stipulations requesting ASLB to accept parties agreements. 
WHirreNORE.e C Hunton U Williams. 79/06/07 ip 


— 7907180753 Requests ABLAB to accept parties agreements re meetings to 
facilitate Informal discovery. Twelve contentions of Suffolk 
County, NY will be dropped Util agrees to certain Insps 8e 
leakage rate re spent fuel pool. 

LIKE*! auffolk County* NY, RCVELEY, M T. Long Island Lighting 
Co HaEFLlNQ*R. K Branch 4 79/06/05. 2pp. 

7907180752 Request for extension until 790706 to respond to County of 
Suffolk 790606 second set of Interrogatories & document 
requests to util 4< NRC Suffolk County has no objection to 
request Certificate of 8yc end 
HDEFLING, R. K, Branch 4. 79/06/14 3pp. 

79071B0645 Order granting NRC 790614 request for extension until 790706 
to respond to Suffolk County 790606 discovery request. 

BOWERS* E. 8, Atdmli; Safety and Licensing Board Panel 79/06/20 ip. 

79071B071B Responds to J Like 790606 Itr requesting NRC require Util to 
study feasibility of converting to conventional or 
alternative fuel. Request was improperly formed a addressed. 
Certificate of Sve end. 

REVELEY.M. T. Long Island Lighting Co. 79/06/21. 3pp. 
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7907180761 AnsuBr 5ubmltt*d bij util to 8uffollc County 790606 vocpnd sot 
of intorrogatorics & document requests Foruiords Info 
requested In Apps A & D Affidavit of WJ Husdlor << 

Certificate of Svc end 

WHlTTEMDREiF C Hunton U Williams 79/06/22 2lpp 


Q Inspection reports* IE Dulletlns & correspondence 


7907110399 Responds to IE Bulletin 79-09 OE Type AK circuit breakers 
not in use In safety-related sys 

MDVARROiJ P Long Island Lighting Co 79/05/04 Spp 


7907110308 Responds to IE Bulletin 79-03 Throe spool pieces contain 
uielded stainless steel pipe 8A315*TP3D4 mfg by Youngstouin 
Welding & Engineering Co for use in safety-related piping 

sys 

NOVARROi J P Long Island Lighting Co 79/05/16 Spp 


7907060387 Foruards IE Bulletin 79-ni '‘Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 9ys, " Licensee 
action required 

ORIERrB M Region 1* Philadelphia* Office of the Director 
79/05/22 Ip 


7907030033 Forwards IE Info MotUe 79-13. "Indication of Low Mater 
Level in Oyster Creek Reactor " Wo action required 
ORIEfijfl H Region i* Philadelphia# Office of the Director 
79/03/29 Ip 


7907200107 Forwards IE Bulletin 79-12 j “Short Period Scrami at BWR 
Facilities " No action required 

ORlERiB M Region 1# Philadelphia! Office of the Director. 
79/05/31 Ip 


7907190097 Forwards suppl IE DuUetin 79-OlA# “Environ Qualification of 
Class IE Equipment < De f 1 c 1 enc 1 es in Environ Qualification of 
A8C0 Solenoid Valves) ” Action required 

ORlERrB H Region 1# Philadelphia# Office of the Director 
79/06/06 Ip 


7907060101 Forwards IE Info Notice 79'-l8» “Deficient Procedures “ No 
action required 

ORlERrB H Region 1# Philadelphia# Office of the Director 
79/06/07 Ip 


7907020046 Forwards IE Info Notice 79*'14# "Safety Classification of 
Electrical Cable Support Sys “ 

<JRIER#B H Region 1# Philadelphia! Office of the Director. 
79/06/ I i Ip 


7907100471 Forwards IE Info Notice 79-17. “Source Holder Assembly 
Damage from Misfit Between Assembly U Reactor Upper Grid 
Plate “ 

ORIERfD H Region 1# Philadelphia! Office of the Director 
79/06/20 Ip 


7907230674 Forwards IE Bulletin 79-02# Revision 1# "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts “ 

Action required 

ORIERj D H Region i# Philadelphia# Office of the Director 
79/06/21 ip 


79071S09D0 Forwards IE Bulletin 79-13# "Craclcing In Feeduiater Bys 
Piping “ No action required 

ORIERiD H Region 1# Phi ladelphia# Office of the Director 
79/06/29 Ip 


7907100309 Forwards IE Circular 79-10# “Plpef I ttings Mfg front 
Unacceptable Hatl " No action required 

ORlERtB H. Region 1# Philadelphia! Office of the Director 
79/06/26 Ip 


7907100418 Forwards IE Circular 79-11# “Design/Const Interface 
Problem. " No action required. 

ORIERiB H. Region t# Phi ladelphia# Office of the uxrector 
79/06/27. ip. 


7907100302 Forwards lE Circular 79-12# “Potential- Diesel Generator 
Turbocharger Problem “ No action required. 

GRIER, B.H Region 1, Ph lladelph la# Office of the Director 
79/06/28 Ip 


7907180779 Forwards IE Bulletin 79-14, “Seismic Analysis for As-Bullt 
Safety-Related Piping Sys “ Action required 
GRIER# B.H Region t, Philadelphia# Office of the Director 
79/07/02. Ip 


7907270337 Forwards IE Bulletin 79-19# “Deep Draft Pump Dificienclem ” 
Action raquirad, 

GRIER# B H Region 1# Phi ladelphia. Office of the Director 
79/07/ U Ip 


7907310902 Forwards IE Circular 79-13# "Replacement of Diesel Fire 
Pump Starti'ng Contactors " No action rDq.uired 
GRIER, B H Region 1. Philadelphia# Office of the Director 
79/07/16 ip 


8 Reportable occurrences# LERs related correspondence 


7907120623 Submits 30-day deficiency rapt re welding of Integral 
attachments to Class 1 piping by sys Caused by lack of 
penetration of weld at root & most matl ueed not being 
Class 1 matl 

NOVAnRO#J P Long Island Lighting Co 79/06/29 Spp 
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A App 1 icatlon/constructlon stage documents S< correspondence 


7907100691 Responds to 790317 Itr re earthquake potential tc existence 
of Hosgri fault CP could bo issued based on current seismic 
criteria Borne parts of plant do not provide degree of safety 
currently required Discusses waste disposal & exposures 
BOYD#R 8 Division of Project Managemeni 79/05/18 6pp 


7907090206 Submits addl Info requested in NRC 790916 Itr re high 
voltage penetration# thermal cycl Ing. faul t current protection 
for containment penetrations# fire protection program 1, 
inservlce testing OE 790609 Itr to util 
FURBUeHiM H Pacific Gas & Electric Co 79/07/02 9pp. 


7907230242 Notifies that requested info for review of corporate 
capabilities will be submitted by 790730 Info requested in 
Sections I tc 11 D of NRC 790629 Itr Will be submitted upon 
completion 

CRANE# P A pacific Oao It Electric Co 79/07/16 Ip 


F Bocurity, medical# emergency 8( fire protection plans 


7907240234 Clarifies statement In 790702 Itr re Item 6 fire 
protection program Intends to comply w/Sectlon 9 c 2 of 
Branch Tech Position ASS 9 5-l#Revlfton 1 re surveillance 
of control 6 sec tlonpl 1 1 Ing valves in firewater 
CRANE# P A. Pacific Gas 1# Electric Co 79/07/18 Ip 


7907260643 Forwards summaries of recent plant mods# Including mod 
identified in 8ER Buppl 8# fire protection fnnd according to 
fire lonas, other commitments not in 8ER Buppl S 6 mods 
different from those listed in BER Buppl B 
CRANE# P A Pacific Gas U Electric Co. 79/07/20 19pp 


G Adjudicatory correspondence 


7907130476 Submits addl correction to proposed findings of fact b 
conclusions of law 

CRANE, P. A. Pacific Gas b Electric Co 79/05/07 ip. 


7907160075 Responds to Uolnt Intsrvenors 790909 request to A6LB Motion 
to reopen should be deferred pending completion of NRC rept 
on TMt Seeks denial of request for certification of certain 
legal issues re Class 9 acc Idents. Cert i f Icate of 9vc end 
DAVIS, L D Anti-Trust Division 79/09/24 6pp 


7907060144 Retponde to 790504 Itr to JM Kendrle which requested 
moratorium on licensing of facility NRC is evaluating Tiil 
accident extensively No new reactor licenses will be Issued 
until evaluation Is complete. 

GOBBlCKiL, V, Office of the Executive Director for Operations 
79/05/30 2pp. 


— 79O706O149 Urgas lUipension of OL proceeding until TMl accident li 
investigated# emergency preparedness completed 6 seUmic 
design boistared 

BROWN# E 0 California# State of 79/09/04. Spp 


79O713011O Util request for denial of Joint intervenors 790509 motion 
lor ABLB to reopen record re emergency plans b for directed 
certification. Both requests require regulation b mods 
through Inappropriate procedures Certificate of Bvc end, 

NORTON, B Bruce Norton, MORRISSEY# J C, Pacific Oat b Electric Co 
GEHR#A.C. Bnell b Mtlmsr 79/06/01, 13pp. 


— 7907130118 Comments on EG Drown# Governor of CA, 790511 Itr requesting 
suspension of licensing proceedings No Indication 
of need for substantial changes In design or operating 
protedures 

BONNER. JF. Pacific Gas b Electric Co 79/05/11, 2pp 
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7907130347 Motion Ban Lo 1 6 ObJspo Mothers for Peace for copy of 
security plant di 5C overy schedule for examination of plan & 
for hearings to determine adequacy of plan Certificate of 
Svc end 

BALPHINiW A San Luis Obispo Mothers for Peace 79/06/0B Bpp 


7907200SS3 Opposes intervenors San Luis Obispo lipthers for Peace 79060B 
request that ASUD reopen record re security plan Jntervenors 
uftis/ed right to participate in security hearings 8< have not 
shown igaod cause to reopen issue W/Cert if 1 cate of Svc 
DAVia.L D Branch 4 79/06/28 lOpp 


H Oeneral correspondence 


7907120333 Pespujids to 740511 Itr to JK Handrie expressing concern re 
Governor Broian request for moratoriu/n an issuing OL Neu 
safety requirements arising from THI investigation ui 1 1 be 
applied to all plants uhere applicable 

BOYOiR B Division of Project Management 79/0&/14 2pp 


— 7907120349 Responds to 790504 Itr to *JM Hcridrie re moratorium on 
licensing plants Until TMI evaluation is complete. no neu 
licenses uill be issued ASLB uill consider testimony re 
adequacy of plant to withstand earthquakes 

OOBBlCKi L V Office of the Executive Director for Operations 
79/05/30 2pp 


0 Inspection reports. IE DuMetins t* correspondence 


7907160S43 Revleufl Nestinghause rfpti ^'Oua 1 i f lea ti on Testing of Barton 
Pressure it Differential Pressure Transmitters,^' 

SATTERFIELD. R Electric* Instrumetitatl on & Control System* 

Branch Ip 


7907190381 Responds to TE Bulletlfi 79-0? GE Type AK-2 circuit breaker 
not used or planned for use 

CRANE. P A Pacific Oat h Electric Co 79/03/15 Ip. 


7907270140 Forwards IE Insp Rap ti SO-27B/79-J1 l» 50-323/79-00 on 
7904C1-2O No noncomp I ianc » noted 

CRENSi J L Region 5i San Francifco. Reactor Operations Nuclear 

Support Branch 79/05/15 2pp 


--790727014I IE Insp Repts 50-275/79-11 & 50-323/79-06 on 790401-20 No 
noncompliance noted Major areas 1 nspec ted. preopera tiona 1 
test ing. emergency procedures & fire prevention & protection 
YOUNO.T Region 9« San Francisco. Office of the Director 
STERNBERG. 0 M Region 5. San Frencltco. Reactor Operations 

Nuclear Support Branch 79/05/14 4pp 


790709039B Forwards respohs# to IE Bulletins 79-06 U 79-06A, Revision 1 
Info & training lessions scheduled. Revising emergency 
operating procedures to include peesibtlity of void 
foreatlon In vessel 

CRANE. P A Pacific Gas I, Electric Co 79/05/24 12pp 


7907020452 Submits unsolicited response to IE Dulletin 79-D6Af re syc 
trans ients. p lant equipment features 6 operating procedures 
as result of Till incident 

OORHLyi H J Pacific Gas tc Electric Co 79/05/25 l3pp 


7906200052 Forwards IE Info Notice 79-13r "Indication of Low l^ater 
Level in Oyster Creek Reactor '♦ 

ENOELKENi R H Region 5* Ban Francisco. Office of the Director 
79/05/29 Ip. 


7907190423 Forwards suppl IE Bulletin 79'*0IA. "Environ flua U ficat 1 on of 
Class IE Equipment IDef iclenc les In Environ Qualification of 
ASCO Solenoid Valves) " No action required. 

ENGELKENiR H. Region 5. San Francisco. Office of the Director 
79/06/06 Ip. 


7907060029 Forwards IE Info Notice 79"lSf "Deficient Procedures. " No 
action required, 

ENQELKEN.R H Region 3r San Franc iscot Office of the Director 
79/06/07 ip 


7907020265 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys. " 

ENQELKENiR. H Region S, San Francisco. Office of the Director 
79/06/11. ip 


7907080448 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Brtween Assembly Ir Reactor Upper Grid 
Plate. " 

ENOELKENi R, H Region S. San Francitco« Office of the Director 
79/06/20 ip 


79071200D6 Forwards IE Bulletin 79-02. Revl slon 1. "Pipe Support Rase 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

ENOELilEN.R H Region 5. 8an Francisco. Office of the Director 
79/06/21 Ip 


7907120621 Forwards IE Bulletin 79-13. "Cracking in FeedwatBp Sy* 
Piping " No action required 

ENOELKEN. R H Region 5. San Francisco* Office of the Director 
79/06/25 Ip 


7907060216 Forwards IE Circular 79-10. "plpef i ttings Mfg from 
Unacceptable Matl " No action required 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
79/06/26 Ip 


7907050492 Forwards IE Circular 79-ii. "Doslgn/Const Interface 
Problem " No action required 

ENOELKEN.R H Region 3. 8an Francisco. Office of the Director 
79/06/27 ip 


7907100529 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

ENGELKEN.R K Region 5. San Francisco, Office of the Director 
79/06/28 Ip 


7907130205 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Uullt 
Safety-Related Piping Sys " Action required 

ENGELKEN. R H Region 5. Ban Francisco. Office of the Director 
79/07/02 Ip 


7907180700 Forwards lE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

ENOELKEN. R H Region 5. 8an FranclBco. Office of the Director 
79/07/11 Ip 


7907310396 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors ** No action required 

ENOELKEN. R H Region 5* 8an Francisco. Office of the Director 
79/07/13 Ip 


7907260270 Notifies that written responses to IE Dulletin 79-15. Buppl 
I. should be directed to IE Div of Reactor Const Insp 
ENOELKEN. R H Region 5. San Francisco. Office of the Director 
79/07/18 Ip 


S Reportable occurrences, LERs 1. related correspondence 


79070802B2 Forwards PN0-79-67AR 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
79/06/09 Ip 


7907030191 Forward* PN0-79-67A9 

ENOELKEN. R H Region 5. Sen Francisco. Office of the Director 
79/06/13 Ip 


7907030232 Forwards PN0-79-67AT* "Nuclear Incident at TMI " 

ENOELKEN. R H Region 8. Ben Francisco. Office of the Director 
79/06/19 Ip 


7907050531 Forwards PN0-79-67AU 

ENOELKEN. R H Region 5. Ban Francisco. Office of the Director 
79/06/26 Ip 


7907130304 Forwards PND-79-67AV 

ENOELKEN.R H Region 5. Ban Francisco. Office of the Director 
79/07/03 ip, 


U Congress 1 one 1/Ex«cutlve Correspondence 


7907100651 Responds to 790330 request for investigation Info accident 
at TMI If comparison of facilities designs* Investigations are 
underway, Forwards IE Bulletins relevant to Diable Canyon 6 
public bnnouncement re TKI task force 
HENDR3E.J M, Commission, 79/06/28, 2pp 


— 7907180673 Requests full & immediate investigation into TMI accident 
analysis of comparative structural L operational design of 
facilities 

PANETTA.L.E House of Rep. 79/03/30. Ip 


7907310145 Responds to 770601 Itr re constituent concerns over 
facilities Discusses measures taken to prevent Class 9 
accident, sslsmlc problems b emergency response procedures 
GOQBlCK.L. V Office of the Executive Director for Operations 
79/06/29 2pp 
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— 7907310164 Urges NRC to roviou Gloss 9 accidonts tc seismic problems fc 
to rc-evaluate emergencg response procedures at facilities 
LA00MAR8IN0« R J House of Rep 79/06/01 Ip 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 9 


vl Insurance t< indemnity information 


79070S0336 Forwards Endorsements 34 8< 30 to NELIA Policy NF-21B 
•GRAHAM, W e Carolina Power tc Light Co 79/06/26 3pp 


7907240321 Forwards Endorsements 31 6 32 to MAELU Policy MF-80 
GRAHAM) W E Carolina Power 6 Light Co 79/07/16 3pp 


P Operating license stage documents & correspondence 


7907030051 Summary of 790516 meeting w/util,QE 6 United Engineers 
Constructors In BethesdaiMD re results of seismic piping 
stress reanalysls performed per IE Bulletin 79-07 

HANNON, J N Operating Reactors Branch 3 (Pro 790625) 79/05/21 

12pp. 


7907130054 Notification of 790530 meeting u/util in Dethesda. MO to 
discuss reanalysBS of pipes 6 supports S, proposed fixes for 
identified deficiencies 

BEVAN.fi D Operating Reactors Branch 3 (Pre 790625) 79/05/30 

Spp 


7907190297 Notification of 790604 meeting w/utll in Dethesda, MD to 
discuss pipe & support reanalyscs, current status of 
identified deficiencies Si provide verification of items 
discussed at last meeting 

HANNQNiJ N Operating Reactors Branch 3 (Pre 790625) 79/06/01 

Ip 


79071B0624 Forwards NUREO*-0560, “Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by 0((VJ “ W/o end 
GRIMES, D K Assistant Director for Engineers (< Projects (Pre 
790625} 79/06/11 2pp 


7907310243 Notifies that refund of Class i 8< 2 amend foes Is being 
processed Waiver for Tech Specs re fire protection is 
warranted 

HILLER, W 0 License Fee Management Branch 79/06/15 ip 


7907230335 Summary of 790604 meeting w/util,OE t< United Engineers it 
Const in Dethesda, MD re current status of roanalyses of 
pipes it supportsimod to be completed procedures to address 
deviations from as~built conditions 

HANNON, J N Operating Reactors Branch 3 (Pre 790625) 79/06/19 

4pp 


7907090323 RD on 790625 noted that Tech Specs could cause reactor 
to operate in less conservative manner than assumed in 
safety analyses. Plant operating manual provides safety 
bac kup 

STARKEY, R D , ROBINSON, H B Carolina Power it Light Co 79/06/26 

Ip 


7907110406 Submits technical description of proposed mods for offgas 
hydrogen rscomblner sys, as requested in NRC 7S0912 itr. 

UTLEY. E E Carolina Power it Light Co 79/06/29 6pp 


7907130379 Bubmits status of seismic analysis of safety-related piping 
UTLEY. E E Carolina Power it Light Co 79/07/03 7pp 


0 Inspection reports, IE Bulletins correspondence 


7907050150 Forwards IE Insp Repts 50-325/79-14 it 50-324/79-14 on 
790327-30 Notice of violation withheld (ref 10CFR2 790> 

KENMArW B, Region 2, Atlanta, Safeguards Branch 79/04/17 2pp 


— 7907050155 IE Insp Repts 50-325/79-14 it 50-324/79-14 on 790327-30 
Nancompl lance noted physical barrier. security plan. lighting 
it access control Details withheld (ref 10CFR2 790) 

HDORE.D E Region 2. Atlanta, Office of the Director 

TOBIN, W U Region 2, Atlanta, Fuel Facllltg 8, Materials Safety 

Branch 79/04/16, Ip 


7907020352 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI - Suppl " 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director. 
79/04/21 2pp. 


79071205SB Forwards IE Insp Repts 50-324/79-16 it 50-325/79-16 on 
790410-13 No noncompliance noted 

LEWIS, R.C, Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch, 79/05/01 2pp 


—7907120560 IE Insp Repts 50-324/79-16 it 50-325/79-16 on 790410-13 No 
noncompliance noted Major areas inspected preparation for 
refuel ing, start-up after refueling 6 review of refueling 
associated procedures 

JULIAN, C A , GRAHAM, M J , BURNETT. P T Region 2, Atlanta. 

Reactor Operations Nuclear Support Branch 79/04/27 5pp 


7907110314 Forwards IE Info Notice 79-il. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/07 2pp 


7907190566 Responds to IE Insp Rapt 79-14 Details of response withheld 
(ref 10CFR2 790) 

FURR.B J Carolina Power & Light Co 79/05/10 Ip 


7907100150 Forwards IE Circular 79-OB, “Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/05/18 2pp 


79071100B4 Forwards IE Dulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys “ Action 
required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/05/22 2pp 


7907030090 Forwards IE Info Notice 79-13, “Indication of Low Water 
Level in Oyster Creek Reactor " No action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/29 2pp 


7707190608 Responds to IE Oullotins 7B-12, 70-12A U 78-12D, “Atypical 
Meld Metl in Reactor Pressure Vessel Melds “ Submits info 
confirming that Chicago Bridge Iron Co has provided NRC 
w/data requested 

UTLEY, E E Carolina Power U Light Co 79/05/89 5pp 


7907130091 Ack receipt of 790510 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-14 6 
50-325/79-14 

KENNA, M B Region 2, Atlanta, Safeguards Branch 79/05/31 Ip 


7907800167 Forwards IE Bulletin 79-12, "Short Period Scrams at BWR 
Facilities “ Action required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/31 2pp 


7907110745 Summary of 790381 maettng w/utll, OE 8< United Engineers k 
Constructors in Dethesda, MD re results of seismic stress 
reanalysis in response to IE Dulletin 79-07 

DEVAN, R B Operating Reactors Branch 3 (Pre 790623). 79/06/06 

5pp 


7907190140 Forwards suppl IE Bulletin 79-OlA, "Environ Qual if Icatlon of 
Class IE Equipment (Deficiencies In Environ Dual 1 f icatlon of 
ASCO Solenoid Valves) “ Action required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/06/06 Ip 


7907120056 Review of piping reanalysis per IE Bulletin 79-07 
» Operating Reactors Branch 3 (Pre 790625) 79/06/07 3pp 


7907060043 Forwards IE Info Notice 79-15, “Deficient Procedures " No 
action required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/06/07 2pp 


7907120052 Responds to util Itrs dtd 790484,0521,0588,0529 & 0604. 
documenting results of seismic piping stress reanalysls for 
facility per IE Bulletin 79-07 Finds response satisfactory 
Forwards safety evaluation. 

IPPOLlTOiT A Operating Reactors Branch 3 (Pre 790623) 

79/06/07 2pp 


7907250150 Requests that Region 2 measurements van be granted access 
privileges of "licensee designated vehicle. " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/11 3pp 


7907190360 Responds to IE DulletLfi 79-01 No stem mounted limit switches 
in use on safety-related equipment 

UTLEY. E.E Carolina Power 8< Light Co 79/06/12 2pp 


790731081B Summary of 790530 meeting w/util & contractors in Betheida, 
MD re status of seismic pipe stress reanalysls per IE 
Bulletin 79-07 it review of licensee program of identifying 
8( modifying overloaded pipe supports hangers 

BEVAN.R B, Operating Reactors Branch 3 (Pro 790685). 79/06/lS 

13pp 
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7907240400 ^clr receipt of 79060.6 Itr Jnforniing fJRC of etepe talcen to 
correct violation! noted in l£ In»p R«pts 50'-3S4/79-l7 6 
50-32S/79-17 

MURPHVp C E Region 5« Atlanta* Reactor Construction & Engineering 

Support Oratic/i 79/06/15 Ip 


■—79 0 72404 J 3 Responds to RRC 790514 Itr re vioCations noted In 16 Insp 
Repts 50-324/79-17 & SO-335/79-17 Corrective actlohe doors 
made func tiona 1j valves opened on sprinkler sgs -b oil 
retainer sya being installed 

BAKXS.MR Carolina Pouer & Light Co 79/06/06 app 


—7907240420 Forii^ards IB In*p Hepts 30-324/79-17 If 50-325/79-17 on 
7904i6'-20< not i c e of violation & notice of deviation 
1 HI/RRHV. 1 C E Region Si Attantai Reactor Con»truction t 

Engineering Support Branch 79/05/i4 2pp 


--7907S40429 riotice of violation front intp on 790416-20 

• Region a# Atlanta/ Office of the Director 79/05/00 Ip 


—7907240437 Notice of deviation from insp on 79O416-S0 

e Region 2, Atlanta, Office ef the director 79/05/0& 2 pp 


—7907240452 IE tnsp Repts 30-324/79-17 b 50-32S/79-17 on 790416-20 
Noncompl lane e noted nonfunctional fire barriers/ sprinli 1 er 
sgs out of ivc S' fire protection mod not -met 

* Region 2, Atlanta* Office of the Director 79/05/00 iSpP 


7907020375 Forurards IE Info Notice 79-i7* "Source Holder Asseeibtg 
Oamago frQT» Misfit Batwean Astatsblii i* Raactor Ugpar Grid 
Plate « 

a^REILLy/J P Region 2, Atlanta* Office of the Director 
79/06/20 Jp 


7907120036 Forwards IE OuHetin 79-02/ Revl sion 1/ "Pipe Support Qasa 
Plate Designs Using Concrete Expansion Anchor Dolts '* Action 
required 

G'REILUV^O P Region 2. Atlanta. Office of the Director 
79/Ob/ai, Ip 


7907110213 Porwards I£ Circular 79''09» "Qccurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
fireathing Apparatus “ No action required 

O^RBILLY. J P Region 2/ Atlanta. Office of the Director 
79/06/22 ip 


79O73JO0O4 Forwards IE Quiletin 79-13i "Craclrlng In Feedwater Sys 
Piping " No action required 

O'REILLV'/J P Region 2* Atlanta, Office of the Director 
79/0S/25 Spp 


— 7907060409 LER 79-044/03L-0 on 790612 sample pump for drywell 
atmosphere sampler S*'€AC-ATH-i259 stopped Caused by broken 
pump drive belt Dolt replaced sys returned to normal 
TOLLlflONtA C Carolina Power t Lioht Co 79/07/03 Ip 


7907060409 Forwards LER 79-042/03L-0 

0ANK8/R R Carolina Power fc Light Co 79/07/03 Ip 


— 7907060413 LER 79-04S/03L-0 on 790606 standby liquid control 
concentration discovered at 107, w/3j 000 gallons Leakage 
observed an 60 th fA & 2B pump suction drain lines Caused by 
missing endcap on 2A Lines capped 6 checked for leakage 
TlLLlEQNtA C Carolina Power 6 Light Co 79/07/03 2pp 


7907090229 Forwards LER 79-029/03L-0 

RANKS. KR Carolina Power & Light Co 79/07/05 Ip 


— 7907090233 LER 79-029/03L-0 on 790627 during insp of pipe supports 6 
hangers, four snubbers found inoperable Two had low fluid 
levels due to seal leakage, one had loose pump clamp 6 one 
snubber missing entirely 

TDLLJBON.A C Carolina Power It Light Co 79/07/05 2pp 


7907160360 Forwards LER 79-040/03L-0 

BANttS.HR, CaroHna Power tt Light Co 79/07/12 Ip 


—7907160364 LER 79-040/O3L-O on 790614 chi pride intrusion monitor 
a-CC-CRa4 point 4 lenuld not callbr at high end of scale 
Caused by defective conductivity cell Cell replaced. monitor 
tested $4 returned to eve 

TOLLI&OKIrA C Carolina Power R Light Co 79/07/12 Ip 


7907 J 60392 Forwards LER 7 9-050/03 L-0 

BANKS, H fi Carolina Power tt Light Co 79/07/12 Ip 


— 7907160400 LER 79-050/03L-O on 790619 2A RHR sve water pump uncoupled 
by mlstale after clearance of SB pump for uncoupling Caused 
by personnel error Pump recoupled & tested when mistake was 
discovered Clearance procedure changed 

T0LLI6ON. A C Carolina Power 6 Light Co 79/07/12 2pp 


7907160371 Forwards LER 79-045/03L-0 

BANKS, KR Carolina Power fc Light Co 79/07/13 Ip 


— 790716038J LER 79-046/03L-0 on 790613 unexplained shift noted in 
2-CAC-ATH-1259-2 monitor indicating drywell oxygen 
concentration Caused by corroded contacts on range switch 
Ewltch replaced, moni tor calibr ft returned to sve 
TOLLISDN.A C Carolina Power i Light Co 79/07/13 Ip 


7907150427 Forwards tE Circular 79-i2. "Potential Diesel Generator 
Turbocharg er Problem " No action required 
□ ''RElLUyrJ P Region Si Atlanta* Office of the Director 
79/06/20 2pp 


7907310229 Forwards 1C Bulletin 79-14. "Seismic Analysis for As-Rullt 
Safety-Related Piping Sys," Action required 
Q^REILLY^J P Region 2r Atlanta, Office of the Director 
79/07/02 Ip 


1907310362 Forwards lE Bulletin 79-13* "Deep Draft Pump Deficiencies 
Action required 

O^RElLLYivI P. Region 2* Atlanta, Office of the Director 
79/07/11. Ip, 


907i90576 Forwards resp-onee to IB Bulletin 79-01 . orig Inal Jy omitted as 
end to 79061S Itr Response available in Central Flies only 
UTLEV, E £ Carolina Power it Light Co 79/07/16 Ip, 


?07270230 Discusses completed seismic reanalyeie of safety-related 
piping it supports using acceptable computer code* in response 
to IE Bulletin 77-07.Pipet discovered to have discrepancies 
are being modified 

UTLEY. E.E Carolina Power N Light Co 79/07/23 23pp 
Periodte operating reports 6 related correspondence 


7907190373 Forwards LER 79-052/01 T-0 

RANKE, H R Carolina Power it Light Co 79/07/16 Ip 


— 7907190392 LER 79-052/011-0 on 79-0702 support beams for snubbers 
2E11-47SS326 it 2E1149B8334 were found incapable of carrying 
calculated loads under worst seismic condition Support 
beams were reinforced 

TOLL1BON,A C. Carolina Power 6 Light Co 79/07/16 2pp 

7907190331 Forwards LER 79-051 /03L-0 

BANKS, H R Carolina Power 8 c Light Co 79/07/16 Ip 


— 7907190534 LER 79-OS i/03L-0 on 790620 during normal surveillance of 
reactor bldg, sample pump for CAC-ATH-125? dryuell 
atmospheric monitor made loud noises Caused by bad bearings 
Pump replaced w/neu one fron stock 

TOLLISQN.A C Carolina Power it. Light Co 79/07/16. Ip. 


790723 D5S1 Forwards LER 79-049/03L-0* 

BANK&iH R. Carolina Power & Light Co 79/07/18 Ip 


—7907230563 LER 79-049/03L-0 on 790619 drywell oxygen concentration 
exceodad 4J4 for approx 4 S-h while containment inerting line 
was Under clearance for repair. Caused by rupture of nitrogen 
inerting line to reactor bldg 

TDLL180N, A C Carolina Power it Light Co 79/07/16 Ip 


17170025 Forwards monthly operating rept for sluna 1979, 7907230598 Forwards LER 79-029/03X-1 

'IWR, 8.0 Carolina Power 6 Light Co 79/07/10, Ip BANKS* H, R Carolina Power it Light Co 79/07/18 Ip 


907170031 Monthly operating rept for Jure 1979 
WILLIB^E Carolina Power it Light Co. 79/07/02, 9pp. 

fteportable accurrences* LEfts li related carretpondence 


— 79(07230616 LER 79-029 /03X- 1 on 790602 during insp per IE Bulletin 
79-07* snubbers in core to spray vessel , rec irculation pump 
suction it main steam lint discovered Inoperable Caused by 
low fluid level. :Bnubbers aligned it clamps tightened 
TOLLlBONiAC Carolina Power it Light Co 79/07/10 2pp, 


^060403 Forwards LER 79-Q44/03L-0, 
^NKS, H R. Carolina Power 6 Light Co, 


ip 


7907240366 Forwards LER 79-046/03L-0. 
BANKS. H R. Carolina Powar 8 . Light Co 


79/07/03. 


79/07/19 Ip 
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■'“79 0724037 1 LE« 79-046/03L-0 on 790627 during normal opvrator 
s-urveillanco of control panclrnotad that conductivity 
recordor C0-CR2/\ not printing correctly Caused by clipping 
of point head on drive string Drive string adjusted 
TOLL180N.A C Carolina Power & Light Co 79/07/19 Ip 


7907300423 Forwards LER 79-036/03L-0 

BANKS, H R Carolina Power 1 tigl^t Co 79/07/27 4pp 


— 790730042B LER 79'096/03L-0 on 790628 large Increase in steam jet air 
injector rod levels turbine bldg monitor rod levels 
noticed Probable cause due to offgas releate Faulty rod 
replaced it tested satisfactorily 

TDLLlSDNiA C Carolina Power & Light Co 79/07/87 3pp 


DOCKET 90-329 DRONBWICK STEAM ELECTRIC PLANT, UNIT 1 


J Insurance indemnity information 


7907050336 Forwards Endorsaments 34 6 39 to NELIA Policy NF''210 
ORAHAM. W E Carolina Power it Light Co 79/06/26 3pp 


7907240321 Forwards Endorsements 31 8< 32 to MAELU Pol icy MF-80 
ORAHAM, M E Carolina Power & Light Co 79/07/16 3pp 


P Operating license stage documents t< correspondence 


7907030091 Summary of 790516 meeting u/utlliOE it United Engineers 
U Constructors in DethesdaiMD re results of seismic piping 
stress reanalysis performed per IE Bulletin 79-07 

HANNONiO N Operating Reactors Branch 3 IPre 7906B91 79/09/81 

ispp 


7907130094 Notification of 790930 meeting u/utll In Btthesda,ND to 
discuss reanalyses of pipes It supports Sc proposed fixes for 
Identified deficiencies 

0EVAN< R □ Operating Reactors Branch 3 (Pre 790689) 79/09/30 

Spp 


7907190297 Notification of 790604 meeting w/util in l}ethesda,MQ to 
discuss pipe Ic support r eanalyses, current status of 
identified deficiencies provide verification of items 
discussed at last meeting 

HANNDNrJ N Operating Reactors Branch 3 (Pre 790629) 79/06/01 

Ip 


79071B0624 Forwards NUREQ“0960 j *'Btaff Rept on Generic Assessment of 
Feedwater Transients in PNRs Designed by Q&U V/o end 
ORIMEBjB K Assistant Director for Engineers It Projects (Pre 
790629) 79/06/11 2pp 


7907310243 Notifies that refund of Class 1 & 2 am.end fees is being 
processed Naiver for Tech Specs re fire protection Is 
warranted 

HILLER, W a License Fee Management Branch 79/06/19 Ip 


7907230335 Summary of 790604 meeting w/utllrOE 8i United Engineers 
Const in Dethetda,KD re current status of reanalyses of 
pipes li supports, mod to be completed & procedures to address 
deviations from ai-bullt conditions 

HANNON, J N Operating Reactors Branch 3 <Pre 790625 ) 79/06/19 

4pp, 


7907090383 RO on 790625 noted that Tech Specs could cause reactor 
to operate in lets conservative manner then assumed tn 
safety enalgses Plant operating manual provides safety 
backup 

STARKEY, R B , ROBiNBONi H B. Caroline Power U Light Co 79/06/26 
Ip. 


7907110406 Submits technical description of proposed mods for offgas 
hydrogen recombiner sys»as req.uBstsd in NRC 700912 Itr 
UTLEY, E E Carolina Pouer 6 Light Go 79/06/89 6pp 


7907060204 Submits Cycle 2 summery startup test rapt 
BANKS, H R Carolina Power Sc Light Co 79/07/03 3pp 


7907130379 Submits status of seismic analysis of sef ety^related piping 
UTLEY, E E Carolina Power U Light Co, 79/07/03 7pp 


<1 Inspection reports, IE Bulletins L correspondence 


7907050190 Forwards IE Insp Repts 50-329/79-14 St 50-324/79-14 on 
790327-30 Notice of violation withheld (ref lDCrR2 790) 

KCNNAtN, B, Region 2, Atlanta, Safeguard s Branch 79/04/17. Spp 


—7907030199 IE Insp Repts 30-325/79-14 it 30-324/79-14 on 790327-30 
Noncomp 1 iance noted physical barrier , sec url ty plan, 11 ghting 
8, access control Details withheld (ref lOCFRa 790) 

MOORE, D £ Region 2, Atlanta, Office of the Director 

TOBIN, VI J Region 2. Atlanta, Fuel Facility 6 Materials tiafetg 

Drench 79/04/16 3p 


7907020352 Forwards IE Bulletin 79-09B, "Nuclear Incident at 
TMI - Suppl " 

O'REILLY, J P Region S, Atlanta, Office of the Dlrectnr 
79/04/21 Spp 


7907180338 Forwards IE Insp Repts 30-324/79-16 U 90-325/79-16 on 
790410-13 No noncompllancB noted 

LEUI8, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/05/01 2pp 


— 7907180560 IE Insp Repts 50-324/79-16 8, 50-329/79-16 on 790410-13 No 
none ompl i ance noted Major areas inspected preparation for 
refualtnfl* start-up after refueling L review of refueling 
asseciatad procedures 

JULIAN, C A , ORAHAM. M J , BURNETT, P T Region 8, Atlanta^ 

Reactor Operations Nuclear Support Branch 79/04/27 Spp 


7907110314 Forwards IE Info Notice 79-lli “Lowar Reactor Vessel Head 
Insulaitlon Support Problem “ No action required 
O'REILLY, J P Region 2, Atlanta^ Office of the Director 
79/03/07 8pp 


7907190366 Rosponds to IE Insp Rept 79-14 Details of response Withheld 
(ref 10CFR2 790) 

FURRfB J Carolina Power 6 Llpht Co 79/05/10 Ip 


7907100150 Forwards IE Circular 79-08, "Attempted Extortion - Lou 
Enriched U No action required 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 
79/05/ie 2pp 


7907110004 Forwards IE Bulletin 79-11, "Faulty Ovsreurrant Trip Device 
in Circuit Breakers for Engineoretf Safety Sys " Action 
required 

O'REILLY, J F Region 2, Atlanta, Office of the Director 
79/09/22 2pp 


7907030090 Forwards IE Info Notice 79-13, "Indication of Low Nater 
Level in Oyster Creek Reactor " Xo action required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/05/29 2pp 


7907190608 Responds to IE Bulletins 70-12. 7a-12A L 70-120, "Atypical 
Weld Hatl in Reactor Pressure Vessel Welds " Bubmlts Info 
confirming that Chicago Bridge it Iron Co has provided NRC 
w/deta requested 

UTLEY. E.E. Carolina Power 6 Light Co 79/05/29. 3pp 


7907130091 Ack receipt of 790510 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-14 L 
50-32 5/79-14 

KENNA.WB Region 2, Atlanta, Safeguards Drench 79/05/31 ip 


7907800167 Forwards IE DulUtln 79-12. "Bhort Period Scrams at BHR 
Facilities " Action requlreii 

O'REILLY, -J P Region 8, Atlanta, Office of the Director 
79/05/31 2pp 


7907110745 Summary of 790521 cneetlng u/utiliOE S, United Engineer! I, 
Constructors in SethesdathD re resu-Lti of seismic stress 
reanalgsls in response to IE Bulletin 79-07 

SEVAN, R. D Operating Reactors Branch 3 (Pre 79062^) 79/C6/06 

9pp. 


7907190140 Forwards suppl IE Bulletin 79-OlA, '^Environ Qualification of 
Class IE Equipment (Def Ic lenc tes in Environ Dual 1 f 1 cation of 
A0CO Solenoid Valves) '* Action required 

a'RElLLY, J P Region 2, Atlanta, Office of the Director 
79/06/06 ip. 


7907120058 Review of piping reanelysie per IE Bulletin 79-07 

a Operating fteactors Branch 3 (Pre 790685). 79/06/07. Spp 


7907060043 Forwards 3E Info Notice 79-19, "Deficient Procedures " No 
action required 

O'REILLY, J, P Region 2, Atlanta* Office of the Director 
79/06/07 2pp 


7907120058 Responds to util Itrs dtd 790484,0521,0922*0529 fc 0604, 
documenting results of seismic piping stress reanalysis fer 
facility per IE Bulletin 79-07. Finds response satisfactory. 
Forwards safety evaluation 

IPPOLlTOrT A Operating Reactors Branch 3 (Pre 790685) 

79/06/07 8pp 
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79-07230150 RvqUB^ts that RBglmn 2 mi atur«ment s van bt granted access 
prlvilfget of ‘'Hcansee designateti veMcie “ 

O'REILLY. J P Regian S. AtlanU. Office of the Director 

79/06J It 3p p 


79-07190369 Rcsponde to IE Dulletin 79-01 No stem mounted limit sultches 
in use on safety-related eq,uipmeTit 

UTLEY< E E Carolina Power k tight Co 79/06)/L2 2pp 


7907310218 aummary of 790330 moetl-ng u/ut i 1 & contractors in Bethesdai 
hD re status of seismic pipe stress reanalysls per tE 
Bulletin 79-07 U review of licensee program of identifying 
%t modifying overloaded pipe supports It hangers 

QEVANjR B Operating Reactors Branch 3 (Pro 7'90t25) 79/0fi/12 

13pp 


7907S40400 Act receipt of 790606 Itr Inforinlng NRC of steps taken to 
correct violations noted in IE Insp Rept® 50-324/79-17 fc 
50-325/79-17 

KURPHY. C E Region 2« Atlantai Reactor Constructio-n U Engineering 

Support Branch 79/06/15 Ip 


— 7907240413 Responds to NR€ 790514 Itr re violations noted in IE Insp 
Repts 50-324/79-17 U 50-325/79-17. C urrec 1 1 v« actions lioors 
made funt 1 1 anal* va Ives opened on sprinklrr sgs Ic oil 
retainer sgs being Instalked 

DAKHSiH R Carolina Pouer It Light Co 79/06/06 fipp 


—7907240420 Forward s IE Jnsp Repts 50-324/79-17 tr 30-335/79-17 on 
790416-20* notice of violation U notice of deviation. 

HURPHV/C.E Acglon 2 j Atlanta* Reactor Construction & 

Engineering Support Branch 79/05/14 2pp 


—7907240429 Notice of violation from insp on 790416-20 

» Region Atlanta* Office of the Director, 79/05/0B Ip. 


—7907240437 Notice of deviation from insp on 790416-20 

a Region 2* Atlanta* Office of the Director 79/05/0B Spp 


—7907240452 IE Insp Repts 50-324/79-17 U 50-323/79-17 on 790416-20 
None empl lance noted nonf unctl o-nal fire barriers* spr 1 nkl er 
syi out of SVC t< fire protection mod not met 

e Region 2* Atlanta* Office of the Director 79/05/06 12pp 


7907020373 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Betuieen Assembly I* Reactor Upper Grid 
Plate " 

Q'REILLy*J.P Region 2* Atlanta* Office of the Director 
79/06/20 ip 


7907120036 Forwards IE Bulletin 79-02* Revision 1* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

O'REILLYiJ P Region 2* Atlanta* Office of the Director 
79/06/21 tp 


7907110213 Forwards IE Circular 79-09* “Occurrences of Split or 
Punctured Regulator Diaphragms in Certain 9elf-Contained 
Breathing Apparatus '* No action required. 

□ 'REILLV*J.F Region 2* Atlanta* Office of the Director 
79/06/22 ip 


79D7310004 Forwards IE Bulletin 79-13.1 "Cracking In Feedwater 8ys 
Piping.*^ No action required 

O'REILLYrO P Region 2* Atlanta* Office of the Director, 
79/06/25 2pp 


79071E0427 Forwards TE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required. 

O^REILLYt-J P Ragion 2* Atlanta* Office of the Director. 
79/06/20. 2pp, 


7907310229 Forwards IE Bulletin 79-14. "Beismic Analysis for Ai-Built 
Bafety-Releted Piping Sys '* Action required 
D^REILLV.O P Region 2* Atlanta* Office of the Director 
79/07/02 Ip 

7907310362 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

O'REILLY* J P. Region 2. Atlanta* Office of the Director 
79/07/11 Ip 


790-7190576 Forwards response to IE Bulletin 79-01 * orig Inal ly omitted as 
incl to 790612 Itr Response available in -Central Files only 
UTLEY* E, E Carolina Power t( Light Co 79/07/16. ip 


R Periodic operating reports |< related correspondence 


7907170025 Forwards monthly operating rapt for June 1979 
FURR* B J Carolina Power l< Light Co 79/07/10 Ip 


—7907170031 Monthly operating rept for June 1979 

MlLLie.E Carolina Power Light Co 79/07/02 9pp 


8 Reportable occurrences* UERs tc related enmspondence 


7907110543 Forwards LER 7Q-015/03L-0 

BAMKB. H R Carolina Pouer & Light Co 70/02/23 Ip 


— 7907110549 LER 7B-015/03L-0 an 7B0205 during reactor recirculation pump 
discharge valve cycle testp valve D32-F031A foiled in closed 
position requiring pump A to be secured Caused by stuck 
42 auxiliary contactor Contractor realigned 
* Carolina Power 6 Light Co 70/02/23 Spp 


7907110470 Forwards LER 7a-039/03L-0 

BANKS* H R Carolina Power & Light Co 70/05/12 Ip 


—7907110477 LER 7e-039/03L-0 on 700412 during quarterly HPCI pump flow 
test* HPCl turbine control valve was Inoperable Caused by 
corrosion inside el ectro/mechani cal /hy draul 1 c actuator 
preventing pilot valve plunger from operating 
s Carolina Power & Light Co 70/05/12 3pp 


7907050310 Forwards LER 79-036/03L-0 

fiANK8*H R CaroUna Power Light Co 79/06/20 Ip 


—7907050399 LER~79-036/03L-0 on 790602 while performing pipe support 
insp* snubbers in RHR d 1 scharge-to-f us 1 pool cooling* 
core spray 1 ine-to-vessal <* vessel head vent found 
inoperable Caused by loose nut on hanger belt 
TDLLISQNiA C Carolina Power «< Light Co 79/06/20 Ip 


7907060406 Forwards LER 79-023/03X-1 

BANKS. H R Carolina Power it Light Co 79/07/03 Ip 


—7907060412 LER 79-023/03X-1 on 790429 control rod 10-07 had no 
indication at notch 47 Caused by switch grounded to 
prototyplc inlet piping probe case Switch wrapped in 
fiberglass tape & returned to sve 

TOLLISON*A C Carolina Power it Light Co 79/07/03 Ip 


7907060408 Forwards LER 79-OO0/O3X-2 

BANKS* H R Carolina Power & Light Co 79/07/03 Ip 


—7907060416 LER 79-003/03X-2 on 790H2 RHR evt water pump 17* 
Ing ersol-Rand Model IBs 1 3AD* ex hi blted unacceptable vibration 
levels Caused by restrictor bushing seizing- to shaft 
Excessive user noted on impeller hub L shaft sleeve 
TOUL1SON*A C Carolina Power << Light Co 79/07/03 2pp 


7907190480 Forwards LER 79-029/03L-0 

BANKS* H>R Carolina Power 6 Light Co 79/07/06 Ip 


—7907190407 LER 79-D29/03L-0 on 790609 dry well exhaust backup valve* 
l-CAC-VlDi would not close during testing of valves after 
plant mod 79-0-98 Caused by dirty vent line air restrictor 
Restrictor cleaned it limit switch lubricated. 

TQLLlSQNiA C. Carolina Power L Light Ct», 79/07/06 Ip 


7907130339 Forwards LER 79-028/03X-I 

BANKS* H R. Carolina Power & Light Cq 79/07/09 Ip 


—7907130345 LER 79-02S/03X-1 on 790504 during normal startup* operator 
did not have "full In'* or "full out" indication on rod 
22-47 Cause unknown Circuitry chocked w/no problam found 
Isolated eventrw/no further action required, 

TOLL I BON* A C Carolina Power it Light Co 79/07/09 Ip 


7907130360 Forwards LER 70-O93/O3X-1. 

BANKS* H R Carolina Power It Light Co 79/07/09 Ip 


—7907130363 LER 70-O93/O3X— I on 701202 while inserting control rods to 
decrease reactor power* operator observed that position 
indication for notch IB it 20 was inoperable for rod 2-23 
Caused by grounding on Switch 40. Switch covered w/tape 
TOLLISON.A C. Carolina Power Ic Light Cp 79/07/09. IP. 


<7270230 Dltcussti complatad leitmic reanalgsis of safety-related 
iplng supports using acceptable computer code* In response 
' IE Bulletin 79-07. Plpei dlscavared to hav« discrepancies 
e being modified 

LEY*E E Caroline Power h Light Co. 79/07/23. 23pp 


7907230315 Forwards LER 79-536/03 X- I . 

BANKS* H R Carolina Power U Light Co 79/07/10. Ip. 
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--7907230320 LER 77-036/03X“t on 790602 *ix snubberu found tnoperabl® 
Cauiad bg buD bad loose bolts in clatnps & four had loui fluid 
leval due to leaking seals First tuo luere realigned Sc bolts 
tigh toned 

TOLLISONiA C Carolina Power Sc Light Co 79/07/10 Ip 


7907240357 Forwards LGft 79-045/03U-0 

B/\NKSc H R Carolina Power Sc Light Co 79/07/lB Ip 


**- 7907240363 LER 79~045/03L-0 on 790622 during normal operator 
turvel 1 lan(;e of control panel Si GAC-ATH*' 1263-2 Indicated 
drywell oxggen greater than 41{ Sc was erratic Caused by 
corrosion buildup In exhaust check valve Instrument callbr 
TOLLISONiA C Carolina Power Sc Light Co 79/07/10 2pp 


7907330325 Forwards LER 79-0a5/03L-0 

OANKS.H fi Carolina Power Sc Light Co 79/07/19 Ip 


— 7907230343 LER 79-025/03L-0 on 790622 HPCl torus suction valves for 
each unit not being timed closed in less than 00-s once per 
92 days as required Caused by omission of valves from 
original issue of penetrant test Test revised 
TOLLISONiA C Carolina Power V Light Co 79/07/19 ip 


DOCKET 90-326 UNW OF CALIFORNIA AT IRVINE RES REACTOR 


0, Inspection reportsr lE Dullatins fit correspondence 


7907230390 Forwards IE Info Notice 79-i6i "Nuclear Incident at TMl " 
No action required 

ENGELKENiR H Region 9# San FranclscOi Office of the Director 
79/06/22 Ip 


7907530769 Forwards lE Info Notice 79-10* "Bkylab Reentry ♦' No action 
raq.ulred 

ENCELKENiR H Region 9. San Francisco, Office of the Director 
79/07/06 Ip 


DOCKET 50-327 SEQUOVAH NUCLEAR PLANT* UNIT 1 


A App H cation/constructlon stage documents & correspondence 


790-7160109 Draft memo re licensing strategy for plants w/fuel load 
dates In CY79 

BOYOiR S Division of Project Management 79/03/20 6pp 


7907130019 Forwards FR not! ce* negative declaration 6 E!A supporting 
Issuance of DL VJ/o negative declaration 

RALLARDiR L Environmental Projects Branch I 79/03/31 2pp 


--7907130019 Notification of issuance of ElA fc negative declaration 
supporting issuance of OL. 

BALLARD* R L. Environmental Projects Branch I 79/03/31 2pp 


—7907130022 EIA supporting Issuance of OL 

« Division of Site Safety b Environmental Analysis 79/09/31 
19pp 


7907100690 EIA supporting Issuance of OL 

» Office of Nuclear Reactor Regulation 79/03/31 41pp, 


7907110699 Notification of 790614 meeting w/utll In Bathesda*MD to 
discuss southern Appalachian region tectonic study 
STAHLErC R Light Water Reactors Branch 4. 79/06/11 3pp 


7907030492 Requests extension to 800101 for const completion. Requires 
addl time for reanalysis of piping sys penetrating steel 
containment vessel for effects of postulated LOCA 
G-ILLELANDj U. E Tennessee Valley Authority 79/06/28 ip 


7907060309 Forwards "Southern Appalachian Tectonic Study " 
OILLELAND* U. E. Tennessee Valley Authority 79/06/28 2pp 


— 7907060316 "Southern Appalachian Tectonic Study " Dverslied maps and 
8EAY*W M Tennaseee Valley Authority, 79/01/31 e4pp 


7907170124 Forwards "Preliminary Evaluation of 9equoyab Unit 1 Flaw 
Indication" & "Analytical Evaluation of Flaw Indication 
In Unit 1 Reactor Vassal Cloture Head " 
lHLt8*L, M Tennessee Valley Authority 79/07/10 5pp. 


— 7907170131 "Preliminary Evaluation of Sequoyah Unit l Flaw Indication*" 
eupplamantal rept* prepared by Southwest Research Inst. 

* Tennessee Velley Authority. 79/02/28. 14pp, 


— 7907170140 "Analytical Evaluation of Flaw Indication In Unit 1 Reactor 
Vessel Closure Heed " 

ROCKELLE.JK Tennessee Valley Authority CED-C(J3-79“l 
79/07/10 07pp 


7907250324 Forwards Offsite Dose Calculation Manua 1 i Revl s i on 2 
MILLS* L « Tennessee Valley Authority 79/07/17 Ip 


—7907230331 Offsite Dose Calculation Manuali Revision 2 
e Tennessee Valley Authority 79/07/31 46pp 


7907230306 Forwards "Reactor Bldg Containment Integracod Leak Rate 
Tost" performed 790313-16 

HILLS, L M Tennessee Valley Authnrlty 79/07/10 Ip 


—7907230317 "Reactor Bldg Containment Integrated Leak Rate Test*" 
conducted 790713-16 

a Tennessee Valley Authority 79/07/10 123pp 


Q Inspection reports, IE Bulletins 6 correspondence 


7907020343 Forwards IE Bulletin 79-030, "Nuclear Incident at 
TM I -Sup pi " 

O'REILLY, J P Region 2, Atlanta* Office of the Director 
79/04/21 Spp 


7907050095 Forwards lE Insp Repts 50-327/79-23 6 80-328/79-12 on 
790410-12 No noncompl iahee noted 

MURPHY* C E Region S, Atlanta, Reactor Construction 6 Engineering 

Bupport Branch 79/03/0! 2pp 


—7907050103 IE Insp Repts 50-327/79-23 It 50-320/79-12 on 790410-12 No 
noncompliance noted Major areas inspected routine 
safety-related structurei* welding* records* fol lowup to 
previous Insp findings 6 licensee-identified item 
VAN DQORNiP K Region 2, Atlanta* Office of the Director 
CONLON* T H Region 2* Atlanta* Reactor Construction 6 

Engineering Support Branch 79/05/01 6pp 


7907U0335 Forwards IE Info Notice 79-U* "Ltiuer Reactor Vessel Head 
Insulation Support Problem "■ No action required 
O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/05/07. 3pp 


7907030140 Forwards IE Info Notice 79-12* "Attempted Damage to New 
Fuel Assemblies " No action required 

O'REILLY* J P. Region 2* Atlanta* Office of the Director 
79/05/10 3pp 


7907130356 Forwards IE Insp Rept 50-327/79-22 on 790329-30 6 0406, 

No noncompliance noted 

LEUlSiR C Region 5* Atlanta* Reactor Operations Nuclear Support 

Branch 79/05/10 2pp 


—7907130359 IE Insp Rept 30-327/79-22 on 790329-30 U 0406 No 
nencompltance noted Major areas inspected thermal expansion 
testing during hot functional testing 

WHITENER*H L . DONAT* T • MARTlNrR D Region 2* Atlanta* Office 
of the Director 79/05/09 4pp 


7907100207 Forwards IE Circular 79-00* "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/05/10 2pp 


790711010B Forwards IE Bulletin 79-li* "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Bafety Sys " Action 
required 

O'RElLLVfJ P Region 2* Atlanta, Office of the Director 
79/05/22. 3pp 


7907240122 Forwards IE Insp Repts 30-327/79-29 I, 30-320/79-16 on 
790500-11 No noncompUance noted. 

MURPHY* C E Region 2* Atlanta* Reactor Construction l< Engineering 

Support Branch 79/05/24 2pp 


—7907240129 IE Insp Repts 50-327/79-29 fc 50-328/79-16 on 790500-11 No 
noncompliance noted. Major areas inspected areas of previous 
noncompliance* 10CFR30 53(e) items* response to IG Bulletin 
79-02 6 containment penetrations, 

MCFARLANDtC R Region 2* Atlanta* Office of the Director 
HERDT* A. R. Region 2* Atlanta* Reactor Construction 6 
Engineering Support Branch 79/05/24. 2pp. 


7907030105 Forwards IE Info Notice 79-13* "Indication of Low Hater 
Level in Qyster Creek Reactor. " No action required 
O'RElLLYiJ P. Region 2* Atlanta* Office of the Director 
79/05/29 3pp. 
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79072A03G2 Forward* IE Ijitp Rept^ 30-3»7/79~27' &0-:j2e/79-lwi «« 

79D507-11 fjn none oflipl i flUC tf noted 

BUTHEnuAND. J T Iloflioni2< (Atlanta, Fu^l Facilitj & Katai-ijn- 

Bafety Branch 79/03/30 2pp 


— 79072A03aQ lE Imp flept* 30-327/79-27 t. 30-3 520/79- 14 on 790S07-11 No 
none omp lienee noted Major area* Inipectad Jlquirf 8i 
flion 1 to-pinfli jaieoy » filtration tr^ana far-* HEPA filter 

etorasa & tank vol verification 

MlLLBAP.Wvf neslon a. Atlantai Of^tc# o# the Director 
79/03/30 App 


7907190207 Rctpondi to lE Diillitln 79-04 8peci#>|o4 Volati eulita 
c^■clc valve* have not been initalled or icheduled for 
Initallatl on In any Bolsmtc Category I piping 

OJLLELANDjJ E Tenneneo VaUog Author Itg 79/05/31 3pp 


79O72O02JO F-oruardi IE Dulletln 79'“ia» "Short Period gcratne at DMA 
Facllltie* " Mo action 

O'REILLV. JP fiaglan 2. Atlantai Office op the Director 
79/05/31 Spp 


7907310170 ForiaardB re*pon*e to IB Bulletin 79-07 re «ei«mic etrei* 
analysiP of *af ety-r » iated piping Invei t Iga 1 1 on of non-NSSS 
tyi revpaled no dynamic oeitnlc piping enaly«^l« uie^ 
performed utiUtlng algebraic «ummatian of cocnp anent* 

OILUELANfl* J E Tenne»#e» Valley Authorltg 79/05/31 llpp 


79D7190196 Raipond* to IE Bulletin 79-03 No A6HE0A-31& «tainles« steel 
piping mfg by Youngtioun Molding 0 Englnoerlng Co hea been 
received for us* in safety -rail a tod tys, 

OJLLELANDi J E Tennessee VaUay Authority 79/0&/01 app. 


7907190-191 Forward* ttippl IE Bulletin 79-OlAi ‘‘'Environ QueS 1 f 1 cetlon of 
Class IE Equipment iOeflc lane lei in Environ Oual 1 f icai 1 1 or* of 
ASCO Bolonold ValvBsl " Action required 

(]'REit.LY«J P Peglan 9 » Atlanta^ Office of the Director. 

79/0&/<>ii 3pp, 


79070600d>4 Forwards IC Info Notice 79-15# "Daflciont Procedures No 
action required 

D^BElUY/dP Regions* Atlanta^ Office of the Director 
79/06/07 Spp 


79O7-0-SOS2O Forward* IC Info Notice 79*-l4i ''Safety Cl ass i f icot ion of 
Electrical CebU Support Bys " 

O'RElLLViJ F Raglan 2i Atlanta* Office of the Director 
79/06/11, Ip 


7907850167 Requests that Region 8 measurements van be granted Access 
privileges of "lictnsee designated vehicle " 

O'RElLLYiJ P Region S, AtUntfi Office of the Director 
79/06/11 Opp 


7907020393 Forwards IE Info Motiee 79-17* "Bourcei Holder Assembly 
Damege from Misfit Betueen Assembly & Itoactor Upper Drid 
Plate * 

O'REILLYi J, P Regions# Atlanta* Office of the Director 
79/06/80. Ip 


7907120104 Forwards lE Bulletin 79-02* Ilevl s I on 1* “Pipe Support Base 
Plate IJeiljns Uilng Concrete Eipansion Anchor DoltSi- “ Action 
required 

O'REaUY.J, P Ilaglon 2, Atlanta* Office of the Director 
79/06/81 Ip 


7907310089 rorward I IE Dulletln 79-13* '-Crackinfl In Feeduater Sjs 
Piping " Mo action required. 

D'RE1LLY*0 P Region S, Atlanta* Office of the Director. 
79/06/35 3pp 


7907IC0321 Forwards IE Circular 79-11. "Dae i gn/ConS t Interface 
Problem " No action required 

(l'REJLCY*JP Regions* Atlanta* Office of th* Director 
79/06/27 Sfp. 


7907100443 Forwards IE Circular 79-12* "PotantUl Diesel flenaratc^T 
Turbocharger ProbUn " No action required, 

O^REILLY, J P, Region 8, Atlanta* Office of the Director. 
79/06/30 3pp, 


7907310363 Forwards IE Dulletlr 79-M, "Bslswlc Anailveis for As-Bul It 
BaPety'^Related Piping flyi. " Action required. 

O'REJLLVrV P. Region 2* Atlanta* Office of th* Director. 

79/07 /Oa, 3pp 


/9073103a7 Forwards |E Dulletln 79-15* "Deep Draft Pvotp DaPlcienclee, 
Aciisn rtqulrii 

D'REIl.LY*JP Region 2* Atlanta. Office of th* Director. 

79/07/11 8pp. 


7907800376 Forwards responsa to IE Bui let lo 79-06A 8« tP ACRS 
recommendation* Changes planned re design tasting* operation 
it amergancy procedures will be documented In F8AR 
MILLS* L M Tannessae Valley Authority 79/07/12 D7pp 


79372402Si Forwards IE Circular 79-13* ‘’Replacement of Diesel Fire 
Pueip Starting Contactors " No action roquireJ 
O'REILI-Y* J F Region 2, Atlanta* Office of the Director 
79/07/13 3pp 


S. Reportable occurrences# LERs i* related correipondenca 


7907090551 Fortuardt firefc interim deficiency rept re lack of design 
consideration for thermal* statl c 6 BBE deflections in 
variable & rigid spring pipe supports 

OILLELAMDiJ E Tenneisee Valley Authority 79/06/81 ip 


— 7907090369 First Interim deficiency rapt re lack of design 
considerations of sujn of stat 1 c. thermal 6 BBE deflections 
far rigid & variable spring pipe support* potentially 
deficient piping supports reviewed 
e Tennessee Valley Authority 79/06/21 2pp 

7907090316 Forwards final deficiency rept re presfuriier relief piping 
support 

OILLELAND* xl E Tennessee Valley Authority 79/06/82 Ip 

— 790709031S Final deficiency rept pipe support l-RdH-93 failed to slid* 
during hot functional testing Caused by failure to lubricate 
sliding surfaces* resulting in plastic deformation of piping 
Pipe support redesigned 

e Tennessee Valley Authority 79/06/82 Ip 


DOCKET 80-380 SEQUOYAH NUCLEAR PLANT* UNIT 2 


A App 1 icatt on/cons truct 1 on stage documents it correspondence 


7907150019 Forwards FR not lea* negative declaration & EIA supporting 
Issuance of OL (4/o negative declaration 

BALLARD* R L Environmental Projects Branch 1. 79/05/3i 2pp 


— 7907130019 Notification of issuance of EIA L negative declaration 
supporting isfuance of OL 

&ALLARD*n L Bnvir onmenta I Projects Branch 1, 79/05/51 8pP 


— 7907130038 EIA lUpportlrg Istuatice Of OL 

a Division of Bite Bafaty t< Environmental Analysis, 79/05/31 
19pp 


7907180690 EIA supporting issuance af OL 

e Office of Nuclear Reactor Regulation 79/09/31, 41pp 


7907110699 Notification of 790614 meeting u/util in dathesda*MD tfl 
discuss southern Appalachian region tectonic study 
BTAHLEtC R Light Water Reactors Branch 4 79/06/11 3pp 


7907060309 Forwards "Bouthern Appalachian Tectonic Btudy " 
OILLELANO* J E. Tennessee Velley Authority, 79/06/20 8pp 


— 7907060316 "eDutherrn Appalachian Tectonic Study ” overslied map* and. 
SEAYrWN Tennessee Valiiy Authority 79/01/31 B4pp 


7907280324 Forward* Offsite Dose Calculation Manual, Revision 2 
HILLS. L.M Tennessee Valley Authority 79/07/17 Ip 


—7907280331 Offsite Dose Calculation Nanua 1* Ravi sion 8. 
a Tennessee Valley Authority. 79/07/3£. 46pp. 

0 Inspection reports* IE Bulletins t* correspondence 


7907020343 Forwards IE Bulletin 79-05Bi "MucLaar Incident at 
TMI-Suppl. " 

0‘'REILLV*J P Region 2r Atlanta* Office of the Director 
79/04/81 3pp. 

7907050095 Foruarda IE Insp Rep is 50-327/79-83 L 50-328/79-12 on 
790410-12, No nancomplianee noted 

HURPHY*C.E Region 2* Atlenta* Reactor Conitructlon fc Englnaerlng 

Support flratich, 79/05/01 Spp. 

—7907090103 IE Insp Raptf 50-387/79-23 «t 50-329/79-18 on 790410-18. No 
noncompl lance noted Major areas Inspactadj routine 
safety-related structures, weld Ing* record s* followup to 
previous insp findings t< l tcensee-identl Pled item 
VAN OOOBH, P, K. Region 2* Atlante* Office of the Director. 
CflNLDN*T,E. Region 8* Atlanta, Reactor Construction li 

Engineering Support Branch 79/05/Oi. 6pp. 
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79071 10i335 Forwards IE Infa Notlcp 79~1J< "Lowar Reactor Veieel Head 
Iniulation Support Problem " No action required 
O^REILLYpJP Region 2* AtUntai Office of tho Director 
79/05/07 3pp 


79070-30140 Foriuarde IE Info Notice 79-ia. "Attempted Damage to Neu 
Fuel Assemblies *' No action required 

D'RElLLYiJ P Region 2 j Atlanta* Office of the Director 
79/05/10 3pp 


7907100207 Fpruards IE Circular 79-08. "Attempted Extortion - Lou 
Enriched U " No action required 

O'REIULY. J P Region 2. Atlanta. Office of the Director 
79/05/10 2pp 


7907110103 Forwards IE Bulletin 79-11* "Faulty Qvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Bys Action 
required 

□ 'REILLY* J P Region 2* Atlanta* Office of the Director 

79/05/22 app 


7907240122 Forwards IE Insp Ropts 50-327/79-29 S* 50-328/79-1 A on 
790500-11 No noncompliance noted 

HURPHYi C E Region 2. Atlanta* Reactor Construction S< Engineering 

Support Branch 79/05/24 2pp 


—7907240129 IE Imp Repts 50-327/79-29 &t 50-328/79-16 on 790509-11 No 
noncompUancB noted Major areas Inspected areas of previous 
none Dtnpl lance* lOCFRSO, S5< e } Items* response to IE Bulletin 
79-02 b containment penetrations 

MCFARLAND* C, R Region 2* Atlanta* Office of the Director 
HERD! * A R Region 2* Atlanta* Reactor Construction b 

Engineering Support Branch 79/05/24 2pp 


7907030105 Forwards IE Info Notice 79-13* "Indication of Low Nater 
Level in Oyster Creek Reactor " No action required 
O'RElLLYrJ P Region 2* Atlanta* Office of the Director 
79/05/29 3pp 


7907860532 Forwards IE Insp Repts 50-387/79-27 b 50-388/79-14 on 
790S07-lt No noncompliance noted 

SUTHERLANDiJ T Region 2* Atlanta* Fuel Facility b Materials 

Safety Branch 79/05/30 2pp 


— 790786053B IE Insp Repts 50-327/79-87 b 50-328/79-14 on 790507-11 No 
none ompl lance noted Major areas inspected liquid b gas 
mon 1 tor Ing* gaseous filtration sys* resin transfer* HEPA filter 
storage b tank vol verification 

MILLSAP*W J. Region 2* Atlanta* Office of the Director, 
79/05/30 &PP 


7907190207 Responds tp IE Bulletin 79-04 Specified Yelan swing 
check valves have not been Installed or scheduled for 
Insiailation in any Seismic Category I piping sys 
OILLELAHD*vJ E Tennessee Valley Authority 79/05/31 3pp 


7907200210 Forwards IE Bulletin 79-12* "Short Period Scrams at BUR 
FaclLltlct " No action required 

O'REILLY*^ P Region 2* Atlanta* Office of the Director 
79/03/31. 2pp 


7907310170 Forwards response to IE Bulletin 79-07 re seismic stress 
analysis of safety-related piping Investigation of non-N88S 
tye revealed no dynamic seismic piping analysis was 
performed utllliing algebraic summation of components 
0ILLELAND*J E. Tennessee Valley Authority 79/05/31, llpp 


7907190196 Responds to IE Bulletin 79-03 No ASMEgA-312 stainless steel 
piping mfg by Youngstown Melding b Engineering Co has been 
received for use in safety-related sys, 

OlLLeLAND*Je Tennessee Valley Authority 79/06/01. 2pp 


7907190191 Forwards suppl XE Bulletin 79-OlA* "Environ Qualification of 
Class IE Equipment (Deficiencies In Environ Qualification of 
A8C0 Solenoid Valvei) " Action required 

O'RElLLYiJ P Region 2* Atlanta, Office of the Director 
79/06/06. Spp, 


7907060064 Forwards IE Info Notice 79-15* "Deficient Procedures." No 
action required. 

O'REILLY* V P Region 2* Ailantoi Office of the Director 
79/06/07 8pp 


7907020220 Forwards IE Info Notice 79-14* "Safety Clesslf Icatlon of 
Electrical Cable Suppprt Sys." 

0 'REILLY* J. P. Region 2* Atlanta, Office of the Director 
79/06/11. Ip 


7907250167 Requests that Region 2 measurements van be granted access 
privileges of "licensee designated vehicle " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/11 3pp 


7907080393 Forwards IE Info Notice 79-174 "Source Holder Assembly 
Damage from Misfit Between Assembly b Reactor Upper Grid 
Plato " 

O'REILLY.J P Region 2* Atlanta* Office of the Director 
79/06/20 Ip 


7907120104 Forwards IE Bulletin 79-02. Revisl on 1* "Pipe Support Qase 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

O'RElLLYiJ P Region 2. Atlanta. Office of the Director 
79/06/21 Ip 


7907310029 Forwards IE Bulletin 79-13* "Cracking in Feedwater Sys 
Piping " No action required 

O'REILLY, J P. Region 8* Atlanta* Office of the Director 
79/06/25 3pp 


7907190321 Forwards IE Circular 79-11* "Des i gn/Const Interface 
Problem " No action required 

□ 'REILLY, J P Region 2* Atlanta* Office of the Director 
79/06/27 2pp 


7907100443 Forwards IE Circular 79-12. ‘'Potential Diesel Oenerator 
Turbocharger Problem " No action required 
O'REILLY.J P Region 2* Atlanta* Office of the Director 
79/06/20 3pp 


7907310263 Forwards IE Bulletin 79-14* "Seismic Analysis for As-Dullt 
Safety-Related Piping Sys " Action required 
O'REILLY.J P Region 2* Atlanta, Office of the Director 
79/07/02 3pp 


7907310387 Forwards IE Bulletin 79-15* "Deep Draft Pump Deficiencies 
Action required 

O'REILLY.J P Region 2. Atlanta* Office of the Director 
79/07/11. Spp 


7907240281 Forwards IE Circular 79-13* "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
O'REILLY.J P Region 2* Atlanta* Office of the Director 
79/07/13 3pp 

9 Reportable occurrences. LERs b reUted cot res pondsnee 


7907090351 Forwards first interim deficiency rapt re lack of design 
consideration for thermal* static L SSE deflections in 
variable b rigid spring pipe supports 

OILLELAND* J E Tennessee Velley Authority 79/06/21 Ip. 


— 7907090369 First interim deficiency rapt re lack of design 
considerations of sum of static, therma I b 88E deflections 
for rigid b variable spring pips supports Potentially 
deficient piping supports reviewed 
« Tennessee Valley Authority 79/06/21. 2pp 


DOCKET 50-329 MIDLAND PLANT* UNIT 1 


A Application/constructlon stage documents b correspondence 


7905230663 Summary of 790130-31 meeting w/util* Bechtel b 8bU 
In Bethesda. MD re Selected outstanding F0AR review mefcteri 
Forwards list of attendees* draft responses to NRC 
questions b summery of applicant presentation. 

HODOfD 8. Light Hater Reactors Branch 4. 79/04/23 44pp 


7905240952 Summery of 790410-11 meeting u/utl I* Bechtel 
Associates b BbW in Bethesda, MD to discuss NRC review of 
F9AR, Forwards lists of attendees b meeting summaries 
HOOD*D, S Light Ueter Reactors Branch 4 79/04/25 I3pp 


7907130057 Notification of 790607 site visit w/util in Midland. Ml to 
obSarvB test pits in fill. 

H00D*0, S Light Ueter Resetors Branch 4 79/06/01. 3pp 


7907190020 Notification of 790710 meeting W/utll In Bethesde*MD to 
discuss abnormal settlement of fill b structures at site 
HOQD*D. 8 Light Ueter Reactors Branch 4, 79/06/13. 8pp 


7907240053 Notification of 790610 meeting in Bethesda* MO w/utti re 
status of safety b environ reviews 

HOOD*D. B Light Uater Reactors Branch 4. 79/06/15 2pp, 
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7907190039 Forwards of 790&07 %itie visit to Qb*6rve tut pits 

in plant area fill 

HGOD.D 8 Ligiht Uater Reactors Uranch 4 79/06/21 2pp 


— 7907190046 SumcnarHes 790607 site visit in hid land. Ml to ftbtsrvc test 
pits in plant area fill 

OILUENt 0 M OeasclencBS Dranch 79/06/14 3pp 


790703D42B Submits offer to provide NRC u/stael fc» concrete test 
spaclrnens b»/protec t i ve coating s^s presentlij employed in 
nuclear facilities 

PUSCHEL^'h A Co-nsumors Power Co 79/06/27 3pp 


7907300979 Notification of 790719 meeting w/utll In Cethesda.MO to 
discuss tectenic provinces 

HODDi D a tight Water Reactors Branch 4 79/07/05 app 

7907110416 Forwards Revision 2 to 790424 responses to 10CFR50 54ifi 
request re plant fill 

KQWEUL.Q H Consumers Power Co 79/07/09 I9pp, 


7907260475 Forwards response to request for addl info re seismic 
qualification review team data Data concerns transmitter, 
pressure transmitters inside containment €c delta^pressure 
transmitters Inside containment 

HOWELL. S H Consumers Power Cq 79/07/20 65pp 


C Utllitv Environmental Report (ERl< amends & correspondence 


7907050306 Forwards Amend 67 to application for CP tt OL. cons i sting of 
Revision 9 to environ rept Includes addl info requested in 
HH Regan 790922 h 7D10U Urs. revised matl on water usegt 
U corrections of errors 6 omissions 
MDWELLi 8 H Consumers Power Co 79/06/29 2pp 


-'>7907050315 Amend 67 to application for CP 6 OL. const sting of Revision 
9 to environ rept Includes addl Info requested in WH Began 
790522 it 7B10J1 Itra.revlsed rnatl on water usage 6 
corrections of errors Sc amissions 
* Consumers Power Co 79/06/89 9app 


7907170006 Forwards affidavit re distr 1 b-utl on of Amend 67 to 
application for CP 6 OUi Revision 9 to environ rept 
BACON. 0 L Consumers Power Co 79/07/10 4pp 


0 Adjudicatory correspondence 


7907180205 Forwards 790501 final deficlencg rept 6 790427 rapt re 
diesel generator bldg settlement 

OIBDB.H E Uhani Lincoln U Deale 77/'05/04 lp> 


—7907180305 Interim Deficiency Rept 5 re diesel gansrator foundations 
& bldg ititlemeni Caused by erroneous settlement readings. 
Redesigned instrumentation installed 
e Consumers Power Co 79/04/27 lOpp 


7907180810 Second emended notice of deposition of J Falahee.J Bacon. AH 
Aymond.R RenProunL Mute 6 D Rossoi to be taken on 
790530-0601.04 -Ic 05-07 Deposition concerns issues set 
forth in 790503 order -Certificate of 8vc end 
0i.ff37tA0.WJ ffranch 4 79/05/23 3pp 


7907020016 Notification of evidentiary hearing to be held on 790702-27 
at NRC issues of ASLfl 790503 prehearing conference order 
shall be dlicussed at hearing 

MILLER.M £. Atomic Safety and Licensing Doard Panel 79/06/12 
2pp 


7907190682 NBC opposition to Consumers Power Co 790330 motion for 
summary dispositl-on re ASLB 790104 order. Part II Certificate 
of five end 

DUHBTEABjH J Branch 4 79/06/15. 5pp 

7907190504 Cansuners Power Cc supplemental memo clarifying facts prior 
to hearing scheduled to begin on 790702 Certificate of 
8vc incl 

REYNOLDS, W B , CHARNOFFrO . UEtSBARD.A J 8haw, Pittman. Potts. 6 
Trowbridge 79/06/26 lOpp 


7907260131 Forwards HO Tharnburg 790625 mama re Ofc of Inspector tc 
Auditor Investigation 

OLh&TEAD.N J Branch 4 79/06/26. Ip. 


— 7907260139 Submits findings re M Cherry 7B1120 Itr to -JO Keppler re 
assigned resident inspector at facility who had been 
co-opted by licensee Inquiry Indicated allegation not 
substantiated Parties should be informed 

THQRNDUROrH B. Division of Reactor Cgnstructi on Inspection 

79/06/25. Ip. 


H Oeneral correspondence 


7907030201 Forwards summary of 790529 tele* to Jh Hendrie re 
interruption of QL review process 
OEHLOW.O Michigan. State of 79/03/30 Ip 


— 7907050263 Summofiies 790529 tel as to JM Hendrie Requests NRC revii^j 
assessment of operating schedule before taking action on 
interrupting review process 

bEMLOVI. D J Michigan. State of 79/05/29 ip 


7907050369 Opposes const delay B. suspension Of license application 
revlBui 

8ELDV, J D Consumers Power Co 79/05/29 ip 


K Utility Final Safety Analysis Report (FSAR) e< amends 


7907030279 Forwards Amend 66 to CP L QL Ovarii led drawings of piping 
It Instrumentat ion for mbiceup L purification on boron 
recovery end Drawings available in Central Files only 
HOWELL. 8 H Consumers Power Co 79/06/28 2pp 


—7907030445 Amend 66 to application for CP S< QL. revising various FOAI) 
sections 

KQMELL.S H ConsunterB Power Co 79/06/20 ip 


7907030470 Forwards Amend 66 to application for CP s L QLs L Revision 
22 to f8AR 

HOWELL. 9 H Consumer 8 Power Co 79/06/28 ip 


—7907030472 FSAR Revision 22 

•a Consumers Power Co 79/06/20 SOOpp 


7907090366 Forwards Certificate of Sve for Amend 66. F0AR Revision SS. 
bo CP t OL applications 

BACON. J L Consumers Power Co 79/07/08 2pp 


<l Inspection reports, IE Dulbetins correspondence 


7907300080 Forwards IE Ihsp Repts 50-329/79-09 6 50-330/79-09 on 
790201-0329 No nsneomp 1 lance noted. 

PiQRELLIiO Region 3. Chicago. Reactor Construction 6 Engineer l-n; 

Bupport Branch 79/03/00 Rpp 


—7907300096 IE Insp Rept 6 50-329/79-09 U 50-330/79-09 on 790201 -03a<?. I 
noncompliance noted Major areas inspected site conditions, 
vendor supplied electrical penetrations* reactor vessel 
internal storage U mgt meetings 

CQOK.R J . HNOP.R C Region 3. Chicago. Office Of the Director. 
79/05/07 6pp 


7907110702 Responds to IE Bulletin 79-04. "Incorrect Weights for Gwln® 
Check Valves Mfg by Va-lan Engineering Corp *' No valves used 
at facility. 

HOMELL.a H Consumors Power Co 79/03/17 Ip 


7907130166 ForwanSs 790313 S6W rept. "Records Investigation Rept 
Related to Qf f-Chemietry Welds in Matl Burveinance 
Specimens it Responses to 1C Bulletins 7B-12 & 7B'12A " 

HOWELL. 8 H. Consumers Power Co 79/03/22, Ip 


—7907130173 Forwards "Records I nvestiga tton Rept Related to 
Of f-Ch«mls try Melds In Matl Burveillance Specimens U 
Responses to IE Bulletins 70-12 t< 70-126 " W/o end 
TAVLOff. J,H Babcock 6 Ml leas Co 79/03/13 Spp 


79071I021S Responds to IE Bulletin 79-07 None of methods specified 
used In listed computer program for seismic analysis of 
saf ety-ralated piping Review of modal results In pinpihg 
analysts establishes specified spectral methods not used 
HQWELLi 9 H Consumers Rower Co 79/03/24 2pp 


7907200307 Forwards IE Bulletin 79-12. "'Bhort Rerlod Scrams at pUR 
Facilities '* No action required 

KEPPLER.^ 0 Region 3. Chicago. Office of the Director 79/0^/^ 

Ip 


7907240156 Forwards IE Insp Hepti 30-329/79-i 1 l< 50-330/79-11 on 
790507-00 Ho none omp I ianc s noted, 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/t>*v 

app 


—7907240164 IE Insp Repts 50-329/79-11 50-330/79-il on 790307-'C>*3 

non comp I lance noted Major areas Inspected , damage to control 
room wiring* 

CREED. J R . DONAHOE.J F. . NORELIUS.G.E Region 3. Chicago* 
Office of the Director 79/05/29 6pp, 
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770/l*?0SfA^ roruJard* «uppl lE DuHetln 79-OlA. "Environ Qualification of 
Cia«« IE Eqtilptnent < Daf i c 1 anc i as in Environ Qualification of 
AflCD B-olenatd Volvev) " Action required 

0 Region 3. Chicago. Office of the Director 79/06/06 

IP 


7907310407 foruiarde IE Circular 79-13. "Rep I a c e«eht of Ditiel Fir* 

Pump Starting Contactors " No action rsqulrei} 

KEPPLER.J O Region 3. Chicago, Office Of the Director 79/07/13 

Ip 


7907a40aai rorwards IC Info Notice 79-l9i "Deficient Procedures '* No 
action required 

KEPPLEHrJ 0 Region 3, Chicago. Office of the Director 79/06/07 

IP 


7907360102 ToruJard* IE Imp Repta 50-329/79-07 h 90-330/79-07 on 
7904a6-'27 No noncomp 1 lance noted 

DAtfia^ A 0 Region 3, Chicago. Fuel FacUltg 8» Katerlal* Safety 

Drunch 79/06/07 2pp 


— 7907260196 lE In»p Rapt* 90-329/79-07 5< 50-330/79-07 bn 790426-27 No 
noncomp I lane 0 noted Major area* inspected environmental 
protection requir etnentar Inc lud Ing mgt conttole 6 QC of 
anallfj tlcal meaiurements 

DCQTMANN.M J I EBBIOiT H Region 3» Chicago. Office of the 
Director. 79/06/09 6pp 


7907860174 Notifies that written responses to IE Bulletin 79-15 Suppl 
1» should b« directed to IE Div of Reactor Const Insp 
AEPPLER, -J O Region 3» Chicago, Office of the Director 79/07/16 

t 9 


7907360351 Forwards lE Info Notice 79-19. "Pipe Cracts in Btapnant 
Borated Water Sys at PvJR Plants " No action required 
KEPPLER, J G Region 3. Chicago, Office of the Director 79/07/lB 

ip 


7907350227 Forwards IE Bulletin 79- 14. Revl s I on 1. "Bilsmlc Analysis for 
As-Built Safety-Related Piping Sys " Action required 
KEPPUER,J o Region 3. Chicago, Office of the Director 79/07/20 
IP 


R Periodic operating reports S, related correspondence 


7907060007 Advl*e* theit IE Info Notice 79-15 
forwardeiJ to utJJs 

FAPPAOiH noglon 3. Chicago. Office of the Director 

app 


"Deficient Procedures" 


79/06/OB 


7907020356 Forwards for May 1979 Bechtel nonconformance repts 6 rept 
log. quality audit find ings. quality action requests. mgt 
corrective action repts. B6W repts of nonconformity t util 
nonconf ormance, aud i t 6 action repts 
HOUEtL. 8 H Consumers Power Co 79/06/25 SOOpp 


7907020249 Forwards JE info Notice 79-14, "Bafety Classification of 
riectrlcal Cahla Qupport Syt " . ^ < 

K6PPLBR.J 0 Region 3. Chicago, Office of the Director 79/06/11 

Ip. 

79'OV3DO?53l Responds to lE Dulletin 79-09 OC Typo AK~2 circuit breakers 
•re only used in control rod drive control sys Preventive 
maihb proteduro A 1i«i been enierod in mostet procedure 
Inilfx, Proc erfur e uilJl he performed «t 6-tnonth intervals 
HQHEU.. B H, Consumers Power Co, 79/06/19 ip 

7907020421 Forward* IE Info Notice 79-17. "Source Holder Assembly 
Damaste from Misfit Between Assembly 6 Reactor Upper Grid 

KEPPLER^O. 0 Region 3. Chicago. Office of the Director 79/06/20 

ip 

7907120821 Forword* IE DuHstln 79-02. Revision 1. "Flpj 

Puts Designs Using Concrete Expansion Anchor Dolt* Action 

KF.PPL.Eni'j 0 n.glon a. Chlcjo, O.Mc. of th. Dlr.otor 79/06/81 

I. 

7907090327 n.,9iind» U FOIA 

VO-ia, I8A fc »2n 6 ‘n^» O" •tUfU'l '“•>'< "'•» ?g 79 oil. 1 - 4 . " 
F,.V0..9d. FOAfl "W.ld M.U "•7*''=“' "V'i!;",.??, tr 
8. rosponies to NRG question* re Midland g*,-- 

FCLTON. J. rt Division of Rule* and Records 79/06/22 36pp 

7907130113 Forw.r0, IE Boll. tin 77-13, "Cracklnj In F.«<H«t«r 89 . 

i;^?|Srin:u"o,““E:«rr3r'c..lc.,o. Offl» .. D.r.rtor 79/06/80 

Ip. 

7907060308 roruiard* IE Circular 79-l0i "Plpef itt ings Hfg from 

”*‘r.; 10^ *3?"hlc:;;2“‘5r.lc. .. u. Blr.ck.r 79/06/26 

ip 

7907050472 Forward# IE Circular 79-11. "Oeslgn/Const Interface 
ip 


7907180400 F«rw.r4. IE Clrful.r 79-12, ■■P.t.ntl.l O.n.r.to, 

sr .. u. D.r.ctor 79 / 06/20 

ip 

7907130260 F6rw.rd. IE BuU.Mn 79-14, '‘B.l.jlc Ap.l,.!. .« A.-BulU 

th. Dlrecr 79/07/02 
ip. 


7907010331 Forward. IE Bull.tln 79-18, “0..^ Dr.ft Fumf D.fUi.n«l« 


7907270240 Forwards Bechtel nenconf orreance repts. quality action 
request*, fngt corrective action repts, BhM nontonf ornance 
repts, util nonconformance repts 6 audit findings 
MCDOWELL. S H Consumers Power Co 79/07/25 SSOpp 

S Reportable occurrences. LERs S< related correspondence 

7907050243 Interim rept on status of component qualification test 
documentation re-revitw Initial review* indicate 
discrepancies may eiist simlUT to those Jj*^"** 
procureoiftnts made by Bechtel Addl info «in h. submitted 
HOWELL. S H Consumers Power Co 79/03/04 2pp 

7907100604 Forwards Interim Deficiency Rept 6 rt settlement of 
diesel Qonarator foundation* U bldg due to landfill 
insufficient compaction in plf^t 
HOWELL. S H Consumers Power Co 79/06/25 3pp 

— 79Q710Q6O6 l.t.rl. D.fUU.cg R.P‘ 6 « 

foundation, b bldg do. to intuffUlont co.pactlcn In pl.nt 
area fill Prepared by Bechtel Associates 
e Conauisers Power Co 79 / 06/11 96 pp 

7907100527 euhmits interim deficiency 1 1^ bl^'****’"' 

test documentation re-rtview by Bechtel Further rept will f 

,»nt fey 790910 

HOWELL. S M Consumers Power Co 


79/07/06 2pp 


Actiun raqulr«d. 
HEPPLERi J. O' 


Region 3. Chicago. Office of the Director 


79/07/11 


Revision 0 , prepared by Bechtel 

DARTfC Consumers Power Co 79/01/05 PP 

7907250325 Forwards Interim Deficiency Rept 2 re discrepancies in 
cc.fon.n». of fOt ..In , 

HOWELL. 0 D Consumer* Power Co 79/0/ /30 ip 

-,9<178S0P29 

c... 79 / 07/.9 b.. 

•:»" 

’•assTS.rc!!,::.:;”” wir -iC’"- " 

w;:!::- 

790522 deposition of JO Tempi* fp 1 
^’?6WU6?5 Cb.mic.l Cu 79/05/22 I67ff 

7^7110682 Tr.n.crlpb o. 790523 d.fd.lblon df R8 R.n'rdw In AtUnf.CA 
pp 1-S20. 
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7907i9-0039 Foruiards of 790607 visit to observe test pits 

in plant area fill 

HOOD. D Q Light Llater Reactors tlranch 4 79/06/21 2pp 


— 7907190046 £uinjnariies 790607 site visit in Midland. MT to observe test 
pits in plant area fill 

OlLLEWi D H Geosciences Dranch 79/06/14 3pp 


7907030433 offer to provide NRC u/steel tr concrete test 

speclfnens u/protcctive coating syt presently eaiployed In 
nuclear facilities 

PLISCHELiM A Consumers Power Co 79/06/27 Spp 


7907300577 Notification of 790719 meeting w/utll In Dethesda.HD to 
discuss tectonic provinces 

KOGD. D 3 Light Mater Reactors Dratich 4 79/07/05 3pp 


7907110416 Forwards Pevlsio-n 2 to 790424 responses to 1DCFR50 54(f) 
request re plant fill 

HOWELLifi H Consumers Power Co 79/07/09 I9pp 


7907260475 Parwards response to request far addl info re seismic 
qualification review team data Data concerns transmitter, 
pressure transmitters inside containment del ta''preesure 
transmitters inside containment 

K0UELL.8 H Consumers Power Co 79/07/50 65pp 


C Utility Environmental Report <ER}» amends t( corraspondence 


7907050306 Forwards Amend 67 to application for CP 1* OL. consisting of 
Revision 9 to environ rept Includes addl info requested In 
NH Regan 79G5S2 4( 7B10li lire, revised matl on water usage 
& corrections of errors 6 omissions 
HQt^ELL. 8 H Consumers Power Co 79/06/29 Spp 


-^7907050315 Amend 67 to application fo-r CP it QL. c onsis t ing of Revision 
9 to environ rept Includes addl info requested in MH Regan 
79D923 & 7BI0I1 Itrs^revlscd mat] on water usage It 
corrections of errors omissions 

a Consumers Power Co 79/06/29 9app 


7907170006 Forwards affidavit re distribution of Amend 67 to 
application for CP OL. Revision 9 to environ rept 
BACON. U L Consumers Power Co 79/07/10 4pp. 


0 Adjudicatory correspondence 


7907180205 Forwards 790501 final deficiency rept & 790427 rept re 
diesel generator bldg settlement 

DlBRSiMiE Isham. Lincoln & Beale 79/05/04 Ip 


-790'7iaoa05 Interim Deficiency Rept 5 re diesel generator foundations 
It bldg settlement Caused by erroneous settlement readings 
Redesigned instrumentation installed 
s Consumers Power Co 79/04/27 lOpp 


07180810 Second amended notice of deposition of J Palahee.J Bacon.AH 

AymondjR RenfrowiL Nute 6 0 Rosso, to be taken on 

790530-0601.04 6 09-07 Deposition concerns issues set 

forth In 790503 order Certificate of Bvc encL 

QLIISTEAD.W J Branch 4 79/08/25 3pp 


9(77020016 Notification of evidentiary bearing to be held on 790702-27 
at NRC Issues of A8LD 790303 prehearing Conference order 
shall be diicussed at hearing. 

MILLER. H E Atomic Safely and Licensing Hoard Panel 79/06/12 

2pp. 


79071906S2 NRC opposition to Consumers Power Co 790330 motion for 
summary disposition re ABLS 790104 order^Part ll Certificate 
of 8vc end 

OLMSTEAD. M J Branch 4. 79/06/15 Spp 

?07190504 Consumers power Co supplemental memo clarifying facts prior 
to hearing scheduled to begin on 790702 Certificate of 
9vc end 

REYNOLDS. M S . CHARNOFF. O. , NEtSBARD. A J. ahau. Pittman. Potts. S. 
Trowbridge 79/06/26 lOpp 


^07260131 Forwards HD Thornburg 790625 memo re Ofc of Inspector 
Auditor Investigation. 

OLMSTEAD, H J Branch 4 79/06/26 Ip. 


7907S60139 Submits findings re M Cherry 781120 Itr to JO Keppler re 
aselgned resident inspector «t facility who had been 
co-opted by licensee Inquiry indicated allegation not 
substant iated. Perttes should be informed 

TKORHBUROiH D. Division pf Reactor Construction Inspectiiin 
79/06/25 Ip, 


K General correspondence 


7907030281 Forwards summary of 790529 telex to JM Hendrle re 
interruption of QL review process 
0EMLOW.D J Michigan. State of 79/03/30 Ip 


— 7907050283 Summarizes 790529 telex to JM Hendrle Requests NRC review 
assessment of operating Schedule before taking action on 
interrupting review process 

DEMLOM. D J Michigan. State of 79/05/29 Ip 


7907050569 Opposes const delay & suspension of license application 
review 

8ELDY. J D Consumers Power Co 79/05/2? Ip 


K Utility Final Safety Analysis Report (P8AR> & amends 


7907030279 Forwards Amend 66 to CF 8t OL Oversized drawings of piping 
Ic instrumentation for makeup it purification on boron 
recovery end Drawings available In Central Files only 
NOUELLrS H Consumers Power Co 79/06/28 2pp 


— 7907030445 Amend 66 to application for CP 8< OL. revising various F8AR 
sections 

HOUELL. 8 H Consumers Power Co 79/06/20 Ip 


7907030470 Forwards Amend 66 to application for CPs tt OLs 6 Revision 
22 to F8AR 

HOWELL. BH Consumers Power Co 79/06/20 Ip 


—7907030472 F8AR Revision 22 

tt Consumers Power Co 79/06/2B SOOpp 


7907090366 Forwards Certificate of 8vc for Amend 66. F0AR Revision 22. 
to CP Ic OL applications 

BACON. J L Consumers Power Co 79/07/02 2pp 


Q Inspection reports. IE Bulletins tc correspondence 


7907300088 Forwards IE Insp Repts 50-329/79-09 & 50-330/79-09 on 
790201-0329 No noncomp 1 lance noted 

FIORELLI.O Region 3. Chicago. Reactor Construction k Engineering 

Support Branch 79/05/08 2pp 


—7907300096 IE Insp Repts 50-339/79-09 U 50-330/79-09 on 790201-0329 No 
noncompl lance noted Major areas Inspec ted. s i te conditions, 
vendor supplied electrical penetrations, reactor vessel 
Internal storage & mgt meetings 

COOK.R J . KNOP. R C Region 3i Chicago. Office of the Director 
79/05/07 6pp 


7907110702 Responds to IE Bulletin 79-04( “Incorrect Weights for Swing 
Check Valves Mlfg by Velan Engineering Corp “ No valves used 
at facility 

HOWELL I 8 H Consumers Power Co 79/05/17 Ip 


7907130166 Forwards 790313 Bt.W rept. "Records Investigation Rept 
Related to Of f-Cheml stry Weldtt in Matl Surveillance 
Specimens k Responses to IE Bulletins 76-iS & 78-12A " 

HOWELL ■ S H Consumers Power Co 79/03/22 ip 


— 7907130175 Forwards "Records Investigation Rept Related to 
Off-Chemistry Welds in Matl Burveillence Specimens k 
Responses to IE Bulletins 78-12 k 78-12A " W/o end 
TAYLOR. J H Babcock k Wilcox Co 79/03/13 2pp 


7907110215 Responds to IE Bulletin 79-07 None of method* spedflad are 
used in listed computer program for seismic analysis of 
safttty-related piping Review of modal results in plnplng 
analysis establishes specified spectral methods not used 
HOWELL. S H Consumers Power Co 79/05/94 2pp 


7907200307 Forwards IE Bulletin 79-12. "Short Period Scrams at DWR 
Facilities " No action required 

KEPPLER, J.G Region 3. Chicago. Office of the Director 79/05/31 
IP 


7907240156 Forwards lE Imp Repts 50-329/79-11 k 50-330/79-11 on 
790507-00 No ncncompllan.es noted 

KEPPLER. J O. Region 3. Chicago. Office of the Director 79/06/01 

2fP. 


—7907 240164 IE Imp Repts 50-329/79-11 k 50-330/79-11 on 790507-03 No 
noncompl lance noted Major areas inspected . damage to control 
room wiring 

CREED.JR. DONAHUE. JF.. NDRELIU8.CE Region 3. Chicago. 
Office of the Director. 79/05/29 6pp 
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7907190244 Faruards »uppl IE Dullotin 79-OiA. "Environ Dual t f Icafcion oP 
Clas« JE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

KEPPLEfiiJ 0 Region 3i Chicago^ Office of the Director 79/0&/06 


7907240291 Forwards IE Info Notice 79-15. “Deficient Procedures '* No 
action required 

KEPPLER.J Q Region 3. Chicagoi Office of the Director 79/06/07 

Ip 


7907260102 Forwards IE Insp Ropts 50-329/79-07 U 50-330/79-07 on 
790426-27 No noncomp 1 lane e noted 

DAVIS. A D Region 3i Chicagoi Fuel Facility & Materials Safety 

Branch 79/06/07 2pp 


— 7907260196 IE Insp Repta 50-329/79-07 It 50-330/79-07 on 790426-27 No 
noncompliance noted Major areas inspected environmental 
protection requirements. Inc lud ing mg t controls b QC of 
analytical measurements 

□ESTMANN. H J . E85IQ. T H Region 3. Chicago. Office of the 
Director 79/06/05 6pp 


7907060007 Advise* that IE Info Notice 79-19. “Deficient Procedures" 
forwarded to listed utils 

PAPPAS. H Region 3. Chicago. Office of the Director 79/06/00 
2pp 


7907020249 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys " 

KEPPUER.J 0 Region 3. Chicago. Office of the Director 79/06/11 
Ip 


7907300531 Responds to IE Bulletin 79-09 OE Type AK-2 circuit breakers 
are only used in control rod drive control sys Preventive 
maint procedure A has been entered in master procedure 
index Procedure will be performed at 6-month Intervals 
HOWELL. 9 H Consumers Power Co 79/06/15 Ip 


7907020421 Forward* lE Info Notice 79-17. “Source Holder Assembly 
Damage from Misfit Between Assembly Reactor Upper Grid 

Plate " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/20 
ip 


7907120221 Forwards IE Bulletin 79-02. Revision 1. “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolt* " Action 
required. 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/21 

ip 


7907090327 Responds to FOlA request for documents re IE Bulletins 
78-12. ISA it 12B 1. info on atypical weld matl at facility 
Forwards F6AR “Weld Matl Rept.CBl Nuclear Co 1979. Vols t-4. “ 
it rttponset to NRC questions re Midland facility, 

FELTON. J M Division of Rules and Records 79/06/22 36pp 


7907130il3 Forwards IE Bulletin 79-13. “Cracking in Feedwator Bys 
Piping " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/25 

ip 


7907310407 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors “ No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/13 

ip 


7907260174 Notifies that written response* to IE Bulletin 79-15. Buppl 
li should be directed to IE Dlv of Reactor Const Insp 
KEPPLER.J 0 Region 3, Chicago- Office of the Director 79/07/18 
ip 


7907260351 Forwards IE Info Notice 79-19. "Pipe Cracks in Stagnant 
Borated Water Sys at PWR Plants “ No action required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/18 
Ip 


7907250227 Forwards IE Bulletin 79-14. Revl slon 1. "Seismic Analysis for 
As-Built Safety-Related Piping Sys “ Action required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/30 
IP 


R Periodic operating reports it related correspondence 


7907020256 Forwards for May 1979 Bechtel nonconformance rept* it rept 
log. quality audit f Ind ing s. qua H ty action requests.mgt 
corrective action repts.DSfW repts of nonconformity it util 
nonconformance, aud i t & action rept* 

HDWELL. B H Consumers Power Co 79/06/25 SOOpp 


7907S7024B Forwards Bechtel nonconformance repti. qual ity action 
requests.mgt corrective action repts. BSeW nonconformance 
reptsi util nonconformance repts & audit findings 
MCDOWELL, 8 H Consumer* Power Co 79/07/85 550pp 


S Reportable occurrences. LERs it related correspondence 


7907050843 Interim rept on status of component qualification test 
documentation re-review Initial reviews Indicate 
discrepancies may exist similar to those found in 
procurements made by Bechtel Addl Info will be submitted 
HOWELL. S H Consumers Power Co 79/03/04 2pp 


7907100604 Forwards Interim Deficiency Rept 6 re settlement of 
diesel generator foundations tc bldg due to landfill 
Insufficient compaction In plant area fill 
HOWELL. 9 H Consumers Power Co 79/06/25 2pp 


— 7907100606 Interim Deficiency Rept 6 re settlement of diesel generator 
foundations & bldg due to insufficient compaction in plant 
area fill Prepared by Bechtel Associates 
» Consumers Power Co 79/06/11 96pp 


7907100527 Submit* interim deficiency rept re component qualification 
test documentation re-reviou» by Bechtel Further rept will be 
sent by 790910 

HDWELL. 8 H Consumers Power Co 79/07/06 2pp 


—7907100530 Interim Deficiency Rept 4 re seismic l< environ component 
qual 1 flcation. Forwards 790600 qualification test status rept 
Revision 0. prepared by Bechtel 
DART.C Consumers Power Co 79/01/05 4ipp 


7907060300 Forwards IE Circular 79-to, “Plpef I tt Ings Mfg from 
Unacceptable Matl “ No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/26 
Ip. 


7907050472 Forward* IE Circular 79-11. "Design/Const Interface 
Problem “ No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/27 
Ip. 


7907250325 Forward* Interim Deficiency Rept 8 re discrepancies in 
soldered components of J201 main control panel 
HDWELL. 8 D Consumers Power Co 79/07/20 Ip 


— 7907250329 Interim Deficiency Rept 2 during field insp of engineered 
safety features actuation sys. status display light modules 
revealed discrepancies In soldered wire connections Caused 
by lack of insp plan in QA program 

# Bechtel Associates Professional Corp 79/07/19 3pp 
T Hearing transcripts on non-anl?itrust matters 


7907100405 Forwards IE Circular 79-12. “Potential Diesel Oenerator 
Turbocharger Problem '• No action required 

KEPPLER.J Q Region 3. Chicago. Office of the Director 79/06/20 
Ip. 


7907130860 Forwards IE Bulletin 79-14, “Seismic Analysis for As-Dullt 
Safety-Related Piping Sys “ Action required 

KEPPLER. JO Region 3, Chicago, Office of the Director 79/07/02 
Ip. 


7907310331 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies “ 
Action required 

KEPPLER.J 0. Region 3. Chicago. Office of the Director. 79/07/11. 

ip 


79071300B5 Transcript of 790514 
OREFFtCE. P. Dow Chemical Co 


deposition of P Orefflce Pp 1-75 
79/05/14 76pp 


7907130093 Transcript of 790514 
nURAND, D. A Dow Chemical Co 


deposition of DA Durand Pp 1-120 
79/05/14 121pp 


7907100247 Transcript of 790514 
HANES. J.F. Dow Chemical Co. 


deposition of JF Hanes, Pp 
79/05/14. 77pp 


1-76 


7907130102 Transcript of 79053S deposition 
TEMPLE. J 0 Dow Chemical Co 79/05/22 


of JO Temple Pp 1-166 
I67pp 


7907110652 Transcript of 790523 deposition of RR Renfrew in Atlanta. OA 
Pp 1-220. 

RENFROM. R R. Affiliation Unknown 79/05/23 22ipp. 
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7907:10980 Dfrpaftltion of Rfl BonfroiiJ an 790^04 in AtUtita.OA Pp 321-377 
RENFROW, R R I«hdn, Lintolh tt ne«lff 79/06704 l»6pp 


7907130076 Transcript of 790605 deposition of LF Mute Pp 20S-444 
NLPTC*L F Doiii Ch«mlcfll Co 79/06/05 239pp 


7907130069 Transcript of 79060& deposition of DJ Rosso Pp 1-169 
ROSSO. D J Dow Chemical Co 79/06/06 I 90 pp 


7907130134 Transcript of 790603 dapositlon of LF Nute Pp 445-546 
NUTE^L F Dow CfiomicaJ Co 79/06/06 lOlpp 


79071B0268 Transcripts of 790607 deposition of DJ Rosso Pp 190-324 
ROSSO. D J Doui Chanicai Co 79/06/07 I34pp 


7907120412 Transcript of 79070S hearing in Rethosda. hO Fp 50.172- 
50, 372 

MILLER. K E , LEEDS, J V , LUERKE. E. Atpmic Pafetw •'ni Licensing Doai d 
Pansl 79/07/02 20lpp 


7907120364 Transcript of 790703 hearing in Oetheitfa,HD Fp 50,373- 
SO. 607 

KILLER, M E I LEEDS, J V . LUEDKE, E A Atojnlc Safettj and Licensing 
Board Panel 79/07/03 235pp 


7907160138 Transcript of 790709 hearing In Dethesda, MD. Pp 30.60B- 
50, 037 

HILLER, M E . LEEDS, J V . LUEDKE,E A Atofnic Safety and Licensing 
Board Panel 79/07/09, S30pp 


7907230840 Tranicrlpt of 790706 hearing in Dethesda, MD Pp SO. G3S- 
5i , 032 

HILLER. M E . LEEDS, J 7 , LUEDKE.E A Atonic Qafetg and Licensing 
Board Panel 79/07/06 194pp 


7907ia03BO Transcript of 790709 hearing in Oethvfda-iMO Pp 51,033- 
51,246 

KILLER, K E . LEEDS, J V , LUERKE. E A Atomic Safety and Licensing 
Doard Panel 79/07/09 2J4pp 


7907I60I;5J Transcript of 790710 hearing in Bsthesda.HD Pp 51,247- 
51,534 Bupportlng documentation end 

MILLER, M E , LEEDS. J V , LUEDKE, E A Atomic 6af»tv and Licensing 
Board Panel 79/07/10 487pp 


7907190606 Transcript of 790711 hearing in Bethesrfa, MD, Pp 51,535- 
91, BOB 

KILLER, II E, . LEEDS, J V , LUEBKE, E A Atomic Safety and Licensing 
Board Panel 79/07/U 334pp 

7907190S94 Transcript of 790712 hearing in Dethesda, MD Pp 51,909- 
52. 059 

MILLER, M E , LEEDS, J V , LOEDilE, E A Atomic Safety and Licensing 
Board Panel 79/07/12 247pp 


7907190053 Transcript of 790713 hearing In Dethesda, MD Pp 52.056- 
52, 223. 

KILLER, H E , LEEDS. J V , LUEDiiE.E A Atomic Safety and Licensing 
Board Panel 79/07/13 90pp. 


7907230392 Transcript of 790716 hearing in Betihesda, MD Pp 52,227- 
52, 469, 

HILLER, li E . LEED8, E A , LUEBKE. E A Atomic Safety and Licensing 
Board Panel 79/07/16 243pp 


7907230326 Transcript of 790717 hearing in Betbesda.HO Pp 52,470- 
52,710 

HILLER, M E , LEEDB, J 9 , LUEDKE, E A Atomic Safety and Licensing 
Board Panel 79/07/17. B49pp 


7907230574 Transript of 79071B hearing in Dethesda, MD Pp 52,719- 
52, 960 

HILLER, H E • LEEDS, J, V , LUEDKE, E A. Atomic Safety and Licensing 
Board Panel 79/07/10. 242pp 


7907270321 Transcript of 790719 hearing in Dethesda, KD Pp 52,961- 
53r 243 

HILLER, M E. , LEEDS. J.V , LUEBKE, E A Atomic Safety and Licensing 
Board Panel 79/07/19 SBOpp 


7907230174 liranseript of 790720 hearing in Bitbtsda,MD Pp 53.244- 
53 1 409> 

MILLER, H.E , LE.ED3, J V , LUEDKE, E A Atomic Safety and Licensing 
Board Panel 79/07/20 l66pp 

7300153 Transcript of 790723 hearing in BethesdajMD Pp 53,400- 
.601 

LER,H. E , LEEDB, J V , LUEBKErE A, Atomic Safety and Licensing 
'.d Panel. 79/07/23 194pp. 


DDCR6T 50-330 MIDLAND PLANT, UNIT 2 


A AppllcatJon/cDnstructlon. stage documents 6 correspondence 


7905230663 Summar-y of 790130-31 meeting ij/wti 1, Bechtel 6 DLW 
In SetheidaiHD re selected outstanding FBAR review matters 
Forwards list of attendees. draft responses to NRC 
questions tc summary of applicant presentation 
iiaOD.D S Light Water Reactors Branch 4 79/04/23 44pp 


7905240952 Summary of 790410-11 meeting u;/uti J. Dech tel 
Associates 6 B&W in Dethesda, HD to discuss NRC review of 
FBAR Poruerds lists of attendees it meeting summaries 
HOOD, D 8 Light Water Reactors Dra,nch 4 79/04/25 I3pp 


7907130057 Notification of 790607 site visit u/utH In Midland, Ml to 
observe test pits in fill 

HOOD. D a Light Water Reactors Branch 4 79/06/01 3pp 


790719002B Notification of 790710 meeting w/util in Dethesda.KD to 
discuss abnormal settlement of fill t< structures at site 
HOOD, D B Light Water Reactors Branch 4 79/06/13 2pp 


790724DD53 Kotiflcation of 790618 meeting in Dethesda, KD u/utll re 
status of safety & environ reviews 

HOOD, D S Light Water Reactors Branch 4 79/06/15 2pp 


7907190039 Forwards summary of 790607 site visit to observe test piti 
in plant area fill 

HOOD, D 8 Light Water Reactors Branch 4 79/06/21 2pp 


— 7707190046 Summariies 790607 site Visit in Midland, MI to observe test 
pits In plant area fill 

OtLLEN, D. H Ooosclences Branch 79/06/14 3pp 


7907300979 Notification of 790719 meeting u/util In Dethesda, MD to 
discuss tectonic provinces 

HOOD, D S Light Water Reactors Branch 4 79/07/03 3pp. 

7907110416 Forwards Revision 2 to 790424 responses to 10CFR50 54<fl 
request re plant fill. 

HOWELL. 8 H Consumers Power Co 79/07/09 19pp 


7907260475 Forwards respense to request for addl info re seismic 
qualification review team data Data concerns transmitter, 
pressure transmitters inside containment Ic delta-pressure 
transmitters inside containment 

HOWELL, a H Consumers Power Co 79/07/20 65pp 


C Utility Environmental Report (ERl, amends 6 correspondence 


7907030306 Forwards Amend 67 to application for CP & OL, consisting of 
Revision 9 to environ rapt Includes addl info rsquested In 
WH Regan 790522 U 701011 itri, revised matl on water usage 
i( corrections of errors tt otnlsslons 
HOWELL, 8 H. Consumers Power Co 79/06/29 2pp 


—7907050315 Amend 67 to application for CP «. OU, cons Istlng of Revision 
9 to environ rapt Includes addl info requested in WH Regan 
790922 & 791011 Itrs, revised matl on water usage 6 
corrections of errors it omissions, 

* Consumers Power Co 79/06/29. 90pp 


7907170006 Forwards affidavit re distribution of Amend 67 to 
application for CP tt OL, Revision 9 to environ rept. 

BACON, J.L Consumers Power Co 79/07/10 4pp. 

0 Adjudicatory correspondence 


7907180285 Forwards 790501 final deficiency rept h 790427 rept re 
diesel generator bldg setblenvent 

0IBBB,H E IshaW, Lincoln tc Beale, 79/05/04 if, 

— 7907180305 Interim Deficiency Rept S re diesel generator foundations 
Ic bldg set t lament. Caused by erroneous settlement readings. 
Redesigned instrumentation installed 
a Consumer I power Co 79/04/27 lOpp, 

7907160QI0 Bacond amended notice of deposition of J F*lahe#,J Bacon, AH 
Aymond, R Renfrow.L Nuts It D Rosso, to ba taken on 
790530-0601,04 It 05-07, Depositl on concirni Issues set 
forth In 790503 or dor. Cert i float* of 8vc end 
OLMSTEADiMJ Branch 4. 79/05/29. 3pp 

7907020016 Notification of aViderLtlary hearing to be held on 790702-27 
at NRC. Issues of ASLB 790503 prehearing conference order 
shall be diecussed at hearing. 

MILLER, M E. Atomic Befety and Licensing Board Panel, 79/06/12 

app. 
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7‘7&719O402 NRC oppQtltion to ConBum«r» Pqujbp Co 790330 motion for 
lurnmary disposition ro ASLB 790104 oril#r< Part II Cortlflcata 
of Bvc tncl 

OLMBTEADiVI J Branch 4 79/06/15 Spp 


7907190904 Con«um«rs Pouar Co supplemental memo clarifying facts prior 
to hearing scheduled to begin on 790702 Certificate of 
Svc etic 1 

REVNDLDSi U B < CHARNOFFi 0 > UEIBBARDt A J Shaw* Pittman> Pottsi & 
TroubTidge 79/06/26 lOpp 


7907260131 Forwards HD Thornburg 790625 memo re Ofc of Inspector it 
Auditor Investigation 

OLMSTEADjW J Branch 4 79/06/26 Ip 


•*'^79072601 39 Submits findings re M Cherry 761120 Itr to JO Kappler re 
assigned resident inspector at facility who had been 
co-opted by licensee Inquiry indicated allegation not 
substantiated Parties should be informed 

THDRNQUROi H D Division of Reactor Construction Inspection 
79/06/25 ip 


H Qeneral correspondence 


7907090281 Forwards summary of 790529 telgx to JM Hendrle re 
InteTTuption of OL review process 
DEMLOHiD J Michigan^ State of 79/03/30 Ip, 


—79070 50283 Summarlies 790329 telex to JM Hendrle Requests NRC review 
assessment of operating schedule before talcing action on 
Interrupting review process 

DEMLOUiD J Michigan. State of 79/09/29. Ip 


7907050569 Opposes const delay ti suspension of license application 
review. 

SELBYj J D Consumers Power Co, 79/09/29 ip 


K Utility Final Safety Analysis Report (FQAR) !< amends 


7907030279 Forwards Amend 66 to CP Sc OL. Gverslied drawings of piping 
instrumentation for makeup Sc purification on boron 
recovery end Drawings available in Central Files only 
ffOHELLrS H Consumers Power Co 79/06/28 2pp. 


--7907030445 Amend 66 to application for CP S< 0L» revising various FBAR 
sections 

HQHELLre H Consumers Power Co 79/06/20 Ip 


7907030470 Forwards Amend 66 to application for CPs Sc QLs Sc Revision 
22 to FBAR 

HQHELL.8 H Consumers Power Co 79/06/20 Ip. 


—7907030472 FBAR Revision 22 

a Consumers Power Co 79/06/2B 300pp. 


7907090366 Forwards Certificate of Bvc for Amend 66. FBAR Revision 22i 
to CP li DL applications 

BACON. J.L Consumers Power Co 79/07/02 2pp. 


P Operating license stage documents Si correspondence 


7907030420 Bubmits offer to provide NRC w/steel Si concrete test 
specimens coated u/protective coating sys presently 
amployed In nuclear facilities. 

PUSCHCLiM. A Consumers Power Co 79/06/27 Spp. 


d Inspection reportii IE Bulletins S< correspondence 


7907300008 Forwards IE Insp Repts 50-329/79-09 S< 50-330/79-09 on 
790201-0329 No noncomp liance noted, 

FIORELLIiO Region 3. Chicagoi Reactor Construction It Enginaarlng 

Support Branch 79/05/00, 2pp 


—7907300096 IE Insp ReptS 50-329/79-09 St 50-330/79-09 on 790201-0327 No 
noncompl lance noted Major areas inspec ted. site conditions, 
vendor supplied electrical penetrations, reactor vessel 
Internal etorage St mgt meetings 

CCmKtR. J. . KNOP.R C Region 3i Chicagot Office of the Director 
79/05/07 6pp. 


7907110702 Responds to IE Bulletin 79-04. "Incorrect Heights for Swing 
Check Valves Mfg by Velan Engineering Corp. *' No valves used 
at facility. 

H0UELL.8. H Consumers Power Co. 79/09/17. ip 


7907130166 Forwards 790313 BSiU rept. *'RecDrds Investigation Rept 
Related to Of f-Chemlstry Helds In Mail Burvtillance 
Bpecimens Si Responsss to IE Bulletins 70-12 St 7a-12A " 

HOHELL. 8 H Consumers Power Co 79/05/22 Ip 


— 7907130175 Forwards "Records Investigation Rept Related to 
Off-Chemlstry Welds In Matl Surveillance Specimens St 
Responses to IE Bulletins 70-12 St 76-12A ^ M/o end 
TAVLOR.J H Babcock St Wilcox Co 79/03/13 2pp 


7907110215 Responds to IE Bulletin 79-07 None of methods specified are 
used in listed computer program for salimlc analysis of 
safety-related piping Review of modal results in pinping 
analysis establishes specified spectral methods not used 
HDUELL. 8 H Consumers Power Co 79/05/24 2pp 


7907200307 Forwards IE Bulletin 79-12. "Short Period Scrams at OUR 
Facilities " No action t equirod 

KEPPLEB.J 0 Region 3. Chicago. Office of the Director 79/05/31, 

Jp 


7907240156 Forwards IE Insp Repts SO-029/79-ll (i 30-330/79-11 on 
790507-00 No noncompliance noted. 

KEPPLER.J O. Region 3. Chicago. Office of the Director 79/06/01. 

2pp 


—7907240164 IE Insp Repts 90-329/79-il Si 50-330/79-11 on 790907-00 No 
noncompliance noted Major areas inopected damage to control 
room wiring 

CREED. J.R.. DONAHUE. J F . NDRELIU3.C E Regions. Chicago. 
Office of the Director 79/05/29 6pp 


7907190244 Forwards soppl IE Bui 1st in 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qual 1 f ication of 
A8C0 Solenoid Valves) " Action required 

KEPPLER.J.O. Region 3. Chicago. Office of the Director 79/06/06 
Ip. 


7907240251 Forwards IE Info Notice 79-19. "Deficient Procedures " No 
action required 

KEPPLER.J. Q Region 3. Chicago, Office of the Director 79/06/07 

ip 


7907260182 Forwards IE Insp Repts 50-329/79-07 Si 90-330/79-07 on 
790426-27 No noncompllonce noted 

DAVIS. A. D Region 3. Chicago* Fuel FaciUtv Materials Bafety 

Branch 79/06/07. 2pp 


—7907260196 IE Insp Repts 50-389/79-07 S< 50-330/79-07 on 790426-27 No 
noncompliance noted Major areas inspected environmental 
protection requirements, includ Ing mgt controls & QC of 
analytical measurements 

OEBTMANN.tt J . E09IO.T.H Region 3. Chicago. Office of tho 
Director. 79/06/05 6pp 


7907060007 Advises that IE Info Notice 79-15. "Deficient Proceduras" 
forwarded to listed utils. 

PAPPAQ. H Region 3. Chicago. Office of the Director. 79/06/08 

2pp 


7907020249 Ferwards IE Info Notice 79-14. "Bafety Classification of 
Electrical Cable Support Bys " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/11 

ip 


7907300531 Responds to IE Bulletin 79-09. OE Type AK-2 circuit breakers 
are only used in control rod drive control sys Preventive 
maint procedure A hat bean entered in master procedure 
index. Procedure will be performed at 6-mDnth interval*. 

HOHELL. 8 H Consumers Power Co 79/06/19 Ip. 


7907020421 Forwards IE Info Notice 79-l7t "Bource Holder Assembly 
Damage from Misfit Between Aitembly 6 Reactor Upper Orid 
Plate '* 

KEPPLER.J 0 Region 3. Chicago* Office of tho Director 79/06/20 
Ip. 


7907120221 Forwards IE Bulletin 79-02. Revision U "Pipe Support Base 
Plate Designs Using Concrett Expansion Anchor Bolts." Action 
required 

KEPPLER.J.O Regions. Chicago, Office of the Director. 79/06/21, 
ip. 


7907090327 Responds to FOIA requsst for documtnts re IE Bulletin* 
78-12. t2A Si i8B 6 info re atypical weld matl at facliitv 
Forwards F8AR "Meld Matl Rept.CBI Nuclear Co 1979.Vols 1-4,*' 

6 response* to NRC questions re Midland facility." 

FELTON, J.M, Division of Rulia and Records. 77/06/22. □6pp. 
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7*J07l30il3 Fortjjjrd* IE nuUotin 
Tiplhfl, " No action raquirc-d 
KEFPLEll.JQ Region 3, Chi 
Ip 


^'Crackini] In PgsduatcT 
cago. a#fice of thu Director 


5y« 

79/0i/25 


7907250333 FprwardE Interim Deficiency Ropt 2 re d 1 screpanc les in 
Boldered cofAponont^ of J201 n^ln control pAnel 
HOWELL# S 0 Conoumor* Pou/er Co 79/07/30 Ip 


79070^i0300 Fafwardv 1C Ctrcul^ar* 79— in um <£4.^. ci. 

tM.cc.pt.iiU M£H " NO rLi?;.r " ‘ ® 

HEPPLCR. JO Region 3, Chicaso. OEftte of the Director 79/0i/24 
ip 


-'^7907230329 Interim Deficiency Rept 2 during field inep of engineered 
Bdfetv features actuation sys# status display light modules 
revealed discrepancies in soldered uiire connections Caused 
by lack of Insp plan in OA program 

* Qechtel Associates Professional Corp 79/07/19 3pp 


7907050A72 Forwards IE Circular 79-1 
f’roblem " No action required 
KEPPLEn.J 0 Region 3. Chicago. 
Ip 


1» •'Design/Const Interface 
CS'PfiCB of the Director 79/06/27 


T Hearing transcripts on noh-ant itrust matters 


7907130003 Transcript of 790Sld deposition o*f P Orefflce Pp 1-73 
OREFFice. P Dow Chemical Co 79/05/14 76pp 


7907100405 Forwards lE Circular 79 '~I 2 , '•'Potentl 
Torbocharaur Problem " No action reauired 
l^CPPUEPt J Q Region 3i Chic^goi Cff’f’ice of 
<P 


al Diesel Denerator 
the Director 79/06/20 


7907130093 Transcript of 790514 
DURAND. D A Dow Chemical Co 


deposition 

79/05/14 


of DA Durand Pp 1-120 

I21pp 


7907130260 Forwards IE Pullotin 79-1-4, ‘‘Seiimfc 
aafaty-ReJated Piping Sys - Action »'ea«Jired 
WfcPPLERi J 0 Region 3. Chicago OFFice of 
Ip 


Analysis for 
the Director 


As-Boi 1 t 
79/07/02 


7907180547 Transcript of 790514 
HANES. J F Dow Chemical Co 


deposition 

79/05/14 


of JF Hanes Pp 1-76 
77pp 


7907130102 Transcript of 790522 
TEMPLE. J 0 Dow Chantlcal Co 


deposition 

79/05/22 


of JO Temple Pp 1-166 
167pp 


7907310331 Forwards IE Dulletin 79-13. ^•Desp Draft Pump Deficlenties - 
Action roquirad 

KEPPLER.J 0 Region 3. Chicago^ OFFice of the Director 79/07/11 

Ip 


7907110682 Transcript of 790523 depoaltion of RR Renfrow in Atlanta. Oa 
P p 1-220 

RENFROW/ R R Affiliation Unknown 79/09/23 221 pp 


7907310407 Forward* IE Clrcuiar 79-J3, "Replacement of Diesel Flra 
Pump Starting Contactor* " Na action T'vquired 

KEPPLCRi J 0 Region 3, Chicago, office of the Director 79/07/J3 

Ip 


7907260174 Notlfle* that written respon^sfi to IE SuHetin 79-19, Suppl 
UshauU b* directed to IE Div of Reactor Const Insp 
KEPPLER.JO Region 0/ Chicago. Office of the Director 79/07/10 


7907110800 Deposition of RR Renfrow on 790604 in Atlanta. OA Fp 221-377 
RENFROW/R R Isham* Lincoln R Qeale 79/06/04 196pp. 


7907130076 Transcript of 790605 deposition of LF Nute Pp 205-444 
WUTEiL F. Dow Chemical Co 79/06/05 839pp 


7907130069 Transcript of 790606 dopositlon of DU Ro*sp Pp 1-109 
ROSSO, D J Dow Chemical Co 79/06/06 I90pp 


7907260351 Forwards IE Info Notice 7<7~I'9. ''Pipe Cracks in Stagnant 
Doratfld Water Sg* at PWR Plants “ No action required 
FEPPLER.J 0 Region 3/ Chicago. OFF ice of the Director 79/07/10 
lp< 


7907250827 Forwards IE RuHetin 79 — 1 4t Revi sion i# "Seismic Analysis for 
As-Dullt 8af ety-Related Piping Sys ** Action required 
I^CPPUER.U 0 Region 3. Chicajia. Of Flee of the Director 79/07/20 
ip 


(I Periadlc operating report* relatatf correspondence 


7907020256 Forwards for May 1979. 8* ch t • i nonconf ormence repts !< rept 
loq<4uallty audit f Intf qua 1 1 1 ■/ ac;t;|ion request*. mgt 
corrective action reptsiO&U rap tv of nonconformity t util 
noncflnf ormancsi aud 1 1 & action rapt* 

HOHCLLi 6i H CoRfumers Powbr Co 79/0&/25 SOOpp 


7907870240 Forwards Dochtal none onForma nc a rep ti. quality action 
requestsimgt corrective action repts. BSiM nonconformance 
rept*. util nonconformance rept® U ^ocStt findings 
MCDOWELL. Q H Consumer* Power €0 7*^^07/Sii SSopp 

P Reportable occurrence#. LERe it related correspondence 


7907050243 Interim rept on statuv of coJwponent qualification test 
documentation re-revl oWi- In 1 ti al r«vl eu»s Indicate 
dlscrepanciei may eslst ilmilan to ttsofca found in 
procuremohts made by Dechtel Atfdl Inf-o will be submitted 
HOWELt.a H Consumers Power Co 7*7/Ot3/Q4 2pp 


7907100604 Forwards Interim DoFicienpy « ept 6 re settlement of 
diesel geharator fouhdatlonv dli-a to landfill 

ihsOff ic If nt compaction in pjaht 

HOWELL. 0, H Consumer* Power C&. y9yOA/25. 2pp 


— 7907100606 Interim PefUifrincg Wept £> ve settlement of dleesl generator 
foundation* h bldg duo ta ln»u f F l c 1 e-nt compaction in plant 
area fill Prepared by Bechtel As^aciates 
* Con*um*ri Power Co, 79/06/11 «76ipp 


7907100587 Submits Interim daflclenc^ r»pb n« component qua lif tcatl gn 
test documentation re-review bg 1 . Further rept will be 

sent by 7909J0 

HOMELLi 6 H Consumer* Power Cd. 79^07/06 2pp 


7907130184 Transcript of 790605 deposition of LF Nute Pp 445“*546, 
NUTE/L F Dow Chemical Co 79/06/06 101 pp 


7907180260 Transcripts of 790607 deposition of DJ Rosso Pp 190-324 
ROSSO, D J Dow Chemical Co 79/06/07 134pp 


7907120412 Transcript of 790702 hearing in Dethosda.MD Pp 50.172- 
50. 372 

HILLER. M E . LEEDS. J V . LUE0KE. E Atomic Safety and Licensing Board 
Panel. 79/07/02 20ipp 


7907120364 Transcript of 790703 hearing In Bothetda.MD Pp 50.373- 
50. 607 

MILLER. H E , LEEDS. U V » LUEDKE. £ A Atomic Safety and Licensing 
Board Panel 79/07/03 8a5pp 


7907160130 Transcript of 790705 hearing in Dothesda.MD Pp 50.608- 
00. 037 

MILLER. M E . LEEDS, J V . LUEBUE, E A Atomic Safety and Licensing 
Board Panel 79/07/05 230pp 


7907230540 Transcript of 790706 hearing in Dothesda.MD Pp 50.030- 
SI. 032 

MILLER, M E , LEEDS. J V . LUEBKE.E A Atomic Safety and Licensing 
Board Panel 79/07/06 194pp 


7907120300 transcript of 790709 hearing in Bethesda.MD Pp 51.033- 
51.246 

HILLER. M E . LEEDS. J V . LUEBKE.E A Atomic Safety and Licensing 
Board Panel 79/07/09 2i4pp 


7907160151 Transcript of 790710 hearing in Dethosda.MD Pp 51.247- 
51.534 SupportinB documentation end 

HILLER. M.E . LEEDB. J V « LUEBI^E. E A. Atomic Safety and Licensing 
Board Panel 79/07/10 4B7pp 


7907190606 Transcript of 790711 hearing in Dethosda.MD Pp Si. 535- 
91.008 

HILLER. H E . LEEDS. J V . LUEBKE.E A Atomic Safety and Licensing 
Board Panel 79/07/11 334pp. 


—7907400539 Inter im Bef i c lenc « ^ ’r® «elamic 4, environ componee 

qualification Forwards 790606 qu« 1 1 ** *« atlon test statu* rept 
Revitlun 9. prepared by ^ 

DART.C. Cuntuimeri Power Co 79/0i/0& 41pp 


7907190594 Transcript of 790712 hearing in Dethosda.MD Pp Si, 009- 
92. 095 

HILLER.M, E . LEEDS. J V . LUEBKE. £. A Atomic Safety and Licensing 
Board Panel 79/07/12 247pp 
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7907190853 Transcript of 790713 hfiarlng 
SSi 8S5 

rtILLERi M E . LEEDS, J V . LUEBKE. E A 
Board Panel 79/07/13 90pp 


in DethasdarKD Pp 05&~ 
Atomic Safety and Licensing 


’—'7907230122 Notice of issuance ?< availability of Amend 31 to License 
DPR-A9 

CLARK. R J Operating Reactors Dranch 3 (Pre 79062S) 79/06/13 

Spp 


7907230592 Transcript of 
52. 469 

MILLER. M E , LEEDS. E A 
Board Panel 79/07/16 


790716 hearing in Bethosda.MD Pp 52.227’- 

I LUEDKEi E A Atomic Safety and Licensing 
243pp 


7907050220 Notifies NRC of delay in Implementing security mod project 
due to strike by local electrician union 

ROOT.L D Iowa Electric Light & Potjer Co 79/05/20 Ip 


7907230326 Transcript of 790717 hearing 

52. 7ia 

MILLER. M E . LEEDS, j 9 . LUEDKE, E A 
Board Panel 79/07/17 249pp 


in Bethesda.MD Pp 52,470- 
Atomic Safety and Licensing 


7907230574 Transript of 790718 hearing in Dethoada.MD Pp 52.719- 
52. 960 

MILLER. M E . LEEDS. J V . LUEDKE. E A Atomic Safety and Licensing 
Board Panel 79/07/10 242pp 


7907270321 Transcript of 790719 hearing in Bethesda.MD Pp 52.961'’ 
53, 243 

MILLER. h E i LEEDS, J V . LUEDKE. E A Atomic Safety and Licensing 
Board Panel 79/07/19 2B3pp 


7907250174 Transcript of 79072Q hearing in Qethesda.HO Pp 53,244” 
S3. 409 

MILLER. M E . LEEDS. J V . LUEDKE. E A Atomic Safety and Licensing 
Board Panel 79/07/20 166pp 


7907100560 Notifies that App I to Tech Specs ulll be submitted no later 
than 790831 

ROOT.L D louia Electric Light 6 Power Co 79/07/02 Ip 


7907270355 Foruards Amend 52 to License DPR-49i safety evaluation L 
notice of issuance & availability 

IPPOLITO. T A Operating Reactors Branch 3 79/07/05 Spp 


— 7907270360 Amend 52 to License DPn”49. requiring all inservlce Insp & 
testing to be performed in accordance u/A8ME Boiler ti 
Pressure Vessel Code 

IPPDLITO. T A Operating Reactors Branch 3 79/07/05 17pp 


—7907270364 Safety evaluation supporting Amend 52 to License DPR-49 
» Office of Nuclear Reactor Regylotlon 79/07/05 lopp 


—7907270369 Notice of issuance Sc availability of Amend 52 to License 
DPR”49 

IPPOLITO. T A Operating Reactors Branch 3 79/07/05 2pp 


7907300153 Transcript of 790723 hearing in Bethesda.MD Pp 53.408- 
53.601 

MILLER. N E . LEEDS. J V , LUEBKE. E A Atomic Safety and Licensing 
Board Panel 79/07/23 i94pp 


7907230067 Summary of 790613 meeting u/util in Bethesda.MD re pending 
licensing actions 

KEVERN. T A Operating Reactors Branch 3 (Pre 79062S1 79/07/16 

4pp 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


0 Adjudicatory correspondence 


7907240370 Notice of receipt of Citiiens United for Responsible Energy. 
Community Action Research Group l< lA PIRO 790601 request 
far suspension of Amend 46 to DPR-49 

DENTON.H R Office of Nuclear Reactor Regulation 79/06/26 Ip 


P. Operating license stage documents tc correspondence 


7907260090 Discusses plans to install communication links between NRC U 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters regional ofc uill communicate 
operational h environ info 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/05/22 

2pp 


7907090242 Notifies that restart physics test program uias performed 
at end of safe-end repair outage Program necessitated by 
aff-loading of core (< leaking of fuel assemply replacement 
that occurred during outage 

HAMMOND, E L Iowa Electric Light & Power Co 79/06/04 Ip 


7907180636 Forwards NUREO-0560. "Staff Repfc on Generic Assessment of 
Feedwater Transients in PWRs Designed by D?tM " W/o end 
GRIHEBi B K Assistant Director for Engineers l« Projects (Pre 
790625), 79/06/11 2pp 


79O718O0B7 Notification of 790613 meeting u/util to discuss licensing 
actions, bath pending & forthcoming 

KEVERN. T A Operating Reactors Branch 3 (Pre 790623), 79/06/11 

2pp. 


7907180462 Confirms 790611 telcon re upcoming meeting between NRC & 
util to discuss progress of security program 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/06/13 
Ip. 


7907250112 Forwards Amend 51 to License DPR-49r safety evaluation 
notice of issuance tt availability 

IPPDLITO. T A Operating Reactors Branch 3 (Pro 790625), 

79/06/15 2pp 


— 7907250117 Amend 31 to License DPR-49. changing Tech Specs to clarify 
requirements for permanent retention of records << adding two 
snubbers to list of snubbers for raclrculat Ion sys In 
drywel 1 

IPPDLITO. T A Operating Reactors Branch 3 (Pre 790625) 

79/06/15 7pp. 


—7907250118 Safety eValuatlan supporting Amend 51 to License DPR-49 
a Office of Nuclear Reactor Regulation 79/06/15 4pp. 


0 Inspection reports. IE Bulletins t* correspondence 


7907100416 Forwards IE Insp Rept 50-331/79-13 on 790417-19 U 23-25 
No noncompliance noted 

HEISHMAN.R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/05/10 2pp 


—7907100423 IE Insp Rept 50-331/79-13 on 790417-19 it 23-25 Nn 
noncompl lance noted Major areas inspected plant operations, 
licensee action on previous insp findings.LER followup, 
cleanup sys crack repair i. IE bulletin it circular followup 
JACKIN. I N . 8PEG8ARD.R L Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 79/05/09 9pp 


79071006B6 Forwards IE final rept IE-1 16, "Metal lurg leal CYamination I. 
Stress Evaluation of Recirculation Inlet Nozzle Safe-End 
Cracking '* N/o end 

JQRDAN.E L Office of Inspection Enforcement 79/05/15 2pp 


7907110261 Responds to IE Bulletin 79-10 Submits info re 
requa 1 if icatl on training of reactor operators fc senior 
operators 

NALLACE. J A Iowa Electric Light ft Power Co 79/05/25 Spp 


7907200316 Forwards IE Oullotin 79-12. ‘'Short Period Scrams ot DWR 
Facilities *' Action required 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 79/05/31 

Ip 


7907190267 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A9C0 Solenoid Valves) " Action rnqulrad 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/06/06 
ip. 


7907240422 Forwards IE Info Notice 79-15, "Deficient Procedures *' No 
action required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/06/07 

ip 


7907060007 Advises that lE Info Notice 79-15. "Deficient Procedures" 
forwarded to listed utils 

PAPPABiH Region 3, Chicago. Office of the Director 79/06/00 

2pp 


7907300474 IE Imp Rept 50-331/79-15 on 790501-03.07-11 tt 16-18 
Noncompl lance noted failure to adhere to procedures for 
engineering safety 

JACKIE. I N Region 3. Chicago. Office of the Director 79/06/11 
13pp. 

7907310015 Forwards IE Insp Rept 50-331/79-15 on 790501-03.07-11 U 
16-18 6 notice of violation. 

KEI8HMAN.R F Region 3. Chicago, Reactor Operationi Nuclear 

Support Branch 79/06/13, 2pp, 
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~-7'?0731002S Notice of violation from imp on 7‘?ag01“03, 07-U & lA-lS 
» Region 3 p Chlcagoi Office of the Director 79^/0^711 Ip 


7907300017 Ac k receipt nf 790424 h 0529 Hrt Informing MRC of fttsps. 
token to correct viDietloni noted In IE Inep Kept 
30-331779-03 

H^lSHKANrR F Region 3* Chlcagoi Reactor Operations- Nuclear 

Support Branch 79/06/19 Ip 


— 7907300094 Raepondf. to NRC Itr re violations noted In IE Inep Ropt 
50-331/79-03 Corrective action* Investigation not complete. 
Respon«e to be ready ty 790718 

TOTHILL.S J loua Electric Light << Poucr Co 79/04/24 Ip 


—7907300095 Respond* to NEC Itr re vtoletlon* noted in IE In*g Rept 
50-331/79-03 Corrective action* contract malnt personnel for 
future activities mill be Instructed to follotu all uiritten 
procedure* it will tie clo»ely monitored for adherence 
TUTHILL.S J Iowa Electric Light & Power Co 79/05/29 Spp 


79070S0428 PorwardB IE Info Notice 79-17 j “Source Holder f^sismblg 
Damage from Kl*fit Betmeen Assembly U Reactor Upper Orld 
Plate “ 

KEPPLERiJ 0 Reglan 3, Chicago* Office of the Director 79/06/30 
IP 


7907120231 Forward* FE Bulletin 79-02i Revis i on 1< "Pipe Support Base 
Plate Designs Using Concrete Eipanslon Anchor Dolts *' Action 
required. 

KEPPLER*U 0 Region 3, Cbleagoi Office of the Director 79/06/21 
Ip 


7907050522 Forwards IE Clrculer 79-09 j *'0c currence* of Split or 
Punctured Regulator Diaphragms in Certain 8e 1 f-Conta i ned 
Breathing Apparatus “ Action required 

KEPPLERiJ G Region 3« Chleagoi Offl-ce of the Director. 79/06/22 

Ip 


7907130122 Foruiertfi IE Bulletin 79-13. "Cracking In Feedwater Sgs 
Piping " No action, required 

KEPPLERtJ 9 Region 3. Chicago* Office of the Director 79/06/25 

Ip 


7907060313 Forwards IE Circular 79-10* “Pipef i ttings Mfg from 
Unacceptable tietl “ No action required 

KEPPLERiJO Region 3-. Chicago. Office of the Director 79/06/26 

Ip 


79071B0412 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLERiJ 0 Region 3* Chicago. Office of the Director 79/06/20 

Ip 


7907130268 Forwards IE DuHetih 79-14, "Seismic Analysis for As-Bullt 
Safety-Related J>lplng 8t;i " Action required 

KEPPLERjJ. 0 Region 3, Chicago* Office of the Director 79/07/OP 
i? 


7'9O7240O94 Forward* IE Info Notice 79-10. "Skylab Reentry " No action 
required 

KEPPUCR»J 0 Region 3* Chicago, Office of the Director 79/07/06 
If 


7907310335 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

HEPPLERi J 0. Region 3* Chicago, Office of the Director 79/07/11 

Ip. 


7‘?073I0410 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactor* " No action required 

KEPPLER, J 0. Region 3, Chicago. Office of the Director 79/07/13 
Ip. 


790726G1B4 Notifies that urlttan responses to IE Bulletin 79-15. Suppt 
1, should be directed to lE Dlv of Reactor Const Insp. 

KEPPLERiU, 9 Region 3* Chlcagot Office of the Director. 79/07/18 
^9 


7*?07260391 Forwards lE Info Notice 79-19. "Pipe Crack* In Stagnant 
Berated Hater Sys at PHR Plants." No action riqulTed 
KEPPLERiUO Region 3* Chicago. Office of the Director 79/07/18. 
If. 


Periodic operating reports It related correspondence 


7907190571 Forwards monthly operating rept for June 1979 

HAMliOND. E, U Iowa Electric Light b Power Co. 79/07/14. Ip. 


— 7907190574 Monthly operating rept for June 1979 

VAN 8ICIIEL, J loua Electric Light It Power Co 79/07/13 5pp 


8 Reportable occurrencesi LER* b related correspondence 


7907100562 Bubmits prompt notlf ica tl on of RO re potential generic 
problem in pipe support base plate concrete expansion anchor 
bolts Investigation re affect on plant operability 
c ontinue* 

HAMMOND, E L Iowa Electric Light & Power Co 79/07/03 Ip 


7907200366 Forwards LER 79-01 3/03L-0 

HAMMOND, E L Iowa Electric Light h Power Co 79/07/13 ip 


—7907200373 LER 79-013/03L-0 on 790614 during daily Burveillance tests, 
drywell gaseous radiation monitor* RR 4379A b RR 43790 
Indicated duwnscale Caused be defective amplifier card In 
RR 4379B RR 4379 A awaiting test 

VAN 8ICKEL,J Iowa Electric Light it Power Co 79/07/13 Ip 


7907230535 Forwards LER ^9-0 14/01 T-0 

HAMMOND, E,L. Iowa Electric Light & Power Co 79/07/17 Ip 


—790723 0559 LER 79-01 4/OlT-O on 790703 test program indicated faulty . 
Phillips anchor bolts, Caused by Improper installation it 
inadequate design Replacement program underway using 
Improved design anchor bolts mfg by Hilti 

VAN9ICKEL, J Iowa Electric Light b Power Co 79/07/17 2pp 


‘ DOCKET SO-332 BARNWELL REPROCESSING PLANT 


0 Inspection reports. IE Bulletins b correspondence 


7907100030 Forward* IE Circular 79-08, "Attempted -Extortion - Low 
Enriched U " No action required 

O^RElLLVrJ P Region 2, Atlanta. Office of the Director 
79/05/18 Ip 


7907240481 Forward* lE Info Notice 79-18. "Skylab Reentry " No action 
required 

0'REtLLY.J,P Region 2. Atlanta, Office of the Director 
79/07/06 ip 


S Reportable occurrences. LERs 6 related correspondence 


7907120306 eabmits rept re Flowllne Cerp stainless steel elbows which 
failed to meet acceptance criteria it for which results of 
test for detecting susceptibility of Intergranular attack 
were erroneously recorded Elbows returned to distributor. 

BUCKHAHr J A Allied - General Nuclear Services 79/06/08 3pp. 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency 1< fire protection plans 


7907180245 Requests clapi f ieat ion ra fire protection sys design 
verification per NEPA-13 8< commitment to implementation 
dates for mod 

IPPOLirOtT. A Operating Reactors Branch 3 <Pre 790629). 

79/05/23. 2pp 


7907100601 Submits addl response* to draft 8ER re fire protection 
program, In reply to 7905S3 Itr Forwards revised table re 
Implementation dates for proposed mods b staff requirements 
EARLY, P J, Power Authority State of New York 79/07/02 4pp 


79O72O0301 Forwards Class Til application fee for review of safeguard 
contingency plans under protest pending final determination 
of legality of fee schedule 

EARLY, P J Power Authority State of New York 79/07/13 2pp 


K General correspondence 


7907120332 Comment* on closing of five nuclear plants due to seismic 
testing Inconsistencies NRC unjustly criticized for doing 
right thing 

HA60ERBACH. A. E Affiliation Unknotun 79/03/26 Ip 


7907060343 Responds to 790314 Itr re shutdown of five nuclear power 
plants because of seismic concern* Seismic design was not in 
accord u/ecopted englneerinp practice Failed piping could 
caUBt LOCA, plant review is being sfcpedtted 

DENTON, H.R Office of Nuclear Reactor Regulation 79/05/09. 3pp, 


— 7907060356 Comments on incidence of seismic activity in Northeast. 
SMITH. E.T. Affiliation Unknown 79/03/14. 3pp. 
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7?07090'160 Rffspondfl to 79031^ telegram ro orders closing five 
poufor plants in eastern US Analijsls techniques used in 
seismic design of safety-related piping not in accord 
uj/proven & generally accepted engineering practice 
DENTQNfH R Office of Nuclear Reactor Regulation 79/09/51 3pp 


790705054S Responds to 790319 Itr rs shutdown of five nuclear plants 
Plants shut doun due to inadequacy of seismic analysis 
techniques W/map shoeing previous earthquakes in area 
DENTONj H R Office of Nuclear Reactor Regulation 79/09/34 3pp 


—7907050540 Expresses outrage at closing five nuclear pouor plants dur 
to possible consequences resulting from earthquakes 
DHUMfD E Peter Dent Drlgham Hosp QOi Massachusetts 79/03/15 
ip 

790706D393 Responds to 790319 telegram opposing plant shutddhin due to 
seismic design concerns Forwards earthquake maps 

DENTONiH R Office of Nuclear Reactor Regulation 79/09/84 3PP 


'—7907060299 Opposes shutdown of plants Plants should he allowed to 
continue to operate while seismic improvements are 
developed 

KUSiC M Affiliation Unknown 79/03/15 Ip 


P Operating license stage documents U correspondence 


79-07100437 Forwards Cycle 111 startup test rept 

LEONAROi J D Power Authority State of New York 79/04/18 ip 


•"-7907130439 Cycle Hi startup test rept 

* Power Authority State of New York 79/04/10 7pp 


7907060481 Summary of 790410 meeting u/util In Boston MA ro 
safety-related piping reanalysis 

PQLKfP U Operating Reactors Branch 3 (Pre 790689) 79/05/09 

9pp 


7907060047 Summary of 790504 meeting w/util in Bethssda*MD re 
safety-related piping reanalysis 

POLH<P J Operating Reactors Branch 3 (Pre 790689) 79/05/10 

ISpp 


7907060179 Responds to 790lS6i0202 it 0316 Itrs ro proposed license 
amend To Improve communications between organl zations» 
meeting has bean tentatively scheduled for aarly May to 
discuss proposed changes No hearings planned 

DENTON.hr Office of Nuclear Reactor Regulation 79/09/10 4pp 


7907860064 Discusses plans to install communication links between NRC & 
nuclear facilities far emergency use Direct lines from each 
facility to NRC headquarters U regional ofe will communicate 
operational it environ info 

oniERrB H Region tr Philadelphia. Office of the Director 
79/09/88. Spp 


7907190877 Notification of 790605 meeting w/util in Mew York. NY to 
review piping seismic reanaly si s. p ipe supports, noz z let t< 
containment penetration associated u/tpeclfic piping sys 
POLKrP J Operating Reactors Branch 3 (Pro 790685) 79/06/01 

ip 


7907100655 Forwards NUREO-0560, '’Btaff Rept on (Seneric Assessment of 
Feedwater Transients in PURs Designed by B6VJ “ U/o end 
0RIME6. B K Assistant Director for Engineers Projects (Pre 
790629). 79/06/11 Spp 


7907300510 Ack receipt of 790316 request for NRC approval of planned 
course of action Defines cold shutdown as specified In 
IfRC 790313 order Plant operating review committee should 
effect conformance w/lOCFRSO 59 

IPPOLITO.T A Operating Reactors Branch 3 79/06/18 Spp. 


7907310459 Requests submittal of Offsite Dose Calculation Manual & 
process control program Guidance end. 

IPPOLITOjT a Operating Reactors Branch 3 (Pre 790685) 

79/06/18 lipp 


7907840041 Notification of 790619 meeting in Bethesda.MD w/gtll tt BkW) 
to review 790608 startup request it piping seismic 
reanalysis 

POLKiP. U Operating Reactors Branch 3 (Pre 790685). 79/06/13 

IP- 


7907030463 Requests NRC approval of safety of reactor protection sys 
power supplies Forwards OE 790823 Itr documenting results of 
analysis on typical OE reactor protection sys motor 
generator set protective circuit 

EARLY. P J. Power Authority State of New York 79/06/20 i9pp 


7907020870 Submits supplemental info re piping stress reovaluatlon 
Request for plant startup was contingent upon completion of 
rept & necessary mods to constraints Expected date now 
790715 

EARLY. P J Power Authority State of New York 79/06/29 49pp 


7907050363 Notifies that major mode needed to conform to long-term 
program acceptance criteria consisting of installation of 
vent header deflsctors & anchoring support columns will be 
installed by end of Dec 1902 

EARLY. P J Power Authority State of New York 79/06/29 2pp 


7907830494 Forwards draft Offsite Dose Calculation Manual 

EARLY. P J Power Authority State of New York 79/07/80 Spp 


—7907230497 Draft Dffsite Dose Calculation Manual 

* Power Authority State of New York 79/07/80 61pp 


Q Inspection reports. IE Bulletins it eorrespondenco 


7907110421 Forwards IE Insp Rept 50-333/79-03 on 790320-23 No 
noncompl lance noted 

BRUNNERfE J Region 1. Philadelphia. Reactor □peratlons Nuclear 

Support Branch 79/09/00 8pp 


— 7907110426 IE Insp Kept 90-333/79-03 on 790320-83 No none ompl lance 
noted Major areas inspected backshift operations containment 
leak rate test Ing. Inservlce testing of pumps 6 valves it 
previous insp findings 

HIOOINS.OC . CAPHTON.D L Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/09/03 lOpp 


7907180066 Responds to IE Bulletin 79-04 Swing check valves mfg by 
Velan Engineering Corp not installed in Category 1 piping 
sys 

LEONARD. J D Power Authority State of New York 79/05/09 Ip 


7907190870 Responds to IE Bulletin 79-00 re several minor problems 
concerning BWRs identified during TMl incident 
EARLY. P Power Authority State of New York 79/05/10 8pp 


7907030054 Ack receipt of 790823 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-333/70-20 
GRIER. D H Region 1. Philadelphia. Office of the Director 
79/05/81 2pp 


—7907030050 Responds to NRC 790131 Itr re vlolatio-ns noted in IE Insp 
Rept 50-333/70-20 Corrective actions signs posted In 
radiation area Requests status of several noncompl lance 
Items be reviewed 

LEONARD. J D Power Authority State of New York 79/08/83 7pp 


— 7907030062 Forwards IE Insp Rept 9D-333/7G-20 on 701804-07 U notice of 
violation. 

BMITH.O H Region 1. PhUadelphia. Fuel racillty Ic Materials 

Bofety Branch 79/01/31 3pp 


— 7907030065 Notice of violation from insp on 701204-07 

* Region li P)il ladelphia. Office of the Director 79/01/04 
4pp 


—7907030068 IE Insp Rept 50-333/70-80 on 701804 Norcompllance noted 
failure to maintain adequate respiratory protection 
procedures, exceeded quarterly limit on gaseous release it 
deficient labeling of radioactive matl containers 
PLUMLEE.K £ . NIHITZ. R L. Region 1. Philadelphia. Office of the 
Director CROCKER. H U Region 1. Philadelphia. Fuel Facility 4* 

Materials Bafety Branch 79/01/04 16pp. 


7907060399 Forwards tE Bulletin 79-11. “Faulty Overcurrent Trip Davie a 
in Circuit Breakers for Engineered Safety Sys ” Licensee 
action required. 

GRIER. Q H Region 1. Philadelphia. Office of the Director. 
79/05/88. ip 


7907060117 Forwards request for addl Info re inservlce testing program 
IPPOLITO.T A Operating Reactors Branch 3 (Pre 790629) 

79/05/23, 4pp 


7907050133 Notifies requested response to IE Bulletin 79-18 will not be 
submitted by 790589 Info wlU be supplied within, two weeks 
of receipt of required info from reactor vendor 
LEONARD, 0 D Power Authority State of New York 79/09/84. Ip. 


7907030049 Forwards IE Info Notice 79-13. “Indication of Low Uater 
Level In Oyster Creek Reactor " No action required 
GRIER. B K. Region 1. Philadelphia. Office of the Director 
79/05/89. Ip 
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7907200124 Forwards lE Qullefcln “Short Period Scrams At DWR 

Facilities ” ActloTi required 

GRIER, 0 H Region t. Philadelphia. Office of the Director 
79/05/01 ip 


7907270333 Forwards IE Bulletin 79-131 "Deep Draft Pump Deficiencies “ 
Action required 

DRIER. B K Deglon 1. Philadelphia. Office of the Director 
79/07/11 Ip 


790719006? Forwards suppl IE Bulletin 77-OlA. "Environ dual i f i cat ion of 
Class IE Equipment (Deficiencies in Environ Qua 1 i f ica t i on of 
ABCO Solenoid Valves) " Action required 

ORlERfD H Region 1. Philadelphia! Office of the Director 
79/06/0A ip 


7907310521 Forwards IE Circular 79-13* '‘ftop lacoment of Diesel Fire 
Pomp Starting Contactors " No action required 
GRIER. BH Region 1* Phi ladelph iai Office of the Director 
79/07/ lA Ip 


79070A01i5 Forwards tE Info Notice 79-15. "Deficient Procedures " No 
action required 

DRIER. D H Region 1. Philadelphia. Office of the Director 
79/06/07 Ip 


7907090421 Responds to TE Bulletin 7?“'03 Extensive uark conducted at 
plant to verify adequacy of hangers Physical insp of anchor 
bolts underway 

LEONARD. J D Power Authority State of New Vorlt 79/06/OB Spp 


B Periodic operating reports 6 related correspondence 

7907100607 Forwards monthly operating rept for June 1977 

LEONARD! J D Power Authority State of New York 79/07/05 Ip 

— 7907100609 Monthly operating rapt for June 1979 

ZUFELT. E Power Authority State of New Vork 79/06/30 12 pp 

8 Reportable occurrences! LERs L related correspondence 


7907H037D Forwards TE Info Notice 79-l7r "Source Holder Assembly 
Damage from Misfit Between Assembly L Reactor Upper Grid 
Plate " 

GRIER. a H Region 1 . Fh i la d e Iph la . Office of the Director 
79/06/20 Ip 


7907230691 Forwards IE Bulletin 79-03. Revls i on 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required 

0R£ER*J) H Region I. Ph 1 lade 1 phla* Office of the Director 
79/06/31 Ip 


7907240194 Forwards IE Circular 79-09. "Occurrencas of &plit or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

DRIER. B H Region 1. Philadelphia. Office of the Director 
79/06/23 Ip 


7907120S16 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " Wo action required 

GRIER. B H Region 1. Phi 1 adelph ia. Office of the Director. 
79/06/25 Ip 


7907130460 Forwards LER 79-036/03L-0 

LEONARD. J D Power Authority State of New York 79/07/09 Ip 


—7907130467 LEB 79-036/03L-0 on 790611 failure to perform scheduled 
surveillance tests Caused by failure of computer to generate 
test schedule printout Tests immediately conducted 
satlsfac tori 1 y 

CHILDS. W V Power Authority State of New York 79/07/09 2pp 


7907170030 Forwards LER 79-038/03L-0 

LEONARD.J D Power Authority State of New York 79/07/11 Ip 


—7907170039 LER 79-030/031-0 on 790611 main steam line tunnel high 
temp detectors 02-T9-121A through 02-18-1340 could not be 
demonstra ted as fully operable due to calibr failure 
of instrument 02-TIC-200 

CHILD 8 .W V Power Authority State of New York 79/07/11 2pp 


7907230307 Forwards LER 79-037/03L-0 

LEONARD.J D Power Authority State of New York 79/07/20 Ip 


7907100351 Forwards 16 Circular 79-10. "Pi pef Ittl ngs MPg from 
Unacceptable Natl " No action required 

GRIER. I1,H Region li Ph i ladelph la. Office of the Director 
79/06/26 Ip 


7907100506 Forwards IE Circular 79-12. “Potential Diesel Generator 
Turbocharger Problem " No action required 

ORIER. 3 H Region 1. Philadelphia. Office of the Director 
79/06/20 ip 


7907310094 Act receipt of 790523 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-333/79-02 
GRlERiD H Region 1. Philadelphia. Office of the Director 
79/06/29 Ip 


— 79D7310107 Responds to NRC 790S04 Itr re violations noted lit IE ln*p 
Rept 50-333/79-03 Corrective actions procedures to document 
temporary changes In valve lineups were Initiated L 
surveillance tests for suppression pool were revised 
LEONARD.J D Power Authority Gtat# of New York 79/05/23 3pp 


—7907310115 Forwards 2E Insp Rept 30-333/79-02 on 790313-16 {< notice of 
violation 

BRUNNER. E J. Region 1. Philadelphia. Reactor Dperatiors Nuclear 

Support Branch 79/0-S/04 2 pp 


— 7907310121 Notice of violation from Insp on 790313-16 

* Region i« Phi ladelph la. Office of the Director 79/05/03 

2pp. 


--7907310I30 IE Insp Rept 50-333/79-0S on 790313-16 Noncorap 1 lane • noted 
failure to complete valve lineup rept 6 failure to monitor 
b log suppression pool temp during addition of heat 
CONTE. R J . KI 8 TER 1 H B Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch. 79/05/03. I 6 pp 


7907100793 Forwards IE Bulletin 79-14. » 8 eiimic Analysis for As-Built 
Safety-Delated Piping Bys, " Action required 

GRiER.fi H Region I. Philadelphia. Office of the Director 
79/07/02 Ip 


7907230513 Forwards lE Info Notice 79-18. "SkyUh Reentry " No action 
required 

GRIERrB.H, Region 1. Ph i ladelph i a. Offfee of the Director. 
79/07/06, ip 


— 79D7230292 LER 79-037/03L-0 on 790621 while conducting operational 
surveillance test F-gi-lD. inboard M81V 29-A0V-80B required 
5 B-s to reach full closed position Caused by failure of 
seals on hydraulic speed controls associated w/valve 
CHIL09.H V Power Authority State of New York 79/07/20 2pp 


7907260646 Forwards LER 79-039/03L-0 

LEONARD.J D Power Authority State of New York 79/07/23 Ip 


—7907260652 LER 79-039/03L-0 on 790627 while in shutdown condition D 
loop LPCt injection valve did not open in response to 
automatic signal Caused by failure af torque switch in 
valve motor operator . Torque switch was replaced 
CHILDS. U V Power Authority 8 tate of New York 79/07/23 2pp 


7907860741 Forwards LER 79-040/03L-0. 

LEONARD.J D Power Authority State of Hew York 79/07/83 Ip 


—7907260747 LER 79-040/03L-0 on 790630 during cold shutdown. RHR sys not 
fully operable due to existence of leak flow path through 
discharge check valve for pump A Caused by valve disc 
detaching from disc holder Repairs are continuing 
CHILDS. N V Power Authority State of New York 79/07/23 2pp 


U Congresstonal/Exec utiVB Correspondence 


7907230752 Notice describing reasons for shutdown of five plants 
CHILK.B. J Office of the Secretary of the Coraraission 79/05/14 

8 pp 


79071B0588 Responds to 790323 Itr re shutdown of facilities None of 
proposed alternatives would have adequately dealt 
w/ftltuatton Forwards summary of code verification program. 

IE Bulletin 79-07 h chronology table of pipe stress Issue 
HENDRIE, Jrt Coramlsilqn 79/06/27. 17pp 


— 79071B0633 Requests info re evaluation of feasibility h effectiveness 
of safe eltsrnatlve responses to error in seismic codes 
rather than shutdown of fecilitife Requests info re 
possibility of similar errors at other plants 
DiNOELLiJ D House of Rep * Interstate & Foreign Commerce 
79/03/23, 2pp. 



DOCKETED ITEMS 


159 


DOCKET 50-334 QEAVER VALLEY POWER STATION* UNIT 1 


F SKCUTlttjr medicali emergency & flr« protection plant 


7907190552 Act reteipt of 790703 Itr Foruiurds Class III fee for 
safeguards contingency plan 

MOORE. 0 W Duquesna Light Co 79/07/12 2 pp 


O Adjudicatory correspondence 


7907260438 Retiuasts termination of 790313 order to show cause re 
safety-related piping sys 

DUNN, C. H Duquesne Light Co 79/07/23 3pp 


H, General correspondence 


7907120332 Comments on closing of five nuclear plants due to seismic 
testing inconsistencies NRC unjustly critlclied for doing 
right thing 

WASSERDACH.A E Affiliation Unknown 79/03/2A ip 


7907040343 Responds to 790314 Itr re shutdown of five nuclear power 
plants because of seismic concerns Seismic design was not in 
accord w/flccepted engineering practice Failed piping could 
cause LQCA Plant review is being expedited 

DENTON, H R Office of Nuclear Reactor Regulation 79/05/09 3pp 


79t)70AO356 Camments on incidence of seismic activity in Northeast 
SMITH, E T Affiliation Unknown 79/03/14 3pp 


7907090460 Responds to 790316 telegram re orders closing five 
power plants in eastern U 8 Analysis techniques used in 
seismic design of safety-related piping not in accord 
w/proven 6 generally accepted engineering practice 
DENTOMi H R Office of Nuclear Reactor Regulation 79/05/21 3pp 


7907050542 Responds to 790315 Itr re shutdown of five nuclear plants 
Flants shut down due to inadequacy of seismic analysis 
techniques W/map showing previous earthquakes in area 
DENTQNi H R Office of Nuclear Reactor Regulation 79/05/24 3pp 


—7907050549 Expresses outrage at closing five nuclear power plants due 
to possible consequences resulting from earthquakes 
DRUM* 0 E Peter Gent Brigham Hosp GO, Massachusetts 79/03/15 
ip 


7907060293 Responds to 790315 telegram opposing plant shutdown due to 
seismic design concerns Forwards earthquake maps 

DEWTON. H, R Office of Nuclear Reactor Regulation 79/05/24 JPP. 


—7907060299 Opposes shutdown of plants Plants should bo allowed to 
continue to operate while seismic improvements are 
developed 

RUB. C M Affiliation Unknown 79/03/15 Ip 


P Operating license stage documents 6 correspondence 


7907l9t>ii7 Forwards Rinemetflc s. Inc rept re time-history accelerograph 
recording lys Sys determined operable 
WERLINOrJ A Duquesne Light Co 79/03/05 Ip 


— 7907190133 "Installation Test Ropt for Klnemetrics SNA, 8 /N 170 
Recording Sys W/Three Teledyne FG-103G Acc elerometers. One 
Teladyne 36180 Trigger it Klnemetrics fiMP-l.B/N 181 
(Playback Unit) " 

* Duquesne Light Co 79/02/26 9pp 


7907090410 Qubmlts appeal of partial dental of request r» Task Action 
Plans A-40 it A-41 6 denial of request re seismic stress 
repts \JC 8 seeks matl to evaluate potential danger to people 
residing near plant 

(4EI88.E R Sheldon. Harmon it Rolsman 79/04/26, 2pp 


7907120207 Summary of 790426 meeting u/utlli to discuss Nestlnghouse 
plant design, per TMI -2 event 

THADANI,A Reactor Systems Branch 79/05/02 39pp 


79073105B3 Forwards NRC 790515 Hr to licensees of Uestinghouse 
tuo-loop plants re rod bank exchange method for verifying 
shutdown margin of two-loop NS 88 N/o end 

BCHWENCER.A Operating Reactors Branch I (Pre 790625) 79/05/15 

Ip. 


7907060477 Requests addl Info in order for NRC to review propoeed 
empllfied response spectra using soil structure interaction, 
8TELL0.V Division of Operating Reactors. 79/05/lB 3 pp 


7907260049 Discusses plans to install communication links between NRC & 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters 6 regional ofe will cpflimunicate 
operational 6 environ info 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/05/22 2pp 


7907030045 Summary of 790522 meeting w/utils it in Dosto-n. MA 
re review of soil structure Interaction methodology 
NEIGHBORS. J D Operating Reactors Branch 1 (Pre 790625) 

79/05/25 3pp 


7907060270 Submits identified areas to be addressed during seismic 
pipestress reanalysls 

EISENHOT, DO Division of Operating Reactors 79/03/25 4pp 


7907130123 Discusses areas to be covered In interim or final rept on 
seismic pipestress reana lysis, Includ Ing stresses duo to 
seismic anchor movements , support stiffness accountability 6 
criteria for pipe support 6 design 

EI8ENHUT,D0 Assistant Director for Systems Enginaerlng 79/05/25 
3pp 


7907180710 Notification of 790603-07 meeting w/utll t< S 6 U in Boston.HA 
to discuss 6 review pipe stress reanaly Sis, examination of 
results & proposed conditions for return to power 
UlOOINTQNiD L Operating Reactors Branch I (Pre 790625) 

79/06/04 Ip 


7907130311 Forwards Amend 18 to License DPR -661 safety evaluation 6 
notice of issuance 6 availability 

BCHWENCER.A Operating Reactors Branch 1 (Pre 790623) 79/06/06 

4pp 


—7907130316 Amend 18 to License DPR- 66 , revising Tech flpecs re 
safety-related snubbers, fire protec tion. chemical releases 6 
environ considerations 

BCHWENCER.A Operating Reactors Branch I (Pre 790625) 

79/06/06 t5pp 


—7907130323 Safety evaluation supporting Amend 18 to License DPR -66 
* Office of Nuclear Reactor Regulation 79/06/06 79pp 


—7907130329 Notice of issuance 6 availability of Amend 18 to License 
DPR -66 

8 CHWENCER.A Operating Reactors Branch 1 (Pre 790625) 

79/06/06 3pp 


79071B0626 Forwards NUREO-0560, "Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by B 8 (W *' W/o- end 
GRIMES. D K Assistant Director for Engineers t< Projects (Pre 
790625) 79/06/11 2p p 


7907250037 Summary of 790324 meeting w/B 6 W fc util in 
BethesdarMD re amplified response spectra developed 
w/consideration of soil structure interactions 

WIOOINTON. D Operating Reactors Branch I (Pre 790625) 79/06/14 

9pp 


7907020168 Forwards Proposed Change Request 29 to App A of Tech Specs, 
reducing time constant of neutron flux rate reactor trips 
from 2 -s to 1 -s it reducing setpoint of high negative rate 
from 5X to y/„ 

DUNN, C N Duquesne Light Co 79/06/26 5pp 


7907020172 Forwards proposed change to App A of Tech Bpec s. chang ing 
safety Injection sys initiation logic so two-out-of -three 
low pressuriier signals would result In safety injection 
DUNNrC. N Duquesne Light Co 79/06/26, Bpp 


7907100194 Notification of 790709 meeting w/utll In Bethesda.MD to 
discuss examination results of cracked feedwater lines, 
stress |< piping analyses, repair 6 mod designs it procedures 
WIGGINTON, D Operating Reactors Branch 1 (Pre 790623) 79/07/02 

2pp 


7907130410 Forwards Revision 1 to "Rept on Reanalysis of Safety-Related 
Piping 8yi " Sevan piping supports will be modified it two 
new supports will be Installed Requests author 1 lat Ion to 
begin interim operation until refueling 
WDDLEVER,E J Duquesne Light Co 79/07/11 106pp. 


—7907130413 "Rept on Raanalgiis of Safety-Related Piping Bys. Revision 
1 ,*' by 8 I 1 W 

* Duquesne Light Co 79/07/11, lOOpp 


7907200472 Forwards Revision 2 to "Rept on Reanalysls at Safety- 
ftslatad Piping Bys, " 

DUNN. C N Duquesne Light Co 79/07/18 3pp 
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7i?i7;:D476 Pi^l*lor» 2 to "Rtpt on R«an«ltfsls ot Saf tty-Relatod Plpinj 
Zi\ “ fTtfiTti &liV4 

» Light Co 79/07717 13pp 


7907110026 Foruardi IE Circular 79-ia> "Potontial D1 »*b 1 Oonarator 
Turbocharger Problem " No action required 

ORIER.Q H Region 1» PhUadelphlm Office of the Director 
79/06/20 Ip 


0 Intptetion rtparti. I£ RuUetln« ti correspondence 


790TCICC'13 Oubnits ritponiet to lE Bulletin 79-06A Prografi Initiated to 
assure that all licensed op eratori* plant ojt t* supervisors 
v'cperatlorial rstpcnslh i Uties will be faoillar ui/THl 
me ident 

O'jje^ C N Cjquesnt Light Co 79/05/M Upp 


7907U0A50 Respordi to IE Bulletin 79-09 re OE Type AK-2 circuit 
brealers Installed in saf e ty-relatcd sys Breakers used in 
i25-¥ali DJ control sys Required preventive aalnt program 
will be imp t men ted by 790930 
DUKN. C H Duquesni Light Co 79/05/17 2pp 


7907060380 Porwerdi IE Bulletin 79-11. *Faulty Overcurrent Trip Device 
in Cireolt Breakers for Engineered Safety Sys “ Licensee 
action required 

CRIER. 0 H Region 1. PMladelphle. Office of the Director 
79/05/22 ip 


79071B0764 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Quilt 
Safety-Related Piping Sys " Action required 

ORIERiS H Region 1, Ph i ladelph la. Office of the Director 
79/07/02 ip 


7907290901 Forwards IE Info Notice 79-lB, "Sky lab Reentry " No action 
required 

GRIERiD H Region 1. Philadelphia, Office of the Director 
79/07/06 Ip 


7907270329 Forwards IE Bulletin 79-19, "Deep Draft Pump Def Ic 1 eric 1 o a " 
Action required 

DRIER. B H Region 1. Philadelphia. Office of the Director 
79/07/ H Ip 


7907230629 Forwards Class 111 fee for Inseivice review, as requcstird 
by NRC 790709 Itr 

NOOREiO U Duquosno Light Co 79/07/16 2pp 


7907240600 Forwards results of prtlialnary review of licensee responses 
, to IE Bulletins 79-06, 06A t 06, Amend 1 Heeting 

w/ownirs of operating plants having Westinghouse-designed 
syt scheduled for 790530 in B«theida,hD 

5Ct*.thrCEff, A Operating Reactors Branch I (Pre 790625) 79/09/22 

4pp 


7907240609 Forwards IE Insp Rept 90-334/79-10 on 790410-20 No 
rtsncoQplIance noted 

CARLSON, R T Region 1. Philadelphia. Reactor Construction 6 
Engimirlng Support Branch 79/05/25 2pp 


7907310490 Forwards IE Circular 79-lD. "Replacement of Diesel Fire 
Pump Btartlng Contactors ** No action required. 

DRIER, D H Region 1. Philadelphia. Office of the Director 
79/07/16 ip 


7907270164 Supplements info to IE Bulletin 79~13 re small cracks 
identified In feedwater line elbows Radiographs revealed 
cracks present in three inlet pipes Instrumentation program 
to ba developed for feedwater lines 
DUNN, C N Duquesne Light Co 79/07/17 2lpp 


■7907240615 IE Inip Rept 50-334/79-iO on 790418-20 No noncompliance 
noted Major ereai Inspected ai-bullt accuracy of 
laffty-releted pipe supports Ic pipe sys drawings 

P Region 1. Philadelphia. Office of the Director 
TRIPP.l E Riglon 1. Philadelphia. Reactor Construction l< 
Engineering Support Branch 79/05/25 4pp 


R Periodic operating reports t< related correspondence 


7907030418 Forwards portions of 1978 Annual Environ Rept.Vol 1 
nonradiologlcal, re infrared photography performed in 1970 
Photographs transmitted under separate cover 
DISSERT, F J Duquesne Light Co 79/06/27 Bpp. 


"Indication of Lou Water 


7907030029 Forwards IE Info Notice 79-13. 

Leva] in Cyiter Creek Reactor " 

79/05/29” ip Philadelphia, Office of the Director 


7907100947 Forwards NPDES repts for May 1979, subml tted to PA Dept oP 
Environ Resources 

MODRE.O U Duquesne Light Co 79/06/20 I4pp 


Jf I-.M". 8cr.«. at SUR 

Fecllltles No action required 

79/05/31” Ip Office of the Director 

7907l9M9i Forwards suppi IE Sullttin 79-OtA. "Environ OualifUatlon of 
ASCD iDef 1 c lane i •$ in Environ dual if Icatlon of 

ASCQ Solenoid Valvis) " Action required 

^)m) 06 IP Office of the Director 


/YU7i7go47 Forwards month 1 


7907060090 Forwards IE Info Notice 79-19, 
action required 

?9/«4/07” 1. '■ Of'.ci of th. Bir.ctor 


"Deficient Procedures 


No 


7907110364 Forwards lE Info Notice 79-17, "Source Holder 
Damaje^from Misfit Between Assembly 6 R.ector Sppei 


DRIER, B K 
79/06/20 


ip 


Region 1. Philadelphia. Office of the Director 




1. '• OMU. .. D,r„..r 

'■ •’•'"““l-l.U, O.MC. .fc. Dlr.ctor 


IE •ull.tli. 7»-13. 


"Cracking in Feedwater Sys 


79/06/26 ip ** ** ^*MUdeJph4a, Office of the Director. 


DUNN.C N 


, operating ropt for i^une 1979 

Duquesne Light Co /9/07/10 Bpp 


operating rept for June 1979 
8PITZNOOLE. A E Duquesne Light Co 79/07/02 


4pp 


^ vouted correspondence 

7907090263 Forwards LCR 79-014/01 T-0. 

WERLINO.J A Duquesne Light Co 79/07/02 2pp 

WERLINO.J A Duquesne Light Co 79/07/02 2pp, 

7907110446 Forwards LER 79-01 5/OiT-O 
WERLINO.J A Duquesne Light Co. 79/07/06. 2pp. 



WERLINO.J A Duquesne Light Co. 79/07/06. 4pp. 

^SraLIMoVr"'!;'** .< 7V-017/03L-0 

HEnHNB.J A Duqu..ne Ltjht Co 79/07/0B Spp 

other cables orroex investigation underway to check 

WERLINO.J A. Duquesne Light Co. 79/07/00. ip 

^•fosl}n9°witer°ItDroge%Jnk*J5oid*r ‘wetJon 

Caused by failure of motor Inoperable 

WERLINO.J A. Duquesne Light Co, 79/07/08 ip 
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7907370229 Sub/nitft special rept re grounduatar leakage discovered 
30 ft south intake structure Caused bg eipansion 
joint In fire line Area around leak uill bo excavated &( 
nocestarg repairs completed 

WeRLiMff. J A DUQuesne Light Co 79/07/lB 3pp 


T Hearing transcripts on non‘*antltruBt matters 


7907090018 Transcript of 790330 briofing in Washington. DC re shutdown 
pipe stress Issue at facility Pp i"30 

HENDfllE.J M . OILINSKV. V i KCNNEDYi R T Commission 79/03/30 

88pp 


U Congressional/CxBCUtivB Correspondence 


7907330732 Notice describing reasons for shutdown of five plants 
CH1LK*8 J Office of the Secretary of the Commission 79/03/14 

Bpp 


79D7iaOSBB Responds to 790333 1 tr re shutdown of facilities None of 
proposed alternatives would have adeq.uately dealt 
u/sltuatlon Forwards summary of code verification program. 
lE Bulletin 79‘‘07 St chronology table of pipe stress issue 
H£NDRI£.J M Commission 79/06/27 17pp 


—7907100633 Requests info re evaluation of feasibility i* effectiveness 
of safe alternative rospanses to error In seismic codes 
rather than shutdown of facilities Requests Info re 
possibility of similar errors at other plants 
DINOELLjJ D House of Rep . Interstate h Foreign Commerce 
79/03/33 3pp 


DOCKET 50-335 ST LUCIE PLANT. UNIT 1 


F Security, medical, emergency fire protection plans 


7907260661 Forwards appropriate Glass HI fee for Bafeguardi 
Contingency Plans. in response to RM Diggs 790703 Itr 
W/o end 

UHRldiR E Florida Power & Light Co 79/07/19 Ip 


P. Operating license stage documents St correspondence 


7907lfl0233 Requests info from currently operating PWRs re small break 
analysis, as followup to TMl-‘8 incident review 
CRIMES, D K Assistant Director for Engineers it Projects (Pre 
790625) 79/05/09 Bpp 


7907090177 Forwards Amond 32 to License DPR“67. safety evaluation & 
notice of issuance It availability 

RElDtR W Operating Reactors Branch 4 <Pre 790625) 79/03/27 

3PP 


—'7907090184 Amend 38 to License DPR-67i incorporating changes resulting 
from Cycle 3 fuel reloading l< deleting license requirement 
for neutron shielding 

REID. R W Operating Reactors Branch 4 (Pre 790625) 79/05/27 

34pp 


--'7907090196 Safety evaluation supporting Amend 32 to License DPR-67 
» Operating Reactors Branch 4 (Pre 790683) 79/05/27 30pp 


—7907090200 Notice of issuance It availability of Amend 32 to License 
DPR''67 

REID. R W Operating Reactors Branch 4 (Pre 790625) 79/05/27 

ffpp 


7907180631 Forwards NURE0-D360. '^8taff Rapt on Oeneric Assessment of 
Feedwater Transients in PWRs Designed by 08<W " W/o end 
ORIMEB. B K Assistant Director for Engineers tt Projects (Pre 
790628). 79/06/11 2pp. 


7907260035 Requests registration as user of Model NLl-l/2 
WHRIO.R E Florida Power I. Light Co, 79/06/li Ip. 


7907020186 Indicates personnel problems shortage exists re restart from 
refuillng on 790528) pass rate for new operator qualification 
exams less than 30)1 Due to shortage of licensed operators, 
ovartlme. being Implemented 

ROeS. D F. Division of Project Management 79/06/16 Bpp, 


7907090220 Forwards revised pages correcting typographical errors In 
76090B pump S( valve test program 

UHRIO.R.E. Florida Power S< Light Co. 79/07/02 8pP; 


Q Inspection reports. IE Bulletins 6 correspondence 


7907020366 Forwards IE Bulletin 79-03B. "Nuclear Incident at 
TMI - Quppl, " 

O'REILLY, vj P Region 2. Atlanta. Office of the Director 
79/04/31 2pp 


7907090126 Forwards IE Insp Ropt SO-335/79-10 on 7?0414''l7 No 
none amp 1 lence noted 

LEHI8. R.C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/05/01 2pp 


— 7907090130 IE Insp Rept 50-335/79-10 on 790414-17 No noncompliance 
noted Major areas Inspected preparation for refueling tt fuel 
handling activities 

VOOT-LOWELL. R J. MARTIN. R 0 Region 8. Atlanto. Office of the 
Director 79/04/30 Spp 


7907190392 Submits Info as followup to initial response to IE Bulletin 
79-04 V/elan check valves were used Valve Weights used were 
from Velan drawings In case of computer analyxed linos. or 
catalogue estimates In case of chart analyted lines 
UHRIO.R B Florida Power & Light Co 79/05/03 3pp 


7907110325 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem “ No action required 
D'REILLYiJ P Region 2. Atlanta. Office of the Director 
79/03/07 2pp 


79D70S0121 Responds to lE Bulletin 79-06B. Item 18 No Tech 8poc mods are 
required to Implement responses to Items i-i 1 
UHRIO.R E. Florida Power & Light Co 79/05/15 tp 


7907100184 Forwards IE Circular 79-08. ''Attempted Extortion - Lou 
Enriched U '* No action required 

O'RElULViJ P Region 2. Atlanta. Office of the Director 
79/03/10. 2pp 


7907110103 Forwards lE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Bys " Actloh 
required 

O'REELLY.J P Region 2. Atlanta. Office of the Director 
79/03/22 2pp 


7907120200 Responds to IE Dullotln 79-10. Forward s operator I- senior 
operator examination results h related statistics, 

UHRIO.R E. Florida Power l< Light Co 79/03/24 Spp 


7907180180 8upp laments response to lE Bulletin 79-07 Uses ADLPIPE to 
perform seismic analyses of saf ety-related piping changes & 
mods None of methods specified in bulletin are used 
UKRIO. R E Florida Power U Light Co 79/05/24 2pp. 


7907S30143 Forwards IE Insp Rapt 30-335/79-U oh 790417-20 No 
noncDoipl lance noted 

LEUIS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/05/24 2pp 


—7907230147 IE Insp Rept 50-333/79-11 on 790417-80. No 

noncomp 1 lance noted. Major areas Inspected plant procedures, 
refueling outage malnt & operations. LERs. IE bulletins, 
circulars Ic notices I. previously identified Items. 

WEBSTER. E.M, Region 2. Atlanta. Office of the Director, 
CANTRELL. F 8, Region 2. Atlanta. Reactor Operations Nuclear 
Support Branch, 79/03/24 7pp 


7907100094 Responds to IE Bulletins 79-06 It 06B. ResponS Ibi 11 ty for 
initiation & verification of auxiliary feodweter flow to 
steam generators Is primary duty of designated operator 
during transients It accidents. 

UHRIO.R.E Florida Power 8. Light Co 79/05/85 ip. 


7907030096 Forwards IE Info Notice 79-13. "Indication of Lota Hater 
Level in Oyster Creek Reactor " No action required 
O'REILLY. J P Region 2. Atlanta. DffUe of the Director 
79/05/29 2pp 


7907130321 Foruards status rept describing progress In responding to 
IE Dullitln 7a-12B Plans to respond by 790629 
UHRIO.R E Florida power Light Go 79/03/89 Spp, 


7907190415 Forwards addl response to IE Bulletin 79-06 
UHRIO.R e. Florlde Power Ic Light Co. 79/0S/S9 Gpp 


7907200192 Forwards IE Bulletin 79-12. "Short Pariod Scrams at HWR 
Pacilltias." No action required 

d 'REILLY. J P. Region 2. Atlanta. Office of the Director 
79/03/3i 2pp 
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7907190401 Responds to IE Dwlletln 79-03 ASME 9A-312 304 stainless 

steel pips spoo-l s mfg< bg Vaunpstoun Ueliling & Engineering Co 
not used 

UHRIOjR E Floride Pauer b Light Co 79/0^/05 Ip 


7907190172 Forwards soppl IE Bullotln 79-OlA* "EnvlTon Ooal 1 P tcation of 
Class lE Equipment (Deficiencies In Environ Qualification of 
A9C0 Golenoid Valves) " Action required 

O'REILLYjJ P Region 2 j Atlantai Office of the Director 

79/06/06 2pp 


7907060056 Forwards IE Info Notice 79-15. '►Deficient Procedures " No 
action required 

O'REILLYiJ P Region 2. Atlanta. Office of the Director 
79/06/07 app 


7907250160 Requests that Region 2 measurements van be granted access 
privileges of "licensee designated vehicle " 

□ 'REILLY. J P Region 2i Atlantai Office of the Director 
79/06/1 1 3pp 


790719014S Responds to IE Bulletin 79-01 Unable to submit requested 
rept re environ qual i f icat 1 on oP Class IE equipment 
until 790703 

UHRIOfR E Florida Power «t Light Co 79/06/lS Ip 


79070803B6 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/20 Ip 


7907120075 Forwards IE Bulletin 79-02. Revis ion I. "Pipe Support Base 
Plate Designs Using Concrete Eipansion Anchor Dolts " Action 
required 

Q'REILLY.J P Region 2. Atlanta. Office of the Dlrectpr 
79/06/21 ip 


— 7907tB032Q LER 79-oai/OlT-O on 790625 General Motors notified util that 
turbocharger thrust bearing could be damaged by hot starts 
u/Lube oil over 160 F Vendor recommends eliminating 
notiemergency hot starts while new desig-n ie developed 
BHOPPMAM.M A Florida Power & Light Co 79/07/09 2pp 


7907250335 Forwards LER 79-020/02L-0 

SCHMIDT. A D Florida Power U Light Co 79/07/13 Ip 


— 7907250341 LER 79-020/03L-0 on 790614 autlliary feedwater pomp Ic 
failed to start due to failure of steam Inlet valve Caused 
by unknown factor Valve operated normally after being 
manually cycled 

8CH0PPMAN.M A Florida Power U Light Co 79/07/13 Ip 


U Congress Iona l/Exec ut ive Corresp ondence 


7906360390 Forwards D Drowning 790404 questions re FL nuclear power 
situation Requests necessary info for reply 
MICA. DA House of Rep 79/04/05 2pp 


— 7906260593 Ac k receipt of 790405 Itr re D Drowning info request re FL 
nuclear power situation Fortuerds instructions to operators 
re steps to prevent occurrence like THI & JM Hendrle 790410 
testimony to Subcommittee on Nuclear Regulation W/o end 
KAMMERERiC Office of Congressional Affairs 79/04/18 Ip 


DOCKET 90-336 MILLSTONE NUCLEAR POWER STATION. UNIT 2 


F Security, medical, emergency b fire protection plans 


7907230978 Documents Info provided verbally re delay in schedule of 
submittals for fire protection mods Delay until 790731 due 
to TMI event b IE Bulletin requirements 
COUNSIL.tf 0 Northeast Utilities 79/07/19 2pp 


7907110226 Forwards IE Circular 79-09. ''Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

Q'REILLYiJ P Region 2. Atlanta. Office of the Director 
79/06/22 ip 


7907310019 Forwards IE Bulletin 79-13. "Cracking In Feedwater Bys 
Piping " Action required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/25 3pp 


7907110369 Forwards IE Circular 79-10. "Pipef 1 tt i ngs Mfg from 
Unacceptable Matl " No action required 

O'REILLVid P Region 2. Atlanta. Office of the Director 
79/06/26 2pp 


7907180435 Forwai d s IE Circular 79-12. "‘Potential Diesel Generator 
Turbocharger Problem " No action required 

D'RElLLYiJ P Region 2. Atlanta. Office of the Director 
79/06/28 Spp 


7907310240 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Bullt 
Safety-Related Piping Sys " Action required 
O'REILLY, J P Region 2. Atlanta. Office of the Director 
79/07/02 2 pp 


7907310379 Forward s IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/07/11 Spp 


8 Reportable occurrences. LERs b related correspondence 


7907090280 Confirms tel-con re RD 335-79-21 Emergency diesel generator 
turbocharger thrust bearing is susceptible to damage under 
certain repeat starting modes which could result In 
turbocharger failure, Dill develop mod package 
UETHYiC M Florida Power tt Light Co 79/06/28 2pp 


7907130634 Forwards LER 79-Oi9/03L-0 

SCHMIDT. A D Florida Power 6 Light Co 79/07/03 Ip, 


--790712(5641 LER 79-019/03L-0 on 790605’ control element aetembly dropped 
four times within 2-h period Caused by failure of call pouitr 
programmer timing module. Modu 1 e replaced 
aCHDPPMAN.M A. Florida Power 6 Light Co 79/07/03 2 pp, 


7907180312 Forwards LER 79-02 1/OlT-O 

SCHMIDT. A D Florida Power tt Light Co 79/07/09 Ip 


D Advisory Committee on Reactor Safeguards reports & correspondence 


7907100826 Forwards LER 79-009/03L-0 re loss of shutdown cooling 
Installation of refueling level Instrumentation to provide 
better Indication o-f draindouin levels begun 

OUITTECHREIOER ACRS - Advisory Committee on Reactor Safeguards 
79/04/24 Ip 


7907310474 Submits slides to be inserted into 790613 transcript for 
ACRS Subcommittee on Reactor Operations meeting re power 

Increase 

BIMPSON.H A ACE Federal Reporters. Inc 79/06/14 34pp 


P, Operating license stage documents 8 c correspondence 


7907050556 Advises of intention to apply requirements of QA topical 
rept NU-QA-li Reviii an 3A* to meet criteria of 10CPR71 51 
CDUNaiL.U 0 Northeast Utilities 79/05/15 Ip 


7907260060 Discusses plans to install communication links between NRC 8 < 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters b regional ofc uill communicate 
operational tt environ info 

ORlERiB H Region ]« Philadelphia. Office of the Director 
79/05/22 2pp 


7907060141 Forwards Suppl L to safety evaluation supporting Amend 52 to 
License DPR-65 

REID, R,H Operating Reactors Branch 4 (Pre 790625) 79/05/25 

2 pp 


— 7907060145 Suppl I to safety evaluation supporting Amend 52 to License 
DPR-65 re control ele^nent assembly guide tube integrity 
« Office of Nuclear Reactor Regulation 79/05/25 2pp 


7907020397 Bubmlts 790530 dally digest for Utstinghouse reactors 
AQ 8 S 1 D, F. Division of Project Management 79/05/30 Ip 


7907100642 Fojrwarrfs NUREO-0560r "Staff Rept on Generic Assessment of 
Feedwater Transients in PURs Designed by B 8 (H " H/o end. 

ORlMESrB K Assistant Director for Engineers tt Projects (Pre 
790625), 79/06/11 Ip. 


7907240093 Forwards Amend 53 to License DPR-65. notice of issuance tt 
availability & ElA. 

REID*B. W Operating Reactors Branch 4 (Pre 790625) 79/06/25 

Dpp 
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— 7907S40100 Amend 53 to License DPR-i^3 revising App B Tech Bpec» to 7907090233 Re&pands to IE Bulletin 79-10. ''Ren iral 1 f ica 1 1 on Training 

authorlie operation at increased (rax steadg'^state pouer Pro 9 ra(r Statistics ” Forward* util requa 1 1 f i cation training 

level of 2700 MWt program statistic* 

EISENHUT, D 0 Division of Operating Reactors 79/06/25 4pp COUNBlLtW Q Northeast Utilities 79/05/22 9pp 


““7907240101 EIA supporting Amend 53 to License DPR-63 

* Office of Nuclear Reactor Regulation 79/06/85 3pp 


“"7907240105 Notice of issuance & availabilltg of Amend 53 to License 
DPR-69 

RElDiR W Operating Reactors Branch 4 (Prc 7906251 79/06/29 

2pp 


7907050257 Forwards Offsite Dose Calculation Manual 
COUNSILiW 0 Northeast Utilities 79/06/29 Ip 


— 7907050261 Offsite Dose Calculation Manual 
* Northeast Utilities 79/06/30 QGpp 


7907120630 Forwards proposed amend to License* DPR*~2I S. DPR-65 revising 
ETS MIT rapt* "Analysis of Exposure Panel Data Collected at 
Millstone Point" end 

COUNSlLiU Q Northeast Utilities 79/07/02 2pp 


— 7907120647 Proposed amend to ETS 

# Northeast Utilities 79/07/02 60pp 


"“7907I206S7 "Analysis of Exposure Panel Data Collected at Millstone 
Point." prepared by MIT 

» Northeast Utilities 77/07/31 126pp 


7907260737 Requests extension until 790013 to respond to NRC 
790629 request for PWR licensee capabilities to anticipate St 
respond to unusual incidents 

COUNBlLtW 0 Northeast Utilities 79/07/16 Ip 


7907310339 Revises util 790618 response to 790525 Itr re fabrication 
history of feedwater piping 

COUNSILiW 0 . FEEt M F Northeast Utilities 79/07/24 2pp 

i 

Q Inspection reportst IE Bulletins ii correspondence 


7907160177 Evaluates responses by util* to IE Bulletin 79-06D 
WlLLIAMSiF J Division of Project Management 79/04/27 3pp 


7907110493 Forwards IE In*p Repts 50-245/79-07 6 50-336/79-07. on 
790319-83 No none omp I lane e noted 

SMITHjO H Region It Ph i lodelphiat Fuel Facility & Materials 

Safety Branch 79/05/09 2pp 


—7907110460 IE Insp Repts 50-245/79-07 h 50-336/79-07 on 790319-23 No 
noncompliance noted Major area* inspected radiation program 
refueling outage cond itions. solid radwaste mgt & followup on 
previous insp findings 

YUHASt 0 P Region It Phi ladelph lat Office of the Director 
CROCKERrH W Region li Philadelphia! Fuel Facility h Materials 

Bafety Branch 79/05/00 lOpp 


7907060240 Discusses preliminary review of 790126 h 15 submittal* 
re proposed inservlce insp S< testing Tech Spec* St request 
for relief from selected A8ME code requirement* Notice of 
relief end 

REID.R W Operating Reactors Dranch 4 iPre 790625) 79/09/11 

3pp. 


'7907060241 Notice granting relief from A8ME Bectlon XI inservice insp St 
testing requirement* 

REIDtR W Operating Reactor* Branch 4 (Pro 790625) 79/09/11, 

app 


7907110640 Retpond* to IE Bulletin 79-09 re failure* of OE Type AK“2 
circuit breakers in safety-related sys Breakers in use at 
f ac i 1 ity, Undervol tags trip device used in control element 
assembly power control 

COUNSILiW 0 Northeast Utilities 79/09/14 Ip. 


7907100441 Forward* IE Insp Rept 90-336/79-11 on 790410-13 No 
noncompliance noted, 

BRUNNER, E J Region 1, Phi ladelph la, Reactor Operation* Nuclear 

Support Branch 79/05/17 2pp 


—7907100449 IE Imp Rapt 50-336/79-11 on 790410-13 No noncompl iance 
noted Major areas inspected: previous insp Items, refuel ing 
operations, pips supports 6 restraints, outage-rela.ted 
maint 6 backshift operations 

HIOOINS, JC.i FOLEY, T Region i. Phi ladelph U, Office ttf Ue 
Director CAPHTQNi D, L. Region 1, Philadelphia, Raactor 
Operations Nuclear Ouppart Branch 79/05/16 7pp 


7907060392 Forwards IE Bulletin 79-1 ii "Faulty Overqurrent Trip Devlt 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

ORIER.B H Region It Philadelphia! Office of the Director 

79/05/22 Ip 


7907020498 Submits addl info in response to IE Bulletin 79-06D Ouidan 
provided to omergoncy procedures re natural circulation 
op erotion 

COUNBlLtW 0 Northeast Utilities 79/05/24 4pp 


7907100018 Forwards add] info in TBsponse to IE Bulletin 79-06D 
Discusses procedural guidance for monitoring of core 1* for 
interpreting control room indicationst emergency procedures 6 
positions of safety-related valves 

COUNaiLi W O Northeast Nuclear Energy Co (Northeast Utilities) 
79/09/24 4pp 


79070S0160 Responds to IE Bulletin 7B-12B re atypical weld mall in 
reactor pressure vessel C-E is performing requested search 
& will submit rept to NRC by 79060B 

COUNSILiW O Northeast Nuclear Energy Co (Northeast Utilities) 
79/05/24 ip 


7907030041 Forward* IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " No action required 
ORlERiD H Region 1, Philadelphia, Office of the Director 
79/05/29 Ip 


7907020461 Comments on util response to IE Dulletin 79-06D Training h 
been conducted by NRC & plant staff Expresses concern as to 
whether 50 F difference between pressurlxer temp reactor 
coolant temp is sufficient 
flHEDLOSKV, T Commission 79/(59/30 5pp 


79072(50114 Forwards IE Bulletin 79-12, "Bhort Period 0cram* at BWR 
Facllltlas " No action required 

ORlERiB H Region 1, Philadelphia, Office of the Director 
79/09/31 Ip 


7907190069 Foruiards suppk IE Bulletin 79-OlA, "Environ Ouali f i cat i on < 
Class IE Equipment •( Oef id one i e* in Environ Qualification of 
ASCO Solenoid Valves) Action required 

ORlERrQ H Region 1, Philadelphia, Office of the Director 
79/06/06 Ip 


7907060106 Forwards IE Info Notice 79-19, "Deficient Procedures " No 
action required 

DRIER, D H Region 1, Philadelphia, Office of the Director 

79/06/07 Ip 


7907190709 Requests addl Info on Inservlce insp program re hydraulic 
snub ers, c losure head weldSt thread roots U no i x le- to-vetsel 
welds of shutdown heat eschargert 

REIDtR W Operating Reactors Branch 4 <PTe 790625) 79/06/07 

3pp 


7907100473 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damegs from Misfit Between Assembly fc< Reactor Upper Grid 
Plate " 

ORICRtB H Region It Ph 1 lad e Iph 1 a. Office of the Director, 
79/06/20 1 p 


7907230601 Forwards lE Bulletin 79-02, Ravi slon 1, **Plpa Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required 

ORIERiD.K Region li Ph Llad e Iph 1 a, Office of the Director 
79/06/21, Ip 


7907240174 Forwards IE Circular 79-09, "Occurrsneos of Split or 
Punctured Ragulator Diaphragmi in Certain Self-Contained 
Breathing Apparatus No action required 

(JRlERiB.H Region 1, Ph 1 lade Iph ia. Office of the Director, 
79/06/23, Ip 


7907030316 Forwards "Inservlce Insp 6 Test Program for Pumps, Valves U 
Pressure Test*," for 790426-80 I 826, 

COUNBlLtW Q Northeast Utilities 79/06/89, 8pp 


—790705031^ '’Inservlce Insp U Test Program for Pumpsi Valves k Pressui 
Tests, for 790426-801886 
a Northeast Utilitlss 79/06/85, 73pp 

7907180509 Forwards IE Bulletin 79-13, "Cracking In Faeduater ays 
Piping " Licensee action required, 

CRIER, B.H. Region 1, Ph 1 lade Iph la. Office of the Director. 
79/06/25. Ip 
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79070601‘?3. Forwards IE Circular 79-10. '*P i p»f 1 ttinga Mfg #Tam 
tln3ce«p tab 1« Matl " No action raqulrod 

OfltERiD K Region li Fh Hbdolphlaj Gfflce of the Olractor 
79/06/26 Ip 


7907110-027 Forward* IE Circular 79-12. ‘'Potential Dlss.el Dsnerattir 
TurbocKarger Probleni No action raquimJ 

OniERiD H Region I* PhiladolphU. Office of the Director 
79/06/28 ip 

79Q7Q602&2 SubiOttt addl respansai to IE Eullatln 79-06B Add! n«ceiiar\| 
action* required to ensure tirneti^ initiation of ouxlllarg 
feedwater operator have boon conploted 
CQUN3IL. U 0 hortheaKt Utilities 79/06/29 2pp 


, 79071B0779 Forward* IE Bulletin 79^14. "Seiamlc Analgsl* for Ai-Qullt 
Baf etg-Relatad Piping Sg* " Action raquirei] 

ORlEft. D H Region \t Philadelphia. Office of the Director 
79/0 7/oa ip 


7907230509 Forward* IE Info Notice 79-18. "Sliglab Reentry •* No action 
required 

DRIER) D tl Region 1. Philadelphia. Office of the Director 
79/07/06 Ip 


770727034S forward* IE Bulletin 79-13 "Deep Draft Pump Deftclenclo* 
Action required 

ORIER.E H Region li Ph 11 adelphla. Office of the Director 
79/07/U, ip 


7907310309 Forward* lE Circular 79-13. '‘Replacement of Diesel Fire 
Pump Starting Contactor* *' He action reiquired 
ORIER.B.H Region 1. Ph 1 1 adelphla. Office of the Director 
79/07/16. Ip 


R Parlodie operating report* It related correspondence 


79071B0466 Forwards monthly operating rept for Jun* 1979 
□PEKA. J.F Northeast Utilities 79/07/13 Ip 


'“"79O710O47O Monthly operating rept for June 1979 

HOWLETT.O H Northeast Utllitle* 79/07/09 7pp 


S Reportable occurrence*) LER* relatad correspondence 


7907100129 Forward* LER 79-O12/00i-P H/o end 
OPEWA.xJ.F Northeast Utilities 79/03/22 ip. 


7907100303 Forward* LEft 79-014/03L-0 

OPEKAiO F No-rtheait Utllitie* 79/07/03 ip 


-”7907100406 LER 79-014/03L-0 on 790604 small leak noted froai crack in 
"C charging pgirtp body Cause of crack Wb* ftress or fatigue 
failure in valve block around valve cylinder shoulder 
Valve block to be replaced 
« Northeast Utilities. 79/06/26 2pp 


7907130333 Forwards LER 79-016/03L-0 

OPEKA.U F Northeast Nuclear Energy Co. INortheaet Uttlltiee). 
79/07/09 IP 


■**“7907100373 LER 79-0i6/03'L-0 on 790611 one of two power-operated 
preisurixer relief valves reading appr 0Ki<nately 250 psi 
lower than actual pressurlier pressure Caused by shift of 
icr-o point af transmitter 

a Northeast Nuclear Energy Co <Northea*t UtHitleel /9/07/09 

Ip 

7907i7DO3a Forward* LBR 79-OiS/O3L~0 

OPEKA.J F Northeast Utilities 79/07/09 Ip 


—7907170092 LtR 79-OlS/oaL-O on 790610 leak identified In RGB I, traced 
to iialation valve. Cause unknown Isolation valve repaired 
6 power-operated relief valve declared gperablf 
» Kortheaifc UtilltUs. 79/07/09 ip. 


7907170112 Forwards LER 79-016/03L-0 

OPEKA.J F Northiait Utilities 79/07/09 Ip 


?-0l6/O3L-0 on 790611' prasturiser preieurs channel for 
•r-pperated pressuMier relief valve* found 
280 FBI lower than actual pressurt. Caused bg 
loint.Zero point readjusted. 

Northeast Utilities 79/07/10. Ip 


ER 79-017/03L**0. 

St Utilitlii 79/07/13. Ip. 


— 7907170229 LER 79-017/03L-0 on 790614 auslllary feedwater pump 
rendered Inoperable bg inboard pump bearing failure Caused 
by contamination of bearing oil w/water Pump bearings & 
shaft replaced tt pump restored to tve 
3TRATMAN.R A Northeast Utilities 79/07/13 2pp 


7907230474 Forwards LE« 79-01 0/03L-0 

PPEKA) J F Nortbeast Nuclear Energy Co <NartheaBt UtllltiBs) 
79/07/18 Ip 


—7907230487 LER 79-01B/03L-0 on 790619 surveillance testing during 
reactor startup revealed control element assembly motion 
inhibit Interlock did not function properly Caused by drift 
of out-of-sequence scanner power supply voltage 
RATEB*R U Northeast Nuclear Energy Co INortheast Utilities) 
79/07/18 Ip 


7907260339 Forwards LER 79-01 D/03L-0 

OPEKA.J F Northeast Utilities 79/07/10 Ip 


—7907260892 LER 79-01©/03L-£> on 790619 surveillance testing revealed 
malfunction of control element assembly motion 
inhibit Inter lock. Caused by shifting of group deviation 
setpoint voltages Setpoint potentiometers readjusted 
DATEB,R U Northeast Utilities 79/07/18 ip 


DOCKET 50-33 B NORTH ANNA POWER 8 TAT ION. UNIT I 


A Application/construction stage documents t correspondence 


7907090071 Forwards errata to 790402 BlA 
OOLDDEROjBC Branch 2 79/06/0S Ip 


79072303B1 Notice of Issuance it availability of Amend 11 to License 
NPF-4. 

PARR. 0 D Light Water Reactors Branch 3 79/06/14 2pp 


P BscuritV) medical* emergency h fire protection plans 


7907050183 Forwards security plan evaluation rept page changes Nodi do 
not effect 10CFft73 55 review Enel withheld <ref iOCFR2 790> 

PARR)0 D Light Mater Reactors Branch 3 79/03/21 3pp 


7907260406 Notifies that target date for completion of sprinkler sys 
will be 770Q15 

BR0WN.8 C Virginia Electric (< Power Co 79/07/23 Ip. 


0 Adjudicatory correspondence 


7905150023 Forwards NRC tcetimony re turbine missiles Ir pumphouse 
settlementii& professional qua 1 if Icatlons of K Camps.M Bgyle. 

J B'BrianiJ DurnsiA Dromerlcl.L Heller.R Klessel It J 

Lenehan Certificate of Bve end 

8WANS0N.D. T Branch 1. 79/04/27 12&pp 


7907120019 Motion by util for summerg disposition qf all matter* in 
proceeding No genuine issue* to be heard on any contention 
raised by Potomac Alllanco b Citisens Energy Forum Affidavit 
of H Brahmer 6 Certificate of 8vc end 
CHRISTMAN. J.N'. Itunton It Ui 1 Hams. 79/05/11. 29pp. 


—7907120021 Btatenent of matl facts at to which there is no genuine 
Issue to be heard, re contention* by Potomac Alliance %( 

Citlien* Energy Forum stated In A8LB 790521 order. • 
b Virginia Electric U Power Co. 79/05/1 1 30pp. 


—7907120027 ‘"Summary of Proposed Mod* to Spent Fuel Storage Pool 
Assocleted W/Increas ing Otorage Capacity " Affidavit* of 
RN Caldsr it H8 McKay encl. 

e Virginia Electric it Paver Co. 78/04/30 76pp 


7907110618 Responds to Arnold discovery requests re pumphouse 
settliflient. Current into indicates p'umpboute elevation has 
undergone slow eettlemsnt since drain was Instellad 
Supporting documentation encl 
8WANB0N. D T. Branch I 79/05/14 5pp. 

-r.7907110624 FoTUiard* supplemental info to 781219 Itr re pumphouse 
settlement 

BHAPER.HK Office of the Esecutive Legal Director 76/04/14 
I4pp 


■7907110638 8ummary of 780430 meeting in Bethesdo.tID re 
pumphouse settlement for sve water reservoir. Recommended 
Issuence of show cause order re suspe'nslon of reservoir 
const 

FEROUSONrR U. Light Water Reactors Branch 2 78/05/01 3pp. 
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— 7907110643 Dlscuasoft r Bc ommended actions against ofcll ro svc uator 
reservoir pumphouse settlement Civil penalty package uill be 
prepared for failure to rept per lOCFfiSO 95<e) 

BERATANj L L Region 2< Atlantai Reactor Construction it 

Engineering Support Drench 73/05/05 Ip 


--79071106S4 Submits addl info re stress in svc water lines resulting 
from pumphouse settlement Preliminary investigation 
Indicates stresses are above code allotk^ables Util considered 
problems reportable per tOCFRSO 39(el 

DERATANtL L Region 2# Atlantai Reactor Construction 8i 

Engineering Dupport Branch 73/07/29 2pp 


—7907110663 Forwards IE Insp Repts 50-33B/75-03 it SO-339/73-05 on 
750429 Enforcement action will be addressed at later date 
MOSELEY I N C Region 2r Atlanta# Office of the Director 

75/03/30 Ip 


—7907110678 IE Insp Ropts 50-338/73-03 it 30-339/79-05 on 730429 
Noncompl iance noted failure to rept settlement of svc water 
reservoir pumphouse per lOCFR 50 33<e) 

COCHRAN# B J « DRYANTjJ G Region 2. Atlanta# Reactor 

Construction it Engineering Support Branch 75/05/20 Bpp 


—7907110687 Summary of 760614 meeting w/otil -Si consultants re 
foundation of svc water reservoir it svc water pumphouse 
PlKEiM U Division of Project Management 76/07/21 2pp 


7907130082 Answer by util to ASLB 790304 notice of hearing No public 
hearing is necessary in proceed ing# s Ince all contentions are 
subj to summary disposition Opposes any delay in hearing 
schedule Certificate of Svc end 

CHRIBTKAN#wl N Hunton it Nil Hams 79/05/14 Bpp 


7907110726 Interrogatories & document requests for Intervenor Citliens 
Energy Forum submitted by util Contentions were stated in 
ASLD 790421 order Certificate of Svc end 
CHRlSTMANiU N Hunton Si Williams 79/05/17. lOpp 


7907110746 Util answer to Potomac Alliance 790309 motion to amend 
petition to Intervene Agrees to introduction of contention 
re svc water cooling sys# Submits improved statement of 
contention Renews 790511 motion for summary disposition. 
CHRISTMAN# JN Hunton «< Williams 79/03/17 4pp. 


7907130294 Interrogatories t* document request submitted to intervenor 
Potomac Alliance by util Contentions were stated in A6LD 
790421 order Certificate of Svc encl, 

CHRISTMAN# U N Hunton it Williams 79/05/17 ilpp 


7907180330 Answers by util to Potomac Alliance 790902 objections it 
Citliens Energy Forum 790903 objections to A8LD 790421 order 
granting intervention Seeks denial of intervenor requests 
for mod of order Certificate of Svc encl 
CHRISTMAN. S N Hunton it Willlems 79/05/17. lOpp 


7907180337 Motion by util for interim Tech Spec change Allowable pump 
house settlement limits should be increased or# in the 
alternative# raised to level in 10CFR2 717(b ). Affidavit of 
EA Daum 8# Certificate of Svc end 

CHRISTMAN. J N Hunton & Williams. 79/05/17 lOpp 


7907310566 Forwards Board notification matl re analysis of single rod 
drop event In Westinghouse three-loop plants Single rod drop 
could create increase In overall power level of reactor 
SWANSON# D.T. Branch 1. 79/05/19 2pp. 


— 7907310572 Forwards memo discussing Westinghouse Part 21 notification 
re analysis of single rod drop acccident Recommends memo 
be provided to North Anna Board 

VA68ALL0# D D Assistant Director for Light Water Reactors. 
79/05/14, Ip 


—7907310501 Discusses Board notification re analysis of single rod drop 
event at Westinghouse facilities Concludes that appropriate 
Boards should be notified Provides item of notification 
it considerations re relevancy Si materiality 

TEDEecOfR L Assistant Director for Reactor Safety, 79/04/23. 
3pp. 


7907170242 Interrogatories & document requests submitted to Intervenor 
Arnold. Requests info re uttnessas# documents relied upon in 
preparing direct case 8< documents related to turbine missile 
issue. Certl flcate of Svc and 
SWANSON# D.J. Branch 1. 79/05/24 4pp 


7907160131 Requests summery disposition of intervernors Ecology Action 
of Oswego Sc Northern Thunder« Inc Deficiencies 9 Si 20 re 
Perkins record. Oeflclenc ies do not raise genuine issue of 
matl fact. Certificate of Svc encl, 

BORDENICK# B, M, Branch 4. 79/05/23. 29pp. 


7907180633 Motion submitted by Citliens Energy Fprum requesting ASLB to 
allow consolidation w/Potomac Alliance Consol idatlon will 
avoid delay in proceeding Certificate of Bvc encl 
KROOT.I B Citizens Energy Forum 79/05/23. 3pp 


7907060478 No objection to Potomac Alliance 790909 motion to emend 
petition to intervene Petition adds contention ro svc water 
cooling sys Certificate of Bvc encl 
OOLOBERO#8 C Branch 2 79/05/29 3pp 


7907130331 Responds to NRO 790502 interrogatories it document requssti# 
submitted by Citizens Energy Forum Forwards Info re 
Contentions 1.2 S< 3# thermal effects, radioactive emissions & 
corrosion Certificate of Svc end 

BOUTON# D A Citizens Energy Forum 79/05/29 Ilpp 


7907060901 Responses to NRC interrogatories !< document requests Answers 
Contentions 3# 4# 6 6 7* re missile accident s# matl integrity# 
occupational exposure Sc alternatives Certificate of Svc 
end 

DQUOHTERY. J D Potomac Alliance 79/05/30 29pp 


7907i30iS9 Opposition by util to postponement of 790626 prehearing 
conference 6 evidentiary hearing In al ternative# requests 
ASLB to com.menco hearings by 790609, Affidavit of EA Daum Si 
Certificate of Bvc end 

RINACA.J « Hunton h Williams 79/03/30 I6pp 


7907060390 Forwards util supplementary testimony in response to NRC 
testimony re svc water pumphouse settlement PB Beck 760116 
ttr to 8 Ragone Ic prof qual i f ications gf WR Cartwright end 
RINACA.J H Hunton & Williams 79/05/31 3pp 


7907160156 Interrogatories it document requasts submitted to NRC by 
Citizens Energy Forum Requests info re Contentions 1«2 it 5# 
radioactive amissions S< corrosion it thermal effects 
Certificates of Svc encl 

KRQOT# I B Citizens Energy Forum 79/05/31 5pp 


79071100B1 Extends date for submission of RD Pollard testimony re 
turbine missile Issue until 790611 

SKRUTSKliR M Atomic Safety and Licensing Appeal Panel ^9/06/01 

Ip 


7907170254 Interrogatories it document requests submitted to VEPCO by 
Citizens Energy Forum Requests info re thermal effects# 
radioactive emissions Si corrosion Certificate of Bvc end 
KROOT.I D Citizens Energy Forum 79/06/01 7pp 


7907160296 Potomac Alliance motion to obtain answers to Interrogatories 
to NRC 

DOUGHERTY# J B Potomac Alliance 79/06/01 Ip. 


— 79071S0265 Interrogatories it document requests for NRC submitted by 
Potomac Alliance Requests Info on spent fuel pool re 
alternatives# tornado damage# turbine missile damage# defective 
fuel rods it changes In NRG requirements 
DOUGHERTY. J 6. Potomac Alliance 79/06/01 lOpp 


— 7907180271 Request for documents identified by NRC in responsa to 
Potomac Alliance 790601 interrogatory Includes request for 
util FBAR Sc Tech Specs applicable to operations of plant 
DOUGHERTY# J. D Potomac Alliance. 79/06/01. 4pp 


— 79071G0279 Interrogatories 6 document requests to util submitted fay 
Potomac Alliance. Requests info on spent fuel pool re 
diagram# const progress# transfer of fuel • alternatives to 
proposed mod Si logistics of handling spent fuel 
DOUGHERTY# J. B Potomac Alliance 79/06/01 22pp 


7907060430 Requests denial of util 790311 motion for summary 
disposition Citizens Energy Forum states motion is premature 
Si Ignorae unresolved issues re proposed mod 
KROOT#I.B. Citizens Energy Forum. 79/06/03 5pp 


— 7907060444 Statament of matl facts as to which there Is genuine issue 
to be heard# submitted by Citizens Energy Forum Discusses 
issues re thermal effects# emissions Si corrosion Certificate 
of Bvc end 

BDUTONrD. A. Citizens Energy Forum 79/06/09 Bpp 


7907060457 Responds to util 790303 motion for summary disposition 
Requests that ASLB refuse application or order continuance 
to reply In alternative# seeks denial of motion Affidavits 
cannot present facts osstntlal to opposition to motion 
DOUGHERTY# J B Potomac Alllence. 79/06/05 5pp, 


—7907060464 Statement of matl facts to which there Is genuine issue to 
be heard in response to util 790505 motion for summary 
disposition. Affidavit of JO Dougherty St Certificate of Bvc 
end, 

DDUOHERTY# J. B Potomac Alliance 79/06/05 4pp. 
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7907130120 SitppQrtf util 7905U /notion for «i;(rinarij dlipotition rt 
Contentions 1,2 <ln pa^tJ li 4-7 Aff»«}aviti of AW Dronotlct. 

PH Leech, FC K0TnB8av.>JS Hfrmiel.HE Krug, QB G»orgi*r, 

MD Houston 4. TD Murphy t Certificate of Svc end 
CDLDBEBOjS C Branch 2 79/06/05 59pp 


7907130130 Requests dental of util 790517 Aotlon for ASLAP to grant 
Interifti Tech Specs change re ailpuable svc water punphouse 
*Bttle/nent Urrilts Request Is unnecessary 6 w/o legal 
authority Certificate of Svc end 
SWAWSONp D T Branch I 79/06/06 8pp 


7907130360 Aniuers submitted by Potofsac Alliance to util 
interrogatories t, document requests re contentions on 
radioactive emissions missile accidents 6 matl integrity 
Notice of appearanC'e of LS Lempert on behalf of Intervenort 
EOUCHERTY. JQ . LEHPERT. L S Potomac Alliance 79/06/06 14pp 

-■“7907130371 Errata to Potomac Alliance answer to util motion far nummary 
disposition Certificate of Svc end 
DQUOHERTV, J B Potomac Alliance 79/06/07 2pp 

7907170240 Roschadule s prehearing conference In Charlottesville, VA from 
790626 to 0709 Parties w/a intervener status may male 
limited appearance on matters within scope of hearing 

DEALC. V fi Atomic Safety and Licensing Board Panel 79/06/06 4pp 

790718D28B Amends 790421 order to add Potomac Alliance contention 
re adequacy of svc water cooling sys 

DEALE. V 9 Atomic Safety and Licensing Board Panel 79/06/06 2pp. 

7907310083 Grants Cltiiens Energy Forum 790525 motion for consolidation 
ma/Potomae Alliance for purposes of proceeding 

DEALE. V 9 Atomic Safety and Licensing Board Panel 79/06/06 Ip 

79O71B0774 No opposition by util to Cltiiens Energy Forum 6 Potooiac 
Alliance motion for consolidation Util raierves right to 
oppose future motion necessitated by consolidation, if 
{notions appear to delay proceedings Certificate of Svc end 
RINACA,J M Hun ton U Williams 79/06/07 4pp 


7907270372 Requests to mate limited appearance statement at licensing 
prehearing 

STONE. 8 T Affiliation Unlnown 79/06/07 ip 


7 9 07130302 Order overruling Potomac Alliance 790502 objections 8/ 
Cltiiens Energy Forum 790503 objections to ASLB 790421 order 
designating contentions ASLS reaffirms 790421 order 
DEALE, V B Atomic Safety and Licensing Board Panel 79/06/08 6pp 


7907230539 Requests to male limited appearance statement at licensing 
prehearing 

» Affiliation Unknown 79/06/09 Ip 


7 9 07260357 Requests to male limited appearance statement at licensing 
prehearing 

MAHLER, H R Affiliation Unknown 79/06/09 Ip 


7907180606 Answers submitted by Cltiiens Energy Forun to util 790517 
interrogatories 6 document requests Submits info on 
contentions re thermal effects, radioactive emissions, spent 
fuel pool 6 Corrosion Certificate of Svc end 
KROOTi I B Citiiens Energy Forum 79/06/11 15pp 


7907230362 Requests to make limited appearance statement at licensing 
prehearing 

MILLER, J Affiliation Unknown 79/06/11 Ip 


7907230529 Comments on proposed storage of spent fuel 6 sinking of 
pump house Concerned about safety 
ROGERS, J H Affiliation Unknown 79/06/U Ip 


7 907250085 Requests to make limited appearance statement at licensino 
prehearing 

MILLAR, F Potomac Alliance 79/06/11 Ip 


7907300577 Requests to make limited appearance statement at lUenslng 
prehearing 

BLAORdve, M Affiliation Unknown 79/06/ii ip 


79O71B0589 Answer by util to NRC 790511 brief re ALAB-53e ReatonebU 
nexg* does not eitifc between nonsafety-grede equipment issue 
issues In North Anne proceeding ASLAB does not have 
jurisdiction over equipment issue Certificate of Bve end 
CHRISTMAN, JN Kunton t. Williams 79/06/13 6pp 


7907180744 Requests to mmend petition to intervene submlttod by Potomac 
Alliance ti Cltiiens Energy Forum Seeks addition of 
contention re abitity of spent fuel pool to withstand 
seismic events Certificate of Svc end 
DOUGHERTY. JD Potomac Alliance 79/06/15 7pp 


7907230546 Requests to make limited appearance statement at licensing 
prehearing 

HUGH, Q Affiliation Unknouin 79/06/ IS Ip 


7907180591 Request by util that ABU0 authoriie Immediato InstaUation 
of high-density spent fuel storage racks for use in storage 
of op to- 243 spent fuel assemblies Interim relief Is 
requested until issues Are resolved Certificate of Rve end 
RINACA, J M Honton it Williams 79/06/10 27pp 


7907300270 Order partially granting util 790511 motion for summery 
disposition Grants contentions re thermal ef f ects# matl 
Integr i ty, corrosion, oc c upat 1 onal exposure S, alternatives 
Grants contention on radioactive emissions 

DEALE, U B Atomic Safety and Licensing Board Panel 79/06/10 4pp 


7907160520 Supplemental response to util motion for summary 
disposition re ASLB 790618 order Suports motion re 
Contentions 2 & 3 Ic svc water cooling sys Affidavits of 
Wermel I, Chan, Ferrell be Campe U Certificate of Svc end 
OOLDBERO/BC Branch 2. 79/06/25 30pp 


7907180707 Notice of denial of request by North Anna Environ Coalition 
for revocation of util OL 

STELLO, V Office of Nucloar Reactor Regulation 77/06/25 Spp 


— 7907100794 Denies request far revocation of util DL 

STELLD, V. Division of Operating Reactors 79/06/25 Ip 


— 79O7J0OBO3 Denies North Anna Environ Coalition 701101 request for 
revocation of util OU Util complied u/Tech Space in 
reporting pumphouse settlement 

9TELL0,V. Division of Operating Reactors 79/06/25 Bpp, 


— 79071QOSO9 Notifies of decision re J Allen 701101 Itr Denies request 
for revocation of util OL 

OOSSiGKiL V Office of the Eiocutlve Director for Operations 
79/06/25 1 p 


-“7907100016 Forwards J Allen 701101 Itr 
QYRD.H F Senate 78/12/07 Ip 


—7907100827 Requests assistance in obtaining responses to 7B09D2 Itr i-o 
JW Moorman t, 761101 itr to NRC re false statements dealing 
w/abnormal settlement of plant 

ALLEN. J North Anna Environmental Coalition 78/U/Oi Ip 


790-71B0714 Orders deferral of action of 790402 Doard notification ra 
nonsaf Bty-grede equipment ASLAB jurisdiction to entertain 
new natters is dependent upon existence of reasonable 
nesus between issues Careful consideration Is necessary 
BISHOP, C J Atomic Safety and Uicenslng Appeal Panel 79/06/26 
1 Ipp 


J Insurance & Indemnity Information 


7907130315 Foriuards Endorsements 17-19 to MAELU Policy MF-96. 
KELLY, P J -Johnson & Higgins Insurance. 79/07/09 4PP 


P Operating license stage documents & correspondence 


7907160109 Draft memo re licensing strategy for plants u/fu»l load 
dates in CV79 

BOYD, R B Division of Project Management 79/03/2B 6pp. 


7907120207 Summary of 790426 meeting ui/utlls to discuss Westlnghouse 
plant design re TMI— 2 event, 

THADANIiA Reactor Systems Branch 79/05/02, 39pp 


7907020243 Summary of 79050B nteatlng w/VEPCO re auxiliary feedwater sys 
it related areas 

OROTENHUISrM Operating Reactors Branch 1 <Pre 790625) 

79/05/09. 5pp 


7907310896 Forwards NRC 790815 Itr to licensees of Westlnghouse 
kwD-loop plants ra rod bank exchange method for verifying 
shuldoun margin of two-loop N863 W/o end 

BCHHENCEft, A. Operating Reactors Branch 1 <Pre 790625) 79/08/19 

ip 
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7907310597 Si^mfnar i i ea 790412 meeting ui/Uoatln'ghouae In Bq thosdai f'lD re 
Part 21 notification bg Uostinghouse re single rod drop 
event 

FIENOf D D Core Performance Branch 79/04/16 4pp 


7907110679 Retiuestfi schedule for submittal of addl justt f 1 cat Ion to 
demonstrate that Barton pressure S< differential transmitters 
ul 1 1 meet performance requirements during hijpothesiied 
cooling period 

PARRiO D Light Hater Reactors Branch 3 79/06/01 3pp 


7907060169 FOIA request for NRC records re nuclear power plant at 
North AnnaiVA 

OLA9DEROiV M Hirschkop 6 Orad P C 79/06/08 Ip 


790727-0193 States that addl Info ro contlngencg p 1 on< requested in NRC 
790710 Itriwlll be provided bg 790831 Amende fc eommoi>tB will 
applg to both North Anna It Surry stati onsi » 1 nee contingency 
plans are identical 

STALLTNOSiC M Virginia Electric 4< Power Co 79/07/23 Ip 


7907270191 Submits addl info re environ qualification of ins trumentiF 
In response to 79-0922 telcons & 790622 Itn 

STALLINGS, C M Virginia Electric & Power Co 79/07/23 2pp 


7907310233 Forwards supplemental response to NRC 790325 request for 
Info re PWR feedwater lines Describes des Ign, f abricati pn 
history 1( Insp t< operating history 

8TALLIN0B, C M Virginia Electric & Power Co 79/07/27 3pp 


Q Inspection repartsi IE Bulletins St correspondence 


7907060173 Responds to FOIA request for documents re North AnnaiVA 
nuclear power plants Documento available in NRC PDR 
FELTON, J M Division of Rules and Records 79/06/13 ip 


7907250564 Forwards Amend II to License NPF-4, safety evaluation L 
notice pf issuance & avoilabilltg 

PARRfO D Light Water Reactors Branch 3 79/06/14 3pp 


—7907230971 Amend II to License NPF’-4i Incorporat ing new condition re 
surveillance requireaients pf emergency diesel generator 
batteries 

PARRiO 0 Light Water Reactors Branch 3 79/06/M I9pp 


— 7907250978 Safetg evaluation supporting Amend 1 1 to License NPF-4 
* Light Water Reactors Branch 3 79/06/14 2pp 


7907020336 Forwards IE Bulletin 79“OSBi '‘Nudear Incident at 
TMI “ 8 uppl " 

O'REILLYfiJ P Region 2, Atlanta, Office of the Director 

77/04/21 2pp 


7907160237 Evaluates util responses to IE Bulletin 79-06A Forwards mem 
reviewing Westlnghouse rept., "Qua 1 1 f 1 cation Testing of 
Barton Pressure L Differential Pressure Transmitters ” 

WlLUIAMSfF J Division of Project Management 79/04/24 Ip 


7907050067 Forwards JE Insp Repts 30”33e/79-16 & 90-339/79-22 oh 
790402-05 No noncomp 1 1 anc e noted 

LEWIBfR. C Region 5, Atlanta# Reactor Operations Nuclear Support 

Drench 79/05/03 2pp 


7907200248 Notice of issuance of Amend 12 to License NPF-4 L revision 
of Tech Specs re max allowable settlement values of Class 1 
structures l< allowable groundwater conditions of pumphouse it 
SVC water reservoir 

PARRfO D Light Water Reactors Branch 3 79/06/20 2pp 


7907270001 Amend 12 to License NPF-4 f chang ing max allowable 
settlement values of Class 1 structures te allowable 
grandwater conditions 

VASSALLOi 0 B Assistant Director for Light Hater Reactors 
79/06/20 llpp 


— 7907050071 IE Insp Repts 50-33D/79-t6 & SO-339/79-22 on 790402-05 
No noncomp 1 1 anc a noted Major areas inspected LERsi 
hgdraulic snubber ^ review of startup physics 
WEBSTERiE H # CANTRELL. F 8 Region 2# Atlanta# Reactor 

Operations Nuclear Support Branch HHITENER, H U Region 2. 
Atlanta. Office of the Director 79/05/02 7pp 


7907020032 Notification of failure to meet environ qualification for 
lE-class equipment stipulated In IE Bulletin 79-01 
e Virginia Electric fc Power Co 79/05/07 Ip 


7907030300 Notifies that spacing between fuel assemblies In adjacent 
high density spent fuel racks is 14 5 inches* assuming racks 
are as close as possible 

8 TALHNQ 8 , C M Virginia Electric & Power Co 79/06/29. Ip 


7907310451 Notifies that center-to-c enter distance between fuel 
assemblies in adjacent high density spent fuel racks Is 
14 5 Inches 

STALLINGS. C M Virginia Electric L Power Co 79/06/29 Ip 


7907110344 Forwards IE tnfo Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem •* No action required 
0^RE1LLY#J P Region 2# Atlanta. Office of the Director 
79/05/07 2pp 


7907240119 Forwards IE Insp Repts 50-33Q/79-07 it 50-339/79-09 on 
790205-09. No none ojnpl lance noted 

LEUI 8 .R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/05/14 2pp 


7907050291 Forwards Offislte Doso Calculation Manual Incorporating* 
guidance of NUREO-0133 

BTALLINOQrC M Virginia Electric It Power Co 79/07/03 2pp 


—7907050292 Offsite Dose Calculation Manual 

» Virginia Electric 6 Power Co 79/06/28 74pp 


7907090307 Forwards "Offsite Dose Calculation Manual." for review 
Submission of process control program not appropriate at 
this time 

8TALLIN0B. C M Virginia Electric L Power Co 79/07/03 2pp 


— 7907240123 IE Insp Repts 30-330/79-07 U 50-339/79-09 on 790205-09 No 
none ampl iance noted Major areas inspected operating, 
abnormal, emer gene y. ma Int. admlni stra b{ VO (< temporary 
procedures 

FORD. E J I MDONrD T > KELtOOQ.P J Region 2. Atlanta. Reactor 

Construction & Engineering Support Branch 79/05/09 13pp 


7907230734 Forwards IE Insp Repts 50-330/79- IQ it 50-339/79-26 on 
790424-29 No noncompliance noted 

LEHI3. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch, 79/05/16 2pp 


—7907090310 "Offsite Dose Calculation Manual " 

HOPPER. D . KELLAMD.J Virginia Electric it Power Co 79/06/2B 
74pp 


7907090330 Responds to 790502 1 tr rs station electrical 
distribution sys voltages Nods & analyses in progress to 
verify capability of electrical power sys Results will be 
forwarded by 790731 

STALLINGS. C M Virginia Electric 6 Power Co 79/07/05 Ip. 

7907100501 Requests proposed Tech Spec Change 21 as amend to License 
Npr-4. Chang ing power range neutron flux negative rate trip 
Forwards appropriate amend fee 

STALLINGS. C M Virginia Electric & Power Co 79/07/06 6 pp 

7907170019 Submits supplemental Info tq util 790619 Itr re addl 
Instrument qualification justification for use of Barton 
transmitters 

8 TALLINO 61 G M Virginia Electric it Power Co 79/07/13 2pp 


7907260004 Updates status of Type B & C leak tests completed to data 
Uncompleted tests include safety equipment actuation it 
response time testing Requests that testing be deferred 
until next refueling outage 

STALLINGS. C M. Virginia Electric 6 Power Co 79/07/23. 3pp. 


—7707230740 IE Insp Repts 30-330/79-18 U 50-339/79-26 on 790424-29, No 
noncumpliatice noted Major areas insp ected ‘ containment 
Integrated leakage rate testing tt pipe support t< 
restraint sys 

BROOKS. E H Region 2, Atlanta. Office of the Director 
MARTIN. R 0, Region 2 . Atlanta, Reactor Operations Nuclear 

Support Branch 79/05/10 Spp 


7907100222 Forwards IE Circular 79“08. "Attem-pted Eitortion - Low 
Enriched U " No action required 

O^REJLLYi J P. Region 2. Atlanta. Office of the Director 
79/05/ IB. 2pp 


7907060366 Forwards IE Bulletin 79“ II# "Faulty Dvercurront Trip Device 
in Circuit Breakers for Engineered Safety Sys." Licensee 
action required 

□ 'REILLY. JP Region 2. Atlanta, Office of the Director 
79/05/22 Ip 


7907100131 aubmits addl response to IE Bulletin 79-04 Util has 
determined existing design of piping containing 12 d-inch 
valves is acceptable. 

STALLINOS.C N Virginia Electric Power Co. 79/05/23 2pp, 
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7907l000iia B«*jionids to JE Bulletin 79-10 fiubtnlt* requul i f ic«ti on 
training 

STALLINQB. C h Virginia Electric t* Power Co 79/05/24 9pp 

7907300000 Poruj^rd* IE ln*p Rapt S0-'33B/ 79-00 on 790129-0202 it notlta 
of violation 

O-'RElLLV'i J P Region 2i Atlantai Office oF khff Director 
79/09/23 Zpp 


— 7907300010 Moktce of violation From inap an 790129-0202 

a Region 2i Atlantai Office of the Director 79/03/23 Bpp 


— 7907300010 IE Inap Rapt 50-333/79-00 on 790139-0200 Moncomp I lance 
noted failure to initiate prompt correctly* action* 

Inadequate or nohskiatant auditing protediirat t failure 
to perform eafetg analgils 

KELUDQO«P J . ABHEKiDENirt C , JENVllNQiH D Region 2* Atlanta. 

Reactor OpB-ratlons Nuclear Support Branch 79/03/23 2Bpp 


7907030114 Forward* IE Info llotlce 79-l3< "Indication of Uu Water 
Level In Dgatar Creek Reactor. 

D'REILLYi J P Region S* Atlanta. Office of the Director 
79/05/B9 2pp 


79O71Q0H5 Responds to IE DulUtlna 70-12. 78-12A h 70-12D, “Atgpical 
Weld Hatl in Reactor Proiiure Veteel Weld* " Info raqueeted 
(Jill be foruarded to MRC hg 79D901« 

3TALL1MG9.C M Virginia Electric 4* Pauier Co 79/05/29. Ip 


7907800223 Forward* IE Bu-lUtin 79-12. ^’Qhort Period Bcram* at BWrt 
Facilities ” No action r«q,uirBd 

O'REILLY, J P Region 2« Atlanta, Office of tKe Director. 
79/05/31 Bpp 


7907190807 Forward* tuppl lE Bulletin 77-OlA. "Environ Quallfltatioa of 
Clare IE Equipment (Def 1-c i end e* in Environ Oualifleatlon of 
A5CQ Solenoid Valvael " Action required 

O'REILLY. J.P Region 2. Atlanta^ Office of the Director 
79/0^/06 2pp 


79O7OtD0i»9 Forward* IE InfQ Notice 79-15. “OeficUnt Procedure* '■ No 
action required 

'O'REILLY, d P. Region 8. Atlanta, Office of the Director 
79/0f»/07 app 


79078S01A0 Requests that Region 8 meB* urements van be granted access 
prlvllages of ^'licensee designated vehicle ” 

0'RC7LLY#d P Hagiov St Atlanta. Office of the Director 
79/06/11. 3pp, 


79071304D5 Act receipt of 790606 Itr Infarffllng NRC of steps taken to 
correct violation noted in lE Insp Rspt SO-ODS/VO-BI 
LEWIBj R C Region S* Atlanta. Reactor Operations Nuclear Support 

Branch 79/06/14 Ip 


—7907130470 Responds to NRG 790519 Itr re violation noted in IE Iftsp 
Rapt 50-330/79-21 Corractive action written procedures for 
valve checkoff for associated lute oil 6 cooling water syt 
established ^ rnatntained 

BTALUNCS, C.H, Virginia Electric Si Power Co 79/06/06 8pp 


— 7907 130493 Forwards l£ Insp Rept 50-330/79-21 on 790430-0903 D notice 
of violation 

LEWlRiR. C (legion 8. Atlanta. Reactor aperatlon* NucLaar 

Support Branch 79/D5/19 2pp 


—7907130469 Notice of Violation fron insp on 790430-0903 

e Region 2. Atlanta. Reactor Operations Kuclear Support Branch. 
79/09/15 Ip 


—7907130490 IE Insp Rept 90-330/79-81 on 790430-0903 Hancneip I lance 
noted; wr 1 tten procedures for emergency diesel lube oil ti 
cooling water sgs not established in maintained. 

DYER. J. A.. MARTIN. R.D Region 2r Atlanta^ Reactor Operations 

Nuclear Support Branch 79/09/19. 6pp 


7907D20401 Forwards IE info Notice 79-17. "Source Holiler Assembly 
Denage from Misfit Between Assemb Lu (k Reactor Upper grid 
Flat#. " 

O'REILLY, J P. Region 2. Atlanta^ Office of the Directar. 
79/06/20 Ip 


79072300L8 Ac k receipt of 790606 Itr informing NRG of steps taken to 
correct violations noted in IE Insp Rapt* 90-330/79-19 It 
50-339/79-23 

LEWIS. R^C Region 8. Atlanta. Reactor Operations Nucleer Bupeert 

Branch. 79/06/20. Ip 


7*707830014 Respond* to NRC 790514 Itr re violation* notod in XE Inip 

flept* 30-330/79-19 & 50-339/79-25 Corrective action* 
conpleted procedures will be reviewed bq engineer prior to 
review by supervisor. 

BTALLINOS. C M Virginia Electric it Power Co 79/06/06 3pp 


—7907830010 Forward* IE tnsp Repts 90-330/79-19 it 50-339/79-25 on 
790417-20 El notice of violet ion 

LEWIDiR 0 Region 2. Atlanta. Reactor Dperatlons Nucloar 

Support Branch 79/05/14 2pp 


— 7907830084 Notice of violation from insp on 790417-20 

e Region 2. Atlanta, Reactor Operations Nuclear Bupport Drench 
79/03/10 Ip 


— 7907230039 IE Insp Repts 50-330/79-19 t 50-339/79-25 on 790417-20 
Noncompl iance noted failure to follow approved test 
procedure 

MARTIN, R D . SAVER. R C « NAONER, A 0 Region 2. Atlanta, Reactor 

Operations Nuclear Support Branch 79/05/10 5pp 


7907310181 Ack receipt of 790604 lir informing NRC of steps taken to 
cornet violation* noted in IE Insp Rept* 50-330/79-13 it 
50-339/79-21 , 

LEVIS. R C. Region 8. Atlanta, Reactor Operations Nuclear Support 
Branch 79/06/20 Ip 


— 7907310190 Responds to NRC 7905tt Ifcr ra violations noted in IE Insp 
Ripts 30-330/79-15 ti 5C)-3.39/79-2l Corrective artlons' 
restructured commltaient tracking program to Include specific 
Statement o# commitment. 

BTALtINO. C H Virginia Electric it Power Co 79/06/04 Qpp 


—7907310194 Forwards IE Insp Bepts 50-339/79-15 it 50-339/79-21 on 
790305-30 it notice of violation 

LEUIB. R.C, Heglon S. Atlanta, Reactor Operations Nuclear 
Support Branch 79/05/11 2pp 


— 7907310198 Notice of violation from insp on 790305-30 

« Region 2, Atlanta. Office ef the Director 79/05/10 Ip 


—7907310203 IE Insp Repts 50-330/79-15 U 50-339/79-21 on 790305-30 
Honcompltance noted failure to approve past change 
procedures to controlled drawings by commitment date 
KIDD.MS.t CANTRELL. F 8 Region 8. Atlanta. Reactor Operations 

Nuclear Oupport Branch 79/05/10 I4pp 

7907120148 Feruard* IE Bulletin 79-02. Revl elan 1. "Pipe Support Date 
Plate Designs Using Concrete Espanilon Anchor Dolts." Action 
required. 

Q^HEILLV. J. P Region 8. Atlanta, Office of the Director 
79/06/21 Ip. 


7907110234 Forward* IE Circular 79-09, ''Occurrences of Bpllt or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 
O'REILLY* J.P Region 8, Atlanta, Office of the Director 
79/06/22 Ip. 


7907310043 Forwards IE Dulletln 79-'l3. "Cracking in Feedwater Sys 
Piping " Action required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/06/85 2pp 


7907100446 Forward* IE Circular 79-18. "Potential Diesel Oenerator 
Turbocharger Problem "* No action required. 

D'REILLY.J P Region 2, Atlanta, Office of the Director 

79/06/28, 2pp 


7907050290 Responds to IE Dulletln 79-01. "Environ Qualification of 
Class IE Equipment " Two potential qualification problems 
have been Identified re chiller equipment 4, safeguards bldg 
ventilation fans. 

DTALLINOa.C K Virginia Electric li Power Co 79/07/02. 36pp 


7907310003 Ack receipt of 790619 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-330/79-08 
O^REILLV. J.P Region 8. Atlanta. Office of the Director. 
79/07/05 2pp 


—7907310010 ftaeponds to NRC 790585 Itr re violations noted in JE Insp 
Rept B0-338/79-QB. Correc tive actions* open audit items shall 
be closed in -mannar consistent U/AN01 N45. 8, 12, Draft 
3,ff«vi«lan 197A* 

0TALLINO8»C M Virginia Electric it Power Co 79/06/J9 21pp, 


7907310309 Forwerds IE Bulletin 79-i3. "Deep Draft Pump Deficiencies,'' 
Actlqn rbqulred. 

O'REILLY. J.P Region 2i Atlanta, Office of the Director 
79/07/11 Jp 
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79O7230SAO Atnsnds Soction 5 of 790614 1 tr to NRC ro IE Bullotln 79-01 
ReplacemBTit lalonoid operated valve* lolll be initalled 
during flr»t appropriate outage folloulnj} receipt of 
rep lacement* 

STALLINGS* C M Virginia Electric & Power Co 79/07/19 Ip 


R Periodic operating report* S< related correspondence 


7907130&66 Forwards monthly operating rept for June 1979 

STALLINGS* C M Virginia Electric It Power Co 79/07/10 Ip 


— 7907130272 Monthly operating rept for June 1979 

MADI&ONiU R Virginia Electric |< Power Co 79/07/03 Spp 


8 Reportable octurrentes* LERs related correspondence 


7907190G16 Submits rept of deficiency in safety Injection sys piping 
Supports do not meet fioismlc stress criteria Caused by 
improper input criteria used for bldg displacement 
STALLlNGSiC M Virginia Electric U Power Cn 79/04/27 2pp 


7907250447 Submits info re 790424 Part 21 notification of hazard 
determined on 790424 component cooling heat exchangers 
joints deflected greater than tolerances defined in Tech 
Specs 8&U piping installation joints are being realigned 
STALLINOSiC M Virginia Electric Si Power Co 79/04/27 2pp 


790709024B Discusses significant deficiency an 790425 security access 
computer program would not operate sys* thereby permltlng 
unauthorlied personnel access to area Deployed security 
personnel Si revised computer program 

aTALLIN08*C M Virginia Electric Si Power Co 79/05/01 Spp 


7907090329 Followup rapt to LER 79-0B3/OiT-O- h igh energy line breaks 
inside containment could cause heatup of steam generator 
ref leg* causing level Indications higher than actually 
exist Caused by incomplete Uestlnghouse analysis 
# Virginia Electric & Power Co 79/06/22 Ip 


7907030421 Forwards LERs 79-076/03L-0 h 79-07B/02L-0 

BTALLIKOSrC M Virginia Electric U Power Co 79/06/2? Ip 


--7907030425 LER 79-076/03L-0 on 790530 quadrant power tilt ratio in 
upper core in excess of Tech Spec limit Cause unknown 
Possibly due to dropped rod cluster control assembly 
rodl ets 

CARTHRIOHTiW R Virginia Electric it Power Co 79/06/29 2pp 


—7907030429 LER 79-D78/03L-0 on 790606 leak detected in casing cooling 
pump l-RB-P-3Ar mak Ing casing cooling subsystem inoperable 
Caused by unevenly cast facing adjoining '*0*' ring Corrective 
action **0" ring cleaned overhauled 

CARTWRIGHT. H R Virginia Electric 8, Power Co. 79/06/29 2pp 


7907060331 Forwards LERs 70-O9O/O3X-1* 79-030/03X-1 Ic 77-040/03X-1 
BTALLINOB, C M Virginia Electric li Power Co. 79/07/02 Ip 


--7907060332 LER 78~090/03X“l on 700919 during critical steady state 
operation* ax ial flux difference deviated more than “5X from 
target Caused by rapid load reduction necessitated by 
clogging strainer Pumps shifted 

CARTWRIGHT, W R. Virginia Electric it Power Co. 79/07/02 3pp. 


— 7907060333 LER 79-030/03X-1 on 790300. nonconservatlv* gain setting on 
delta-flux signal feeding overpower delta T protection 
circuitry observed Caused by Improper setting of delta-flux 
gain 01gnal recallbr. 

CARTWRIOHT, W R Virginia Electric it Power Co 79/02/07 2pp 


—7907060334 LER 79-040/03X-1 on 790326 discovered nonconservati ve 
output of upper/lower flux signal summing amplifier In 
overpower delta T protection c Ircuitry. Caused by instrument 
drift, Bumming amplifier card replaced tt delta T recallbr 
CARTWRIOHT* W R Virginia Electric b Power Co 79/03/26 2pp. 


7907090269 Forwards LER 79-083/OiT-O 

0TALLINO9* C. H Virginia Electric b Power Co 79/07/03 Ip. 


—7907090205 LER 79~O03/OIT“O on 790621: station personnel informed by 
Westinghouse that main feedline rupture can cause delay in 
protection signals Initiated by low-low steam generator 
level Caused by incomplete previous Westinghouse analysis 
CARTWRIOHT* H R. Virginia Electric it Power Co 79/07/03, 2pp 


7907110531 Forwards LER 79-079/03L-0. 

STALLINGS* C K. Virginia Electric b Power Co, 79/07/09 Ip 


—7907110541 LER 79-079/03L-0 on 790600 quadrant power tlU ratio of 
I 0292 in upper core b 1 0205 in lower core obtained from 
ex-core detector current calculat ions Figures exceed Tech 
Spec limits Cause unknown Investigation Initiated 
CARTWRIGHT. W R Virginia Electric b Power Co 79/07/06 2pp 


7907170215 Forwards LER 79-032/03X-I 

8TALLING8*C M Virginia Electric b Power Co 79/07/12 Ip 


—7907170221 LER 79-032/03X-1 on 790312 containment vacuum pump suction 
valve TV-CV150A would not remain In closed po-iitlon when 
operated from control room Caused by Relay 6 sticking In 
energited position Relay repaired. 

CARTWRIOHTfW R Virginia Electric b Power Co 79/07/0? Spp 


7907230571 Forwards LER* 79-oa2/03L-0 b 77-084/03L-0 

STALLINGS, C M Virginia Electric b Power Co 79/07/20 Ip. 


-7707230576 LER 79-O04/O3L-O on 790620 pressurlier level channel LT-1460 
declared Inoperable b placed in trip condition Caused by 
energixlng of welding machines in penetration area Problem 
cleared when welding machines turned off 

CARTURIOHT*U R Virginia Electric b Power Co 79/07/10 2pp. 


—7907230580 LER 79-0B2/O3L-O on 790620 during Mode 1 operation steam 
observed leaking from lagging of trip valve TV-MSlllA 
Caused by steam cuts on seat ring gasket surface Surface 
lapped b gasket set replaced 

CARTWRIOHT, W R Virginia Electric b Power Co 79/07/10 2pp, 


7907300309 Forwards info requested in 790713 telcan re Incore flux map 
analysis results Confirms 790701 meeting to discuss matters 
BTALLINOS.C M Virginia Electric b Power Co 79/07/27. 9pp 


7907310430 Forward* LER 79-OS6/03L-O 

STALLlNOa.C M Virginia Electric b Power Co 79/07/27. Ip 


—7907310436 LER 79-O06/O3L-O on 790620 weekly surveillance of diet el 
generator batteries exceeded surveillance Interval +25X 
Caused by late receipt of NRC addition of surveillance 
requirement to Tech Specs Test l-PT-05 revised to add amend 
CARTWRIOHT*W R Virginia Electric b Power Co 79/07/26 2pp 


U Congressional/Executi ve Correspondence 


7907310261 Informs that investigation into merits of Jt Allen request 
to revoke QL for facilities has boon completed b rept 
Issued. Request should be denied Forwards decisl on, supporting 
rept b Itr to J Allen 

G088ICK.L. V Office of the Executive Director for Operations 
79/06/29 ip 


—7907310271 Denies 7BilOi request for revocation of OL Forwards decision 
by Director of IE 

8TELLQ, V Office of Inspection b Enforcement. 79/06/25 Ip 


—7907310277 Decision by Director of IE, per 10CFft2 206* denying J Allen 
701101 request for enforcemont action 

STELLDiV Office of Inspection b Enforcement 79/06/25 Spp 


DOCKET 50-339 NORTH ANNA POWER STATION* UNIT 2 

A. App licatton/construction stage documents b correspondence 


7907110667 Requests schedule for submittal of adifl justification to 
demonstrate that Barton pressure b differential transmitters 
will meet performance requirements during hypotheslred 
post-accident cooling period 

PARRrO D Light Water Reactors Branch 3, 79/06/01 Spp. 


7907090071 Forwards errata to 790402 ElA 
OOLDBERO, B. C. Branch 2 79/06/05 Ip. 


'7907060169 FOIA request for NRG records re nuclear power plant at 
North AnnaiVA 

OLABBEROiV K Hlrschkop b Dr«d P C. 79/06/00, Ip, 


7907060173 Responds to FOIA request for documents re North Anna,VA 
nuclear power plants Documents available in NRC PDR 
FELTON* J.rt, Division of Rules and Records 79/06/13 ip 


7997250564 Forwards Amend 11 to License NPF-4i safety evaluation b 
notice of Iseuance b availability 

PARR»0 Light Water Reactors Branch 3 79/06/14. 3pp 
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— 7907230571 Amend 11 to License NPF-'4i incorp arat inj now condition re 
surveillance requirements af -e^ergencij diesel generator 
Retteries 

PARR.D D Light Water Reactors Drench 3 79/06/14 19pp 


— 79072505-73 Safetij evaluation supporting Amend 11 to License NPF-4 
-e Light Water Reactors Branch 3 79/06/14 2pp 


— 79072SD5B1 Notice of issuance & availability of Amend 11 to License 
NPF-4 

PARR.O D Light Water Reactors Branch 3 79/06/14 2pp. 


79D731000S Foruards HR Denton 790613 Itr to S Ragone re issuance 
of OL for facility 

VASSALLOi D Assistant Director for Light Water Reactors 
79/06/15 3pp 


— 7907310039 Responds to 790522 Itr Issuance of OL will be 
delayed pending results of Lnvestlgati pn of TKI incident 
DENTON, H R Office of Nuclear Reactor Regulation 79/06/13 2pp 


79O7D3O300 Notifies that spacing betuieen fuel assemblies In adjacent 
high density spent fuel racks is 14 9 inches, assuming racks 
are as close as passible 

STALLINGS, C M Virginia Electric 6 Power Co 79/06/29 Ip 


7907310451 Notifies that c enter~-to-c enter distance betuiean fuel 
assemblies in adjacent high density spent fuel racks is 
14 9 inches 

STALLINSB. C M Virginia Electric I Power Co 79/06/29 Ip 


7907050291 Forwards Offislte Dose Calculation Kanual incorporating 
guidance of NUREO-Oias 

STALLINQS.C H Virginia Electric & Power Co 79/07/03 2pp 


—7907050292 Offsite Dose Calculation Manual 

» Virginia ‘'lectric 6 Power Co 79/06/20 74pp 


7907090307 Forwards "Offsite Dose Calculation Manual, " for review 
Submission of process control program not appropriate at 
this time 

STALLINOS, C M Virginia Electric & Power Co 79/07/03 2pp 


—7907090310 "Off site Dose Calculation Manual " 

HOPPERjD , KELLAND.J Virginia Electric b Power Co 79/06/2B 
74pp. 


7907190432 Defers submittal of rept re Implementati on of 
ricommendationi resulting from TMI incident Responses will 
be prepared addressing specific task force r ecommendatl ons 
PROFFlTTi W L Virginia Electric 6 Power Co 79/07/12 Ip 


7907190356 Forwards "Reactar Containment Bldg Integrated Leak 
Rate Test. Type Ai D 6 C '* 

QTALLINOS.C M Virginia Electric U Power Co 79J07/\7 |p 


—7907190558 '^Reactor Containment Bldg Integrated Leak Rate Test. Type A 4 
D b C " 

* Virginia Electric b Power Ct 79/07/17 60pp 


7907270105 States that addl info re contingency planj requested in NRC 
790710 Itr. will be provided by 790B3I Amends b comments will 
apply to both North Anna b Surry stations. since contingency 
plans are identical 

BTALLINC 8 . C M Virginia Electric b Power Co 79/07/25 Ip 


7907270191 Submits addl info re environ qualification of instruments, 
in response to 700022 to Icons b 790622 Itrs 

STALLINOS, C H Virginia Electric b Power Co 79/07/25 2 pp 


7707310255 Forwards supplemental response to NRC 790525 request for 
Info re PWR feedwater lines Describes des ign, fabricati on 
history b li>sp b operating history- 

8TALLIN05.C H Virginia Electric b Power Co 79/07/27 3pp 


7907310446 Notifies that Insp of all sa fety^related sys has been 
completed b all saf ety-^re lated sys canform to descriptions 
Iti FEAR 

STALLINOS, C.K Virginia Electric b Power Co 79/07/27 ip 


F. Security, medical, emergency b fire protection plans 


7907050183 Forwards security plan evaluation rept page changes Nods do 
not effect I0CFR73 55 review End withheld (ref 10 CFR 2 790). 

^RR,0 D Light Water Reactors Branch 3. 79/05/21 3ppi 


7907260406 Notifies that target date for completion of sprinkler sys 
will be 790915 

BROWN. S C Virginia Electric b Power Co 79/07/23 Ip 


0 Adjudicatory correspondence 


7905150023 Forwards NRC testimony re turbine missiles b pumphouse 
settlement, b professional qualifications of K CampeiM Doyle. 

J O'Brien. J Burns. A Dromerick.L Heller. R Klessel b J 

Lenehan Certificate of 6 vc end 

6WAN80N. D T Branch i 79/04/27 i25pp 


7907120019 Motion by util for summary disposition of all matters in 
proceeding No genuine issues to be heard on any contention 
raised by Potomac Alliance b Citliens Energy Forum, Affldavl t 
of N Drehmer b Certificate of Sve end 
CHRIGTHAN. J N Hun ton b Williams 79/05/11 29pp 


—7907120021 Statenient of matl facts as to which there is no genuine 
issue to be heard. re contentions by Potomac Alliance b 
Citliens Energy Forum stated In ASLB 790521 order 
a Virginia Electric b Power Co 79/05/11 50pp 


— 7907120027 "Summary of Proposed Mod* to Spent Fuel Storage Pool 
Associated W/lncreaslng Storage Capacity “ Affidavits of 
RU Calder & HS McKay end 

* Virginia Electric b Power Co 70/04/30 76pp 


79071 1061S Responds to Arnold discovery requests re pumphouse 
settlement Current Info Indicates pumphouse elevation has 
undargone slow settlement since drain was installed 
Supporting documentation end 
8 WANSDN.D T Branch 1 79/05/14 5pp 


—7907110624 Forwards supplemental info to 751219 Itr re pumphouse 
settlement 

SHAPER, H K Office of the Executive Legal Director 76/04/14 
I4pp 


—7907110630 Summary of 750430 meeting in DethesdapMD re 

pumphouse settlement for sve water reservoir Recommended 
issuance of show cause order re suspension of reservoir 
const 

FER0U60N.R L Light Hater Reactors Branch 2 75/05/01 3pp 


— 7907110645 Discusses recommended actions against util re sve water 
reservoir pumphouse settlement Civil penalty package will be 
prepared for failure to rept per lOCPRSO 55<e> 

BERATAN.L L Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch 75/05/05 Ip 


—7907110654 Submits addl info re stress in sve water lines resulting 
from pumphouse settlement Preliminary investigation 
indicates stresses are above cede al lowables, Utl I considered 
problems reportable per lOCFRSO 55<e) 

BERATAN.L L Region 2. Atlanta, Reactor Construction b 

Engineering Support Branch 75/07/29 2pp 


— 7907110665 Forwards IE Insp Ropts SO-SSa/yS-OS b 50-339/75-05 on 
7S0429 Enforcement action will be addressed at later date 
KD 8 GLEY.N C Region 2 . Atlanta. Office of the Director 
75/05/20 Ip 


-7907110670 IE Insp Repts 50-338/75-05 b 50-339/75-09 on 790429 
NoncompUance noted failure to rept settlement of sve water 
reservoir pumphouse per lOCFR SO 55<e) 

COCHRAN. B J , BRYANT, J C Region 2. Atlanta, Reactor 

Construction b Engineering Support Branch 75/05/20 Bpp 


— 79071 106B7 Summary of 760614 meeting w/util b consultants re 
foundation of sve water reservoir b sve water pumphouse 
PtKE.W J Division of Project Management 76/07/21 2 pp 


7907130082 Answer by util to ASLB 790504 notice of hearing No public 
hearing is necessary in proceeding. si nee all contentions are 
fubj to summary disposition Opposes any delay in hearing 
schedule Certificate of 6 vc end 

CHRISTMAN. JN Hunton b Wi 11 lams 79/05/14 8 pp 


790711D726 Interrogatories b document requests for intervenor Citliens 
Energy Forum submitted by util Contentions were stated in 
ASLB 790421 order Certificate of Sve end 
CHRISTMAN. JN Hunton b Williams 79/09/17, lOpp 


790711-0746 Util answer to Potomac Alliance 790509 motion to amend 
petition to intervene. Agrees to introduction of contention 
re SVC water cooling sys Submits Improved statement of 
contention Renews 790511 motion for summary disposition 
CHRISTMAN. JN Hunton b Williams 79/05/17 4pp 
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7907130274 1 n terrogd tor 1 BS 
Potomac Alllarics by util 
790421 order Certificate 
CHRIBTMAMrJ N Hunton 8< 


h document request submitted to 
Contentions were stated in A9LD 
of 0VC end 

WilUams 79/03/17 llpp 


intervenor 


7907170294 Interrogatories & document requests submitted to VEPCO by 
Cltitens Energy Forum Requests info re ifiermal effectsi 
radioactive emissions corrosion Certificate of 8vc end 
KROOT« I B Citliens Energy Forum 79/Oi/Ol 7pp 


7707180330 Answers by util to Potomac Alliance 790302 objections it 
Citliens Energy Forum 790503 objections to ABLB 790421 order 
granting intervention Seeks denial of intervenor requests 
for mod of order Certificate of 5vc encK 
CHRISTMAN, 8 N Hunton & Williams 79/03/17 lOpp 


79071B0339 Motion by util for Interim Tech Spec change Allowable pump 
house settlement limits should be increased orf in the 
al ternat i ve, ral sed to level in 10CFR2 7i7<b) Affidavit of 
EA Daum it Certificate of Bvc end 

CHRlSTMANiJN Hunton tt W1 1 1 iams 79/0S/i7 lOpp 


790731036/i» Forwards Doard notification matl re analysis of single rod 
drop event In Westinghoose three-loop plants Single rod drop 
could create increase In overall power level of reactor 
GWANSONi D T Branch I 79/05/10 2pp 


— 7907310572 Forwards memo discussing Westinghoose Part 21 notification 
re analysis of single rod drop acccident Recommends memo 
be provided to North Anna Board 

VASSAL. LQ j D B Assistant Director for Light Water Reactors 

79/05/14 Ip 


—7907310901 Discusses Board notification re analysis of single rod drop 
event at Westinghouse facilities Concludes that appropriate 
Doardf should be notified Provides item of notification 
it considerations re relevancy it materiality 

TEDESCO, R L Assistant Director for Reactor Safety 79/04/23 
3pp 


7907170240 Interrogatories ^ document requests submitted to Intervenor 
Arnold Requests Info re wi tnessesr documents relied upon in 
preparing direct case documents related to turbine missile 
issue Certificate of Bvc end 
SWANSON, D J Branch 1 79/05/S4 4pp 


7907160131 Requests summary disposition of intervernors Ecology Action 
of Gshtego t< Northern Thunder, Inc Deficiencies 9 SO re 
Perkins record Deficiencies do not raise genuine issue of 
matl fact Certificate of 6vc end 
DORDENICK, B N Branch 4 79/05/25 29pp 


7907180638 Motion submitted by Citliens Energy Forum requesting ABLB to 
allow consolidation w/Potomac Alliance Consolidation will 
avoid delay In proceeding Certificate of 9vc end 
KROOTj I B Cltiierts Energy Forum 79/09/25 3pp 


7907060478 No objection to Potomac Alliance 790509 motion to amend 
petition to intervene Petition adds contention re svt water 
cooling sys Certificate of Bvc end 
OOLDBEROi B C Branch 2 79/05/29 3pp 


7907130331 Responds ‘ i NRC 790502 interrogatories & document requests, 
submitted by Cltixens Energy Forum Forwards Info re 
Contentions 1,2 8< 5, thermal ef f ects, radioactive emissions 8c 
corrosion Certificate of 8vc end 

BOUTON, D A Citliens Energy Forum 79/0S/29 llpp 


7907100256 Potomac Alliance motion to obtain answers to interrogatories 
to NRC 

DOUGHERTY, J B Potomac Alliance 79/06/01 ip 


'79071B0265 Interrogatories & document requests for NRC submitted by 
Potomac Alliance Request* info on spent fuel pool re 
alternatives! tornado damage, turb Ine missile damage, defective 
fuel rods 8t changes in NRC requirements 
DDUOHEATViJ B Potomac Alliance 79/06/01 lOpp 


-’'7907180271 Request for documents identified by NRC in response to 
Potomac Alliance 790601 Interrogatory Includes request for 
'jtil FGAR 6 Tech Specs applicable to operations of plant 
DOUGHERTY, J B Potomac Alliance 79/06/01 4pp 


—7907180279 Interrogatories 8c document requests to util submitted by 
Potomac Alliance Requests Info or spent fuel pool re 
diagram, const progress, transfer of fuel, alternatives to 
proposed mod 8c logistics of handling spent fuel 
DOUGHERTY, J D Potomac Alliance 79/06/01 22pp 


7907060438 Requests denial of util 790511 motion for summary 
disposition Citliens Energy Forum states motion i* premature 
8c Ignores unresolved Issues re proposed mod 
KRODT, I B Citliens Energy Forum 79/06/03 5pp 


—7907060444 Statement of matl facts at to which there Is genuine issue 
to be heard, fubml tted by Citliens Energy Forum Discusses 
Issues re thermal ef facts, emlssl om 8< corrosion Certificate 
of Svc end 

BOUTON, DA Citiiens Energy Forum 79/06/03 5pp 


7907060457 Responds to util 790505 motion for summary disposition 
Requests that ASLB refuse application or order continuance 
to reply In alternative, seeks denial of motion Affidavits 
cannot present facts essential to apposition to motion 
DOUGHERTY, J B Potomac Alliance 79/06/03 3pp 


—7907060464 Statement of matl facts to which there Is genuine issue to 
be heard in response to util 790505 motion for summary 
disposition Affidavit of UQ Dougherty 8c Certificate of Gvc 
end 

DOUGHERTY, J D Potomac Alliance 79/06/05 4pp 


7907130128 Supports util 790511 motion for summary disposition re 
Contentions 1,2 <in part) 8c 4-7 Affidavits of AW Drometlck, 

PH Leech, FC Kornffgay,J8 Wermiel,HE Krug, OB Georgier, 

MD Houston 8c TD Murphy 8c Certificate of 8ve end 
GOLDBERG, B C Branch 2 79/06/03 59pp 


7907130130 Request# denial of util 790517 motion for A8LAP to grant 
interim Tech Specs change re allowable svc water pumphouse 
eettlement limits Request 1» unnecessary 8, u/o legal 
authority Certificate of Svc end 
SWANSON, D T Branch 1 79/06/06 Gpp 


7907060501 Responses to NRC interrogatories 8< document requeett Answers 
Contentions 3,4,6 8c 7, re missile acc idents, matl integr-lty, 
occupational exposure 8, alternatives Certificate of Svc 
encl 

DOUOHTERY, J B Potomac Alliance 79/05/30 25pp 


7907130368 Answers submitted by Potomac Alliance to util 
interrogatories 8< document requests re contentions on 
radioactive emissions missile accidents 8( matl integrity 
Notice of appearance of L8 Lempert on behalf of Intervenors 
DOUGHERTY, J B , LEMPERT, L 6 Potomac Alliance 79/06/06 14pp. 


7907130169 Opposition by util to postponement of 790626 prehearing 
conference 8, evidentiary hearing In a 1 ternatlve, reqUes ts 
ASLB to commence hearings fay 790609 Affidavit of EA Baum 8< 
Certificate of Svc encl 

RINACA, J M. Hunton It Williams 79/05/30 I6pp 


7907060390 Forwards util supplementary testimony in response to NRC 
testimony re svc water pumphouse settlement RO Beck 760116 
Itr to 8 Ragone it prof qualifications of WR Cartwright encl 
RINACA, J M Hunton 8« Williams. 79/05/31 3pp 


7907160156 Interrogatories 8i document requests submitted to NRC by 
Citizens Energy Forum Requests info re Contentions 1,2 8, 5, 
radioactive emissions 8< corrosion 8, thermal effects 
Certificates of Svc end 

KROOT, I B. Cl tiien* Energy Forum 79/05/31 5pp. 


7907110081 Extends date for submission of RO Pollard testimony re 
turbine missile issue until 790611 

BHRUT8KI,R M. Atomic Safety and Licensing Appeal Panel 79/06/01 

ip. 


—7907130371 Errata to Potomac Alliance answer to util motion for summary 
disposition. Certi ficate of Bvc encl 
DOUGHERTY, J B Potomac Alliance. 79/06/07 2pp 


7907170240 Reschedules prehearing conference in Charlottesvi 1 It, UA from 
790626 to 0709 Parties u/o Intervenor status may make 
limited appearance on matters within scope of hearing. 

DEALE, V B. Atomic Bafety and Licensing Board Panel 79/06/06 4pp 


7907180258 Amends 790421 order to add Potomac Alliance contention 
re adequacy of sve water cooling sys 

DEALE, V B Atomic Safety and Licenslhg Board Panel 77/06/06 2pp 


7907310083 Grant* Citliens Energy Forum 790523 motion for consolidation 
u/Potomac Alliance for purp6*e* of proceeding 

DEALE, V.B, Atomic Safety and Licensing Board Panel 79/06/06 Ip 


7907180774 No opposition by utlt to Citliens Energy Forum it Potomac 
Alliance motion for consolidation Util reserve* right to 
oppose future motion necesslteted by consol idation, if 
motions appear to delay proceed Ings. Cert if Icata of Bvc encl. 
RINACA.J.N. Hunton 8< Winiami 79/D6/07 4pp. 
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907370372 n&qufistt to naka linitad appearance tfcatemeni at licensing 
prehearlnj) 

STOJE, 8 T, Afflliatlqn Unknaun 79/06/07 Ip 


907130302 Order overruling Potomac Alliance 790302 objections b 
Citiiens Energy Forum 790503 objection* to ASLn 790431 order 
deslpnoting contention* ASLB reaffirms 79043J order 

DEALEf V, D. Atom-ic Safotg and Ucanainfi Qaard Panel 79/06/00 6pp 


907230539 Request* to malte limited appearance Statement at licensing 
prehearing 

* Affiliation Unknown 79/06/09 Ip 


907260357 Requests to make limited appearance statement at licensing 
prehearing 

MAHLER. H R Affillatlpn Unknown 79/06/09 Ip 


907100606 Answers submitted bg Cl t liens Energg Forum to util 7903J7 
Interrogatories tt document requests Subtnlts info on 
contentions re thermal ef fee t*. rad I oactl ve emi sslons. sp ent 
fuel pool te corrosion Certificate of Bve end < 

KROOT* 1 Citiiens Energy forum 79/06/11 15pp 


907230362 Requests tp make ll^ntted appearance statement at licensing 
prehearing 

MlLtEfl.J. Affiliation Unknown 79/06/11 ip 


—7907100016 Forwards J Allen 781101 Ur 
BVRD.H F Senate 70/12/07 Ip 


— 7907180027 Requeets assistance In abteining responsas to 700902 Itr to 
JM Moorman !< 701101 Itr to NRC re false statements dealing 
u/abnormal settlement of plant 

ALLENi J, North Anna Environmental Coalition 78/11/01 Ip 


7907L8071A Orders deferral of action of 790402 Board notification re 
nonsaf stg-grade equipment ABUAB jurisdiction to entertain 
neu matters Is dependent upon existence of reasonable 
nexus between issues Careful consideration £s necessary 
BISHOPrC J Atomic Bafetg and Licensing Appeal Panel 79/06/26 
llpp 


J Insurance indemnitv information 


7907130313 Forwards Endorsements 17-19 to MAELU Policy MF-96 
KELLY. P J, Uohnson l< Higgins Insurance 79/07/09, 4PP 


Q Inspection reports. IE Bulletins St correspondence 


7907020336 Forwards IE Bulletin 79-050. “Nuclear Incident at 
TMI - Blip pi “ 

O^REILLV. JP Region 2. Atlanta. Office of the Director 
79/04/21 2pp 


907230529 Comment* on proposed storage of spent fuel 6 sinking of 
pump house Concerned about safety 
ROOEftS. U H Affiliation Unknown. 79/06/11 Ip 


907250083 Requests to make limited appearance statement at licensing 
prehearing 

MILLAR. F. Potomac Alliance 79/06/11 tp 


907300377 Requests to make limited appearance statement at licensing 
prehearing 

DLAOROVE.N Affiliation Unknown 79/06/11 Ip 


7907050067 Forwards IE tnsp Repts S0-33B/79-16 it 30-339/79-22 on 
790402-03 No none ompl lane e noted 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch 79/05/03 2pp 


—7907050071 IE Insp Repts 50-330/79-16 it 50-339/79-22 on 790402-05 
No noncompliance noted Major areas inspected LERs. 
hydraulic snubber it review of startup physic* 

WEBSTER. E H . CANTRELL. F 6 Region 2. Atlanta. Reactor 

Operations Nuclear Support Branch WHITENER. H L Region 2. 
Atlanta. Office of the Director 79/05/02 7pp 


907160589 Answer by util to NRC 790511 brief re ALAB-53S Reasonable 
nexus does not exist between nonsafety-grade equipment issue 
it issues in North Anna proceeding ASLAB does not have 
jurisdiction over equipment issue Certificate of Eve encl 
CHRISTMAN. J N Hunton U Williams 79/06/13 6pp 


907180744 Requests to amend petition to intervene submitted by Potomac 
Alliance tt Citiiens Energy Forum Seeks addition of 
contention re ability of spent fuel pool to withstand 
seismic events. Certificate of Sve end. 

DOUCHERTY. J B Potomac Alliance 79/06/15 7pp. 


907230540 Requests to make limited appearance statement at licensing 
prehearing 

HUGH. 9 Affiliation Unknown 79/06/15 Ip 


7907110344 Forwards IE Info Notice 79-11. "Lower Reactor Uestel Head 
Insulation Support Problem “ No action required 
O^REILLYi J P Region 2. Atlanta. Office of the Director. 
79/05/07 Qpp. 


7907U0721 Forwards IE Insp Repts 50-339/79-24.50-404/79-02 it 
50-405/79-02 on 790417-i9 No noncompliance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction *< Engineering 

Support Branch 79/05/OB 2pp 


—7907110743 IE Insp Repts 50-339/79-24.50-404/79-02 it 50-405/79-02 on 
7904 17- 19 No noncompllance noted. Major areas inspected 
QA procedures. work activities it records for extended const 
delay hydraulic snubber installation 

ANO.W P. . BRYANT. J C Region 2. Atlanta. Office of the Director 
79/09/07 5pp 


907iB0591 Request by util that ASLD authorixe Immediate installation 
of htgh-density ipent fuel storage racks for use in storage 
of up to 243 spent fuel assexnb 1 les. Inter im relief is 
requested until Issues are resolved Certificate of Sve end. 
RINACA.J.M Hunton tt Hilllami 79/06/18 27pp 


907300270 Order partially granting util 790511 motion for summary 
disposition Orants contentions re ihormal effects.matl 
integrity, corros ion. occupational exposure it alternatives 
Orants contention on radioactive emissions 

DEALE. V B, Atomic Safety and Licensing Board Panel 79/06/18 4pp 


907180520 Supplemental response to util motion for summary 
disposition re ASLB 790610 order Buparti motion re 
Contentions 2 & 3 b sve water cooling sys Affidavits of 
WfTinei 1 . Chan. Ferrell It Camp# it Certificate of Sve end 
OOLDBEROrS C Branch 2 79/06/25 30pp 


707IB0787 Notice of denial of requoet by North Anna Environ Coalition 
for revocation of util OL 

BTELLO. V Office of Nuclear Reactor Regulation 79/06/25 2pp 


-79071B0794 Denies request for revocation of util OL 

BTELLO. V Division of Operating Reactors 79/06/25 Ip 


-7907180003 Denies North Anna Environ Coalition 701101 request for 
revocation of util OL Util compiled w/Tech Bpecs in 
reporting pumphouse settlement 

BTELLO. V. Division of Operating Reactors 79/06/25 8pp 

-79071B0B09 Notifies of deciiion re J Allen 781101 Itr. Danias request 
for revocation of util OL 

OOBSlCKiL V Office of the Executive Director for Operations. 
'’9/06/2S. ip 


7907230403 Forwards IE Insp Rept 50-339/79-27 on 79042S-27 No 
noncompliance noted 

KENNAi W 0. Region 2. Atlanta) Safeguards Branch 79/05/11 2pp 


—7907230408 IE Insp Rept 50-339/79-27 on 790429-27, No noncomp Hance 
noted Major areas Inspected matl control l< accounting 
KODOE9. J W Region 2. Atlanta. Office of the Director, 
BILLESPie.F P Region S. Atlanta. Safeguards Branch 79/05/11 

4pp. 


7907240119 Forwards IE Insp Rapt* 50-33B/79-07 It 90-339/79-09 on 
790209-09 No noncompllance noted 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch, 79/05/14 2pp 


—7907240183 IE Insp Repts 90-338^79-07 it 50-339/79-09 on 790205-09 No 
noncompllance noted Major araas Inspected' operating, 
abnormal, emergency, maint. admlnlitratlve it temporary 
procedures 

FORD. E J . MOONtB T . KELLODO.P.J. Region 2. Atlanta. Reactor 

Construction S< Engineering Support Branch 79/05/09, 13pp. 


7907240337 Forwards IE Insp Rept 50-339/79-31 on 790423-27. No 
noncompliance noted 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/09/14, 2pp, 


—7907240347 lE Insp Rept 50-339/79-31 on 790423-27 No noncompliance 
noted Major areas Inspected; startup test records, 
praoperatlonal testing OA. preoperational test records, 
operating staff training !< safety committee ngt. 

BROWNLEE. V.L Region 2. Atlanta. Office of the Director. 

KELLQOO. P,J. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/05/ It. 7pp, 
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7907230734 Forward® IE In»p Repti 50-330/79-18 It 80-339/79-26 on 
790424-29 No none 1 ionc e noted 

LEMISj R C Region 2« Atlanta> Reactor Operations Nuclear Support 

Branch 79/05/16 2pp 


— 7907230740 lE Insp Repts SO-338/79-18 it SO-339/79-26 on 790424-29 No 
nancomp 1 lance noted Major areas inspected containment 
Integrated leakage rate testing & pipe support & 
restraint sgs 

BROOKSi E H ^ Region 2. Atlantai Office of the Director 
MARTINiR D Region 2i Atlanta* Reactor Operations Nuclear 

Support Branch 79/05/10 5pp 


7907100222 Forwards IE Circular 79-08( "Attempted Eitortlon - Low 
Enriched U " No action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/03/18 2pp 


7907240109 Forwards IE Intp Rapt 30-339/79-29 on 79031 S No 
noncompl lance noted 

LElJiS* R C Region 2* Atlanta* Reactor Operations Nuclear Support 

Branch 79/05/21 2pp 


—7907240192 lE Insp Rept 30-339/79-29 on 790513 No noncompliance noted 
Major areas inspected licensee action pn previous insp 
findings 

JENKINS, H D * RUHLHANiW A., KELLOOO, P J Region 2. Atlanta, 
Office of the Director 79/03/18 6pp 


7907110127 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 8y* " Action 
required 

O'REILLY* J P Region 2* Atlantai Office of the Director 
79/05/22 2pp 


7907100186 Responds to IE Bulletin 79-02 Discusses Items 1-4 re 
installed pipe support base plates w/conerete anchor bolts 
Procedures meet criteria 

BROVJNi B C Virginia Electric t< Power Co 79/03/24 3pp 


7907030114 Forwards lE Info Notice 79-13* ’^Indication of Low Nater 
Level in Oyster Creek Reactor " 

0'REtLUY*J P Region 2* Atlanta* Office of the Director 
79/03/29 2pp 


7907160143 Responds to IE Bulletins 70-12* 7B-12A U 73-12B. "Atypical 
Neld Matl in Reactor Pressure Vessel Nelds Info requested 
will be forwarded to NRC by 790901 

8TALLlN0a*C M Virginia Electric it Power Co 79/03/29 Ip 

7907190911 Responds to IE Bulletin 79-04 All necessary mods have been 
made t< actual valve weights have been incorporated into 
piping analys is* where required 

BROWN* 8 C Virginia Electric It Power Co 79/03/30 4pp 


7907200223 Forwards IE Bulletin 79-12* "Short Period Berams at DWR 
Facilities " No action required 

O'REILLY* J P Region 2, Atlanta* Office of the Director 
79/05/31. 2pp, 


7907190209 Forwards suppl IE Bulletin 79-OlA* "Environ Qualification of 
Class IE Equipment iDef ic iencies in Environ Qualification of 
ASCO Solenoid Valves).'* Action required 

O'REILLY, J P Raglan 2* Atlanta, Office of the Director 

79/06/06 2pp 


7907060069 Forwards IE info Notice 79-13, "Deficient Procedures." No 
action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/06/07 2pp 


7907190347 Responds to IE Bulletin 79-03 Interim rept reveals that only 
one single fitting was made by Yongstown Welding t* 

Engineering Co Final rapt expected 7907U. 

BROWN, 8, C Virginia Electric tt Power Go 79/06/11. 3pp 


7907230168 Requests that Region 2 measurements Van be granted access 
privileges of "licensee designated vehicle. " 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/06/11 3pp. 


7907020401 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damege from Misfit Between Assembly it Reactor Upper Grid 
Plate. " 

O'REILLY. J.P. Region 2* Atlanta* Office of the Director 
79/06/20. Ip, 

7907230012 Ack receipt of 790606 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-33B/79-19 U 
30-339/79-23. 

LEWIS* R C. Region 2, Atlanta* Reactor Operations Nuclear Support 
Branch, 79/06/20. Ip. 


—7907230014 Responds to NRC 790514 Itr re violations noted in IE Insp 
Repts 50-330/79-19 8* 50-339/79-23 Corrective actions 
completed procedures will be reviewed by onginaor prior to 
review by supervisor ^ 

8TALL1N0&,C H Virginia Electric & Power Co 79/06/06 3pp 


— 790723001B Forwards IE Insp Repts 90-330/79-19 6 30-339/79-25 on 
790417-20 6 notice of violation 

LEWIS* R C itaglon 2* Atlanta, Reactor Operations Nuclear 

Support Branch 79/09/14 2pp 


—7907230024 Notice of violation from insp on 790417-20 

s Region 2* Atlanta* Reactor Dperations Nuclear Support Branch 
79/05/10 Ip 


—7907230039 IE Insp Repts 50-338/79-19 h 30-339/79-25 on 790417-20 
Noncompl lance noted failure to follow approved test 
procedure 

MARTIN, R D * SAVER. R C , WAONHR, A 0 Region 2* Atlanta. Reactor 

Operations Nuclear Support Branch 79/05/10 3pp 


7907310181 Ack receipt of 790604 Hr informing NRC of steps taken to 
correct violations noted in lE Insp Repts 90-330/79-15 & 

30-339/79-21 

LEWIS, R C Region 2* Atlanta, Reactor Operations Nuclear Support 

Branch 79/06/20. Ip 


—7907310190 Responds to NRC 790511 Hr re violations noted in IE Insp 
Repts 30-330/79-18 6 50-339/79-21 Corrective actloni 
restructured commitment tracking program to include specific 
statement of commitment 

STALLING* C M Virginia Electric I* Power Co 79/06/04 2pp 


—7907310194 Forwards IE Insp Repts 80-330/79-13 it 90-339/79-21 on 
790305-30 it notice of violation 

LEWIS, R C negion 2* Atlanta* Reactor Operations Nuclear 

Support Branch 79/09/11 2pp 


—7907310190 Notice of violation from imp on 790305-30 

s Region 2* Atlanta* Office of the Director 79/05/10 Ip 


—7907310203 IE Insp Repts 90-330/79-15 t 50-339/79-21 on 790309-30 
Noncompl lance not ed* failure to approve past change 
procedures to controlled drawings by commitment date 
KIDOrM 8 , CANTRELL, F B Region 2* Atlanta* Reactor Operations 

Nuclear Support Branch 79/05/10 14pp 


7907120142 Forwards IE Bulletin 79-02* Revision t* "Pipe Support Bast 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

O'REILLY, J P Region 2, Atlanta* Office of the Director 
79/06/21 Ip 


7907110234 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus. “ No action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director. 
79/06/28 ip 


7907310043 Forwards IE Bulletin 79-13* "Cracking In Feedwater Sys 
piping *' Action required 

O'REILLViJ P Region 2* Atlanta* Office of the Director 
79/06/23 2pp 


7907100340 Forwards IE Circular 79-11* "Ociign/Const Interface 
Problem " No action required, 

O'REILLY* J P. Region S* Atlanta* Office of the Director. 
79/06/27 2pp. 

7907180446 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem *' No action required 
O'REILLY* J P, Region 2* Atlanta, Office of the Director 
79/06/20. 8pp 


7907310263 Forwards IE Bulletin 79-14, "Seismic Analysis for Af -Built 
Safety-Related Piping Sys " Action required. 

0'REILLY*J P Region 2, AUaita* Office of tha Director. 

79/07/02 3pp 


7907310309 Forwards IE «. ..letln 7”-13i "'Deep Draft Pump Deficiencies " 
Action required 

O'REILLY, J P. Region 2* Atlanta* Office of tha Director 
79/07/11. Ip. 


6. Reportable occurrences* LERs k related correspondence 


7907090359 Advises that rept submitted 790606 re electrical fault on 
Class IE 4BD-yolt motor control ctr was Intended to 
constitute 9-day rapt per 10CFR21 Ltr should also be 
considered final rapt per 10CFR3D, 93(e}. 

BROWN* B.C, Virginia Electric k Power Co< 79/06/14. Ip. 
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tSOSBS FolloLts up 790^27 dieficiBiic^ rept Heating of bteam generator 

vfrl r«f lege after high energg line break inside 

ntainment not considered in original iJes tinghouse 

alysis Problem being reanalyzed Results expected soon 

OHN. S C Virginia Electric U Pouier Co 79/07/02 3pp 


250326 Pinal deficiency rept re failure of Inside recirculation 
ray pump motors Motors tested sati s factor iky Qualification 
11 be verified GE topical rept to be submitted by 790727 
OHNiS C Virginia Electric ti Pouer Co 79/07/19 2pp 


angresi iona 1 /Executive Correspondence 


Q Inspection reportsi IE Bulletins correspondence 


7907130310 Forwards IE tnsp Rept 50'-341/79-n on 790417-10 No 
noncomp 1 iance noted 

DAVIS.A B Region 3. Chicago* Fuel Facility h Materials Gafoty 

Branch 79/03/04 2pp 


— 7907130320 IE Insp Rept 50-341/79-11 on 790417-10 No noncompliance 
noted Major areas inspected radiological preoperational 
monitoring program L results for 1970 E< terrestrial 
monitoring program 

OFtEER*R J . E8S10*T H Region 3i Chicago. Office of the 
Director, 79/03/03 6pp 


310261 Informs that investigation into merits of J Allen request 
revoke OL for facilities has been completed ^ rept 
sued Request should be denied Forwards d eels i on. support ing 
pt If lir to J Allen 

S31CK L V Office of the Executive Director for Operations 
/06/S9 Ip, 


7907200314 Forwards IE Bulletin 79-12. -'Short Period Berams at DWR 
Facilities " No action required 

HEPPLERi J,0 Regions* Chicago, Office of the Director 79/05/31 
IP 


07310271 Denies 781101 request for revocation of QL Forwards decision 
by Director of IE 

STELLO, V Office of Inspection If Enforcement 79/06/25 Ip 


79071902S3 Forwards suppl IE Bulletin 79-OlAi "Environ Qualification of 
Class IE Equipment <De flc ioncies In Environ Qualification of 
AGCO Solenoid Valves) " Action required 

KEPPLER. J 6 Region 3. Chicago. Office of the Director 79/06/06 
IP 


07310277 Decision by Director of IE, per iOCFR2 206, denying J Allen 

781101 request for enforcement action 7907240207 Forwards IE Info Notice 79-15* "Deficient Procedures *' No 

STELLO* V Office of Inspection & Enforcement 79/06/25 0pp action required 

KEfPLER.J 0 Region 3. Chicago. Office of the Director 79/06/07 

Ip 


ET 50-341 ENRICQ FERMI ATOMIC POWER PLANT, UNIT 2 


pp li icati on/construct i on stage documents & correspondence 


170072 Forwards Certificate of Sve for Amend 24 to amended b 

bstituted applicatioTi for licensei 

TERSrll R Detroit Edison Co 79/07/11. 3pp, 


ecurity, medical, emergency 4c fire protection plans 


240303 Notification of 790717-19 meeting w/Detroit Edison Co & 
Ibert Associates to tour facility as part of fire 
otectloTi review 

MTNER*L L light Water Reactors Branch 1 79/06/25 4pp 


13Q417 Forwards Amend 1 to physical security plan Plan withheld 
ef 10CFR2 790) 

WS,W H Detroit Edison Co 79/07/11 2pp 


igudicatory correspondence 


7907260160 Forwards IE Insp Rept 30-341/79-12 on 790301-04 No 
noncompliance noted. 

FI€RELL1,0 Region 3, Chicago, Reactor Construction l< Engineering 

Support Branch 79/06/07 2pp 


—790726014^9 IE Insp Rept 50-341/79-12 on 790S01-04 No noncompliance 
noted Major areas inspected followup of previously 
identified noncompl lances 4( unresolved items, 10CFR50 53(e) 
repts, torus mod It saf ety-related piping records 

WESCQTT, H H , HUGHES. J , KNOP, R C Region 3, Chicago. Dffice of 
the Director 79/06/04 iSpp 


7907060007 Advises that 3E Info Notice 79-19. "Deficient Procedures" 
forwarded to listed utils 

PAPPAS, H Region 3, Chicago, Office of the Director 79/06/00 

2pp 


7907020232 Forwards IE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support 8ys - 

KEPPLERiJ G Region 3, Chicogo, Office of the Director 79/06/11 
Ip 


)50450 Advises of change of address for counsel as of 790521. 
lOHT, HH LeBoeuf, Lamb, Leiby fc MacRae 79/05/22 2pp 


120479 Citiiens for Employment 4c Energy Interrogatories addressed 
Detroit Edison* per 790321 order Certificate of Gve end 
vOFRIED*K A Citiiens for Energy & EmpLoyment 79/05/25 Spp 


)7020480 Notice of appearance on behalf of Citiiens for Employment 
* Energy 

lIEGFRIEDiK A Citiiens for Energy l< Employment 79/05/25 Ip 


7907190006 Act receipt of 790522 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-341/79-09 
FIQRELLI.Q Region 3* Chicago, Reactor Construction 4< Engineering 

Support Branch 79/06/14. ip 


— 7907190092 Responds to NRC Itr re violations noted in IE Insp Rept 
50-341/79-09 Corrective actions will develop updated welding 
tnap certification for personnel required to submit results 
of eye eiams. 

HINEB,E, Detroit Edison Co 79/05/22. 6pp 


190495 Detroit Edison objections to Citizens for Employment & 
»rgy Interrogabor i es & requests for production of 
luments served on 790525, Certl f i cate of Sve end, 

[OT,H H LeBoeuf, Lamb, Leiby 4, MacRae 79/06/25. 14pp 


!00214 Detroit Edison reipornses to IntervenoT Citiiens for 

iloyment It Energy 790525 interrogatories 

[OT,H H LeBoeuf, Lamb* Leiby 4< MacRae 79/06/29 23pp 


;lllty Final Safety Analysis Report (FSARl I, amends 


>30123 Forwards Amend 24 to F8AR. 0L-3647, "Structural Design 

cessment for Safe-End D.'eak,'^ !< drawings 

[OHTtH H* LeBoeuf, i ur^o. Leiby b MacRae 79/06/29 3pp 


)7050i27 Amend 24 to FSAR. 

^ Detroit Edison Co 79/06/30 lOOpp 


>703-0129 "Structural Design Assessment for Safe-End Breat* " prepared 
fy Sargent 4c Lundy Engineers 
^ Detroit Edison Co 79/03/22 55pp. 


110326 Submits updated Amend 24 Instruction sheets. 
rTBiJ NUS Corp. 79/07/10 4pp, 


7907020426 Forwards IE Info Notice 79“17i "Source Holder Assembly 
Damage from Misfit Detween Assembly Ic Reactor Upper Grid 
Plate " 

KEPPLER,J 0 Region 3* Chicago, Office of the Director 79/06/20. 
IP 


7907120229 Forwards IE Bulletin 79-02. Rev! si on 1* "Pipe Support Bass 
Plate Designs Using Concrete Expansion Anchor Bolts." Action 
required 

KEPPLER.J D Region 3, Chicago, Office of the Director 79/06/21 

Ip 


7907130119 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " No action required 

KEPPLER.J. O. Region 3, Chicago, Dffice of the Director 79/06/23 

Ip 


7907060312 Forwards IE Circular 79-10* "Plpef i ttinga Mfg from 
Unacceptable Matl. " No action required 

KEPPLER.J. 0 Region 3, Chicago, Office of the Director, 79/06/26. 
Ip. 


7907030473 Forwards IE Circular 79-11* "Deslgn/Const Interface 
Problem," No action required 

KEPPLERrvl. « Region 3* Chicago, Office of the Director 79/06/27. 

ip 
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7907l804t0 Forwards IE Circular 79-12i ‘’Fotentlal Diesel Generator 
Turbocharger Problem ” No action rec^uired 

KEPPLERiJ 0 Region 3> Chicago. Office of the Director 79/06/86 
IP 


7907130367 Forwards IE OuHetln 79-14, "Seismic Analysis for A*-fiuHt 
Safety-Related Piping Sys " Action required 

KEPPLERiJ 0 Region 3, Chicago* Office of the Director 79/07/02 

IP 


7907310334 Forwards IE Dullotin 79-lSi **Deep Draft Pump Deficiencies " 
Action required 

KEPPLERiJ Q Region 3, Chicago* Office of the Director 79/07/11 

Ip 


7907310409 Forwards IE Circular 79-l3i "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLERiJ Q Region 3« Chicago* Office of the Director 79/07/13 

Ip 


7907260181 Notifies that written responses to IE Bulletin 79-15.Buppl 
Ij should be directed to IE Div of Reactor Const Insp 

KEPPLERiJ 0 Region 3* Chicagoi Office of the Director 79/07/lB 

Ip 


7907260309 Forwards IE Info Notice 79-19. "Pipe Cracks in Stagnant 
Borated Water 9ys at PUR Plants " No action required 
KEPPLERiJ 0 Region 3. Chicago. Office of the Director 79/07/10 
IP 


0 Reportable occurrences. LERs & related correspondence 


7907090090 Act receipt of 790523 Itr re core spray Impeller vane 
cracks Review of matter will be completed during future 
Insp 

FIORELLI.O Region 3. Chicago. Reactor Construction £< Engineering 

Support Branch 79/06/14 Ip 


790720049B Ack receipt of 790S25 Itr re variation in properties of 
Class IE cable jacketing Review will be completed during 
future insp 

FIQRELLIiO Region 3. Chicago* Office of the Director 79/06/14 
Ip 


DOCKET 30-344 TROJAN NUCLEAR PLANT* UNIT 1 


F Secorlty* medical* emergency it fire protection plans 


790719Q990 Forwards Amend 8 to radiological emergency response plan 
GOODWIN* C Portland General Electric Co 79/07/17 Ip 


— 7907190600 Amend 8 to radiological emergency response plan 
e Portland General Electric Co 79/03/31 190pp 


7907300366 Forwards replacement pages fdr Amend 0 to PGE-1012i fire 
protection review 

OOODWINiC Portland General Electric Co 79/07/37 Ip 


— 7907300373 Amend 8 to P0E~1012. fire protection review 

LIPPINCDTT. 8 M Portland General Electric Co POE-1012 
79/07/27 B0pp 


G Adjudicatory correspondence 


7907030S07 Based on review of all applications for amend to 
facility 1 Icensei determined that none have any bearing on 
Phase II issues 

GRAY. JiR Branch 1 79/05/04. tp 


7907190366 Second set of intarrogatories tt document requests to 
E RoSOlleipro le 8< Coalition for Baft Power* Ik N Bell & 
Consolidated Interveners 

JOHNSON* R W Portland General Electric Co 79/05/00 ISpp. 


— 7907190370 Forwards list of requests for design changes per mod program 
described in rept on mod for control bldg Changes |< 
additions to piping sys will qualify sys for response 
spectra* per PGE-t020* App D 

JQHN8DN*R W Porfi^nd General Elactric Co. 79/05/09 3pp, 


—7907190375 Forwards answer to Ouestion 3 re fire test data. Util has 
supplied info to NRC re Question 4*number of workers tt type 
of work. W/o end 

ERICKSON* L W. Portland General Electric Co. 79/05/00 Ip 


7907030179 Forwards copies of 790329-50 prehearing conference 
transcripts W/o end 
GRAViJ R Branch I 79/05/10 Ip 


7907130517 Forwards BAND 77-1927, "Transport of Radionuclides in Urban 
Environs Working Draft Assessment & Commission Info Rept**' 

780614 BECY-7a-31l 6 781109 SECY-7B-311A W/o end 

ULHANi H D Operations Administrative Division 79/03/13 2pp 


7907260171 Response by Coalition for Safe Power to second set of 
interrogatories submitted by util Forwards util 790307 memo 
& article from 790310 "OR Statesman " Certificate of Bve 
end 

RDSDLIE. £ Coalition for Bafe Power 79/05/30 Bpp 


7907060321 Forwards DC Circuit Court of Appeals 790323 dcislon 1 n MN v 
NRC 6 New England Coalition on Nuclear Pollution v NRC NRC 
must clarify "reasonable assurance" of available disposal 
methods for raduastes 
ORAYiJ R Branch 1 79/06/01 19pp 


79071300B1 Requests that ABLD grant order to compel intervener N Bell b 
Consolidated Interveners to respond to utH 790300 second 
set of iterrogatori es Questions were directed to contentions 
admitted as issues Certificate of 8vc end 

JOHNSON. R N Portland General Electric Co AXELROD. N * CARR* A Y 
Lowenstein* Newman, Reis* Axelrad h Toll 79/06/04 4pp 


7907030433 Grants limited continuance to hearing schedule established 
in ABLD 790412 order Definite date for commencement of 
hearings will be set when NRC has completed 8ER All parties 
will continue discovery on matters not related to BER 
MILLERrN E Atomic Safety and Licensing Board Panel 79/06/05 
3pp • 


7907060320 Takes no position re util 790304 motion to compel N Bell I* 
Consolidated Intervenors to respond to util second set of 
interrogatories Motion involves discovery between util & 

Intervenorj NRC does not itend to file further response 
GRAY* JR Branch * 79/06/06 Ip 


7907130051 Interrogatories i< document requests for State of OR NRC asks 
for witnesses* test Imony, publ ications I* evaluations 
proposed by state in preparation for proceedings Certificate 
of 8vc end 

GRAY. J R. Branch 1 79/06/11 7pp 


7907100739 Requests ABLD to compel intervener E Rosolie & Coalition for 
Safe Power to respond fully to util 79O5O'0 second set of 
Interrogatories 14, 13c & d 1; 16-18 Certificate of 8vc end 
JOHNSONiR H Portland General Electric Co AXELROD* M * CARR* A Y 
Lowenstein* Newman* Reis* Axelrad b Toll 79/06/11 16pp 


7907180716 Requests that ABLE compel Coalition for Safe Power to 
respond to NRC 790315 second set of interrogatories 
GRAY* JR. Branch 1 79/06/14. Ip 


— 7907180719 Requests that ASLB compel Consolidated Intervenors to 
respond to NRC 790315 second set of interrogatories 
Certificate of Bve end 
GRAYiJ R Branch I 79/06/14 3pp 


7907180772 Order directing Consolidated Intervenors t* Coalition for 
Safe Power to respond promptly to NRC 79D315 second set of 
Interrogatories. Order relates to NRC 790614 request 
MILLER* M E Atomic Safety and Licensing Board Panel 79/06/15, Ip 


7907180712 Forwards List of requests for design changes associated 
w/mod program described In rept on design mods (POE-1D20> 

Util will continue to inform A0LB re 790330 prehearing 
conference, Certl ficate of 8vc encl 

JOHNSON* R W Portland General Electric Co 79/06/20 4pp 


7907S40293 Response to NRC interrogatories submitted by E Rosolie* 
8( Coalition for Safe Power. Certi flcate of 0vc end 
ROBOUie.E Coalition for Safe Power. 79/06/23 2pp, 


7907240310 Response submitted by State of DR to NRC interrogatories 
Questions concern hearing wl tnesses* test Imanyi documents 
fupporting testlmonv tt scheduling of proposed mod Affidavit 
of FH Ostrander Certificate of 8vc encl, 

REDDEN* J A * OSTRANDER* F. H Oregon* State of. 79/06/23 9pp 


7907190662 Orders extension of NRC review of ALAB-531* pend Ing further 
notice* while NRC considers response to remand of ALAD-433 
CHiLKiS, J. Office of the Secretary of th» Cqmmiiilon. 79/06/89 
Ip 
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H OvnerAl correspondsncfi 


7*?O7ll0737 Foruards Info in rQ«poTi«» to 790902 rsquBit for U50& leitniic 
vtuditt pertaining directly to design t* const 
Bi^LSLEYr J R Interior* Dept of 79/09/01 S2pp 


iJ Insurance h indemnity information 


7SO712063S Paruards Endorsemants 31 <* 32 to HAELU Policy 
WlLSDMiF R Portland General Electric Co 79/07/05 3pp 


P, Operating license stage documents & correspondence 


79O72&OO&0 Foru/ords Amend 41 to Llcenso NFF-^Ij safety evaluation 8< 
notice of Issuance & availability 

&CHWENCER< A Operating Reactors Branch 1 (Pro 790629) 79/06/22 

3pp 


— 7907260088 Amend 41 to License MPP-1* del eting pressurlier level as 
input to safety injection actuation & requiring safety 
Injection actuation based on tuD-out-^of-three channels of 
lou pressuriter pressure 

SCHMENCER.A Operating Reactors Branch 1 (Pre 790629) 

79/06/22 Upp 


— 7907260094 Safety evaluation supporting Amend 41 to License NPF-l 
* Operating Reactors Branch 1 <Pro 790629) 79/06/22 2pp 


7'?D7120207 Summary of 790426 meeting u/utils to discuss Uestlnghouse 
plant design re THI->2 event 

THADANl.A Reactor Systems Branch 79/09/02 39pp 


79070301B7 FOIA request for detailed listing of 1970-79 reJeaces of 
transuranium series particles from facility 
NEPOMiDL Nepom 6 Ross. 79/03/07 Ip 


7907310593 Forwards NRC 790519 Itr to licensees of Uestlnghouse 
two-loop plants re rod banic eichange method for verifying 
shutdown margin of tuo-laop NSS3 U/o end 

SCHWENCER.A Operating Reactors Branch 1 (Pre 790625) 79/09/15 

IP 


7907030236 Summary of 790512 meeting u/portland General Electric re 
auxiliary feedwater sgs 

TRAMMELL* C Operating Reactors Branch 1 (Pre 7906251 79/09/18 

Spp " 


7907060239 Forwards request for addl info re review of PGE“l020i *'Rept 
«-n Design Hod for Control Dldgj'* dtd 790114 

eCHUENCER.A Operating Reactors Branch 1 (Pre 790629) 79/09/10 

0pp 


7907 300968 Notification of 790613-14 site visit to review proposed mods 
to restore seismic capacity 

TRAMMBLLiC M Operating Reactors Branch 1 79/05/31 4pp 


79&7UOOe2 Notification of 790608 meeting w/otll in BethesdaiMD to 
discuss environ qual 1 f ica tion of existing transmitters 
Inside containment & qualification of replacements 
TRAMMELL* C M Operating Reactors Branch 1 (Pre 790623) 
79/06/04 ip 


7907030184 Responds to 790507 request for records relating to releases 
Oif transuranium series particles from facility Lists 
documents where info may be found 

FELTON* J M Division of Rules and Records 79/06/03 2pp 


—7907260102 Notice of issuance 8c availability of Amend 41 to License 
NPF-1 

BCHUENCERcA Operating Reactors Branch 1 (Pre 790629) 

79/06/22 2pp 


7907100462 Notifies that DOE 790612 meotlng of Energy Facility Biting 
Council authorized DDE to request info re auxiliary 
feedwater sysfonvlron qual 1 f Ication of equipment & 
control/protective interactions altering safety, 

FRANK* L Energy* Dept of 79/06/27 3pp 


7907030462 Forwards responses to 14 of 50 questions submlttod in NRC 
790916 Itr Ulll submit remaining responses by 790706 
Certificate of 8vc end. 

J0HN80N*R U Portland General Electric Co 79/06/29 99pp 


79071 10474 Forwards Dechtel responses to NRG informal questions raisad 
during 790613-14 site visit Questions concern const details 
re structural mod of control-fuel-auxiliary bldg complex 
JOHNSON* R W Portland Ooneral Electric Co 79/07/05 Ip 


7907110479 Forwards Bechtel responses to NRG 790910 Itr re bolt 
assembly dead loads b block b beam to column connection 
capacities Balance of responses will be submitted 790710, 
Cortificate of Bve end 

JOHNSON* R U Portland General Electric Co 79/07/06 95pp 


7907170179 Forwards responses to remaining questions from 790510 itr* 
re effects of creep b shrinkage on strength b stiffness of 
complex walls Responses prepared by Bechtel Corp 
Certificate of Bve end 

BRDEHL* D J Portland Oenerol Electric Co, 79/07/10 97pp 


7907240330 Forwards revised pages for Revision 2 to "Rept on Design 
Hods for Trojan Control Bldg" (POE-1020) prepared by 
Bechtel Revision 2 supersedes ends to 790117 b 7904p2 Itrs 
b amends 790117 request Certificate of Bve end 
BDEHL, D J. Portland General Electric Co 79/07/20. 44pp 


0 Inspection reports* IC Bullotins b correspondence 


7907110196 Forwards Uestinghouse response to NRC questions re main 
faedwater b auxiliary feedwater sys 

DURAIBWAMY* 8 ACRS - Advisory Committee on Reactor Safeguards 
79/06/07 Ip 


7907180230 Forwards NUREO-0560* "Staff Rapt on Generic Assessment of 
Feoduater Transients In PWRs Designed by B8*U " U/p end 
GRIMES* 6 K Assistant Director for Engineers b Projects (Pre 
790625) 79/06/11 2pp 


79O724033B Forwards NRC 790604 Itr to Uestlnghouse requesting addl Info 
rc small break LOCA analyses b analysis methods NRC will 
eventually require documentation re applicability of 
kl»stlnghouse results to analyses at facility 

aCHWENCER*A Operating Reactors Branch 1 (Pre 790625) 79/06/U 

app* 


7907090407 Responds to IE Bulletin 79-03 No ASME aA~3lH 
Type 304 piping mfg by Youngstown Ueldlng b Engineering Co 
used or planned for use in safety-related ays. 

ODDDUINiC Portland General Electric Co 79/04/20 Ip 


7907050400 Responds to IE Bulletin 79-04 re Incorrect weights for Velon 
check valves In piping analyses Definitive info unavailable 
on six Velan check valves installed at facility Final rept 
will be submitted when outstanding info Is available. 

DROEHL.D J Portland General Electric Co 79/09/01. 2pp. 


7907300119 Forwards IE Insp Rept 50-344/79-08 on 790402-30 b notice of 
violation 

CREUBr J L Region 9* San Franeiscor Reactor Operations Nuclear 

aupport Branch 79/05/16, 2pp 


7907300121 Responds to OR DOE 790301 Itr re generic safety 
Issues b seismic* environ & radiation qualification of plant 
slaetrical equipment Response by Uestlnghouse to OR DOE 
Quaitlon 1 3 end 

STeLLO*V. Division of Operating Rtactors 79/06/U Upp 


7907300024 Summarliei 790613-14 site visit b 790615 meeting u/Dechtd 
in Ban FrancIscorCA to review proposed seismic mod to 
control bldg, Attendance list b request for addl info 
end. 

TNAHMELLi C M Operating Reactors Branch i (Pre 79062S) 

79/06/20 I4pp, 


7907250071 Summary of 79060B meeting w/utU In Bethesda*MD re envin 
SLualiflcation of pressure b differential pressure 
transmitters inside containment 

t**. Operating Reactors Branch I (Pr* 790629) 
77 X 06/22 13pp 


— 7907300125 Notice of violation from in*p on 790402-30 

a Raglon 9* Ban Francisco* Reactor Operations Nurlear Support 
Branch, 79/05/16 Ip 

—7907300135 IE Insp Rept 50-344/79-08 on 790402-30, Noncomp U ante noted' 
failure to perform Tech Spec survtl 1 lance* Paragraph 2, 

MALIiR08*M H Region 5* San Francisco* Office of the Director 
STERNBERG* D, H. Region 5* Ban Francisco* Reactor Operations 
Nuclear Support Branch 79/09/16 7 do 


7907090183 Responds to IE Bulletin 79-10 by forwarding statistical 
data re requal If ication training program 
GOODWIN. C Portland Oeneral Electric Co. 79/05/lB. 3pp. 


7907270270 Forwards IE Insp Rept 90-344/79-09 on 790327-30 No 
noneofflpliance noted 

CREWS* J. L Region 5* Ban Francisco* Reactor Operations Nuclear 

Support Branch 79/05/21 2pp, 



— 7907270276 IE In»p Rept 50-344/79-09 on 790327-30 No noncompUanco 
noted Major areas ihspHcted responsea to IE bulletlna Ic 
c ircularsi LER*» document controlimgt controU k Pollou/op on 
previoui in»p items 

JOHNSON^ P H f JOHNSONiA D j BTERNBERO. D M Region 5* San 

Francisco* Reactor Operations Nuclear Support Branch 79/03/21 
Spp 


7907240610 Foru^ards results of preliminary rcvleuJ Of licensee responses 
to IE Bulletins 79-06* 06A 06* Amend 1 Meeting 

uf/ouners of Operating plants having Nestlnghouse-des i gned 
sys scheduled for 790330 in BethesdajMD 

BCHWENCERjA Operating Reactors Branch 1 (Pre 7906251 79/03/22 

4pp 


7907090146 Responds to IE Bulletins 79-12* 12A h 12D Reactor vessel weld 
matl requested Is contained in Chicago Bridge Si Iron Co 
generic rept as Part 2 

QRQEHLi D J Portland General Electric Co 79/03/29 Ip 


7907200370 Forwards lE Bulletin 79-12* "Short Period Bcram* at BUR 
Facilities " No action required 

ENOEUKEN* R H Rogipn 5* San Francisco# Office of the Director 
79/09/31 Ip 


790719042S Forwards suppl IE Dulletln 79'OIA* “Environ Qualification of 
Class IE Equipment <Def Ic lenc ies in Environ Qual if Ication of 
A8C0 Bolenoid Valves) ’’ No action required 

ENGELKENrR H Region S* San Francisco* Office of the Director 
79/06/06 Ip 


7907060030 Forwards IE Info Notice 79-13* "Deficient Procedures “ No 
action required 

ENOEUKEN# R H Region 9* San Francisco# Office of the Director 
79/06/07 Ip 


7907230780 Forwards IE Info Notice 79-lB* "Skylab Reentry " No action 
required 

ENOELKEN* R H Region 3> Ban Francisco* Office of the Director 
79/07/06 Ip 


7907300462 IE Insp Rept 90-344/79-10 No noncompliance noted Major areas 
Inspected plant optratlons# physical protection* fol louiup to 
IE Bulletins 79-02 U 79-06A# maint# survel llance testing h 
callbr 

* Region 3* Ban Francisco* Office of the Director 79/07/06 

epp 


7907180703 Forwards IE Dulletln 79-19* “Deep Draft Pump Deficiencies." 
Action required 

ENOEUKEN* R H Region 9* Ban Francisco, Office of the Director 
79/07/U ip 


7907310397 Forwards IE Circular 79-13* "Replacement of Diesel Fire 
Pump Starting Contactors “ No action required 

ENOELKEN* R H Region 3, San Francisco* Office of the Dlree^'nr 
79/07/13 ip 


7907260274 Notifies that written responses to IE Bulletin 79-19* Buppl 
1* should be directed to IE Dlv of Reactor Const Insp 
ENGELKENrR M Region 9# Ban Francisco* Office of the Director 
79/07/18 Ip 


R Periodic operating reports related correspondence 


7907120608 Forwards monthly operating rept for June 1979 
WITHERS* B D Portland General Electric Co 79/07/05 ip 


—7907120613 Monthly operating rept for June 1979 

BAIRrQ 0 Portland Oeneral Electric Co 79/07/05 4pp 


7907300219 Forwards IE Insp Rapt 30-344/79-10 on 790301-31 No 
noncompliance noted 

CREWS* J L Region 3# Ban Francisco* Reactor Operations Nuclear 

Support Branch 79/06/19 2pp 


7907300233 lE Insp Rept 30-344/79-10 on 790501-31 No 

noncompHance noted Major areas inspected plant operations# 
maint* phys leal security surveillance testing colibr review 
L audit radiological protection operations, 

STERNBERG, D M Region 5* Ban Francisco# Reactor Operations 

Nuclear Support Branch 79/06/19 Spp 


7907020449 Forwards IE Info Notice 79-17# "Source Holder Assembly 
Damage from Misfit Between Assembly Sc Reactor Upper Grid 
Plate " 

ENOELKEN* R H Region 5# San Francisco* Office of the Director 
79/06/80 Ip, 


a Reportable occurrences# LERs Sc related correipondetice 


7907090249 Discusses deficiency re impeller locIrOUt design for 
containment spray pumps mfg by Ingersol 1-Rand Co Uoeling 
action modified to Include use of set screw tc locilng tabs 
Pump mod to be completed by 790615 

GOODWIN* C. Portland General Electric Co 79/04/15 4pp 


7907020284 Forwards PNa-79-67An 

ENOELKEN# R H Rejjlon 5* San Francisco* Office of the Director, 
79/06/09 Ip 


7907030193 Forwards PN0-79-67AB 

ENGELKENrR H Region 3* Ban Francisco, Office of the Diractor 
79/06/11. Ip 


7907120010 Forwards IE Bulletin 79-02* Revl e ion 1* "Pipe Support Bast 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

ENOELKEN# R.H Region 3* Ban Francisco# Office of the Director. 
79/06/21 Ip 


7907110201 Forwards IE Circular 79-09# "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus " No action required 

ENGELKENrR H Region 5* San Francisco# Office of the Director 
79/06/22. ip. 


7907030432 Requests prompt review L issuance of requested License 
Change Application 26. Revised inservice insp program will 
be submitted In 30-60 days No insp will be performed until 
1960 refueling outage 

GOODWIN* C Portland General Electric Co 79/06/25 2pp 


7907030233 Forwards PN0-79-67AT# "Nuclear Incident at TMl " 

ENOELKEN. R.H Region 5# 8an Francisco* Office of the Director. 
79/06/19 ip 


7907030370 Followup rept re high energy line breaks inside 
containment which may result in heatup of steam generator 
<8/0> level measurement rtf leg Will change 8/0 Low-Low 
level trip point from 5-i3)i prior to startup, 

WITHERS# B D, Portland General Electric Co 79/06/26 7pp. 


7907050333 Forwards PN0-79-67AU 

ENOELKENiR.H Region 3* San Francisco, Office of the Director. 
79/06/26. Ip. 


7907130386 Forwards PN0-79-67AV 

ENOELKENiR.H Region 3, San Francisco* Office of the Director. 
79/07/03 Ip 


7907120622 Forwards lE Bulletin 79-13* "Cracking In Feedwater Bys 
Piping " Licensee action required 

ENGELKENrR H Region 5* San Francisco* Office of the Director 
79/06/23. ip. 


7907060218 Forwards IE Circular 79-10, "Plpefi things Mfg from 
Unaccaptable Matl " No action requlrad 

ENOELKEN# R.H Rag ion 5, 8an Francisco# Office of the Director 
79/06/26 ip, 


7907100330 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required. 

ENOELKENiR.H. Region 5# San Franelsca* Office of the Director. 

79/06/aS, ip. 


7907130208 Forwards IE Bulletin 79-14* "Seismic Analysis for As-Built 
Safety-Related Piping Sys, " Action required 

ENOELKENiR. H Region 5. San Francisco* Office of the Diractor 
79/07/02. lo. 


7907110422 Forwards LER 79-01 1/01 T-0, 

WITHERS# D D, Portland General Electric Co 79/07/05. ip 


—7907110425 LER 79-01 1/OiT-O on 790621 Westinghouse reported that after 
feedwater line break in containment* primary protection 
signal could be delayed Caused by deficient design L/or 
safety analysis of steam generator water level sys 
PERRY# JC, Portland General Electric Co 79/07/03. 3pp. 


DOCKET 30-346 DAVIS-BESSE NUCLEAR POWER STATION* UNIT I 
F. Sicurity# medical* emergency t* fire protection plans 


7907170076 Notifies that fire protection tyi w/svc water back-up not 
dependent on offsite power will be operative Jul 1984, 

Capability is discussed In Revision 4 of Fire Haiards 
Analysis. 

ROEiL, E. Toledo Edison Co. 79/07/09 ip. 
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Q Ad j udicatD^fJ corratp ondenc e 


7907110-648 Ret^uosts addl InFo in order to evaluate adequacy & 
acceptability of response to order issued 790516 
REID. R Ul Operating Reactors Branch 4 (Pre 790623) 79/03/lB 

3pp 


7707060313 Notice of receipt of Toledo Coalition for Safe Pouier 790424 
petition req^uesting order to maintain plant in shutdown 
condition until certain emergency actions have been taken 
DENTON, H fi Office of Nuclear Reactor Regulation 79/06/01 ip 


—7907300431 Discusses NRC 790516 order requiring Increase in capacity 
Ic reliability of plant to respond to various transient 
events Plant may resume operations Schedule for long-term 
mod will be forwarded within 30 dags 

DENTON.H R Office of Nuclear Reactor Regulation 79/07/06 4pp 


M General correspondence 


7907300430 Forwards transcript of NRC 79070S meeting re plant 
operations W/o end 

MULKEV,H E Branch 2 79/07/10 Ip 


-'-7907060314 Requests that plant remain in shutdown condition until 
certain actions are taken re emergency it evacuation 
proceeding It public hearings have been held 

LODGE. T J Toledo Coalition for Safe Energy 79/04/24 2pp 


7907110030 Ack receipt of petition requesting order to prevent plant 
restart until emergency t, evacuation procedures are 
initiated & public hearings are held Forwards notice filed 
u/Ofe of Federal Register 

DENTONi H R Office of Nuclear Reactor Regulation 79/06/01 ip 


7907240304 Response to T McCormack 790303 request for hearing re NRC 
790S16 order on shutdowin Intervenor must prove personal 
interests are affected it issues must be delineated Plant can 
resume operations before hearings completed 
HLPUKEYiM E Branch 2 79/06/27 7pp 


7907300429 Forwards transcript of NRC 790705 meeting re plant 
operations U/o end 

MULKEV.ME Branch 2 79/07/10 Ip 


P Operating license stage documents & correspondence 


7907110340 Suggests careful execution of malnt program outlined 
In Diamond Power control rod drive control sys vendor 
manual Procedures should prevent trip breaker problems 
FAlSTiF R Babcock it Wilcox Co 7Q/06/12 Ip 


7907020442 Submits list of DfrW licensees who have provided Info on 
pressurlzer level Instrumentation Pressurizer level info 
request list end 

SHEMANSKl.P Division of Project Management 79/04/19, 2pp 


7907300391 Orders ASLAB to decide standing of DH State Senator T 
McCormack Ic determine topics to be considered at requested 
hearing Returned operation of unit Is not stayed by pendency 
of proceeding 

HOYLE, J C Office of the Secretary of the Commission 79/07/05 
3pp 


7907300400 Responds to 79D61Q request for plant shutdown Licensee has 
satlsf actor i) (j completed requirements of NRC 790516 order 
Licensee will promipbly implement long-term mod ASLB is 
deciding OH State Senator T McCormack request for training 
ftOSSi D Division of Project Management 79/07/06 2pp 


— 7907300406 Evaluation of licensee compliance w/NRC 790516 order 
Raqu Iremenks of order were fulfilled Plant may resume 
operations 

a Office of Nuclear Reactor Regulation 79/07/06 3Bpp 


7907130513 Forwards motion seeking preliminary in juncti on, w/complalnt 
b memo of particulars in support of motion it w/supportlng 
documentation 

LODGE, T J Toledo Coalition for Safe Energy 79/07/07 Ip 


—7907130319 Motion for preliminary injunction to suspend 
power-generat'ing operations 

LODGE, T tJ Toledo Coalition for Safe Energy 79/07/09 2pp 


— 790713092L Complaint i» memo of particulars supporting motion for 
preliminary injunctiap Plant is immediate threat to persons 
living within 50 mile radius Supporting documentation encl 
LODGE,! J Toledo Coalition for Safe Energy 79/07/09 32pp 


— 7907130328 Draft Ottawa County, OH radiological emergency plan 
e Ottawa County, OH 79/D7/09 ispp 


— 7907130336 "Planning Basis for Development of Btate 6 Local 
Govt Rad iolog ical Emergency Response Plans In Support of 
Light Water Nuclear Power Plants " 

COLLINS, H E. Office of State Programs GRIMES, 0 K Office of 
Nuclear Reactor Regulation OALPIN, F Environmental Protection 
Agency NDREG-0396 70/12/31 130pp 


7907300416 Forwards J DeUljak 790608 Ur to JM Hendrie it JM Hendrle 
790706 response J Deluljak Itr not considered at request for 
hearing, per NRC 790916 order 
MULKEYrM E Branch 2 79/07/11 Ip. 


— 79073004BG Responds to 790618 request for plant shutdown Licensee has 
satisfactorily completed requirements of NRC 790516 order it 
uitl promptly implement long-term mod ABLE) is considering 
OH State Senator McCormack request for hearing 
ROSa, D F Division of Project Management, 79/07/06 2pp 


— 7907300494 Requests plant remain In shutdown condition until safety 
evaluation via hearing 

DELDLJAKrJ Affiliation Unknown, 79/06/18 ip 


7907300425 Forwards HR Denton Itr to L Rowe Plant has completed 
requirements of NRC 790316 order It operations may resume 
Safety evaluation U FR notice encl, 

MULHEY, M E Drench 2 79/07/11. Ip 


790710023B Forwards extracts from chronology of 770942 event h sequence 
of events re 730613 incident 

WRIGHT, R L ACR8 - Advisory Committee on Reactor Safeguards 
79/05/03 Ip 


7907260106 Discusses plans to install communication links between NRC L 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters If regional ofc will communicate 
operational It environ info 

KEPPLER,J 0 Region 3. Chicogo, Office of the Director 79/05/22 

2pp 


7907020263 Requests review of acceptability of Item W re RC8 makeup 
pumps Requests written safety evaluation upon approval of 
proposed change to Tech Specs governing isolation of RCB 
makeup. 

REID,R W Operating Reactors Branch 4 (Pre 790625) 79/05/23 

2pp 


7907130465 Expresses satisfaction that 790501 meeting provided info 
requested re operation of nuclear power plants in OH 
DENTON, H R Office of Nuclear Reactor Regulation 79/05/24 Ip 


—7907130474 Requests briefing be arranged on 790501 or 02 re safe 
operation of nuclear power plants in OH 
KCAVDY.J F Ohio, State of 79/04/16 Ip 


’—7907130479 Requests comments, in view of TMI incident,PB adequacy of 
facility staff training, safety I, emergency procedures it 
plant design Also seeks info re sys !< safety reviews planned 
for facilities In OH 

MCAVOY,J F Ohio, State of 79/04/12 Ip 


7907020397 Submits 790530 daily digest for Westinghouse reactors 
ROSS, D F Division Of Project Management 79/05/30 Ip 


7907110017 Forwards 790601 petition filed per To\edo Coalition for Safe 
Energy 790424 request to prevent plant restart until 
emergency |< evacuation procedures are initiated l< public 
hearings are held 

DENTON, H R Office of Nuclear Reactor Regulation 79/06/01 2pp 


—79071 10021 Requests order to prevent plant restart until emergency & 
evBCUetlon procedures are initiated t< public hearings are 
held. 

LODGE,! J Affiliation Unknown 79/04/24 2pp 


—7907110025 Request for action under iOCFRt2 06 per, Toledo Coalition for 
Baft Energy 790424 petition re order to prevent plant 
restart until emergency I, evacuation procedures are 
initiated l< public hearings are held 

DENTON, H R Office of Nuclear Reactor Regulation. 79/06/01 ip 


7907230464 Responds to 790503 Itr addressed to JM Hendrie Commlstioi. 
Issued order requiring facility to remain shut untijl 
NRC determines suitability Ic acceptability of proposed 
short-term corrective actions 

DENTON, H R, Office of Nuclear Reactor ReauUtlon. 79/06/01 2pn 
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7'907iaOB76 Faruards Amend 15 ta License NPF-3 j safety evaluation tt 
notice of issuance & availability 

AElDi n U Qpereting Reactors Dranch A (Pre 790625) 79/06/05 

2 pp 


7907270102 Forwards form Itr to operating plants re revised 

operating guidelines in event of engineered safety features 
sys actuation caused by low reactor coolant pressure 
OEISSLEft.Q 0 Dabcock h Wilcox Co 79/07/20 2pp 


— 7907180004 Amend 15 to License NPF-3, deleting Paragraph 2 d (3m) 
REIDiR W Operating Reactors Dranch 4 (Pre 790625) 77/06/03 

Ip 


—7907100089 
REID.R W 


Safety evaluation supporting Amend 15 to License NPF-S 
Office of Nuclear Reactor Regulation 79/06/05 2pp 


Q Inspection reportSi lE Dulletins U correspondence 


7907020076 D&W site inspector daily rapt on 790419 Plant status reactor 
in Mode 9 cold shutdown for maint General plant activities 
inspected 

TAMDLINO. T • REYES, L , DANIELS. T Region 3> Chicago. Office of the 
Director 79/04/19 2pp 


•—7907100893 Notice of issuance availability of Amend 15 to License 
NPF-3 

REIDiR W Operating Reactors Branch 4 (Pre 790625) 79/06/05 

2 pp 


7907100661 Forwards NUREO-0360, “Staff Rept on Generic Assessment of 
Feedwater Transients in PWRs Designed by D 8 <W *' W/o end 
ORIME 81 D K Assistant Director for Engineers Projects (Pre 
790625) 79/06/ U ip 


7907300142 Forwards Amend 17 to License NPF-3i safety evaluation & 
notice of Issuance tn availability 

REIDiR W Operating Reactors Branch 4 (Pre 790625) 79/06/10 

2 pp 


7907020115 DtiM site Inspector dally rept on 790416 Plant status reactor 
in Mode 5 cold shutdown for maint outage Auxiliary feedtjaier 
motor operators will not be modified due to matl problems 
BAKER. K R , SMITH, J D Region 3. Chicago, Office of the Director 
79/04/16 2pp 


7907020149 DAW slto inspector dally rept on 790*118 Plant status reactor 
in Mode 5 cold shutdown for matnt outage tnsp plant 
procedures inspected St Jiconsee training program observed 
TAMDLINO, T . REYES, L , DANIELS. T Region 3. Chlcagoi Off ice of the 
Director 79/04/10 2 pp 


7907160059 Responds to IE Bulletin 79-03 & suppls 

e Region 3, Chicago, Office of the Director 79/04/20 4p 


—7907300147 Amend 17 to License NPF-3 re schedule for performing noise 
A isolation testing 

REID.R W Operating Reactors Dranch 4 (Pre 770625) 79/06/10 

2 pp 


7907160365 Draft Itr forwarding draft NRC evaluation of 790411 A 16 
licensee responses to IE Bulletin 79-03A Request for addl 
Info end Response required within 30 days 
•e Division of Project Management 79/04/25 22pp 


—7907300152 Safety evaluation supporting Amend 17 to License NPF~3 
e Operating Reactors Branch 4 (Pre 790625) 79/06/18 2pp 


—7907300157 Notice of issuance A availability of Amend 17 to License 
NPF-3 

REID.R M Operating Reactors Dranch 4 (Pre 790625) 79/06/10 

2 pp 


7907240196 Forwards drawings re proposed mod of makeup A purification 
sys Drawings A drawing change notices available in Central 
Files only 

RDErL E Toledo Edison Co 79/06/19. 3pp 


7907170203 Submits test results to Indicate satisfactory manual 
operator control of auxiliary feedwater sys in maintaining 
steam generator levels. 

MURRAY, TD Toledo Edison Co 79/06/21 2pp 


7907030015 Responds to IE Bulletin 79-OSD Forwards design mods A new 
procedures to assure reduction of automatic actuations of 
pressurlier power operated relief valves 
GRANT. J 8 Toledo Edison Co 79/05/10 2pp 


7907090083 Responds to IE Dulletin 79-10 Submits requalification 
training program statistics 

GRANT. J 8 Toledo Edison Co 79/05/23 3pp 


7907200332 Forwards IE Dulletir 79-12. “Short Period Scrams at EWR 
Facilities " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/31 

Ip 

7907050139 Forwards lE Insp Rept 50-346/79-10 on 790507-11 Notice of 
violation withheld (ref lOCFRS 790) 

HIND, J, A Region 3, Chicago# Safeguards Branch 79/06/01 2pp 


7907170201 Forwards info re applicability of DAW 790613 rapt on reactor 
vessel brittle failure during LOCA A HPl Also forwards 
revised procedure A test results re auxiliary feedwater sys 
mod 

ROE. L £ Toledo Edison Co 79/06/25 2pp. 


7907310525 Determines that 790316 application for amend to License 
NPF-3 requires Class III fee 

MILLER. W 0 License Fee Management Branch 79/06/25 2pp 


7907170005 Notification of violation of Tech Spec 3 4, 1 on 790620 
During surveillance testing on reactor protection sys 
Channel 4. Instrument A control technician shorted several 
terminals w/allegator clip 

MURRAY. T D Toledo Edison Co 79/06/29 Ip 


7907130380 Submits requested info re testing of AFW pumps NPBH/DB-1 A 
HPI line break analysis. 

ROEiL E, Toledo Edison Co 79/07/03 6 pp 


7907100504 Forwards seismic re-evaluation indicating that facility can 
be shutdown safely in event of earthquake 
ROE. L E Toledo Edison Co 79/07/09 Ip 


— 7907100587 “Seismic Re-evaluation. “ 

# Toledo Edison Co 79/07/09 ISOpp 


7907300437 Forwards list of followup activities needed on plant 
MAZETI8.0 R Division of Systems Safety 79/07/09 ip 


7907240351 Forwards application for amend to License NPF-3 revising 
Tech Specs to reflect changes re Interim anticipatory 
reactor trip sys A auxiliary feedwater flow indications 
Class tU Amend fee end. 

ROEiL. E Toledo Edison Co 79/07/13 31pp 


—7907050163 IE Insp Rept 50-346/79-10, Noncomp 1 iance noted noncomf ormance 
in areas of physical barriers# protected areas# access 
control, alarm stations A detection aids Details withheld 
(ref 10CFR2 90) 

MADEDA.T J # SCHEFFER, J C » HIND.J A Region 3, Chicago, Office 
of the Director 79/06/01 Spp 


7907190290 Forwards suppl IE Bulletin 79-OlAi "Environ Ouallflcatlon of 
Class IB Equipment (Deficiencies in Environ OualiflcatlDn of 
A 8 CO Solenoid Valves)." Action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/06 

ip 


7907240441 Forwards IE Info Notice 79-13. "Deficient Procedures " No 
action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/07 

Ip 


7907060007 Advises that IE Info Notice 79-13. "Deficient Procedures" 
forwarded to listed utils 

PAPPAS. H Region 3. Chicago. Office of the Director 79/06/00 

2 pp 


7907100287 Forwards IE Insp Rept 50-346/79-12 on 790531 No 
noncompl lance noted 

KEPPLER.J 0. Region 3. Chicago. Office of the Director 79/06/15 
2 pp 


— 7907100296 IE Insp Rept 50-346/79-12 on 790531 No noncompl lance noted 
Major areas inspected action taken to address Region 3 
concerns re organiiation A plant procedures 

TAMDLINO# T N # 8PE80ARD. R L Region 3. Chicago. Office of the 
Director HE18HMAN.R F, Region 3. Chlcaga. Reactor Operations 
n Nuclear Support Branch 79/06/13 7pp 


7907020437 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damege from Misfit Between Assembly A Reactor Uppar Grid 
Plate. '* 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/20 

IP 
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7907120257 Forwards IE BulUtin 79'02 j ftevlsion I. "Pipe Support Base 
Plate Besignt Using Concrete Eipatislon Anchor Dolts " Action 
required 

KEPPLER* J 0 Region 3> Chicago. Office of the Director 79706/21 

tp 


7907050484 Forwards IE Circular 79^09. “Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus “ No action required 

KEPPLER.vl O Region 3. Chicago. Office of the Director 79/06/22 

Ip 

7907130150 Forwards IE Bulletin 79-13# “Cracking in Feedwater 5gs 
Piping ” Action required 

KEPPLER.J O Region 3i Chicago. Office of the Director 79/06/23 

ip 


7907060320 Forwards IE Circular 79-10. ‘■Pipef ittings Mfg from 
Unacceptable Katl '* No action required 

KEPPLER. J 0 Region 3# Chicago. Office of the Director 79/06/26 
ip 


7907100323 Forwards IE Circular 79-12. “Potential Diesel Generator 
Turbocharger Problem “ No action required 

KEPPLER.U 0 Region 3. Chicago. Office of the Director 79/06/20 
Ip 


7907130291 Forwards I£ Bulletin 79-14. "Seismic Analysis for At-Oullt 
9af ety-Re lated Piping Sys “ Action required 

KEPPLER. J-0 Region 3. Chicago# Office of the Director 79/07/02 

Ip 


7907160263 Act receipt of 790622 Itr Informing NRC of steps taken to 
correct violations noted In IE Imp Rept 50-346/79-10 
HIND. J A Region 3. Chicago. Safeguards Branch 79/07/02 Ip 


— 79071G027O Responds to NRC 790601 Itr re violations noted in IE Insp 
Rapt 50-346/79-10 Corractlve actions withheld (ref 
I0CFR2 790) 

GRANT# J S Toledo Edison Co 79/06/22 Ip 


7907240106 Forwards IE Info Notice 79-16# "Skylab Reentry “ No action 
required 

KEPPLER.O 0 Region 3. Chicago. Office Of the Director 79/07/06 
Ip 


7907310346 Forwards IE Bulletin 79-15# “Deep Draft Pump Deficiencies “ 
Action required 

KBPPLER.xf Q Region 3. Chicago, Office of the Director 79/07/11 

Ip 


7907310417 Forwards IE Circular 79-13# “Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER. J O Region 3. Chicago. Office of the Director 79/07/13 
ip 


7907260214 Notifies that written responses to IE Bulletin 79-13.8uppl 
1. should he directed to IE Dlv Of Reactor Const Insp 
KEPPLER. J.O Region 3# Chicago. Office of the Director 79/07/18 
Ip 


7?07260416 Forwards IE Info Notice 79-19# "Pipe Cracks in Stagnant 
Berated Water 8ys at PWR Plants “ No action required 
KEPPLER. J 0 Region 3, Chicago* Office o# the Director 79/07/lB 
tp. 


R Periodic operating reports I. related correspondence 


7907U0513 Forwards monthly operating rept for June 1979. 
HURRAY. T D Toledo Edison Co 79/07/06 ip 


— 7907110520 Monthly operating rept for June 1979 
CADA.E C Cn ^pp 


rrespondince 


open. 


7907110417 Provides Info re util handling of RO 79-062# In reeponse to 
NRC 790629 request Established procedures were followed 
proper evaluation 6 dispositions wore made In reporting 
failure of ouxlliary feedwater suction switches 
HDE.L E Toledo Edison Co 79/06/S9 2pp 


7907090230 Surtmarixes actions taken to increase surveillance program 
to determine failure mode associated w/prossure switches as 
reported In LER 79-062 Calbr checks of pressure switches 
will be run weekly 

ROE, L E Toledo Edison Co 79/07/02 Ip 


/907100439 Forwards LER 79-064/01 T-0 

MURRAY# T D Toledo Edison Co 79/07/03 Ip 


— 7907100444 LER 79-064/01T-0 on 790621 impact points of eight main steam 
line seismic restraint locations may deform If sufficient 
seismic event occurs Caused by design deficiency Neb 
reinforcing plates installed at impact points 
BATCH# 0 N Toledo Edison Co 79/07/03 3pp 


7907100448 Forwards LER 79-065/03L-0 

MURRAY, T D Toledo Edison Co 79/07/05. Ip 


—7907100438 LER 79-06B/03L-0 on 790609 contact data logger failed, 
rendering fire & radiation remote monitoring sys inoperable 
Caused by intermittent equipment problem of undetermined 
nature, Computer program reloadodj equipment to be phased out 
BORYSIAK.M Toledo Edison Co 79/07/05 2pp 


7907100463 Forwards LER 79-066/03L-0 

MURRAY, T D Toledo Edison Co 79/07/05 Ipp 


—7907100472 LER 79-066/03L-0 on 790609 fire alarm point alarmed, 
although Investigation revealed no fire Cause suspected to 
be dust or dirt on detector Detector removed# tested 
reinstalled 

CHESKD.R C Toledo Edison Co 79/07/05 2pp 


7907300407 Comments on 790706 telcon w/T Novak IE will pursue licensee 
■valuation of 790704 auxiliary feedwater valve failure 
Attention should be givon to failed valve motor ii associated 
circuitry 

n08B# D F Division of Project Management 79/07/08 Ip 


7907170029 Forwards LER 79-067/0 lT-0 

MURRAY#! D Toledo Edison Co 79/07/10 Ip 


—7907170034 LER 79-067/01T-0 on 790629 short circuit caused loss of 
essential bus Y4 sypplying power to safety feature 
actuation sys Blown inverter fuse was replaced It Y4 bus 
returned to normal supply 

BEELER,! Toledo Edison Co 79/07/ iO 3pp 


7907300411 Summary of 790629 meeting w/util in BethesdaiMD to discuss 
LER 79-062 concerning inoperability of pressure switches 
associated w/DB-l auxiliary feedwater sys 

CAPRA# R A Division of Project Management 79/07/il. 4pp 


—7907300417 Discusses commitment resulting from 790629 meeting w/NRC in 
Bethesda, HD Uti 1 committed to increased surveillance program 
to aid In determining failure mode associated w/pressure 
switches 

ROE.L E Toledo Edison Co 79/07/02 Ip, 


7907230303 Forwards suppl info re LER 79-030 On 7902S0. dur Ing 
surveillance testing# aux i 1 iary feedwater sys valve could 
not be closed Caused by faulty torque switch. New torque 
switch of heavier duty design was Installed 
MURRAY,! D Toledo Edison Co 79/07/13 2pp 


7907310359 Forwards LER 79-06a/03L-0 

MURRAY. T D, Toledo Edison Co 79/07/19 Ip 


—7907310373 LER 79-068/03L-0 on 790623. dur ing performance of sve water 
sys monthly test 8T 5075 01# component cooling water heat 
exchanger 1-3 outlet Valve failed to close fully Caused 
by vibrational loosening of retaining nut. 

DEAKYNE.K Toledo Edison Co 79/07/19 3pp, 


7907310422 Forwards LER 79-069/03L-0. 

MURRAY,! D Toledo Edison Co, 79/07/19 Ip 


—7907310473 LER 79-069/03L-0 on 790623- during performance of 
surveillance testing# containment post-accident radiation 
monitor RE 5029 had low flow alarm S< was 
declared inoperable Caused by loose sheave set screws# 
ADAMS, J. Toledo Edison Co 79/09/19, 2pp 
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A Appl ic^tlon/constructlon stago docuniRntft b correspondenctr 


7907090364 Confirm* 7906S2 tolcon r® Westinghouao 790621 notification 
of po«*iblo heatup of steam generator level transmitter ref 
legs If high energy line breaii occurs inside containment 
HAlRSTONiW 0 Alabama Power Co 79/06/22 Ip 


J. Insurance & Indemnity informetlon 


7907030459 Forwards Endorsements 10.19 C. 20 to MAELU Policy KF-93 
riELOER. J Harsh & McLanon. M & H Nuclear Consultants. Inc Dlv 
79/06/26 4pp 


P. Operating llcanta stage documents it correspond once 


7907190063 FDlA rotiuost for info re proposed Uostinghouse nuclear fuel 
assembly plant in Prattvi 1 loi AL it correspondence from 
Southern interstate Energy Board to NRC concerning Southern 
Co it subsidiaries 

DAKEB, 0 L Affiliation Untnown 79/04/23 2pp 


7907120207 Summary of 790426 meeting u/utlls to discuss Hestlnghouse 
plant design. per TMl-2 event 

TKADANI.A Reactor Systems Branch 79/05/03 39pp 


7907310568 Forwards NRC 790515 Itr to licensees of Westinghouse 
two"loop plants re rod bant exchange method for verifying 
shutdown margin of tuo'^loop NSSS W/o end 

SCHWENCERiA Operating Reactors Branch 1 (Pre 790625) 79/05/15 

ip 


7907180604 Forwards NUREO-0560. "Staff Rapt on Generic Assessment of 
Feedwater Transient* In PWR* Designed by B8<W ” W/o end 
GRIMES. D K Assistant Director for Engineers h Projects <Pre 
790625) 79/06/ n 2pp 


7907190647 Forwards Amend 12 to License NPF^'S. safety evaluation it 
notice of issuance t. availability 

8CHENCER. A Operating Reactors Branch I (Pre 790625) 79/06/11 

2pJ> 


--7907190652 Amend 12 to License NPF-2. revls ing Tech Specs to retjulre 
actuation of safety Injection on two of throe channels of 
low pretsuriisr pressure 

BCHWENCER.A Operating Reactors Branch 1 (Pre 790625) 

79/06/11 I3pp 


— 7907190656 Safety evaluation supporting Amend 12 to License NPF-2 
■e Office of Nuclear Reactor Regulation 79/06/11 4pp 


— 7907190661 Notice of Issuance it availability of Amend 12 tP License 
NPF-2 

SCHNENCERiA Operating Reactors Branch i (Pre 790625) 

79/06/11 2pp, 


7907030435 Submits responses to 790619 questions re reactor vessel 
supports 

CLAYTON. F L Alabama Power Co 79/06/26 2pp 


7907000562 Summary qf 770606 meeting w/util it Southern Co SvC re App 1 
radiological Tech Specs. proposed by 790415 Itr 
REEVES. E A Operating Reactor* Branch 1 79/06/27 5pp 


7907190056 Responds to FOIA request for documents re proposed 
Hestlnghouse nuclear fuel assembly plant in Prattvl 1 le. AL tn 
certain Southern Interstate Energy Board correspondence 
Forwards tlestlnghouse 790515 Itr. N/o end 

FELTON. J.M. Division of Rule* and Records 79/06/29. 2pp 


7707100576 Discusses info to be included in Offsite Dose CiUculation 
Manual. Forwards 790126 draft Offlslte Dose Calculation 
Manual 

CLAYTON. F.L. Alabama Power Co. 79/07/11 2pp 


— 79071805S2 Draft Offsite Dose Calculation Manual 
a Alabama Power Co 79/01/26 47pp 


7907170103 Forwards util 790712 NPDEB noncompliance rept submitted to 
EPA re turbine bldg sump effluent. 

CLAYTON. F.L. Alabama Power Go 79/07/13 2pp 


7907250340 Request* that Westinghouse rept WCAP-9600i "Rept on Small 
Break Accident for Westinghouse NSSS Sys." be placed in 
docket. 

CLAYTON, FL Alabama Power Co. 79/07/10. Ip 


7907300321 Parwarda revised nonroutine environ operating rept on 
790525 

CLAYTON. F L Alabama Power Co 79/07/20 Ip 


—7907300323 Revised nonrouttne environ operating rept on 790514 room 
sinks connected to floor drain sys of wrong unit due to 
Inadequate design change control Contaminated water possibly 
escaped to river Surveys taken It personnel monitored 
* Alabama Power Co 79/07/10 3pp 


Q Inspection reports. IE Bulletins L correspondence 


7907020333 Forwards IE Bulletin 79-051). "Nucloar Incident at 
TMI - Suppl " 

O^REILLY. J P Region 2, Atlanta. Office of the Director 
79/04/21 2pp 


7907110312 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/07 2pp 


7907200244 Forwards IE Imp Rept 50-340/79-16 on 790424-26 No 
noncompliance noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction it Engineering 

Support Branch 79/03/09 2pp 


— 7907200250 IE Inep Rept 50-34S/79-16 on 790424-26 No noncompHance 
noted Major areas inspected concrete expansion anchor 
testing program 

MODENOS.L . BRYANT. J C Region 2. Atlanta. Reactor Construction 

L Engineering Support Branch 79/05/08 3pp 


7907180634 Forward* IE Insp Rept 50-348/79-10 on 790424-27 No 
noncompliance noted 

LEWIS. R.C Region 2. Atlanta. Office of the Director 79/05/10 

2pp 


—7907100650 lE Intp Rept 50-340/79-10 on 790424-27 No noncompliance 
noted Major areas Inspected LERs. IE bulletins fit circulars, 
followup on allegations it plant operations 

HARDIN. A K . CANTRELL. F 8 Region 2. Atlanta. Office of the 
Director 79/05/09 5pp 


7907100143 Forward* IE Circular 79-08. "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/10 2pp. 


7907110000 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys " Action 
required 

O'nElLLV. J P Region 2. Atlanta, Office of the Director 
79/05/22 2pp 


7907240592 Forwards results of preliminary review of licensee responses 
to IE Bulletins 79-06. 06A L 06. Amend i Meeting 
w/owners of operating plants having Uestinghouse-designed 
sys scheduled for 790530 in Pethesda. MD 

8CHWENCER, A Operating Reactors Branch I (Pro 790623). 79/05/22 

4pp. 


7907030086 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/29 ip 


7907i00t72 Respond* to IE Bulletin 79-11. "Faulty Overcurrent Trip 
Device in Circuit Breakers for Engineered Safety Sys. " 
Westinghouse Type* DB-50 Sc DB-75 circuit breakers are not 
used at facility 

CLAYTON. F L Alabama Power Co 79/05/29 Ip 


7907200162 Forward* IE Bulletin 79-12. "Short Period Scrams at 0WR 
Facilities " No action required 

O'REILLY. J, P. Region 2. Atlanta, Office of the Director 
79/05/31 2pp. 


7907190144 Forward* suppl IE Bulletin 79-OlA. "Environ Oual if Ication of 
Class IE Equipment (Deficiencies In Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

O'REILLY. J.P Region 2. Atlenta. Office of the Director. 

79/06/06, 2pp. 


7907310315 Forwards safety evaluation of mods to safety Injection 
actuation ays. proposed in response to IE Bulletin 79-06A. 

Mods to Tech Specs meet requirements of IEEE 279-1971 
LAINASiD. Plant System* Branch. 79/06/06 2pp, 
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—7907310323 Safety Bvalgation of mods to safety injsction actuation sys 
proposed in response to IE Bulletin 79-0&A 
Mods meet IEEE 279-1971 requirements associated Tech Spec 
stds 

* Plant 8y*te/Tvs Branch 77/06/0fi 3pp 


7907060040 Formard* IE Info Notice 79-15i “Deficient Procedures ” No 
action required 

a'RElLLY. J P Region Atlanta. Office of the Director 
79/06/07 2pp 


79D723Q14Q Requests that Region 2 cneasurements van be granted access 
privileges of "licensee designated vehitle " 

Q'RElLLYiJ P Region 2, Atlanta. Office of the Director 
79/06/11 3pp 


7907310326 Provides detailed response to l£ Bulletin 79-01. "Environ 
Qual if ication of Class IE Equipment “ 

CLAYTON. F L Alabama Power Co 79/06/13 22pp 


7907020374 Foruard s IE Ihfo Notice 79-17i “Source Holder Assembly 
Damage from Misfit Between Assembly h Reactor Upper Orld 
Plate " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/06/20 Ip 


7907120033 Forwards IE Dulletin 79-02. Ravi sion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts “ Action 
required 

O'REILLY. J P Region 3. Atlanta. Office of the Director 
79/06/21 Ip 


7907110211 Forwards IE Circular 79-09. “Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus " No action required 
O'REILLY. J P Region S. Atlanta. OPPUe of the Director 
79/06/22 Ip 


7907250100 Act receipt of IE Insp Rept 50-340/79-20 on 790516-10 No 
proprietary info 

CLAYTON. F L Alabama Power Co 79/06/B2 Ip 


—7907250103 Forwards IE Insp Rept 50-340/79-20 on 790516-10 No 
nortcompl iance noted 

MURPHY, d E Region 2ii Atlanta. Reactor Construction t. 

Engineering Support Branch 79/06/04 2pp 


—7907250106 IE Insp Rept 80-340/79-20 on 790516-10 No noncompliance 
note'll Major areas inspected concrete expansion anchor 
testing procedure«» uior k activities & records 
ANO.U P . COMPTON. R M Region 2. Atlanta. Office of the 
Director BRYANT. J C Region 2. Atlanta. Reactor Construction 

S( Engineering Support Branch 79/05/30 3pp 


7907310001 Forwards IE Sullotln 79-13. “Cracking in Feedwater 0ys 
Piping “ Action required 

O'REILLY. J P Region 5$ Atlanta. Office of the Director 
79/06/25 2pp 


7907110259 Forward* IE Circular 79-10. "P l pef itttngs Mfg from 
Unacceptable Matl " No action required 

O'REILLY. J P Region Si Atlanta. Office of the Director 
79/06/26 2pp. 


7907100426 Forward* lE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 
O'REILLY.J P Region S. Atlanta. Office of the Director 
79/06/28 2pp 


7907310223 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Ouilt 
Safety-Related Piping Syw. “ Action required 
O'REILLY.J P Region S. Atlanta. Office of the Director, 

79/07/02 2pp 


7907260495 Confirms 790628 S( 29 tel cons ra 790625 Itr requesting that 
certain items in IE Repts 50-346/79-17 U 50-364/79-07 
be withheld as proprietary Per advice of utll.repts can now 
be released w/o abjection 

MURPHYiC E Region 2i Atlanta. Reaefcor Construction ti Engineering 

Support Branch 79/07/03 2pp. 


— 7907260506 Requeeti that Info re unresolved allegations be withheld as 
proprietary until resolution 
CLAYTON. F L Alabama Power Co 79/06/25 Ip 


—7907260517 Forwards IE Insp Repts 50-348/79-17 it 50-364/79-07 on 
790424-26 St 0516-19. No noncomp 1 lance noted 
MURPHY. C E Region S. Atlanta. Reactor Construction !< 

Engineering Bupport Branch 7P/06/i2, 2pp, 


— 7907260542 IE Insp Repts S0-34Q/79-17 it 50-364/79-07 on 790424-26 h 
0516-10 No noncompliance noted Major areas inspected 
flow-splitters In Unit 1 main loop elbows & allegations re 
const problems 

BLAKE. J J . KLEIN8QROE.W P > HERDT. A R Region 2. Atlanta. 

Reactor Construction it Engineering Support Branch 79/06/11 
llpp 


7907310360 Forwards IE Bulletin 79-lS, "Deep Draft Pump DeficlcncUs “ 
Action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/07/11 Ip 


R Periodic operating reports L related correspondence 


7907100469 Forwards monthly operating rept for Juno 1979 
CLAYTON. F L Alabama Power Co 79/07/11 Ip 


—7907100473 Monthly operating rept for June 1979 

HAIRSTON. W 0 Alabama Power Co 79/07/01 4pp 


8 Reportable occurrences. LERs 6 related correspondence 


7907110409 Forwards LER 7B-043/03L-0 

CLAYTON. F L Alabama Power Co 70/07/17 Ip 


—7907110415 LER 7a-043/03L~0 on 700624 FNP-D-BTP-18 0 had not been 
performed between 700611-24 Caused by Incorrect scheduling 
Personnel notified it surveillance schedule reviewed 
a Alabama Power Co 70/07/14 Ip 


7907110455 Forwards LERs 70-O59/O3L-O 8. 7B-060/03L-0 
CLAYTQN.F L Alabama Power Co 78/09/26 Ip 


—7907110461 LER 78-059/03L-0 on 780830 during rapid load reduction from 
100^ power. Tavg exceeded Tech Spec limits Caused by attempt 
to maintain axial flux differential within target band 
Control rods driven in 
* Alabama Power Co 7B/09/S6 Ip 


—7907110465 LER 7S-060/03L-0 on 780B27 diesel generator 2c would not 
respond to governor motor switch or voltage regulator 
switch Caused by instrument noise failure of motor 
pot Pot 6 fuses replaced 
* Alabama Power Co 70/09/26 Ip 


7907100206 Forwards LER 79-023/0 lT-0 

CLAYTON. F L Alabama Power Co. 79/07/06 2pp 


—7907100295 LER 79-023/01T-0 on 790622 notified by Wostlnghooie 
that high energy line break inside containment could cause 
heatup of steam generator level transmitter ref legs 
LER will be Issued upon completion of investigation 
HAIRSTON. W 0 Alabama Power Co 79/07/06 Ip 


7907170049 Forwards LERs 79~025/03L-0 6 7B-O0B/O3L-1 
CLAYTON. F L Alabama Power Co 79/07/09 Ip 


—7907170059 LEr 79-025/03L-0 on 790623 during surveillance teat 
FNP-l-BTP-236 II both source range channels inadvertently 
were deenergiied Caused by procedure deficiency. Power 
restored U procedure changed 

HAIRSTON, H 0 Alabama Power Co 79/07/09 Ip 


—7907170071 LER 7B-O0B/O3L-i on 791125 train A river water pumps found 
tripped it could not be restarted from control room Caused by 
moisture in switch box Condulet sealing fittings Installed 
on switch box to prevent w^ter accumulation Design changed 
HAIRSTON. U 0 Alabama Power Co 79/07/09 3pp, 


7907240359 Forwards LER* 79-02a/03L-0. 79-024/03L-0 it 79-027/03L-0 
CLAYTQN.F L Alabama Power Co 79/07/1^ Ip 


—7907240367 LEr 79-022/03L-0 on 790620 surveillance test procedure 
FNP-l-BTP-29 2 not performed on 790620. Caused by inadequate 
surveillancr test schedule review by shift foreman on 
790620 Importance of accurate daily review stressed 
HAIRSTON. W 0. Alabama Power Co 79/07/19 tp 


—7907240376 LER 79-024/03L-0 on 790622 during review of *urvell lance 
tests FNP-l-STP-40 I 40 2. noted that certain components 
were ndt included In test procedures. Caused by procedural 
deficiencies Procedure change has been made. 

HAIRSTON. W 0 Alabama Power Co 79/07/19 Ip 
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— 7907240379 LER 79-027 /03U-0 on 790A07 radiation monitor daclarad 
Inoperable Caused bg pump malfunction Pump repaired & 
declared operable 790610 

HAIRSTON# W 0 Alabama Power Co 79/07/19 Ip 


DOCKET 90-352 LIMERICK GENERATING STATION. UNIT 1 


A Applicatlon/construction stage documents t correspondence 


7907250403 Forwards FOIA req,ue5t re facility 

SNVDER.O U Region 1. PKi ladelph la. Office of the Director 

79/04/10 Ip 


— 7907290409 FOIA request for info re facility 
BHNIPERfJ Mayersom H 79/04/09 Ip 


7907190154 Forwards FOIA request re environ Impact of facility 
SNYDER. 0 L Region 1. Philadelphia. Office of the Director 
79/05/09 Ip 


—7907190160 FOIA request for info re environ Impact of plant on 
Pottstown.PA vicinity 

QOGOS.R Affiliation Unknown 79/05/09 Ip 


7907300171 Notification of 790717~18 meeting w/Mark II owners group It 
OE in Lebanon. NH to discuss Mark 11 pool dynamic programs 
ANDERSON. C J Containment Systems Branch 79/07/03 12pp 


7907190150 Responds to FOIA request for info re environ impact of 
facility Info requested can be found in DE3. FES & SER. on 
file In LPDR. Pottstown Public Library . Pottstoun. PA 
FELTON. vl M Division of Rules and Records 79/07/10 Ip 


7907290476 Responds to 790409 FOIA request for info re facility Info 
requested Is available from LPDR tt found In facility SER. DCS 
& FEB Projected opening date info can be found in Yellow 
Book 

FELTON. J M Division of Rules and Records 79/07/10 Ip 


0 Adjudicatory correspondence 


7907130002 Notice of receipt of F Romano 790412 Itr requesting NRC 
investigate seismic effects of blasting at quarry near 
plants Ltr being treated at request for action per 
10CFR2 206 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/31 Ip 


■7907130007 Notifies of concern that seismic stresses could cause 
accident resulting In reactor meltdown Investigation Is 
needed of vibratory motion l< deleterious effects of ongoing 
b lasting 

ROMANO. F Affiliation Unknown 79/04/12 Bpp 


‘7907130010 Forwards activities for NRC investigation of seismic 
stresses around plants in response to F Romano 790412 ltr 
DEN10E. R P Assistant Director for Bite Technology 79/05/30 
2pp 


■7907130014 Notifies of receipt of 790412 ltr requesting investigation 
of seismic stresses near plants Ltr will be treatad as 
raquest for action per iOCFR2 206 Forwards FR notice N/o 
end 

DENTON. H R Office of Nuclear Reactor Regulation 79/06/05 2pp 


—7907130020 Forwards F. Romano 790412 ltr requesting investigation of 
seismic stresses at plants Ltr will be treatad at request 
for action per 10CFR2 206. Forwards FR notice M/o end, 

DENTONiH R Office of Nuclear Reactor Regulation 79/06/05 2pp 


H Oaneral correspondence 


7907190229 Responds to 790412 request for investigation of blasting at 
quarry near facility site FR notice end 

DENTONiH. R Office of Nuclear Reactor Regulation 79/06/05 2pp. 


0 Inspection reports. IE Bulletins St correspondence 


7907050446 Supplements response to IE Bulletin 79-08 Review under way 
No Tech Spec changes anticipated 

DALTROFF. 8 L Philadelphia Electric Go 79/03/14. Ip 


7907060422 Forwards IE Bulletin 79''! 1. "Faulty Overcurrant Trip Device 
In Circuit Breakers for Engineered Safety Sys. " Licensee 
action required 

GRIER. B H. Region 1. Phi ladelphiet Office of tho Director 
79/09/22 ip 


790705046B Responds to IE Bulletin 79-07 re computer codes used for 
seismic anlysis of safety-related piping 
BOYER. V 8 Philadelphia Electric Co 79/05/25 Bpp 


7907060244 Supplements response to IE Bulletin 78-12 Manufacturer has 
verified that no deviations in weld matl in reactor pressure 
vessel welds 

BOYER. V 8 Philadelphia Electric Co 79/05/23 Ip 


7907130516 Responds to IE Bulletin 79-04 Submits info re swing check 
valves supplied by Yelan Engineering Corp L in use at 
facility 

BOYER.V 8 Philadelphia Electric Co 79/05/25 Bpp 


7907030055 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor " 

GRIERiB H Region 1. Phi ladelph la. Office of the Director 
79/05/29 ip 


7907200134 Forwards IE Bulletin 79-12. "Short Period Scrams at BWR 
Facilities " No action required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/05/31 tp 


7907190074 Responds to IE Bulletin 79-09 No GE Type AK-2 circuit 
breakers used or planned for use in safety-related sys 
BOYER.V 8 Philadelphia Electric Co 79/06/06 ip 


7907190090 Forwards suppl IE Bulletin 79-OlA. "Environ Ouol if icafcion of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

ORIERiD H Region 1. Philadelphia. Office of the Director 
79/06/06 Ip 


7907060118 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/06/07 Ip 


7907020050 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys " 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/06/11 Ip 


7907230342 Ac k receipt of 790903 ltr informing NRC of steps taken to 
correct violations noted In IE Intp Repts 50-352/79-02 6 
50-353/79-02 

CARL80N.R T Region 1. Ph 1 ladelphla. Reactor Construction 6 

Engineering Support Branch 79/06/10 tp 


—7907230348 Responds to NRC 790406 ltr re violations noted in IE Insp 
Repts 50-382/79-02 8. 50-353/79-02 Corrective actions 
abandoned 6 replacement holes filled w/dry mortar L replaced 
by another hole 

DOVER, V B Philadelphia Electric Co 79/05/13 3pp 


—7907230440 Forwards IE Insp Repts 50-352/79-02 L 50-353/79-02 on 
790220-23 it notice of violation 

CARLSON. R T Region 1. Philadelphia. Reactor Construction L 

Engineering Support Branch 79/07/06 2pp 


—7907230442 Notice of violation from insp on 790220-23 

a Region i. Philadelphia. Office of the Director 79/04/06 
2pp 


—7907230444 IE Insp Repts 50-352/79-02 «c 50-353/79-02 on 790220-23 
Noncompliance noted failure to follow procedure for drilling 
anchor bolt holes it for storage of stainless steel pipe in 
laydown area 

MATTIA. J . DURR.J P . MCOAUGHY.R. Region 1. Philadelphia. 
Reactor Construction It Engineering Support Branch 79/04/05 

21pp 


7907110379 Forwards IE Info Notice 79”17i "Source Holder Assembly 
Damage from Misfit Between Assembly !< Reactor Upper Grid 
Platt " 

ORIERiD H Region 1. Phi ladelphia. Office of the Director 
79/06/20 Ip 


7907230695 Forwards IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Platt Designs Using Concrete Eipansion Anchor Bolts " 

Action required 

ORIER.B, H. Region 1. Philadelphia. Office of the Director 
79/06/21 Ip. 


7907120522 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping. '* No action required, 

ORIERiB.H Region 1. Philadelphia. Office of the Director 
79/06/25 ip 
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7*707100393 Foruariis IE Circular 79'-i0- “Plpaf I ttinas Mffl from 
Unacc ap ta l> k e Matl *' No acl^ton retiuirffd 

QRlERiS H Region 1. P4i i 1 arfe 1 p h iaj Office of Director 

79/06/2A Ip 


7907100434 Forward* IE Circular 79-11. "Dafllgn/Cons t Interface 
Problem " No action req.ulr'Cd 

QRIEfl.B H Region 1# Ph 1 1 acfelph la.- Office of the Director 
79/06/37 ip 


7907100507 Forward* IE Circular 79-l3( "Potenttdl Dieiel Oenorator 
Turbochiarg BT Problem " No action required 

ORIERi Q H Region Phi latfelph ia< Office of the Director 
79/06/20 Jp 


79O7iaOQ0a For^nard* lE OuUetln 79-14. *'Bet«(nic Analyei* for A*-Ballt 
Safety-Related Piping Sy* Action required 

OFHERiO H Region I« Philadelphia. Office of the Director 
79/07/D3 Ip 


79D7270393 Foruard* IE Qulletin 79“19g "Deep Draft Pump Deficiencies 
Action required 

ORIERifi H. fleglon l< Ph i 1 ade 1 ph la< Office nf Director 
79/07/11, Ip 


7907310330 Fo^\n^^Tli^ IE Circular 79-13, "Replacement of Dlecel Fire 
Pump Starting Contactor* ” No action required 
DRIER. D>M Region 1< Philadelphia* Office of the Director 
79/07/16 Ip. 


DOCKET &0-393 LIMERICK OENERATIWO STATION. UNIT 2 
A App] i cation/con*tr uctlon stage document* (< correspondence 


7907250483 Forwards FOIA request re facility 

BNTDER.O L Region li Ph 1 ladelph 1 a. Office of the Director 
79/04/10 ip 


— 7907290489 FOIA request for Info re facility 
BHMJPEft.J Mayetson. H 79/04/09 Ip 


7907I90IS4 Forwards FOIA request re environ impact of facility 
SNVDER.O U Region 1. Philadelphia* Office of the Director 
79/09/09. Ip 


--7907190160 roiA request for Info re environ impact of plant on 
Pottitown.PA vicinity 

DOOOa. R Affiliation Unknown 79/09/09 Ip 


7907300171 Notification of 790717-lS meeting w/Harl II owners group h 
OE In Labanon.NH to discuss hark II pool dynamic programs 
ANDERSON. C J Containmont Systems Branch 79/07/03 I2pp 


— 7907130030 Forward* F Romano 790413 Itr requesting investigation of 
seismic stresses at plants Ltr will be treated as request 
for action per 10CFR2 206 Forwards FR notice W/o and 
DENTONpH R Office of Nuclear Reactor Regulation 79/06/05 Spp 


H General correspondence 


7907190229 Responds to 790412 request for investigation of blasting at 
quarry near facility site FR notice end 

DENTON. H R Office of Nuclear Reactor Regulation 79/06/05 Spp 


Q Inspection reports. IE Oulletins correspondence 

7907050^46 Supplements response to IE Dulletin 79-08 Review under way 
No Tech Spec changes anticipated 

DALTROFFi B L Phi 1 adelph la Electrl c Co 79/05/U ip i 


7907060423 Forwards IE Bulletin 79“11. ''Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

'GRIER.D H Region 1, Philadelphia. Office of the Director 
79/05/23 Ip 


7907050468 Responds to IE Bulletin 79-07 re computer codes used for 
seismic anlysis of safety-related piping 
DOVER. V B Philadelphia Electric Co 79/05/35 2pp 


7907060244 Supplements response to IE Dulletin 70-12 Kanufac tutor has 
verified that no deviations in weld matl In reactor pressure 
vessel welds 

BDYEH.V S Philadelphia Electric Co 79/05/29 Ip 


7907130516 Respond* to IE Bulletin 79-04 Submit* info re swing check 
valves supplied by ^/elan Engineering Corp & in use at 
facility 

aOYER.V 8 Philadelphia Electric Co. 79/05/S5 2pp 


7907030055 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level In Oyster Creek Reactor, " 

CRIER. 0 K Region 1. Philadelphia. Office of the Director 
79/05/29 Ip 


7907200134 Forwards lE Dulletin 79-12. *'8hort Period Scrams at DWR 
Facilities *’ No action required 

ORIER«D H Region 1, Philadelphia. Office of the Director 
79/05/31. Ip 


7907190074 Respond* to IE Dulletin 79-09 No GE Type AK-2 circuit 
breaker* used or planned far use in safety-related sys 
D0YER.V8 Philadelphia Electric Co 79/06/06, Ip 


7907190150 rtespond* to FOIA request for info ra environ Impact of 
facility, Info requested can be found In DEB. FES t 8ER. on 
file In LPDR* Pottstoun Public Library « Potts town* PA 
FELTON*>/ M Division of Rules and Records 79/07/10 tp 


7907190098 Forwards suppl IE Bulletin 79-OlA. "Environ Qual 1 f Ication of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) '* Action required 

(9RIER.BH, Region 1. Ph 1 ladelp h ia. Office of the Director 
79/06/06 tp 


7907250476 Respond* to 790409 FOIA request for Info r» facility Info 
requested is available from UFDR U found in facility SER.DE8 
it FEB Projected opening date info can be found In Yellow 
Book 

FELTOMiJ. H Division of Rule* and Record* 79/07/10 Ip. 


7907060110 Forward* IE Info Notice 79-15. "Deficient Procedures " No 
action required. 

(7RIER. 8 H Region t. Ph i ladelph la* Office of the Director 
79/06/07 Ip 


G Adjudicatory correspondence 


7907130002 Notice of receipt of F Romano 790412 ltr requesting NRC 
investigate seismic effects of blasting at quarry near 
plants Ltr being treated as request for action per 
10GFR2 206 

DENTON. H R Office of Nuclear Reactor Regulation 79/05/31 ip 


--7907130007 Notifies of concern that seismic stresses could cause 
accident resulting In reactor meltdown Investigation te 
needed of vlb-ratory motion & deleterious effects of ongoing 
blasting 

ROMANO. F Affiliation Ujilnown 79/04/12. 8pp 


—7907130010 Forward* activities for NRC investigation of feismlc 
tbrasses around plants In raeponse to F Romano 790412 ltr. 
DENIBE.R.P. Aiilstant Dlractor for Site Technology. 79/Q5/30 

sfpp. 


— 7907130014 Notifies of receipt of 790412 Ur requasting investigation 
of seismic etresse* near plants Utr will be treated as 
request fo-r actlen per 10CFR2 206. Forwards FR notice N/o 
and, 

DENTON. H.n Office of Nuclear Reactor Regulation 79/D6/05 2pp. 


7907020050 Forwards IE Info Notice 79-14. "Safety Classification of 
electrical Cable Support Bys " 

OiTlER. B H Region 1. Philadelphia. Office of the Director 
7^/06/ U Ip 


7907230342 Ac k receipt of 790503 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-352/79-02 L 
50-353/79-02 

CARLBON.R, T Region 1. Philadelphia. Reactor Construction 1< 

Engineering Support Branch 79/06/iB Ip 


— 790723034Q Responds to NBC 790406 ltr re violations noted in IE Insp 
Repts 80-332/79-02 & 50-353/79-02 Corrective action** 
abandoned 6 replacement holes filled w/dry mortar 8( replaced 
by another hole 

BOYER.V.a Philadelphia Electric Go 79/05/13 3pp 


—7907230440 Forward* IE Insp Rep ts SO-352/79-02 & 50-353/79-02 on 
790220-23 «« notice of violation 

CARLBQN.R T, Region 1. Philadelphia. Reactor Construction 

Engineering Support Branch 79/07/06 2pp. 


— 7907230442 Notice of violation from Insp on 790220-23 

* Region t« Philadelphia. Office of the Director. 79/04/06 

2pp. 
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— 7907230AAA IE Itisp Reptfi 50-332/79-02 it 50-333/79'-0a on 790220-23 
Nancompl ianci* noted 1‘ollure to follou; procedure for drilling 
anchor bolt holes ^ for storage of stainless steel pipe in 
lagdouin area 

flATTlAiJ . DURRrJ P , MCGAUQHY. R Region 1. Philadelphia, 

Reactor Construction & Engineering Support Branch 79/04/05 
Slpp 


7907110379 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Oettiieen Assembly 8< Reactor Upper Grid 
Plots " 

ORlERiB H Region 1. Philadelphia. Office of the Director 
79/06/20 Ip 


7907230695 Forwards IE Bulletin 79-02. Revi sion 1. "Pipe Support Base 
Plate Designs Using Concrete Enpanslan Anchor Dolts " 

Action required 

ORlERiB H Region 1, Philadelphia. Office of tho Director 
79/06/21 Ip 


7907120522 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " No action required 

ORIER. B H Region 1. Philadelphia. Office of the Director 
79/06/25 ip 


7907100333 Forwards IE Circular 79-10, "Pipef ittlngs Mfg from 
Unacceptable Matl " No action required 

DRIER. B H Region 1. Philadelphia, Office of the Director 
79/06/26 ip 


7907100424 Forwards IE Circular 79-11. ''Oasign/Const Interface 
Problem “ No action required 

ORIER.D H Region 1. Ph 1 ladelph ia. Office of the Director 
79/06/27 ip 


7907100307 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

O-RlERiB H Region 1. Philadelphia. Office of the Director 
79/06/20 Ip 


790-7100002 Forwards lE Bulletin 79-14, "Seismic Analysis for As-Built 
Safely-Related Piping 0ys " Action required 
ORlER.fi, H Region 1. Philadelphia. Office of the Director 
79/07/02 Ip 


7907270333 Forwards lE Bulletin 79-13. "Deep Draft Pump Deficiencies " 
Action required 

ORIER.B H. Region 1. Philadelphia. Office of the Director 
79/07/11 Ip 


7907310530 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
ORlERrS H Region 1. Philadelphia. Office of tho Director 
79/07/16 Ip 


DOCKET 50-334 HOPE CHEEK NUCLEAR STATION. UNIT 1 


0. Adjudicatory correspondence 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego St Northern Thunder. Inc Deficiencies 9 St 20 re 
Perkins record Deficiencies do not raise genuine issue of 
matl fact Certificate of Sve encl 
0ORDENICK.D M Branch 4 79/05/25 29pp 


7907090171 Notifies of typographical errors in licensees joint 
motion for summary disposition re radon issues, Mistakes 
were In accompanying affidavits 

SlLBEROjJ, E Shaw. Pittman. Potts, fc Trowbridge 79/06/03 9pp 


7907100108 Responds to utils motion for summory disposition re radon 
issues Twenty-one olleged deficiencies in Perkins record 
advanced by intervenors are supported In part t< opposed In 
part. Certificate of 8vc encl 
GDRDENICK. B M Branch 4 79/06/14 29pp. 


Q. Inspection reports. IE Bulletins ti correspondence 


7907050443 Responds to IE Bulletin 79-03 Pips mfg by Youngstown Welding 
in Engineering Co ii not being supplied for use in any 
safety-related sys 

MARTIN, T,J Public Service Electric St Oai Co of New Jersey 
79/05/11. ip. 


7907060425 Forwards IE Bulletin 79-1 i, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys. " Licensee 
action required 

ORlERtB.H, Region 1. Philadelphia, Office of the Director 
79/05/22 ip 


7907tB0tl4 Responds to IE Bulletin 79-04 Jelan 3.4 or 6-inch diameter 
swing check valves will be used in Seismic Category I 
piping sys 

MARTIN,! J Public Service Electric It Oas Co of New Jersey 
79/05/22 ip 


7907160144 Notifies that response to IE Bulletin 79-07 re seismic 
analysis of safety-related piping will be made by 790B15 
MARTIN, T J Public Service Electric & Oai Co of New Jersey 
79/05/23 ip 


7907030061 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyster Creek Reactor *’ 

GRIER. B H Region 1. Philadelphia, Office of the Director 
79/05/29 Ip 


7907200142 Forwards IE Bulletin 79-12, "Short Period Scrams at BWR 
^acilitles^ " No action required 
0RIER7 b H Region 1, Ph 1 1 aiir 1 phia. -Of f i^e of the Dliuictor 
79/03/31 ip 


7907190102 Forwards suppl IE Bulletin 79-OlA, "Environ Oual if Ication of 
Class IE Equipment <Def Iclencies in Environ Oual 1 f ication of 
ASCO Solenoid Valves) " Action required 

GRIER. B H Region 1. Phi lade 1 phia. Office of the Director 
79/06/06 Ip 


7907060120 Forwards IE Info Notice 79-13. "Deficient Procedures " No 
action required 

GRIER, B H Region 1, Philadelphia. Office of the Director 
79/06/07 ip 


7907020032 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys " 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/06/ li ip 


7907110339 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate " 

GRIER.B K Region 1, Philadelphia. Office of the Director 
79/06/20 ip 


7907230700 Forwards lE Bulletin 79-02. Revision I. "Pipe Support Base 
Plate Designs Using Concrete Eepansion Anchor Dolts “ 

Action required 

GRIER. D.H Region 1. Philadelphia. Office of the Director 
79/06/21 Ip 


7907120336 Forwards IE Bulletin 79-13. "Cracking in Feedwater 0gs 
Piping " No action required. 

GRIER.B H Region 1. Philadelphia, Office of the Director 
79/06/25 ip 

7907100363 Forwards IE Circular 79-10. "Pipef ittings Mfg from 
Unacceptable Matl " No action required 

GRIER.B H Region 1. Ph i lad elphia. Office of the Director 
79/06/26 ip 


7907100429 Forwards IE Circular 79-il. "Deslpn/Const Interface 
Problem " No action required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/06/27 ip 


7907110035 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

GRIER.B H. Region 1. Philadelphia, Office of the Director 
79/06/20 ip 


7907180B11 Forwards IE Bulletin 79-14, "Belsmlc Analysis for As-Built 
Bafety-Related Piping Sys " Action required 
GRIER.B H. Region 1. Philadelphia. Office of the Director 
79/07/02 ip 


7907270361 Forwards IE Bulletin 79-15* "Deep Draft Pump Deficiencies " 
Action required 

GRIER.B N Region 1* Philadelphia. Office of the Director 
79/07/U Ip 


7907310536 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
GRIER.B H. Region 1. Philadelphia. Office of the Director 
79/07/16 Ip 

DOCKET 50-353 HOPE CREEK NUCLEAR B TAT I ON, UNIT 2 


G Adjudicatory correspondence 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego It Northern Thunder. Inc Deficiencies 9 & 20 re 
Perkins record Deficiencias da not raise genuine issue of 
matl fact, Certificate of Sve encl 
BORDENiCKi B, M Branch 4 79/05/25. 29pp 
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7907090171 Notjfifla of cgpogi'jphic^l •rrort in llcenseet joint 
fHotlon -for- summary disposition rs radon issues Mistakes 
ttfera in ac coiripaTiglng affidavits 

eiLDERO. JE Shaui, Pittman, PottSi tc Trowbridge 79/06/05 9pp 


7907l3OlGe Responds to utils motion for summarg disposition re radon 
i sf ue s. Turntg-Dne alleged deflcianclcs in Perkins record 
advanced bg Intervanors are supported In part & opposed in 
part Certificate of Svc end 
BORDENICK, B M Branch A 79/06/14 29pp 


Q Inspection reports, IG Bulletins t correspondence 


7907050443 Responds to IE Bulletin 79-03 Pipe mfg bg Voungstoun Melding 
it Engineering Co is not being supplied for use In ang 
safe tg-relatad sgs 

MARTIN. T.J Public Service Electric & Oas Co of Neu Jersey 
79/05/11 ip 


7907060455 Forwards IB Bulletin 79-1 li “Faultg Qvercurrent Trip Device 
in Circuit Breakers for Engineered Bafetg Sge Licensee 
action required 

GRIER, S H Region 1, Philadelphia. Office of the Director 
79/05/22 Ip 


79D7iB0ll4 Responds to IE Bulletin 79-04 Velan 3,4 or 6-inch diameter 
swing check valves ui 1 1 be used in Seismic Category I 
piping sgs 

MARTIN, T J Public Barvice Electric b Oas Co of New Jersey 
79/05/22 ]p 


7907160144 Notifies that response to lE Bulletin 79-07 re seismic 
analysis of safety-related piping will he made by 790B15 
MARTIN, T J Public Bervico Electric U Gas Co of New Jersey 
79/09/23 I p 


7907030<061 Forwards IE Info Notice 79-13, “Indication of Lou Mater 
Level in Oyster Creek Reactor “ 

GRIER, B H Region 1, Phi ladelphia, Office of the Director 
79/05/29 Ip 


7907S0D142 Forwards IE Bulletin 79-12, “Short Period Scrams at DMR 
FaclUties “ No action required 

GRIER, a H Region 1, Philadelphia, Office of the Director 
79/05/31. Ip 


790719^102 Foruards suppi IE Bulletin 79-OlA. “Environ Qualification of 
Class IE Equipment (Dafic lancies In Environ dual if teatlon of 
AQCQ Saletiold Valves! “ Action required 

GRIER, a H Region 1, Philadelphia, Office of the Director 
79/06/06 Ip 


790706012B Forwards IE Info Notice 79-15, “Deficient Procedures “ No 
action required 

GRIER, B H. Region 1# Philadelphia, Office Of the Director 
79/06/07. Ip 


7907020092 Forwards IE Info Notice 79-14, “Safety Classification of 
Electrical Cable Support Bys “ 

GRIER, B.H. Region 1» Phi ladelphia. Office of the Director 
79/OA/lt Ip 


7907H0389 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly 8c Reactor Upper Grid 
Plate 

GRIER, 8 H Region If Philadelphia, Office of the Director 
79/06/20 Ip 


7907230700 Forwards IE Bulletin 79-02, Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Etpanslon Anchor Bolts " 

Action required 

ORlEfl, B H Region 1, Philadelphia, Office of the Director 
79/06/21 Ip 


7907120536 Forwards IE Bulletin 79-13, “Cracking in Feedwater 8ys 
Piping “ No action required 

GRIER, B H Region li Philadelphia, Office of the Director 
79/06/25 Ip 


7907100363 Forwards IE Circular 79-10, "Plpefittinjs Hfg from 
Unacceptable Hatl " No action required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/06/26. Ip 


7907100429 Forwards IE Circular 79-U, “Design/Const Interface 
Problem, ” No action required, 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/06/27 Ip. 



7907110035 Forwards IE Circular 79-12, “Potential Diesel Generator 
Turbocharger Problem " No action required 

GRIER, D H Region 1. Philadelphia. Office of the Dtrectoi 
79/06/2B ip 

7907180611 Forwards IE Dulletln 79-14, “Seismic Analysis for As-Dullt 
Safety-Related Piping 8ys " Action required 

GRIER, B H Region 1, Phi ladelph io, Office of the Director 
79/07/02 Ip 

7907270361 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies 
Action required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
79/07/11 Ip 


7907310536 Forwards IE Circular 79-13, “Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
GRIER, D H Region 1, Philadelphia, Office of the Director 
79/07/16 ip 

DOCKET 30-356 UNIV OF ILLINOIS LOPRA RESEARCH REACTOR 


P Operating license stage documents L correspondence 


7907190840 Forwards license renewal review Items License will expire 
791101 Renewal requires demonstration that reactor can 
continue to be operated safely L withstand prolonged use 
REID, R W Operating Reactors Branch 4 (Pre 790625) 79/05/30 

fipp 


0 Inspection reports, IE Dulletins tt corr espondance 


7907230432 Forwards IE Info Notice 79-16, “Nuclear Incident at TMl," 

No action required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 79/06/22 
IP 

7907240030 Forwards IE Info Notice 79-18. "Sky lab Reentry “ No action 
required 

KEPPLER, JO Region 3, Chicago, Office of the Director 79/07/09 

Ip 


DOCKET 50-350 MILL 1AM H ZIMMER NUCLEAR STATION, UNIT I 


A Appllcation/conitructlon stage documents U correspondence 


7907160109 Draft memo re licensing strategy for plants w/fuol load 
dates In CV79 

BOYD, R B Division of Project Management 79/03/28 6pp 


7907130465 Expresses satisfaction that 790501 meeting provided info 
requested re operation of nuclear power plants In OH 
DENTON,H R Office of Nuclear Reactor Regulation 79/05/24 Ip 


— 7907130474 Requests briefing be arranged on 790501 or OP re safe 
operation of nuclear power plants in OH 
MCAVOYiJ F Ohio, State of 79/04/16 ip 


— 790713047^ Requests comments, in View of TMl Incident, r« adequacy of 
facility staff training, safety emergency procedures U 
plant design Also seeks info re sys St safety reviews planned 
for facilities In OH 

MCAVOY,J F Ohio, State of 79/04/12. Ip 


7907130018 Notification of 790615 meeting w/Mark II owners 8< GE in 
BethesdaiHD re closure of Mark II lead plant program 
ANDERSON, C J Assistant Director for Reactor Safety. 79/06/05 

6pp, 


7907JB0415 Notification of postponement of 790615 meeting w/Mark II 
owners It GE to discuss closure of Mark II lead plant 
program Meeting will be rescheduled 

ANDERQON, C J. Containment Systems Branch 79/06/05, 2pp, 


7907090231 Notification of 790724-25 meeting u/representatlves from 
lead Mark II plants to discuss long-term program 
ANDERSON, C J Containment Systems Branch, 79/06/11 2pp 


7907300535 Confirms planned 790626 meeting in Cine Innati, OH to discuss 
,the const status tc preoperat lonal testing programs, 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 79/06/18 
JP 


7907250063 Notification of 790726 meeting u/0E,C Economus Sc Hark II 
bwnars in B«thesda,MD to discuss closure of Mark It lead 
plant program, 

ANDERSON, C.J Containment Systems Branch. 79/06/25. 6pp 
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7907300171 Notification of 790717-18 mooting w/liai k 11 □unei'n group & 
GE in Lebanon^NH to discuss Mark II pool dynamic programs 
ANDERSON* C J Contalnmont Systems Qraneh 79/07/03 t8pp 


7907310429 Forwards Amend 12 to containment design assessment rept 
Amend consists of App F« “Containment Structure 
Assessment for LOCA Jet Impingement Pool Swell Loads " 
BOROMANNiE A Cincinnati Oas h Electric Co 79/07/30 Ip 


-“-7907310431 Amend 12 to containment design assessment rept Amend 
consists of App Fi “Containment Structure Assessment for 
LOCA Jet Impingement & Pool Buell Loads “ 

# Cincinnati Oas Electric Co 79/07/30 41pp 


D NRC Draft/Final Environmental Statements* suppls & correspondence 


7907060427 Notifies that revisions to draft ETS have been forwarded 
under separate cover Requirements re manitorlng impact on 
water quality fish impingement are not included in ETS 
NRC agrees w/stds set by OH ERA 

BALLARD* R L Environmental Projects Branch 1 79/06/09 3pp 


F Security* medical* emergency 6 fire protection plans 


790730038/ Forwards Revision 13 to fire protection evaluation rept. 
consisting of three revised pages 6 supplemental rept* 

“Fire Protective Cable Tray Fire Tost" 

BORONANNiE A Cincinnati Oas 6 Electric Co 79/07/13 6pp 


—7907300395 “Fire Protective Cable Tray Fire Test*" submitted on behalf 
of util 

ABRAMS. M S Portland Cement Association 79/07/13 I43pp 


0 Adjudicatory correspondence 


7907110432 Cincinnati Oas 6 Electric opposition to Intervenor Miami 
Valley Power Project motion to amend petition to intervene 
Certificate of Sve end 

CONNER* T B * RADER* R M Conner* Moore It Corber. 79/05/09 9pp 


—7907110437 Rept on "Cable Raceway Protection Qys Fire Test 
Investigation" for B8<W Project 7BNK5349 
PRZYBYLA*L J * HOWELL. K W * PARKS* R L obsolete code 

78/09/06 49pp 


7907110449 Miami Valley Power Project objections to certain of NRC 
790420 interrogatories Protective order should bo granted 
as Interrogatories 14*25 t* 42* re summary request of expert 
testimony* have effect of moving deadline ahead 
KOaiKiL 8 Koslk* L 8 79/05/09 Ip. 


—7907110456 Intorvenor Miami Valley Power Project answers to NRC 790420 
interrogatories 

K08IK.L S Kosik* L B 79/05/Q9 7pp 


—7907110463 Miami Valley Power Project objections to certain of 
Cincinnati Oas it Electric 790420 fifth set of 
interrogatories Protective order should be granted re 
Interrogatories 17 it 23 as being irrelevant !< burdensome 
KOaiKrL. B Kosik* L 8 79/05/09 Ip. 


—7907110466 Intervenor Miami Valley Power Project answer to Cincinnati 
Oas 8* Electric 790420 fifth set of interrogatories 
KOaXKrL 8 Koslk* L 8 79/05/09 5pp 


— 79071 1047S Comments on consequences of In-depth investigation In 
response to JO Keppler 781204 1 br re allegations concerning 
cable trays Affidavit It Certificate of 8vc end. 

HDFCTADTER.E P Miami Valley Power Project 78/18/11 5pp 


7907050544 Motion by intervenor City of Cincinnati for continuation of 
hearing until TMI investigation completed Accident at TMI 
challenges current safety concepts, Certl flcate of Sve end 
LUEBBER8.TA Cincinnati, OH. 79/05/10 7pp 


7907120274 Requests limited appearance at hearing scheduled for 790522 
re licensing of facility. 

RUTHEMEYER* T d, Clermont County* OH. 79/05/10 2pp 


7907110483 Forwards Cincinnati Oas it Electric objections to certain of 
intervenor Miami Valley Power Project 790480 third set of 
interrogatories It Cincinnati Oas motion for protective 
order Responses to remaining questions will be forwarded, 

WAT TER HAHN # M J Conner, Moore It Corber. 79/05/14 Ip 


— 7907110420 Cincinnati Gas I* Electric objections to certain of 
intervenor Miami Valley Power Project 790420 third bet of 
interrogatartos. 6 Cincinnati Gas l< Electric motion for 
protective order Certificate of Sve encl 
HATTERHAHN*M J Conner* Moore 6 Corber 79/05/14 6pp 


7907170237 Forwards affidavits of PR Anderson* AM Hlll.WR Kelley, 
WH Zimmer It RP Wiwl* copies of which ware Included 
w/applicant 790423 suppl motion for summary disposition 
Typographical errors corrected 

WETTERHAHN. M J Conner, Moore 8* Corber 79/05/15 ISpp 


7907110413 Miami Valley Power Project motion to allow non-atty 
members of Miami Valley Power Project to appear It 
participate In hearings 
KOSIK. L 8 Kosik* L S 79/05/16 2pp 


—7907110505 Notlco of appearance on behalf of intervenor Miami Valley 
Power Project 

FELDMAN* J H Feldman* J H * Jr 79/05/15 Ip 


—7907110515 Notice of appearance on oehalf of Intervenor Miami Valley 
Power Project Certificate of Bve end 
SHANE, 0 C Shane It Rebel 79/05/15 2pp 


7907100656 Requests hearing appearance , 

ALDAKEfl.V Affiliation Unknown 79/05/18 Ip 


7907100660 Requests to make limited appearance statement at 790523 
hearing 

DIEHL, a. E Affiliation Unknown 79/03/18 Ip 


7907100681 Intorvenor Valloy Power Project opposition to Cincinnati Oas 
It Electric supplemental motion for summary disposition re 
financial competence of util to operate facility Certificate 
of 6vc end 

KOSIK* L Kosik, L 8 79/08/21 7pp 


7907100720 Opposes issuance of OU 

e Affiliation Unknown 79/05/30 7pp 


7907110131 Miami Valley Power Project answers to certain of NRC 
interrogatories Affidavit t< Certificate of 8vc end 
RIOOERO*8 A Miami Valley Power Project 79/05/30 4pp 


7907310097 Notification of appearance on behalf of Cincinnati Oas 6 
Electric Co Certificate of Bve encl 
RADER, R M Conner. Moore I* Corber 79/05/30 3pp 


7V0719074B Summary of Intervenor Fankhauser-prepared testimony for June 
1979 hearing re Contention 6 relating to spent fuel pool at 
facility 

FANKHAU8ER, D D Affiliation Unknown 79/06/01 7pp 


7907060006 Forwards applicant testimony rt Contentions 14*13 I* 16 
concerning cable trays*mfg of control rods I* control rod 
seals. Prof qualifications of HN Schwiers.FL Santa It VI4 Pence 
encl 

CONNER,? 0 Conner* rtoore It Corber 79/06/08 13pp 


7907190187 Miami Valley Power Project motion to reschedule licensing 
hearings during evening hours 
K03IK,L.B Koslk* L 0 79/06/03 Ip 


—790/190134 Miami Valley Power Project memo in support of motion to 
allow hearing participation by parties other than attys 
BHANEiS C Shane It Rebel 79/06/08 4pp. 


—7907190136 Testimony concernlity Caiiiention 14 re cable trays welding 
KOFaTADTER* E. P Miami Valley Power Project 79/06/0B 3pp 


— 7907190132 Testimony concerning Conivutions IS & 16 re procedures 
involving control rods It control blades. 

MARTIN* T D Miami Valley Power Project. **9/06/00 4pp 


—7907190150 Testimony re pri«se,iw. ut .oiwtgn matter in control rods 
Certificate of 8vc end 

REYNOLDS* O.L Miami Valley Power Project 79/06/0B 3pp 


/907100708 Cinclniiwwi v«s It Electric musion to strike intervenor DB 
Fankhaussr 790601 testimony for June hearing Fankhauser 
comments I* conclusions are argumentative It unsupported by 
law or facts Certificate of Sve end. 

CONNER*!. B, Conner* Mo ore It Corber 79/06/09 6pp 


7907130067 Order granting intervenor Miami Valley Power Project 790516 
motion it intorvenor D Fankhauser 790521 request for non-etty 
representation re Issues raised by other parties or by ASLB. 
SECHHOEPER* C. Atomic Safety and Licensing Board Panel 79/06/13 

Opp 
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7907190&87 Cincinnati Oat & Electric further retpontat to Miami Vallay 
Pouar Project third set of i nterrogator fat Affidavit & 

Certificate of Svc end 

BORGKAKN.E A Cincinnati Oat 1. Electric Co 79/06/15 13pp 


K Utility final Sflfotg Analgtlt Report (FSAR) 8* amandt 


790717008^ Forwards Revision 59 to FSARi consisting of responses to 
second round questionsi subml tied as Amend 94 to OL 
app lication 

DORGMANNiE A Cincinnati Gas |< Electric Co 79/07/13 Spp 


—7907170086 Revision 59 to FSAR 

* Cincinnati Gas t Electric Co 79/07/13 70pp 


7907230491 Foruiards Certificate of Bvc of FSAR Revision 59 
DQROHANMiE A Cincinnati Gas tt Electric Co 79/07/19 Spp 


Q Inspection reports# lE Bulletins 8t correspondence 


79071B059G Foruards IE Insp Rapt 50-358/79-06 on 790227-28# 0301-02# 
19“23 it 0409-1 1 h notice of violation 

KEPPLERiJ Q Region 3# Chicago# Office of the Director 79/05/16 
Spp. 


— 79071Q0608 Notice of violation from Inap on 790227-20# 0301-02. 19-23 h 
0409-11 

* Region 3# Chicago. Office of the Director 79/05/07 3pp 


— 79071B0627 IE Insp Rept 50-358/79-06 on 790227-28 h 0301-02.19-23 «« 
0407-11 Noncomp 1 lance noted failure to follow procedures# 
Inadequate procedures i. inadequate records 

MAURA# F A # DETTENHEIER, R tl# STREETER# J F Region 3# Chicago. 
Office of the Oirector 79/05/07 14pp 


7907130153 Forwards documentation info in response to IE Bulletins 
78-18# 12A & 12B re attiplcal weld mstl In reactor pressure 
vestal ualds OE investigation concludes identified weld 
deposits unMIralg 

BOROMANN.E A Cincinnati Gas St Electric Co 79/05/25 3pp 


—790713015a Forwards rapt re IE Bulletins 79-lS «t 12A W/o end 
KELLEY# R H Chicago Bridge & Iron Go 79/04/24 Ip 


790719OIS1 Responds to IE Bulletin 79-07 re seismic analvsls of 
safety-related piping Poruards Sargent ti Lundy 790518 Ltr re 
bulletin Facility seismic anolysis programs do not employ 
algebraic techniques described in bulletin 
BQROMANKiE A Cincinnati Gas ^ Electric Co 79/05/25 6pp 


7907200300 Forwards IE Bulletin 79-12. "Short Period Scrams at BWR 
Facilitios " Mo action required 

KEPPLER.J 0 Region 3. Chicago# Office of the Director 79/05/31 
If 


7907090425 Responds to IE Bulletin 79-07 Identified computer codes not 
used for seiemlc analysis of OE piping sys 
BOROnANM. E A Cincinnati Gas It Electric Co 79/06/06 3pp 


7907190236 Forwards tuppl IE Bulletin 79-OlA# “Environ Qualification of 
Class IE Equipment {Deficiencies in Environ Qualification of 
AQCO Eolenaid Valves) " Action required 

KEPPLERjJ.Q. Region 3# Chicago# Office of the Director 79/06/06 
If 


7907240846 Forwards IE Info Notice 79-15# “Deficient Proceduree “ No 
action required 

KEPPLER# J 0. Region 3# Chicago, Office of the Director 79/06/07 
Ip. 


79070600D7 Advises that IE Info Notice 79-15# “Deficient Procedures” 
was forwarded to llstsd utile 

PAPPAS# H. Region 3« Chicago# Office of the Director 79/06/08 

app 


7907020248 Forwards IE Info Notice 79-14, “Safety tlaislf Ication of 
Electrical Cable Support 8ys. " 

KEPPLER* J.O Region 3* Chicago# Office of the Director 79/06/11 

Ip 


310213 Forward* IE Insp Rapt 50-358/79-16 on 790502-04 t* 29-30. No 
scompl lance noted 

’fiHMAM#R F. Region 3# Chicago* Reactor Operations Nuclear 
lort Branch 79/06/14 Spp 


—7907310222 IE Insp Rept 50-358/79-16 on 790502-04# 29-30 No 
noncompl iance noted Major area* inspected operating S# 
surveillance procedures Documents 790504 meeting u/licensee 
mgt to discuss proposed assignment of resident Inspector 
MENNINO# J E # WARNICK.R F Region 3# Chicago, Reactor 

Qparatlons Nuclear Support Branch 79/06/12 5pp 


7907020416 Forwards IE Info Notice 79-17# “Oporco Holder Assembly 
Damage from Misfit Between Assembly t Reactor Upper Grid 
Plate “ 

KEPPLER. J 0 Region 3# Chicago. Office of the Director 79/06/20 

Ip 

7907120215 Forwards IE QulUtln 79-02# Revl si on 1. “Pipe aupport Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

KEPPLER, J 0 Region 3# Chicago. Office of the Director 79/06/21 

Ip 

7907120693 Forwards IE Bulletin 79-13# "Cracking In Feedwater Sys 
Piping “ No action required 

KEPPLER. J 0 Region 3. Chicago# Office of the Director 79/06/25 

Jp 


7907060306 Forwards IE Circular 79-10# “Pipef 1 tt Ings Mfg from 
Unacceptable Mat! “ No action required 

KEPPLER. U 0 Region 3. Chicago. Office of the Director 79/06/26 

Ip 


7907050469 Forwards IE Circular 79-11# “Dosign/Const Interface 
Problem " No action required 

KEPPLER# J 0 Region 3# Chicago# Office of the Director 79/06/27 

Ip 


7907180400 Forwards lE Circular 79-12# “Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER# J 0 Region 3# Chicago# Office of the Director 79/06/26 

Ip 


7907130259 Forwards lE Bulletin 79-14# “Seismic Analysts for Aa-Bullt 
Safety-Related Piping Sys " Action required 

KEPPLER, J 0 Region 3# Chicago# Office of the Director 79/07/02 

Ip 


7907310319 Forwards IE Bulletin 79-15# "Deep Draft Pump Deficiencies “ 
Action required 

KEPPLER# J 0 Region 3# Chicago. Office of the Director. 79/07/11 

Ip 


7907310405 Forwards IE Circular 79-13# “Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER# U G Region 3. Chicago# Office of the Director 79/07/13 
IP 


7907860164 Notifies that written responses to IE Bulletin 79-15# Buppl 
i.should be directed to IE Div of Reactor Const Insp 
KEPPLER, J G Region 3. Chicago# Office of the Director 79/07/18 
Ip 


7907260346 Forwards 1C Info Notice 79-i9# “Pipe Cracks in Stagnant 
Borated Mater 8gs at PNR Plants “ No action required 
KEPPLER.J 0 Region 3, Chicago# Office of the Director 79/07/10. 
ip 


7907250224 Forwards IE Bulletin 79-14. Revl si on 1# “Seismic Analysis for 
As-Bullt Safety-Related Piping 8ys, " Action required 
KEPPLER.J 0 Region 3, Chicago# Office of the Director 79/07/20 
IP 


T Hearing transcripts on non-antltrust matters 


7907090099 Transcript of 790619 hearing In Cine Inna ti, OH Pp 533-696 
Exhibits end 

BECHHQEFERiC # HOOPER# R F # DRI0KT#O G Atomic Safety and Licensing 
Board Panel 79/06/19 iB9pp 


7907030265 Transcript of 790620 hearing In Cincinnati, OH. Pp 697-800 
FB Fankhauter testimony end 

BECHHQEFER# C. , HOOPER, F F, , BRIGHT, 0 Q Atomic Safety and Licensing 
Board Panel, 79/06/20 19epp 


7907030300 Transcript of 790620 hearing In Cincinnati# OH. Pp 609-975 
BECHHOEFERrC # KOOPER# F F # BRIGHT, 0.0 Atomic Bafety and Licensing 
Baard Panel 79/06/80, 07pp 


7907120894 Transcript of 790621 hearing In Cincinnati# OH Pp 976-1,155 
Testimony of applicant 6 EP Hofstadtar end 

BECHHQEFER, C # HOOPER# P F. . BRIGHT, 0 0 Atomic Safety end Lieinsing 
Board Panel. 79/06/21 107pp 
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7907120170 Tranacvipt of 790d>22 htaring In Cine innat i ► OH Pp 1. 15i- 
li 339 

BECHHOEFER.C , HOQPERi F F , DRIGHTiO 0 Atomic Safety and Liconfting 
Board Panel 79/06/22 163pp 


7907120303 Transcript of 790626 hearing In Cine Innat 1 p OH Pp li340~ 
li 332 

eeCHHOEFERjC » HOOPERi F F p BRIOKTiO 0 Atomic Oafety and Licensing 
Board Panel 79/06/26 I93pp 


7907120400 Transcript of 790626 hearing In Cine Innat 1 p QH Pp Ip sas- 
Ip 60S 

DECHHDEFERpC p HOOPERpF F p BRIQMTiO O Atomic Safety and Licensing 
Board Panel 79/06/26 63pp 


7907120158 Transcript of 790627 hearing in Cine innati p OH Pp Ip 606- 
lp817 Testimony of T V/andelpR AndersomH Wescott it FA Maura 
t< other exhibits end 

BECHHOEFEfii C i HOOPER* F F p BRIGHT* 0 0 Atomic Safety and Licensing 
Board Panel 79/06/27 292pp 


7907120446 Tranocrlpt of 790628 hearing in Cine innat i p OH Pp 1*817- 
2*034 

BECKHOEFERpC * HOOPER* r F . BRIGHT* 0 Q Atomic Safety and Licensing 
Board Panel 79/06/28 210pp 


7907120469 Transcript of 790629 hearing In Cine Innat 1. OH Pp 2. 033- 
2* 221. Testimony of applicant i< VW Pence end 

BECHHOEFER*C , HOOPER. F F * BRIGHT. G 0 Atomic Safety and Licensing 
Board Panel 79/06/29 193pp 


DOCKET 50-360 DATTELLE MEMORIAL INST CRITICAL FACILITY 


0 Inspection reports* IE Bulletins & correspondence 


7907S30320 Forwards lE Info Notice 79-16* "Nuclear Incident at TMI " 
No action retiuived 

ENGELKEN* R H Region 5* San Francisco* Office of the Director 
79/06/22 Ip 


7907230744 Forwards IE Info Notice 79-18. "8kylab Reentry " No action 
required 

ENGELKEN* R H Region S* San Francisco* Office of the Director 
79/07/06 Ip 


DOCKET 50-361 SAN ONOFRE NUCLEAR BTATION* UNIT 2 


A Application/construction stage documents £< correspondence 


7907050131 Summary of 790427 meeting u/util C-E In Dethesda.MD re 
core protection computer review 

ROOD* H Light Water Reactors Branch 2 79/03/18 24pp 


7907030378 Forwards addendum to "Cultural Resources h High Voltage 
Transmission Line From San Onofre to Santiago Substation & 

Black Star Canyon " 

BASKIN* K P Southern California Edison Co 79/06/27. Ip 


—7907030382 Addendum to "Cultural Resources & High Voltage Transmlsion 
Line From San Onofre to Santiago Substation fr Black Star 
Canyon* " by Cultural 8ys Research* Inc 
e Southern California Edison Co. 79/04/13 20pp 


7907130439 Responds to atructural audit Info requests Forwards 
nonproprietary responses to acion 1 terns* proprietary St 
nonproprietary versions of structural design calculation 
packages 8( affidavit of LG Hinkelman 

HAYNES* J.O Southern California Edison Go 79/07/06 36pp 


7907260666 Forwards "Rept on Exploration/Demobl 1 Ixatlon of Wells 4 << 3" 
by Woodward Clyde "Rept on Deep Exploration Drilling 
Program* Dewatering Well 7" & "Rept on Exploratlon/Orouting 
Program* Dewater ing Well 7"<2 vols}<by Bechtel 
BA9KIN*K P Southern California Edison Co 79/07/11 ISpp 


—7907260671 ’^Rept on Exp loration/Demob i 1 1 zatlon of Walls 4 & 3. 
a Woodward-Clyda Consultants 79/07/31 313pp. 


—7907260677 "Rept on Deep Exploration Drilling Program* Dewatering Well 
7" 

e Bechtel Power Corp. isubs of Bechtel Corp >. 79/06/30 250pp 


— 7907260683 "ftept on Exploratlon/Orouting Program Dewatering Well 7*" 
Vol 1. 

a Bechtel Power Corp, (subs of Bechtel Corp. ). 79/06/30 200pp 


—7907260609 "Rept on Eip loration/Oroutlng Program* Dewater i ng Well 7*" 
Vol 2 

* Bechtel Power Corp (subs of Bechtel Corp 1 79/06/30 SOOpp 


7907310274 Forwards "AppLicatlon for Permission to Transfer Ownership 
Interest to Cities of Anaheim 6 Riverside* CA & for Amend 
to CPs CPPR-97 *c CPPR-98 " 

DRAKE* J H aouthern California Edison Co 79/07/17 ip 


—7907310280 Ack receipt of antitrust info on 790719 Info acceptable 
for docketing & distribution 

TOALBTON, A Antitrust Sc Indemnity Group 79/07/19 2pp 


— 7907310286 "Application for Permission to Transfer Ownarshlp Interest 
to Cities of Anaheim & Riverside* CA 6 for Amend to CP 
CPPR-97 6 CPPR-9a, " Vo Is 1-3 

DRAKE. J H Southern California Edison Co 79/07/17 lOOpp 


7907310377 Forwards Jul 1979 "Final Environ Impact Rept" re proposed 
San Onofre-to-Mlssion 230 bV transmission line Ei^cl 
available in Central Files 

STEOER.D D California* State of 79/07/27 Ip 


F Security* medical* emergency S< fire protection plans 


7907120473 Summory of 790427 meeting w/Bouthern CA Edison & San Diego 
Gas tt Electric Co in Dethosdo.MD re staff flro protection 
criteria 

RDOO.H Light Water Reactors Branch 2 79/05/29 3pp 


— 79071204B5 Preliminary draft first round questions on fire protection 
* Light Water Reactors Branch 2 79/08/27 i3pp. 


0 Adjudicatory correspondence 


790731048S Corrects info submitted to Board on 790306 re Issuance of 
8NM license for new fuel to be used at site Bubiequently 
informed that License 8NM-ia44 was already issued 
CHANDLER. L J Branch 1 79/03/16 Ip 


—7907310326 License authorizing receipt* possession tc storage of up to 
20 g U-23S contained in fission chambers for eventual use in 
reactors 

CROW. W T Division of Fuel Cycle & Material Safety 79/01/02. 
tp. 


7907170233 Requests for documents submitted to util by Friends of the 
Earth Seeks info re effects of dewatering of well cavitiesi 
various geologic studies of land area it substratum 6 siting 
studies Certificate of 8vc end 
WHARTON* R J Wharton, R J 79/05/22 6pp 


7907190198 Petitions NRC to deny OLs Plant is dangerously sited near 
active earthquate fault 

RUSSELL* A F * OREENGAUD* 8 * SILVERMAN* L Affiliation Unknown 
79/06/03 Ip 


7907130392 Objection by util to Friends of the Earth 790922 
document request Rules of Practice demand that documents 
be made available for insp St copying Certificate of Bve 
encl 

PIOOTT.D R Chlckerlng it Gregory 79/06/19 4pp 


H General correspondence 


7907030591 Requests time ic distance parameters for emergency planning 
HICKS, L,H California* State of. 79/03/13, Ip 


— 7907050554 Requests Info re evacuation & emergency planning. 
HICKS.L H California* State of 75/12/31 Spp 

K Utility Final Safety Analysis Report <F8AR) !< amends 


7907090292 Submits affidavit of sve It distribution list for Amend 13 to 
FQAR. 

HAYNES* J.O Bouthern California Edison Go 79/06/26, 3pp, 


Q. Inspection reports* IE Bulletins it correspondence 


7907110703 Forwards IE Insp Repts 50-361/79-07 it 50-362/79-07 on 
790201-28 Si notice of violation, 

SPENCER* 0 6 Region 9* Ban Francisco* Reactor Construction Sc 

Engineering Support Branch 79/04/27. 2pp 


— 7907110712 Notice of violation from insp on 790201-28 

e Region 9* San Francisco* Office of the Director, 79/04/27 

2pp 
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DOCKETED ITEMS 


— 790'7U0725 IE Insp ««pt* 90-36 1/79-07 fc 90-362/79-362 qn 790201 -26 
Koncompl iance notfid imprpper storage of i^ln-Fon radiator 
fsn motor & nonova 1 labil i ty of procodurs qua 1 1 float ion 
focords for post u«ld haat-treatjnant 

PATEiR J I HAlSTrD P Ragion 9i San rrancltco^ Office of tho 
Dl-(*ctoT HAYNE8. R C Region San Franc i*cdj Reactor 

Construction 6 Engineering Support Branch. 79/04/26 Spp 


7907130531 Responds to IE Bulletin 79-03 ro plplnjj mfg by Voungitouin 
Uelding & Engineering Co Rept submitted 7B1201 discussed 
(Matter in detail 6 should adequately addrees issue. 

BASKiNiK P Southern California Edison Co 79/05/04 Ip 


7907760318 Forwards rC Insp Repts 50-361/79-11 t* 30-362/79-11 on 
790409-12 No none ompl lance noted 

SPENCERiO 3 Region 9i San Franciscoi Reactor Construction & 

Engineering Support Branch 79/05/21 2pp 


—7907260649 IE Insp Rept 50-361/79-11 & 30-362/79-11 on 790409-12 Ho 
nonccmpl iance noted Mayor areas inspected const activities* 
installation of reactor vessel internals Ic safety-related 
equipment & prestrvlca insp. 

ALBERTiW 0 , HAiaT, D P Region 5. San Franc taco* Office of the 

Director. HAYNESiR C Region 5* flan Franclfico* Reactor 

Construction tc Engineering Support Branch 79/03/21 9pp 


79 O7O9OS30 Responds to IE Bulletin 79-07 No Idontlfied methods 
utilized for aeUmlc analgses of safety-related piping 
BABKIN* K P Southern California Edison Co 79/09/23 2pp 


7907090239 Responds to IE Bulletin 79-04 Velan has not supplied* nor 
scheduled to supplyj valves for plant uie 

BASKIN* K P Southern California Edison Co 79/05/24 ip 


7907100694 Summary of 790304 meeting w/utili in DethBsda*MD re 
interpretation of seismic profiles Foruards consultant 
790707 Itr r* evaluation of offshore fault 
ROOB*H Light Water Reactors Branch- 2 79/0S/30 6pp 


7907200374 Forwards IE Bulletin 79-12* "Short Period Bcra/ivs at BWR 
Facilities " No action required 

ENOEl.KEN*R H Region 9* San Francisco* Office of the Director 
79/05/31 Ip. 


79Q7260965 Forwards IE Imp Repts 50-361/79-18 <t 50-362/79-18 on 
790401-30 No noncomplianc c noted 

SPbNCERiO 8 Region 5r San Francisco* Reactor Construction it 
Englne»i*<^q Support Branch 79/06/01 8nt» 


—7907260978 lE Imp Repts 50-361/79-18 30-362/79-18 on 790401-30 No 

noncompHance noted Major areas inspected const activities 
including piping storag e* fit-up* uel ding 1 nondestructive 
testing It protection of reactor pressure vessel l* internals 
PATE* A. J Region 5* flan Franciseo* Office of th* Director 
DODOS* R.T, Region 9* San Francisco* Reactor Construction & 
Engineering Support Branch, 79/05/31 4pp 


7907180380 Notification of 790612 moating w/util in Beth«sda*MD to 
discuss probability analysis of offsite haiards gas 
pipelines 6 harordouS transportation 

ROOD* H Light Water Reactors Branch 8 79/06/05 3pp 


7907300442 Forwards 3E Insp Repts 30-361/79-13 & 30/362/79-13 on 
7903'0'7-iO No noncompHance noted 

SPENCER* 0 B Region 5* San Franclscoj Reactor Construction 6 

Engineering Support Branch 79/06/14 2pp 


—7907300451 IE In»p Ropt 30-361/79-13 ht 50-362/79-13 on 790307-10 No 
none oRipl iance noted Major areas inspected const activities* 
Including pipe installation fit welding ic containment 
pOB t-tensioning sys 

ECKHARDT*J H * DODDS* R T * NARBUT* P P Region 5* Ban Francisco* 

Reactar Construction & Engineering Support Branch 79/06/14 4pp 


7907020430 Forward# IE Info Notice 79-17# "flource Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Orid 
Plate. " 

ENOEmEH*R. M Region 5* Ban Franciacd* Office of the Director 
79/06/20 Ip 


7907120014 Forwards IE Bulletin 79-02* Revision 1* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts '* Action 
required 

eNGELKeH*R H Region 5* Ban Francisco* OffUo of the Director 
79/06/21 Ip 


7907120620 Forwards IE Bulletin 79-13* "Cracking in raaduater Bys 
Piping “ No action required 

ENOELREN*R H Region 5* Ban Francisco* Office of the Director 
79/06/23 Ip 


7907060219 Forwards IE Circular 79-10* "Pipef ittlngs Mfg from 
Unaceaptable Matl " No action required 

ENOELKEN. R H Raglon 5* 8an Francisco* Office of the Director 
79/06/26 Ip 


7907050493 Forwards IE Circular 79-11* "Design/Const Interface 
Problem " No action required 

ENOELHEN*R, H Region 5* Ban Francisco* Office of the Director 
79/06/27 Ip 


7907100531 Forwards IE Circular 79’-18i "Potential Diesel Generator 
Turbocharger Problem " No action required 

ENOELKEN*R H Region 3* Ban Francisco* Office of the Director 
79/06/2 B ip 


7907130216 Forwards IE fluUatln 79-14, "Seismic Analysis for As-Duilt 
Safety-Related Piping Bys. " Action required 

ENOELKEN,R K Region 5* San Francisco, Office of the Director 
79/07/02. Ip 


79071B0704 Forwards IE Bulletin 79-15* "Deep Draft Pu«o Deficiencies " 
Action raqulrtd 

ENGELKEH* R H Region 3* San Francisco* Office of the Director 
79/07/11. ip 


7907310399 Forwards IE Circular 79-13, "Replacement of Diesel Fir# 
Pump Starting Contactors *' No action required. 

ENOELKENr R H Region Si flan Francisco, Clffice tf the Directoi 
79/07/13 Ip 


7907860877 Notifies that written responses to IE Bulletin 79-15* SUppl 
1, should be directed to lE Div of Reactor Const Insp 
ENOELKEN* R H Reglun 5* San Frencisco* Clffice of the Director. 
79/07/10 Ip 


7907190488 Forwards suppl IE Bulletin 79-OlAi "Environ Qualif I cat ion of 
Class I£ Equipment (Deficiencies in Environ flual if Icfttion of 
A8C0 flolenold ValvtsI " No action required. 

EN0ELAEN*R H Region 3* 8#n Francisco, Office of the Director 
79/06/06 Ip 


7907060032 Forwards IE Info Notice 79-15* "Deficient Procedure*. " No 
action required 

ENQEUKEN*R W Region 5, flan FrancUco, Office of the Director, 
79/06/07 Ip 


8 Reportable occurrences* LERs t< related correspondence 


7907080207 Forwards PN0-79-67AR 

ENOELKEK* R H Region 5* flan Francisco, Office of the Director 
79/06/05 1 p 


7907030195 Forward* PN0-79-67A3 

ENOELKEH, R H, Region 5* San Francisco* Office of the Director 
79/06/11, Ip 


7907020267 Forwards lE Info Notice 79-14* "Safety Class 1 f ication of 
Electrical Ceble Support flys. " 

EMOELKEN*R H, Region 5, flan Francisco* Office of the Director. 
79/06/1 1 1 p 


7907l90i0i Act receipt of 790530 Itr Informing NRC of etap* taken to 
correct violations noted In IE 790201-26 insp, 

? Region 5, Ben Francisco, Office of the Director, 
7t/06/11s Ip 


79O7ISO730 Ack receipt of 790604 Itr re inter-im rapt on Taylor Forge 
pip# defect* 

ENOELKENiR H Region 5* San Franciaco* Office of the Director 
79/06/ tl. ip 


7907O3083B Forwards PN0-79-67AT* "Nuclear Incident at TMI " 

ENOELKEN* R H Region 5, San Francisco* Dfflce of the Director 
79/06/19. Ip, 


Violations noted In I 

790201-86 insp, Corractlve actions evaluation of post-'weld 
heat treatment procedure «< evaluation of pressure settino 
for hydraulic punp EC-306, 

MOORE, J B, Southern California Ed lion Co. 79/05/30. 40pp, 


7907050530 Forwards PN0-79-67AU, 

eNOELKEN*R H. Region 5* Sen Francises* Office of the Director 
79/06/26, Ip 


DOCKETED ITEMS 
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^907100691 Acks rocQlpt nf 790^05 Itr providing addl infc ro 790910 
dpflclsnc^i TBpt concBrnlng under$lzBd sa^ety-rcla t*d Kigh 
voltage aiternating torrent damper actuators Util 790613 8< 

0918 Itr* It deficiency rept end 

ENOELKENi H Region 3» San Franciscot Office of the Director 
79/06/29 Ip 


— 7907100659 Notifies that suppl info re deficiency rept on undersized 
safety-related high voltage alternating current damper 
actuators uill be provided by 790727 

NUNNr D E Southern California Edison Co 79/06/15 Ip 


7907100673 Ac k receipt of 790622 Itr foruJording final deficency rept on 
Taylor Forge pipe detects Rept uilll bo reviewed (t 
evaluated Final rept & 790622 Itr enc 1 

ENOHLKENfR H Region 9 j San Franciscoi Office of the Director 
79/06/29 Ip 


-^7007100676 Foruards final deficency rept on Taylor Forge pipe defects 
MOORE, J B Southern California Edison Co 79/06/32 Ip 


— 7907100600 Final deficency rept on Taylor Forge pipe defects Linear 
indications identified at surface adjacent to longitudinal 
seam uelds 

« Qouthern California Edison Co 79/06/22 6pp 


7907100992 Ack receipt of 790622 Itr foruardtng final deficiency 
rept re containment polar crane support girder/bracket 
connections 

ENOELKEN, R H Region 3, Ban Francisco, Office of the Director 
79/07/02 Ip 


7907130307 Forwards PN0~79“67AV. 

ENOELKEN, R H Region 9, Ban Francisco, Office of th* Director 
79/07/03 Ip. 


7907180607 Foruards final deficiency report re pipe support design 
calculation deficiencies 

MOORE, J D Southern California Edison Co 79/07/06 Ip 


">•7907120610 Final deficiency rapt ro pipe support design calculation 
deficiencies Design verification %t documentation required to 
support saf ety-^related pipe support designs hove been 
upgraded 

# Southern California Edison Co 79/07/06 3pp 


DaCKGT 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


A Application/construction stage documents correspondence 


7907030131 Summary of 790427 meeting w/utll S< C-E in BethBsda,MD re 
core protection computer review 

ROOD,H. Light Water Reactors Branch 2, 79/05/10 84pp 


7907030370 Forward* addendum to "Cultural Resources & High Voltage 
TrAnsmtssion Line From 8an Ofiofre to Bantiago Substation 6 
Black Star Canyon " 

BASKIN, K P, Southern California Edison Co 79/06/27. Ip 


— 7907090302 Addendum to '’Cultural Resources It High Voltage Transmislon 
Line From San Onofre to Santiago Substation tt Black Star 
Canyon," by Cultural Sys Research, Inc 
e Southern California Edison Co 79/04/15 20pp. 


7907130439 Responds to structural audit Info requests Foruards 
nonproprietary responses to aclon 1 terns, proprl etary fc 
nonproprietary versions of structural design calculation 
packages tt affidavit of LO Hlnkelman 

RAVNES, J 0 Southern California Edison Go 79/07/06. 56pp 


7907260666 Foruards "Rept on Ezploration/Demob i 1 1 zation of Wells 4 it 9" 
by VIoodward Clyde St "Rept on Deep Exploration Drilling 
Program, Deuatering Well 7" I, "Rept on Exploratipn/Orouting 
Program, Dewater ing Well 7"(2 vols), by Bechtel 
BABKIN, K.P. Southern California Edison Go 79/07/11. IBpp 


—7907260671 "Rept on Exploration/Demob 1 1 1 zatlon of Wall* 4*9." 
* Woodward-Giyde Consultants. 79/07/31. 3l3pp 


— 7907260677 "Rept on Deep Exploration Drilling Program, Dewatering Well 
7" 

* Bechtel Power Corp. (subs of Bechtel Corp. } 79/06/30 230pp. 


— 79072606B3 "Rept on Exploration/Orouting Program Dewatering Well 7," 
Vol 1. 

a Bechtel Power Corp <sub*. of Bechtel Corp }. 79/06/30 200pp 


— 79072606Q9 "Rept on Explordtion/Oroutlng Program, Deua tering* Wei I 7> " 
Vol 2 

■* Bechtel Power Corp (subs of Bechtel Corp > 79/06/30 200pp. 


7907310274 Forwards "Application for Permission to Transfer Ounersbip 
Interest to Cities of Anaheim b Riverside, CA 6 for Amend 
to CPs CPPR-97 it CPPR-98 " 

DRAKE, J H Southern California Edison Co 79/07/i7 Ip 


— 7907310200 Ac k receipt of antitrust info on 790719 Info acceptable 
for docketing 6 distribution 

TOAL8TON, A Antitrust & Indemnity Group 79/07/19 2pp 


—7907310206 "Application for Permission to Transfer Ownership Interest 
to Cltios of Anaheim tt Riverside, CA it for Amend to CP 
CPPR-97 St CPPR-90, " Vo Is 1-3 

DRAKE, J M Southern California Edison Co 79/07/i7. tOOpp 


7907310377 Forwards Jul 1979 "Final Environ Impact Rept" re proposed 
San Onof re-to-Hlssion 230 kV transmission line End 
available in Central Files 

BTEOER,D P California, Stato of 79/07/27 Ip 


F Security, medical* emergency t< fire protection plans 


7907180475 Bummary of 790427 mooting w/Bouthsrn CA Edison & Ban Diego 
Oas It Electric Co in BethesfJaiHD re staff fire protection 
criteria 

ROOD,H Light Water Reactors Branch 2 79/09/29 5pp 


— 790/1204B5 Preliminary draft first round questions on fire protection 
» Light Water Reactor* Branch 2 79/05/89 13pp 


0 Adjudicatory correspondence 


7907310480 Corrects info submitted to Board on 790306 re Issuance of 
BNM license for now fuel to be used at site Subsequently 
informed that License 8NM-t044 was already issued 
CHANDLER, L U Branch i 79/05/16 Ip 


—‘7907310526 License authorizing receipt, possession & storage of up to 
20 g U-835 contained in fission chambers for eventual use in 
reactors. 

CROW,W T Division of Fuel Cycle Ic Material Safety. 79/0i/02 
ip 


7907170253 Requests for documents submitted to util by Friends of the 
Earth Beaks info re effects of dewatering of well cavities, 
various geologic studies of land area it substratum it siting 
studies Certificate of 8vc and 
. WHARTDN,R J Wharton. R J 79/03/22 6pp 


7907190198 Petitions NRC to deny OLs. Plant it dangerously sited near 
active earthquato fault 

RV8BELL,A F. , OREENOAUD, B , SILVERMAN, L Affiliation Unknown 
79/06/05 Ip. 


7907130392 Objection by util to Friends of the Earth 790S22 
document request Rules of Practice demand that documents 
be made available for Insp !< copying Certificate of 8vc 
encl. 

PIOOTTiD R Chlckering & Gregory. 79/06/19 4pp 


H General correspondence 


7907090551 Requests time & distance parameters for emergency planning 
HICKS, L H California, State of 79/05/13 Ip 


— 7907050954 Requests info re evacuation I, emergency planning 
HICH8, L H California, Bfcate of 75/18/31 2pp 


K Utility Final Safety Analysis Report (F8AR) i amends 


7907090858 Submit* affidavit of sve t, dletrlbutlon list for Amend 15 to 
F0AR. 

HAYNES, J 0, Southern California Edison Co. 79/06/26 3pp. 


Q, Inspection reports, IE Bulletins 1, correspondence 


7907110703 Forwards lE Imp Rept* 50-361/79-07 i 50-362/79-07 on 
790201-20 it notice of violation. 

SPENCER, G. 8. Region 3, San Francisco, Reactor Construction b 
Engineering Support Branch 79/04/27. 2pp. 
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— 7907110712 Notice oP violation from imp on 790201-28 

• Region Si San Franclscoi Office of the Director 79/04727 
Spp 


—7907110725 IE Imp Repts 30-061/79-07 y 30-362/79-362 on 790201-38 
Moncompliance noted improper storage of Fin-Fan radiator 
fan motor nonavei latl 1 1 ty of procedure quallf Icatlon 
records for post ueld heat-treatment 

PATE. R J , HAlSTiD P Region 5, San Francisco, Office Of the 
Director HAYNES, R C Region 5, San Francisco, Reactor 

Construction &c Engineering Support branch 79/04/26 8pp 


7907130331 Responds to IE Bulletin 79-03 re piping mfg by Youngstown 
Uelding it Engineering Co Rept submitted 781201 discussed 
matter in detail it should adequately address issue 
BASKIN, K P Southern California Edison Co 79/03/04 Ip 


7907260518 Forwards IE tnsp Repts SO-361/79-11 h 50-362/79-11 on 
790409-12 No noncomp 1 1 anc e noted 

SPENCER, 0 8 Region 5, San Francisco, Reactor Construction Et 

Engineering Support Branch 79/05/21 2pp 


—7907260649 lE Insp Rept S 0-36 1/79- 11 y 50-362/79-11 on 790409-12 No 
noncomp 1 iance noted Major areas inspected const activities, 
installation of reactor vessel internals & safetv~related 
equipment it preservice insp 

ALBERT, U 0 , HAI8T. D P Region 3, San Francisco, Office of the 

Director HAYNES, K C Region 5, San Francisco, Reactor 

ConstTUctlon h Engineering Support Branch 79/03/21 9pp 


7907090238 Responds to IE Bulletin 79-07 No identified methods 
utiliied for seismic analyses of safety-related piping 
BASKIN, K P Southern California Edison Co 79/03/23 2pp 


7907090333 Responds to !E Bulletin 79-04 Velan has not supplied, nor 
scheduled to supplg, va Wes for plant use 
BASKIN, K P Southern California Edison Co 79/03/24 Ip 


7907180694 Summary of 790304 meeting u/utils in B»th8sda,MD re 
interpretation of seismic profiles Forwards consultant 
790707 Itr re avaluation of offshore fault 
ROOO,H Light Water Reactors Branch 2 79/05/30 6pp 


7907S00374 fortuards IE Bulletin 79-12, “Short Period Scrams at BUR 
Facilities “ No action required 

ENQELKENjR H Region 3, San Francisco, Office of the Director 
79/03/31 ip 


7907260963 Forwards IE Insp Repts 50-361/79-18 It 30-362/79-18 on 
790401-30 No nonconpliance noted 

SPENCER, 0 8 Region 3, San Francisco, Reactor Construction tc 

Engineering Support Branch 79/06/01 2pp 


—7907260978 IE Insp Repts 50-361/79-12 S. 30-368/79-12 on 790401-30 No 
noncompliance noted. Major areas Inspected* const activities 
including piping storage, fit-up, uelding it nondestructive 
testing I< protection of reactor pressure vessel h internals 
PATE, ft vJ Region S, Ban Francisco, Office of the Director 
DODDS, R T Region 3, San Francisco, Reactor Construction U 
Engineering Support Branch 79/05/31 4pp 


7907180380 Notification of 790612 meeting w/utll in Bethesda, MD to 
discuss probability analv^is of offsite hazards gas 
pipelines & hazardous transportation 

ROOD, H 1-1 9 ht Water Reactors Branch 2 79/06/05 3pp 


7907190428 Forwards suppl IE Bulletin 79-OlA, ''Environ Oual i f icatlon of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8CD Solenoid Valves) *' No action required, 

EN0ELKEN,R H. Region 5, San Francisco, Office of the Director, 
79/06/06 Ip 


7907060038 Forwards IE Info Motlce 79-13# “Deficient Procedures *' No 
action required 

E NOEL KEN, R H. Region 5, Sen Francisco, Office of the Director, 
79/06/07 Ip 

7907020267 Forwards IE Info Notice 79-14, “Befetu Classification of 
Electrical Cable Support Sgs, “ 

ENOELKEN, R H Region 3, San Francisco, Office of the Director 
79/06/11 Ip. 


7907190101 Act receipt of 790330 Itr Informing NRC of steps taken to 
correct violations noted in IE 79020i-26 insp 

^ R»!lion 3, Ban Francisco, Office of the Director 

fT/Oo/llt 


*** violations noted In IE 

790201-26 insp Correctiva actions* evaluation of post-weld 
heat treatment procedure 6 evaluation of pressure setting 
for hydraulic pump EC-S06 

MOORE, ^ B Southern Cellfornia Edison Co, 79/05/30, 40pp, 


7907300442 Forwards IE Insp Ropts 50-361/79-13 L 30/362/79-13 on 
790507-10 No noncompliance noted 

SPENCER, 0 S Region 3, Ban Francisco, Reactor Construction S, 

Engineering Support Branch 79/06/14 2pp 

— 7907300451 IE Insp Rept 50-361/79-13 6 50-362/79-13 on 790307-10 No 
noncomplianco noted Major areas inspected const activities, 
including pipe Installation & welding 8< containment 
post-tenslonlng sys 

ECKHARDT, J H , DODDS, R T , NARBUT, P P Region 3, Ban Francisco. 

Reactor Construction 6 Engineering Support Branch 79/06/14 4pp 


7907020450 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Grid 
Plate " 

ENOELKEN, R H Region 3, San Francisco, Office of the Director 
79/06/20 Ip 


7907120014 Forwards IE Bulletin 79-02. Revl Sion 1, "Pipe Bupport Basa 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

ENOELKEN. R H Region 5, San Francisco, Office of the Director 
79/06/21 Ip 


7907120623 Forwards IE Bulletin 79-13, “Cracking In Feedwater Sys 
Piping “ No action required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/06/23 tp 


7907060219 Forwards IE Circular 79-10. "Plpef i ttings Mfg from 
Unacceptable Matl “ No action required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/06/26 Ip 


7907050495 Forwards IE Circular 79-11, "Design/Const Interface 
Problem “ No action required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/06/27 Ip 


7907100331 Forwards IE Circular 79-12, “Potential Diesel CJenerator 
Turbocharger Problem “ No action required 

ENOELKEN,R H Region 5, 8an Francisco, Office of the Director 
79/06/2B Ip 


7907130216 Forwards IE Bullotln 79-14, “Seismic Analysis for As-Duili 
Safety-Related Piping Sys “ Action required 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/07/02 ip 


7907180704 Forwards IE Bulletin 79-15, “Deep Draft Pump Upficlencies 
Action required 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/07/11 Ip 


7907310399 Forwards IE Circular 79-13, “Rep lacemont of Diesel Fire 
Pump Starting Contactors “ No action required 

ENOELKEN, R H Region 3, San Francisco, Office of the Director 
79/07/13 Ip 


7907860277 Notifies that written responses to IE Bulletin 79-13, Buppl 
1, should be directed to IE Dlv of Reactor Const Insp 
ENOELKEN, R H Region 3, San Francisco, Office of the Director 
79/07/18 Ip 


8 Reportable occurrences, LEHs l< related correspondence 


7907020287 Forwards PN0-79-67AR. 

ENOELREN»R H Region 5, Ben Francisco, Office of the Director 
79/06/03. ip 


7907030193 Forwards PN0'-79-67A9 

ENOELKEN, H H Region 3» 9an Francisco, Office of the Director 
79/06/11, Ip 


7907180730 Ack receipt of 790604 Itr re Interim rept on Taylor Forge 
pipe defects. 

ENOELKENiR H Region 3, Ban Francisco, Office of the Director 
79/06/11 Ip 


7907030230 Forwards PN0-79-67ATr "Nuclear Incident at TMl. “ 

ENOELKEN, R,M Region 5, San Francisco, Office of the Director, 
79/06/19. Ip. 


7907050530 Forwards PN0-79-67AU. 

ENOELKEN, R H Region 3, Ban Francisco, Office of the Director 
79/06/26 Ip. 
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7907100651 Acka r*celpt of 790603 I tr providing oddl Info re 790910 
deficiency rept concerning underfilled oaf ety**related high 
voltage alternating current damper actuators Util 790613 & 

0518 Itrfi & deficiency rapt end 

ENOELKENjH H Region 3* San Franc Isctir Office of the Director 
79/06/29 Ip 


— 7907100659 Notifies that suppl info re deficiency rept on undersited 
safety-related high voltage alternating current damper 
actuators uill be provided by 790727 

WUNNj D F Southern California Edison Co 79/06/13 Ip 


7907100673 Act receipt of 790622 1 tr forwarding final deficency rept on 
Taylor Forge pipe detects Rept will be reviewed & 
evaluated Final rept & 790622 Itr end 

ENOEUKENj R H Region 3) Son Franclscor Office of the Director 
79/06/29 Ip 


— 7907100676 Forwards final defUoncy rept on Taylor Forge pipe defects 
hOOREiJ Q Southern California Edison Co 79/06/22 tp 


—7907100680 Final deficency rept on Taylor Forge pipe defects Linear 
indications identified at surface adjacent tu longitudinal 
team welds 

a Southern California Edison Co 79/06/22 6pp 


7907100392 Ac k receipt of 790622 Itr forwarding final deficiency 
rapt re containment polar crane support g Irder/brae ket 
connections 

ENOELKENrR H Region 3^ San Francisco. Office of the Director 
79/07/02 Ip 


7907130387 Forwards PN0-79-67AV 

ENOEUKENi R H Region 3. San Francicco. Office of the Director 
79/07/03. Ip 


7907120607 Forwards final deficiency report re pipe support design 
calculation deficiencies 

HQUREr J D Southern California Edison Co 79/07/06 Ip 


— 7907120610 Final deficiency rept re pipe support design calculation 
deficiencies Design verification b documentation required to 
support safety-related pipe support designs have been 
upgraded 

* Southern California Edison Co 79/07/06 3pp 


DOCKET 30-363 FORKED RIVER NUCLEAR STATION. UNIT I 


A Application/construction stage documents b correspondence 


7907240424 Notification of 790620 meeting W/UCPbL to discuss 
fl nine lal. environ b radiological safaty considerations of 
760831 application to extend CFPR-96 completion date 
EENEDICTiR A Light Nater Reactors Branch 2 79/06/03 2pp, 


7907200465 Confirms 790713 telcon requesting summary of NRC meeting 
ur/utll re renewal of facility CP 

DNBDQRrr. K A New Jersey. State of 79/07/13 Ip. 


0 Inspection reports. IE Bulletins & correspondence 


7907050494 Forwerdi IE Insp Rept 50-363/79-04 on 790403 No 
ti one ompl lance noted 

CARLSUNiR T Region 1. Phi ladelph la. Reactor Construction & 

Engineering Support Branch 79/04/24 2pp 


— 790703049B IE tnsp Rept 50-363/79-04 on 790403, No noncompliance noted 
Major areas Inspected' OA program for containment concrete b 
linear const 

NARROW.L Region 1. Philadelphia. Office of the Director. 
HCOAUOHYrR.N Region 1. Ph iladoXphla. Reactor Construction b 

Engineering Support Branch 79/04/23 3pp 


7907060384 Forwards IE Bulletin 79-11. "Faulty Ovarcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

ORIERiB. H, Region 1. Phi ladelphia. Office of the Director 
79/05/22 Ip 


7907030030 Forwards IE Info Notice 79-13, "Indication of Low Water 
Leval in Oyster Creek Reactor " 

ORlERiB H Region 1, Phi ladelphia. Office of the Director 
79/05/29 Ip 


7907200104 Forwards IE Bullotln 79-12. "Short Period Scrams at BWR 
Facllitiflf. " No action required 

ORlERiB.H Region 1, Philadelphia, Office of the Director 
79/05/31. ip. 


7907090390 Responds to IE Bulletin 79-07 Version of ADLPIPE Computer 
Program which includes algebraic summation technique has 
been used for final doslgn of support for containment 
spray sys 

FINFRDCK. I R Jersey Central Power b Light Co 79/06/06 5pg 


7907190034 Forwards tuppl IE Bulletin 79-01 Aj "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

ORIER.B.H Region 1. , Ph 1 ladelphla. Office of the Director 
79/06/06 ip 


7907190223 Partially responds to IE Bulletin 7B-t2D re atypical weld 
mat! C-E will submit generic rept to NRC by 790608 Final 
response uill be provided by 790629 

FINFROCK. 1 R Jersey Central Power b Light Co 79/06/06 Ip 


7907060096 Forwards IE Info Notice 79-13, "Deficient Proceduros " No 
action required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
79/06/07 ip 


7907020043 Forwards IC Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys " 

ORIER.B H Region 1. Ph i ladel ph la . Office of the Director 
79/06/11 Ip 


7907100460 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly b Reactor Upper Grid 
Plate " 

ORIER.B H Region 1. Philadelphia. Office of tha Director 
79/06/20 Ip 


7907230672 Forwards IE Bulletin 79-02, Rovl sion 1. "Pipe Support East 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/06/21 Ip 


7907120497 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " No action required 

ORIER.B M Region 1. Philadelphia. Office of the Director 
79/06/25 Ip 


7907060165 Forwards IE Circular 79-10. "Plpsf i ttings Hfg from 
Unacceptable Matl *' No action required, 

ORIER.B H Region 1. Ph i 1 adol phla. Office of the Director 
79/06/26 ip 


7907100416 Forwards IE Circular 79-11. "Design/Const Interface 
Problem," No action required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/06/27. Ip 

7907100301 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

GRIER.B H Region 1. Ph i Ladolph la, Offleo of the Director 
79/06/28 Ip 


7907100767 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Dutlt 
Safety-Related Piping Sys " Action required 
ORIER.B H Region 1. Ph i ledelphia. Office of the Director 
79/07/02 Ip 


7907270335 Forwards IE Bulletin 79-15. "Deep Draft Pump Deflc line its " 
Action required 

ORIER.B H Region 1. Ph i ledcl phia. Office of the Director. 
79/07/11. ip. 


7907310495 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
ORIER.B K, Region 1. Ph tladelph la. Office of the Director 
79/07/16. Ip 


DOCKET 50-364 JOSEPH K. FARLEY NUCLEAR PLANT. UNIT 2 


A. Appl Icatlon/conitruction stage documents b correspondence 


7907090364 Confirms 790622 telcon re Viaptinghouse 790621 notification 
of possible heatup of steam generator level transmitter ref 
legs if high energy line break occurs inside containment 
HAlRerON. N. 0 Alabama Power Co. 79/06/22. ip. 


7907100576 Olscuises Info to be Included in Offsite Dose Calculation 
Hanual.Forwards 790126 draft Offisite Dose Calculation 
Manual 

CLAYTON.F. L, Alabama Power Co 79/07/11. 2pp. 
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~<-7907l809B^ Draft Offiltp Doi? Calculation Manual 
• Alabania Pouar Co 79/Ot/2& 47pp 


7907170193 F«ruard« util 790712 NPDE8 noncomp 1 ianca rapt submittaif to 
ERA re turbine bldQ sump effluent 
CLAYTON. F,i- Alabama Power Co 79/07/13 2pp 


J Insurance U indemnity Information 


7907030139 Forwards Endortamants la, 19 & 20 to MAELU Policy MF-93 - 
FIELDEFir J Mar-sh L HcLenon^ M & M Nuclear Consultant*# Inc Dlv 
79/06/26 4pp 


0 Inspection reports# IC Bulletins & correspontfanca 


7907020333 Forwards IE Bulletin 79-D5a# *^Nuclear Incident at 
Trtl *- Suppl " 

□'BEILLY.J P Replan 3i Atlanta# Office of the Otroctor 
79/04/31 2pp 


79071 1031S Forwards IE Info Notice 79-11. ‘’Lower floactor Vessel Head 
Insulation Support Problem ’* No action req,ulred 
Q‘RElLLYi J P Region 2# Atlanta# Office of the Director 
79/03/07 2pp 


7907270036 Forwards IE Insp Rapt 50-364/79-00 on 790503-04. No 
nonconip 1 lane e noted 

LEiflO.R C Region 8» Atlanta# Reactor Construction & Engineering 

Support Branch 79/05/13 Cpp 


—7907270043 IE Imp Rept 80-364/79-09 on 790303-04 No noneempl lance 
noted Major areas inspec ted. pre-op eratl onal test procedures. 
UAONERrA 0 I MARTIN# R V Region 2# Atlanta# Office of the 
Director 79/03/15 3pp 


7907100143 Forwards IE Circular 79-00* "Attempted Eitortion - Lou 
Enriched II No action required 

a'REtLLY#J P Region 2# Atlanta. Office of the Director 
79/03/10 2pp 


7*^07060332 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
in Circuit Breakers for gnginaaredl Sofety Bys “ Licensee 
action r«q.uireir 

O'REILLY* J P Region 2* Atlanta# Office of the Director 
79/05/23, Ip, 


7907030006 Forwards I£ Info Notice 79-13# ’'Indication of Low Uater 
Level in Oyster Creel Reactor ” 

O'REILLY*-^ P Region 2. Atlanta. Office of the Director 
79/05/29 Ip 


7907100172 Responds to IE Bulletin 79-11# "Faultg Dvercurrent Trip 
Device in Circuit Breakers for Engineered Safety 8ys " 
Westlnghousfr Tygei DS-30 & DB-78 circuit breakers are not 
used at facility 

CLAYTON.F. L Alabama Power Co 79/03/39 Ip 


7907190163 Responds to lE Bulletin 79-04# "Incorrect Heights for Swing 
Check Valves Mfg by Vclen Engineering Carp " Lists Belsmlc 
Category 1 piping sys where 0# 4 or 6-lnch valves are 
Installed Verifies valve weights 
CLAYTON.F L Alabama Pover Co 79/05/31 Ip 


7907200162 Forwards lE Bulletin 79-iS# ‘'Short Period Beratns at SHR 
Faciiltlee. " No action required, 

O'RElLLYrJ.P Region 2# Atlanta* Office of tha Director 
79/03/31 2pp, 


7907190144 Forwards tuppl IE Bulletin 79-OlA. "Environ Qua 1 1 Pleat 1 on of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Eolenoid Valves) Action required 

O'REILLV’# J. P Region 2^# Atlanta* Office of the Director 
79/06/06. 2pp 


7907060040 Forwards lE Info Notice 79-15# "Deficient Procedures " No 
action required 

O'REILLY# J P Region 2# Atlanta* Office of the Director. 
79/06/07 2pp. 


7907020190 Forwards IE Info Notice 79-14# "Eafety Class 1 f Icatlon of 
Electrical Cable Support Bys " 

O'REILLY# J P. Region 2^ Atlanta. Office of the Director 
79/06/H. ip. 


7907020374 Forwards lE Info Notice 79-17* "Bourca Holder Asienibli| 
Danaga from Misfit Between Assembly & Reactor Upper Orid 
Plate," 

O'REZLLV# U. P, Region 2* Atlanta# Office of the Director. 
79/06/20. ip. 


7907120033 Forwards IE Bulletin 79-02# Revision 1# "Pipe Support Bos* 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

0'nElLLy<JP Region 2# Atlanta. Office of the Director 
79/06/21 ip 


7907310002 Forwards IE Bulletin 77-13# "Cracking In Feedwater Sys 
Piping ’* No action required 

D'HEILLV.J P Region 2# Atlanta# Office of the Director 
79/06/23. 2pp 


7907110239 Forwards IE Circular 79-10# "P Ipef Ittings Mfg from 
Unacceptable Matl " No action required 

0'REILLY*J P Region 2# Atlanta# Office of the Director 
79/06/26 2pP 


79O7i0O27B Forwards IE Circular 79-11# "Deeign/Const Interface 
Problem " No action required 

O'RElLLYiJ P Region 2# Atlanta, Office of the Director 
79/06/27 2pp 


79071BO426 Forwards IE Circular 79-12# "Potential Diesel Oenorator 
Turbocharger Problem " No action required 
0'‘RCILLV*J P Region 2# Atlanta# Office of the Director 
79/06/20 2pp 


7907310223 Forwards IE Bulletin 79-14# "Solsmlc Analysis for As-Dullt 
Safety-Related Piping 8yi *' Action required 
O'REILLY. J P Region 2# Atlanta# Office of the Director 
79/07/02 2pp 


7907260493 Confirms 790620 6 29 telcons re 790623 Itr requesting that 
certain items In IE Rept* 50-340/79-17 6 80-364/79-07 
be withhold as proprietary Per advice of utll#repts cart now 
bo released u/o objection 

MURPHY# C E Region 2# Atlanta# Reactor Construction 6 Engineering 

Support Branch 79/07/03 Zpp 


— 7907260306 Requests that info re unresolved allegations be withheld «t 
proprietary until resolution 

CLAYTON.F L Alabama Power Co 79/06/23 ip. 


—7907260517 Forwards IE Insp Repts S0-34B/79-17 «< 50-364/79-07 on 
790424-26 & 0316-19 No noncompl i once noted 
MU’RPHVi C E Region 2# Atlanta# Reactor Construction b 

Engineering Support Branch 79/06/12 2pp 


—7907260842 IE Insp Repts 50-340/79-17 & 50-364/79-07 on 790484-26 & 
0516-10 No noncompl lance noted Major areas inspected 
flow-splitters in Unit 1 main loop elbows b allegations re 
const problems 

DLAKE.xl J * KLEINSOROE.U P # KERDT* A R. Region 8# Atlanta# 
Reactor Construction it Engineering Support Branch 79/06/11 
llpp 


7907310360 Forwards IE Bulletin 79-13# "Deep Draft Pump Deficiencies " 
Action required 

Q'REILLY.J P Region 2# Atlanta# Office of the Director. 

79/07/11 ip 


DOCKET 50-366 ED MIN I HATCH NUCLEAR PLANT# UNIT 8 


F Sacurityj medical# emergency Be fife protection plans 


7907230609 Notifies that refund of Glass III amend fee is in process 
Melver for amend to Tech Specs rr fire protection it 
warranted 

MILLER# M 0 License Fee Management Branch 79/06/13 ip 


7907830200 Forwards appropriate amend fee for review b approval of 
tafeguardt contingency plan. 

EHRENBPEROER# W Georgia Power Co 79/07/18. Ip 
I Financial information 


79D70S0357 Forwards Annuel Financial Repts 1970 for OA Power Co It 
Southern Co 

WHITHER# C F, Georgia Power Co. 79/07/02 ip 


■7907050304 Annual Financial Rept 1970 
* The Southern Co 79/02/28, 39PP. 


—7907050394 Annuel Financial Rept 1978 
* Oaorple Power Co 79/01/31 34pp 


K Utility Final Safety Analysis Report <F0AR> ti amends 


7907230198 Forward* Amend 47 to FBAR including Itiservlce insp rept*. 
EHRENSPERGER.V# Georgia Power Co 79/07/1 L 3pp 
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— 7907230309 Amend 47 to FSAR 

* Georgia Power Co 79/07/11 3Spp 


P Operating license stage documents & correspondence 


7907tQ0&32 Forwards NUREO-OSiOj "Staff Rept on Generic Aisessment of 
Feeduater Transients In PWRs Designed bg QSeW “ W/o end 
ORIMEQjB K Asoiatant Director for Engineers & Projects <Pre 

790625) 79/06/ U 3pp 


7907120301 Forwards proposed amend to License NPF-S* chang Ing Tech Specs 
to temporarLlg delete requirement for HPCl for reactor 
core isolation trips to be in effect during performance of 
special testa on sgs Description of test program end 
H>llTMERiC F Georgia Power Co 79/07/02 9pp 


— 7907270193 Proposed Tech Spec change to License NPF“5< raising average 
drywell temp limit from 133 F to 145 F 
* Oeorgia Power Co 79/07/33 3pp 


0 Inspection reportii IE Bulletins li correspondence 


79071BOOQ7 Forwards list of Region 2 personnel for whom permanent 
nonemplogee badges aro requested 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/19 4pp 


790702034S Forwards IE Bulletin 79-05B, "Nuclear Incident at 
THI - Suppl 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/21 2pp 


7907270309 Forwards Amend 0 to License NPF-'5, safety evaluation 
notice of issuance «< availability 

IPPOLITO, T A Operating Reactors Branch 3 79/07/03 2pp 


— 7907270332 Amend 0 to License NPF-5, revising certain action 
statements applicable to reactor protection sys tc 
isolation actuation Instrumentation 

IPPOLITO, T A Operating Reactors Branch 3 79/07/03 17pp 


7907110329 Forwards lE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
O'REILLV, J P Region 2, Atlanta, Office of the Director 
79/05/07 2pp 


79071B0233 Forwards IE Insp Rept 50'366/79“14 on 790425»27 No 
noncompliAnce noted 

LEWIS, R C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 79/05/10 2pp 


--7907270320 Safety evaluation supporting Amend B to License NPF-5 
* Operating Reactors Branch 3 79/07/03 2pp 


— 7907270332 Notice of issuance U availability of Amend B to License 
NPF-5 

IPPOLITO, T A, Operating Reactors Branch 3 79/07/03 2pp 


7907270336 Forwards Amend 9 to License NPF-5i safety evaluation li 
notice of Issuance Si availability 

IPPOLITO,! A Operating Reactors Branch 3 79/07/05 2pp. 


— 7907IQ0244 IE Insp Rept 50’'366/79-14 on 790425-27 No noncompliance 
noted Major areas inspected startup testing activities 
VOOT-LOWELL. R , MARTIN, R D Region 2, Atlanta, Reactor 

Operations Nuclear Support Branch 79/09/09 4pp 


7907190243 Responds to lE DolUtln 79-09 Several Typo AKL-2-15, AK-2-25 
& AK-2-50 circuit breakers are currently in use None have 
undervoltage trip device incorporated 
W1DNER,W A Georgia Power Co 79/05/16 2pp 


—7907270341 Amend 9 to License NPF-5, mod 1 fy Ing Tech Specs by deleting 
HPCt U reactor core isolation cooliong sgs isolation signals 
on indicated high steam flour supply lines. 

IPPOLITO. T A Operating Reactors Branch 3 79/07/05 5pp. 


—7907270346 Safety evaluation supporting Amend 9 to License NPF-5 
a Operating Reactors Branch 3 79/07/05 4pp 


—7907270390 Notice of Issuance b availability of Amend 9 to License 
NPF-5 

IPPOLlTOiT A Operating Reactors Branch 3 79/07/05 2pp 


7907170066 Foruorde proposed Tech Spec changes re spent fuel pool 
storage expansion t, proposed determination of amend fee & 
design rept & safety evaluation. 

UHITMER.C. F Georgia Power Co 79/07/09 3pp 


— 7907170069 Proposed Tech Spec changes re spent fuel pool storage 
expansion 

* Oeorgia Power Co 79/07/09. 8pp 


—7907170073 "Spent Fuel Pool Mod,*' design rept (< safety evaluation 
» Georgia Power Co 79/07/09 69pp 


7907240339 Forwards proposed amends to Tech Specs of App B to 
Licenses DPR-57 U NPF-5 Changes will allow 90-day extension 
for annual environ surveillance rept when radiological & 
nonradlolog leal data reiults not available 
EHREN8PER0ER, W Georgia Power Co 79/07/12 App 


7907260691 Ack receipt of 790629 request for info required by NRC to 
review corporate capabilities before 790730 Seeks extension 
to 790831 because of extant of request. 

WHITHER, C F Georg ia Poiuer Co 79/07/19 Ip 


7907100196 Forwards l£ Circular 79-00, "Attempted Extortion - Lou 
Enriched U " No action required 

O'REILLY, J P Region S, Atlanta, Office of the Director 
79/05/10 2pp 


7907060359 Forwards IE Bulletin 79-11, "Faulty Overcurrent Trip Davice 
In Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

O'REILLY, J P Region 2, Atlanta, Office Of the Director 
79/05/22 Ip 


7907100160 Responds to lE Bulletin 79-10 Forwards operator U senior 
operator examination results b statistics. 

8TAFFA, R W Georgia Power Co. 79/05/24. 3pp 


7907030098 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " No action required 
O'REILLY, xl P Region S, Atlanta, Office of the Director 
79/05/29 2pp 


7907100058 Requests extension until 790629 for responding to IE 
Bulletins 70-12,70-126 U 70-12D 
STAFFAiR W Oeorgia Power Co 79/05/29 Ip 


7907200196 (forwards IE Bulletin 79-12. "Short Period Scrams at BWR 
Facilities Action require,) 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/31 2pp. 


7907120426 Forwards list of Region 2 personnel for whom pormanent 
non-employee badges are requested 

O'REILLY, J P Region S* Atlanta, Office of the Director 
79/06/04 3pp 


7907260746 Requests amend to App A of License NPF-5r revising Tech Specs 
re eurveillance requirements for diesel-generator channel 
callbr following seismic event correcting max permissible 
level numbers in Table 3.3.6 2-1 
WHITHER, C.F. Georgia Power Co, 79/07/19. 3pp, 


7907190175 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Guatif Ication of 
A6C0 Solenoid Valves) " Action required 

O'REILLY, J P. Region 2, Atlanta, Office of the Director. 

79/06/06 2pp 


—7907260751 Revised Tech Specs re surveillance requirements for diesel 
generator channel callbr following seismic event I, max 
ptrmleiible level numbers of seismic monitoring instruments 
In Table 3. 3. 6. 2-1 

# Oeorgia Power Co, 79/07/19. 4pp 


7907270187 Requests amend to License NPF-5, revising Tech Specs to 
increase average drywoll temp limit from 135 F to 145 F. 
Proposed Tech Spec change t, amend fee end. 

WHJTMERiC F. Georgia Power Co. 79/07/23 2pp 


7907060059 Forwards , IE Infd Notice 79-15, ''Deficient Procedures," No 
action required 

D'REILLYtJ P. Region 2, Atlante, Office of the Director 
79/06/07. 2pp, 


7907190085 Ack receipt of 790425 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/79-07 8< 

50-366/79-08 

HURPHYiC E. Region 3, Atlanta, Reactor Construction U Engineering 
Support Branch 79/06/00. Ip. 
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— 7907l900'?3 Reipond* io NRC 790405 Itr ts violations noted in lE Insp 
fiepts 50-351/79-07 & 50-3i6/79“08 Corrective actions 
importance of corrective action verification emphesiied 
during regular training sessions 
BTAFPA,R W Georgia Pouior Co 79/04/2S 5pp 


■7907190103 ForuJards IE Insp Repts 50-321/79-07 &e 50-3^6/79-08 on 
7902S0-22> 28 0302 U notice of violation, 

MURPHY* C E Region 2* Atlanta* Reactor Construction 

Engineering Support Branch 79/04/02 2pp 


— 7907060236 8uppl 1* "Discharges to Ground* " to Annual Environ 
Surveillance Rept 1978 
* Georgia Power Co 79/06/30 39pp 


7907100350 Forwards Suppl 2 to Annual Environ Survel Hence Rept* 1978 
MANRY*M Georg io Power Co 79/07/02 Ip 


— 7907100360 Suppl 2 to Annual Environ Surveillance Rept* 1976 
* Georgia Power Co 78/12/31 52pp 


—7907190110 Motlce of violation fron insp on 790220-22,28 t 0302 

* Region 2* Atlanta, Reactor Construction U Engineering Support 
Branch 79/04/02 Ip 


7907170220 Forwards monthly operating rept for Juno 1979 
MANRYpM Georgia Power Co 79/07/09, Ip 


— 7907190121 IE Insp Repts SO-321/79-07 tc S0-366/79-0B on 790220-22,28 t* 
0302 Noncomp 1 ianc a noted failure to take corrective action 
on nonconforming concrete expansion anchors & failure to 
rept significant const deficieneg 

BRYANT* J C * MaDENa5*L , COM'>TON, R M Region 2. Atlanta, 

Reactor Construction fc Engineering Support Branch 79/04/02 4pp 


7907250163 Requests that Region 2 measurements van be granted access 
privilegei of "licensee designated vehicle " 

D'REILUYiJ P Region 2* Atlanta, Office af the Director 
79/06/11 3pp 


7907190355 Responds to IE Bulletins 79-01 6 79-OlA Engineering review 
Gf environ qual If ica tlon Is being performed Incomplete 
results Indicate that reactor water sample isolation valve 
solenoids *« M8IV limit switches are not in compliance 
STAFFA/R M Georgia Power Co 79/06/13 Ip 


7707260136 Acl receipt of Ig Insp Rept 50-366/79-14 No proprietaru 
info 

8TAFFA, R H Georgia Pqwct Co 79/06/15 Ip 


— 7907170222 Honthtg operating rept for June 1979 
ALLEN* P Q Georgia Power Co 79/07/05 7pp 


7907190564 Forwards monthly operating rept for Juno 1979 
MANRVrM Georgia Power Co 79/07/09 Ip 


B Reportable occurrences, LERs ^ related correspondonce 


7907110506 Forwards LER 78-064/0aL-0 

MANRY,« Georgia Power Co 70/11/17 Ip 


—7907110517 LER 7fl-064/03L-0 on 761106 during run mode attompt to 
perform HPCI quick start, HPCI control valves Palled to 
operate Caused by loose wire In speed feedback signal 
circuit Hire secured & HPCI quick start completed 
NIX,R,T Georgia Power Co 70/11/17 Ip 


7907110400 Forwards LEf^ 78-067/03U-0 

MANRy,l1 Georgia Power Co 78/11/27 Ip 


7907190510 Forwards IE Info Notice 79-17, "Bource Holder Assembly Damage 
from Misfit Between Assembly 6 Reactor Upper Grid Plate " 

O'REILLY, J P Region 2, Atlanta* Office of the Director 
79/06/20 2pp 


"•7907110407 LER 7a-067/03L-0 on 701112 while performing procedure 
HNP-2-S202 on 2B21-N0J7D, instrument found to be out of 
tolerance Caused by setpoint drifting by as much aa 
8 inches Instrument replaced 
NIX, R T Georgia Power Co 70/11/27 Ip 


7907120079 Forwards IE Bulletin 79-02* Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLY, jp Region 2, Atlanta, Office op the Director 
79/06/81 Ip 


7907U022B Forwards lE Circular 79-09* "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus *' No action required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/06/28 Ip 


7907250086 Atk receipt of IE Insp Rept 50-366/79-ifl No proprietary 
Info ^ 

8TAFFA, R N Georgia Power Co 79/06/28 ip 


7907310020 Forwards IE Bulletin 79-13, "Cracking In Feedwater flys 
Piping " No action required 

^ Region 2, Atlanta, Office of the Director 


7907100436 Forwards IE Circular 79-18, "Potential Diesel Generator 
Turbocharger Problem '* No action required 

So 2' Atlanta, Office of the Director 
79/06/20 2pp 


79-14, "Seismic Analysis for As-Dullt 
Piping 8ys " Action required 

79 / 07 / 02 ’'^ 2pp Atlanta. Office of the Director 


7'?06I3 response to IE Bulletins 79- 
i 79-OlA Class IE equipment has been found capable of 

-ccld.nt conditions, except for 
items identified in util 790613 response 
STAFFArR U Georgia Power Co 79/07/03 iOpp 

79/07/u‘'^ Ip ‘f" D(r.c,pr 


reports U related correspondence 
??;s‘ *' ‘o Annv,. E„v.r,„ 

MANRY, M Georgia Power Co 79/06/27 Ip, 


7907110588 Forwards LER 7a~069/03L-0 
MANRY, M Georgia Power Co 78/11/27 ip 


—7907110594 LER 70-O69/O3L-O on 781113 while performing operability test 
on 8C diesel, 0-h time limit surveillance on other diesolt 
ran out Since operability test on 2C diesel was in progress, 
not necessary to test remaining diesels 
* Georgia Power Co 70/11/27 Ip 


7907020248 Forwards LER 79-04D/03L-0, 

MANRY, M Georgia Power Co 79/06/15 Ip 


—7907020253 LER 79-048/03L-0 on 790603 while operating at 86X power 
increase, overage dryuell temp was 135 3 F Caused by control 
rod driveline being left off dui Ing drywell closeout Part 
replaced Investigations continue 
» Georgia Power Co 79/06/15 2pp 


7907020859 Forwards LCR 79-047/03L-0 
MANRY, M Gaorgla Power Co 79/06/10 Ip. 


•7907020264 LER 79-047/03L-0 on 790602 both strainers on standby 
pump were isolated, thereby isolating pump to B diesel 
generator Caused by Incorrect Installation of valve 
Operators have been reinstruc ted. 

BAXLEY, 8 X Georgia Power Co 79/06/10 2pp 


79070202B3 Forwards LER 79-049/oaL-0, 
MANRY, M Georgia Power Co 79/06/21 


J 7-.- X4 w,, nrui vacuum tank cond 

rneS* tripped after which vacuum pump 

tripped Caused by burnt coll in motor 
Shunt field Condensate motor coll replaced 
NIX, R T Georgia Power Co 79/06/21, ip, 


7907020302 Forwards LER 79-0D0/03L-0 

MANRY, M, Georgia Power Co 79/06/21, Ip, 


"7907020308 LER 79-050/03L-0 on 790609- while perform 
operability test, pump suction valve falltd to ope 
specified time. Caused by loose connection in shun 


rforming HPCI valve 
^ , 0 open within 

^ loose connection in shunt field 

^‘*''^*‘^**°*’ tightened U motor released. 

NiXiR T Georgia Power Co. 79/06/81 Ip. 
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7<?070a0l94 LER 50-366/78-20 ho* been voldad 
MANftY< M OQorgla Power Co 79/06/26 tp 


7907090360 Forwards LER 79-053/03L-0 

MANRYj M Georgia Power Co 79/06/26 Ip 


— 7907090363 LER 79”053/03L~0 on 790611 high trip setpoint of monitor 
SDL1-K603D was higher than Tech Spot limits Caused by 
personnel error Setpoint corrected 
NiXiR T Georgia Power Go 79/06/26 Ip 


7907050372 Forwards LER 79-052/03L*-0 

MANRYiM Georgia Power Co 79/06/27 Ip 


— 7907050376 LER 79-052/03L-0 on 790612 roactor cooldown mas rate of 
loo F/h was exceeded Caused by manually starting HPCI 
during scram# resul t Ing in rapid pressure Personnel 
admonished 

CAXLEYj S X Georgia Power Co 79/06/27 2pp 


7907110357 LER 78-020 has been voided 
* Georgia Power Co 79/06/27 Ip 


. 7907110362 LER 70-006 has been voided 
a Georgia Power Co 79/06/27 Ip 


7907090330 RO 1979-59 on 790627 reactor etram followed M8IV closure 
test Reactor core isolation cooling St HP8I sys Isolated on 
staan line high differential pressure Cause undetermined 8ys 
manuallv started & secured 
HANRY#H# Georgia Power Co 79/06/20 2pp 


7907060305 LER 79-051 has been voided 

HAMRYiM Georgia Power Co 79/07/02 Ip 


7907090336 Forwards LER 79-055/03L-0 

MAMRY#M Georgia Power Co 79/07/02 Ip 


— 7907090344 LER 79-055/03L-0 on 790618 linear heat generation rate 
Increased from G?}*. limiting valve to 106X w/correspondlng 3X 
increase In thermal power during test Caueed by rod 
withdrawal Rods inserted It rate lowered to 9B'/i 
GREENE# T V Georgia Power Co 79/07/02 2pp 


7907170100 Forwards LER 79-054/03L-0 

MANRYrM Georgia Power Co 79/07/06 Ip 


— 7907170105 LER 79-054/03L-0 on 790619 drywell pressure exceeded Tech 
Specs limit following shutdown from load reject test Caused 
by loss of drywell cooling from tripped chillers Drywell 
venting returned pressure below limit within 15 minutes 
BAXLEY# 8 X Georgia Power Co 79/07/06 Ip 


7907100545 Forwards LER 79-059/01T-0 

KANRYiM Georgia Power Co 79/07/06 Ip 


7907230467 Forwards LER 79-062/03L-0 

MANRY. M Georgia Power Co 79/07/17 Ip 


—7907230473 LER 79-062/03L-0 on 790620 during shut down, na i n steam safety 
relief valve discharge line vacuum breaker valves found In 
open position Caused by misalignment of valve when 
Installed Study underway on addition of alignment device 
NlXrR T Georgia Power Co 79/07/12 2pp 


7907230477 Forwards LER 79-061 /03L-0 

MAMRV.H Georgia Power Co 79/07/13 ip 


— 7907230486 LER 79-06 1/03L-0 on 790627 while shutting down reactor# core 
Isolation cooling barometric condensate pump tripped Caused 
by personnel stepping on Ic damaging evptor connection box 
Personnel instructed re damage rapta 
NIX#R T Georgia Power Co 79/07/13 2pp 


7907230546 Forwards LER 79-064/03L-0. 

NANRYrH Georgia Power Co 79/07/13 Ip, 


—7907230353 LER 79-064/03L-0 Oh 790701 on 790214 RCIC initiated on low 
water level following reactor scram & Isolated before 
injecting to vessel Possibly due to failed check valve 
GREENE# T V Georgia Power Co 79/07/13 Ip 


7907240224 LER 79-063 has been voided 

MANRY# H Georgia Power Co 79/07/17 Ip 


7907230316 Forwards LER 7e-030/03L-l 

MANRY# H Georgia Power Co 79/07/10 Ip 


—7907230519 LER 7G>‘030/03L-1 on 700910 while fully open#RHR valves 
failed to close when given close signal Caused by valve 
gates that sagged $< galled at gate guides Two separate 
wedge guides welded to inside surface of bonnet 
NIX#R T Georgia Power Co 79/07/10 3pp 


7907260799 Forwards LER 79-062/OlT-l 

MANRY# M Georgia Power Co 79/07/18 Ip 


—7907260013 LER 78-062/01T-1 on 781 101 . condensing pots 2821-D004A b B 
not Installed per designi reiul ting In 11 2 inch error in 
calibr of 2D21-N017A-D level switches Caused by instalUtian 
design error Detail drawings corrected 
NIX#n T Georgia Power Co 79/07/10 Ip 


7907260024 Forwards LER 79-065/03L-0 

MANRY. M Georgia Power Co 79/07/18 ip 


—7907260033 LER 79-063/03L-0 oh 790703 during surveillance procedure 
HNP-2-305S. rod block monitor A daunacale setpoint found to 
be high Caused by setpoint drift Component ricalibr tt 
surveillance procedure completed 
NIXiR T Georg lo Power Co 79/07/10 Ip 


—7907180331 LER 79-057/OlT-o on 790620 reactor scrammed as result of 
K0IV closure During resulting transient# RCIC 6 HPCI 
isolated on steam line high differential pressure Cause of 
RCIC Isolation unknown. HPCI switch was rtcallbr. 

GREENE# T V Georgia Power Co 79/07/06 3pp 

79071 70 0B9 Forwards LER 79-086/03L-0 

MANRYrM Georgia Power Co 79/07/10 Ip 


— 7907170096 LER 79-056/03L-0 on 790620 during startup tost. reactor core 
Isolation exhaust 6 RHR heat exchanger vents to tctrus 
Increased water level lo ISO 9 inches# exceeding Tech Specs 
Drainage decreased water level below limit within one hour. 

BAXLEY# 0 X Georgia Power Co 79/07/10 Ip. 


7907170216 Forwards LER 79-OS8/03L-0 

MANRY. M Georgia Power Co 79/07/iO Ip 

—7907170219 LER 79-058/03L-0 on 790625 while at power level of 667., 
control mass peaking factor discovered exceeding design 
Caused by Innacurate calculation of existing core 
conditions Computer data base updated 
GREENE. T.V Georgia Power Co 79/07/10, 2pp. 


7907230400 Forwards LER 79-057/03L-0 

MANRY# M, Georgia Power Co 79/07/10 Ip 


DOCKET 50-367 DAILLY GENERATING STATION 


A App llcation/constructlon stage documents It correspondence 


7907020310 Forwards suppl info# clarl f i cations It alternetivei to 
foundation pile design Proposals developed for improving 
subsoil conditions within preconstruction areas l< for 
defining criteria for pile placement# sp llces I# load tests 
BHOROrE. M Northern Indiana Public Service Co, 79/03/29 6pp 


7907300171 Notif icattiin of 790717-18 meeting w/Mark 11 owners group I. 
OE in Lebanon#NH to discuss Mark II pool dynamic programs 
ANDERSON# C J Containment Systams Branch 79/07/03. 12pp 


0. Advisory Committee on Reactor Safeguards reports Si correspondence 


790719006B Rec^uosts that ACRB Identify Bi address engineering It safety 
issues arising from use of shorter pllingsras opposed to 
longer pillngiias originally planned 
HENDRIE.J M. Commission 79/06/00 ip 


Q. Inspection reports# IE Bulletins tt carrespondtnce 


— 79072304B2 LER 79-057/03L-0 on 790624; while performing test for ive 
water operabl lity# valve closed It would not reopen 
electrically Caused by torque switch corroding to switch 
shaft Torque switch repaired 
DAYLEY.C Georgia Power Co. 79/07/10 2pp, 


7907160242 Respond* to IE Bulletin 79-07 r* method* of combination of 
seismic dlrectionel response. None of computer programs used 
for seismic analysis of laf sty-rila ted piping use algebraic 
techniques described. 

SHORGrE, M Northern States Power Co 79/05/21 3pp, 
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7907090424 R.ipondi to IE flulJtftin 79-09 CE Typo Ak-2 clrfuit broaksn 
not used In ta f 9 ty-re 1 ^ t od sys 

SHQRDiE H Northern Indiana Public Service Co 79/05/2*? Ip 


7907200322 Foruartft IE Bulletin 79-12. »'8hort Period Scrams at BWR 
Facilities " No action required 

KEPPLER^J Q Region 3, Chicago. Office of the Director 79/03/31 

ip 


7907190276 Forwards fuppl IE Bulletin 79-OlA, "Environ Oual I f 1 ca 1 1 on of 
Clast IE Ec^uipoient <Def 1 c 1 enc i es In Environ Qualification of 
A5CD Solenoid V/alve&l " Action required 

KEPPLER, j O Region 3. Chlcafio. Office of the Director 79/06/06 

ip 


790724042a Forwards IE Info Notice 79-13. "Deficient Procedures " No 
action required 

KEPPLER. J,0 Region 3. Chicago. Office of the Director 79/06/07 

ip 


7907060007 Advises that IE Info Notice 79-15. "Deficient Procedures" 
forwarded to listed utils 

PAPPAS. H Region 3. Chicago. Office of the Director 79/06/08 

2pp 


7907D2025B Forwards IE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support Sys " 

KEPPUERiJ 0 Region 3. Chicago. Office of the Director 79/06/li 

ip 


7907300326 Forwards IE Insp Rept 50-367/79-02 on 790515-16 No 
noncoAipl lance noted 

DAVIS. A Q Region 3. Chic eg oi Fuel Facility & Materials Safety 

Branch 79/06/13 2pp 


— 7907300320 IE Insp Ropt 50-367/79-02 on 790515-16 No noncompj lance 
noted Major areas Inspected environ protect! on. includ Ing 
adoini etra tlve controls & review of ecological jTionitoring 
program 

DE8TKANN. H J . ESSIO. T M Region 3. Chicago. Office of the 
Director 79/06/07 4pp 


7907020432 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate " 

KEPPLER. J 0 Regions. Chicago. Office of the Director 79/06/20 

ip 


7907120942 Forwards IE Bulletin 79-02. Revision 1> "Pipe Support Base 
Plate Dffslgns Using Concrete Expansion Anchor Solts " Action 
requ ired 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/06/21 

Ip 


7907130131 Forwards IE Bulletin 79-13. "Cracking in Faeduater Sys 
Piping " No action required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/06/25 

Ip 


7907060315 Forwards IE Circular 79-10. "Pipef ittl ngs MPg from 
Unacceptable Matl " No action required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/06/26 
IP 


79070S0477 Forwards JE Circular 79-11, "Design/Conit Interface 
Problem ^ No action required 

KEPPLER. J 0 Resion 3, Chicago. Office of the Director 79/06/27 

ip 


7907180420 Forwards IB Circular 79-12, "Potential Diesel Generator 
Turbocharger Prohlan ** No action required 

KEPPLER. U 0 Region 3, Chicago. Office of the Director 79/06/28 
ip 


790713Q279 Forwards IE Bulletin 79-14. "Belimlc Analutls for Ai-OuiU 
Safety-Related Piping 8ys " Action required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/07/02. 


7907310340 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies *’ 
Action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/07/11 


7907310412 Furwards IE Circular 79-13. "Replacement of Dleeel Fire 
Pump Starting Contactor* " No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/07/13 


7907260194 Notifies that written responses to lE Bulletin 79-15. 8upp I 
1, should be directed to IE Dlv of Reactor Const Insp 
KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/07/lQ 
IP 


7907260399 Forward* IE Info Notice 79-19, "Pipe Cracks In Stagnant 
B orated Mater Sys at PNR Plants " No action required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/07/10 

Ip 


R periodic operating reports tr related correspondence 


7907060232 Forwards well chart* for 79061 3-20. Ba 1 1 1 y wells ut/o 
recordere for 790621, pond levels for 790621. pneumatl * 
pressure transducer* for 790620 U water meter readings for 
790620 

BOHN, R J Northern Indiana Public Bervice Co 79/06/29 32pp 


7907130037 Forwards "1978-1979 Annual Rept.Ballly Nuclear-1 Bite," Apr 
197a-Mar 1979 

PURCELL. U F Northern Indiana Public Service Co 79/07/02 Ip 


—7907130044 ■■ 1 976-7 Annual Rept.Ballly Nuclear-t Site." Apr 1978-Mar 
1979. Propared by TX Instruments Corp. 

* Northern Indiana Public Service Co 79/06/30 400pp, 


7907IS05B7 Forward* 790620-27 well c harts. 790627 Bailly wells w/o 
recordars, 790627 pond level*. 790627 pneumatic pressure 
transducers 790627 water meter readings 

0OHN.R J Northern Indiana Public Service Cq 79/07/06 32pp 


7907230366 Submits well charts for 790627-0705, inc luding charts for 
Bailly wells w/o rccordors. pond level s. pneumatic pressure 
transducer tt. water meter readings 8t USOB wellt for 790705 
UQHN.R J Northern Indiana Public Service Cu 79/07/13 33pp 


7907870245 Forwards wall chart* for 790705-11 t, charts for Bailly well* 
w/o Tec order s. pond levels, pneumatic pressure transducers 
it water meter readings for 790711 

EGHNiR j rforthern Indiana Public Service Co 79/07/80 32pp 


DOCKET 50-368 ARKANBA5 NUCLEAR ONE, UNIT 3 


F Security, medical, emergency t, fire protection plans 


7907300560 Ac k receipt of 790430 submission of Revision 8 to fire 
protection plan Forwards discuseion of two points found 
unacceptable Plan should apply to both Unit 1 U Unit 2 
REin, R W Operating Reactors Branch 4 BTOLZ, U F Light 

Mater Reactors Branch 1 79/06/13 3pp. 


7907230573 Discuesffs progress xh completing Items listed in Table 3 1 
of fire protection safety evaluation Water spray shields 
tc ventilation duct fire dampers will be installed during 
next refueling outage, 

TRIMBLE, D C Arkansas Power It Light Co 79/07/17 Spp 
J Insurance b indemnity information 


7907050211 Forward* Endorsements 36-39 to NELIA Policy NP-210 U 
Endorsement* 32-35 to HACLU Policy nF-74 
TRIMBLE. D C Arkansas Power h Light Co 79/06/28 9pp 


P Operating license stage documents $t correspondence 


7907180601 Forwards proprietary it nonproprietary versions of CEN-39(A), 
Revision 5 A both versions of Suppl 1. Revision 1. Affidavit 
sne 1 . 

HILLrAMSiD H. Arkansas Power it Light Go 79/01/11 6pp 


— 7907120603 “CPC Protection Algorithm Software Change Procedure." 
Revision 8 Nonproprietary version of C-E rept, 

• Arkansas Power (< Light Co 78/12/10 56pp 


— 7907180606 '*CPC Protection Algorl thru. Software Change Procedure," Suppl 
1-NP. Revision I Nonpr oprlstary version of C-E rept. 

* Arkansas Power Light Ce, 79/01/05 96pp. 


7907030156 Provides Info requested in 770322 Itr L Amend 1 to License 
NPF-6. Forward* proprietary ronproprletary versions of 
"Determination of Plant Protaction Sys Trip Setpoirit 
Value* “ Affidavit end. 

RUETGR,D A Arkania* Power A Light Co 79/02/88 6pp 


— 7907020161 Nonproprl stary vsrslort of "Determination of Plant Protection 
8ys Trip Setpoint Values " 

* Arkansas Power it Light Co 79/07/02 45pp 
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7907060407 Provides ttatus of IE Oulletin 79-01 rofiponee Projected 
submittol date is 790714 

TRIMQLEiD C Arkansas Pau;Br Ac Light Co 79/05/03 Ip 


7907250051 Forwarcfa Amend 12 to License NPF-6/ safotij evaluation it 
notice of Isssuance & availability 

STOLZi J F Light Water Reactors Oranch 1 79/06/lS 3pp 


--7907250061 Amend 12 to License NPF~6( mod 1 fying App A Tech Specs to 
Include nuclear softtjare export as member of plant safety 
committee & deleting restrictions on making changes to core 
protection sys 

STOLZi J F Light Watei Reactors Branch 1 79/06/12 6pp 


-”7907250072 Safety evaluation supporting Amend 12 to License NPF-6 
STOLZi J F j ENQLEi L B Light Uatei Reactors Branch 1 

79/06/12 lOpp 


— 7907250080 Notice of Issuance 6 availability of Amend IS to License 
NPF-6 

8T0LZ. J F Light Water Reactors Branch 1 79/06/12 Spp 


7907170125 Foriuards 79070? draft offsite doso calculation manual 
TRlMBLEiD C Arkansas Power ti Light Co 79/07/09 Ip 


”-7907170128 Draft Offsite Dose Calculation Manual 
a Arkansas Power it Light Co 79/07/09 lOSpp 


7907270182 Forwards form Itr to BS«W operating plants re revised 
operating guidelines in event of engineered safety features 
sys actuation caused by low reactor coolant pressure. 
QElBSLERiO 0 Babcock Ac Wilcox Co 79/07/20 Spp 


7907310439 Proposes change to Tech Specs re response time for 
steam-driven emergency feedwater pump Forwards revised page 
of Toch Specs u/vertical lines showing items changed Class 
ni fee end 

CAVANAUOHiW Arkansas Power it Light Co 79/07/24 4pp 


O Inspection reports* IE Bulletins b correspondence 


7907160062 Comments on licensee response to IE Bulletin 79-OSA 

MADSENrO L Region 4i Dallasi Reactor Operations Nuclear Support 

Branch 79/04/13 3pp 


7907160009 Forwards evaluation by IE Region 4 of licensee 790416 
responses to IF Bulletin 79-OSA 

VAROAiB A Light Water Reactors Branch 4 79/04/20 IP. 


—7907160017 Evaluates licensee 790416 response to IE Bulletin 79-05A 
KADSENi 0 L Region 4i Dallasi Reactor Operations Nuclear 

Support Branch 79/04/14 3pp 


7907120001 Forwards IE ln*p Rept 50-313/79-07 it 50-368/79-07 on 
790319-0413 notice of violation 

KADSENi 0 L, Region 4* Dallasi Reactor Operations Nuclear Support 

Branch 79/05/01 Spp 


—7907120003 Notice of violation from insp on 790319-0413 

e Region 4i Dallas* Office of the Director 77/05/01 Spp 


—7907120007 IE Insp Rept 50-313/79-07 it 50-368/79-07 on 790319-0413 
Noncompliance noted failure to adhere to procedures. 

JOHNSON* W D * SPANOLERiR 0 * WE8TERMAN1 T F Region 4* Dallas* 

Reactor Operations Nuclear Support Branch 79/05/01 20pp. 


7907060417 Forwards partial response to IE Bulletin 79-03 re use of 
Youngstown longitudinal welded pipe in safety-related sys 
Volumetric examination of longitudinal welds has begun Fully 
developed program will be submitted by 7906S2, 

TRIMBLE* D C Arkansas Power & Light Co 79/05/14 Ip 


7707090439 Forwards IE Insp Repts 50-313/79-08 it 50-368/79-08 on 
790426-27 No noncomp Hance noted 

MADSEN* Q L Region 4* Dallas* Office of the Director 79/05/17 
Spp 


—7907090446 IE Insp Repts 50-313/79-00 it 50-360/77-08 on 790516, No 
noncofflp 1 lance noted. Major arras inspected* radiatlhn 
protection program* reip iratory protection program* posting Ac 
controls Ac radiological surveys 

MURRAY* B . BROWNcO. D Region 4* Dallas* Fuel Facility & 

Materials Safety Branch. 79/05/16. 6pp 


7907100283 Forwards IE Circular 79-08* "Attempted Extortion - Low 
Enriched U " No action required, 

8EyFRIT*K V. Region 4* Dallas. Office of the Diractor 79/05/18 

Ip 


7907060325 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

BEYFRIT.K V Region 4* Dallas. Office of the Director 79/05/22 

Ip 


7907180225 Submits info requested in IE Bulletin 79-10 re 
requal if Icatlon training program statistics 
TRIMBLE, D C Arkansas Power tc Light Co 79/05/85 Spp 


7907060411 Notifies that rept on records search requested by IE 
Bulletin 70012 is currently underway by C-E Final response 
re reactor vessels will be submitted by 79062? 

TRIMBLE, D C Arkansas Power it Light Co 79/05/29 Ip 


7907200343 Forwards IE Bulletin 79-12. "Short Period Scrams at BWR 
Facilttiis " No action required 

BEYFRIT.K V Region 4* Dallas. Office of the Director 79/05/31 
Ip 


7907190390 Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment IDef Ic iencies In Environ Qualification of 
ASCO Solenoid Valves) *' Action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/06 

Ip 


7907060010 Forwards lE Info Notice 79-18. "Deficient Procedures " No 
action required 

BEYFRIT* K V Region 4* DaUas. Office of the Director 79/06/07 

Ip 


7907020443 Forwards IE Info Notice 79-17* "flource Holder Assembly 
Damage from Misfit Between Assembly it Reactor Upper Orld 
Plate, " 

SEYFRIT.K V Region 4, Dallas* Office of the Director 79/06/20 

Ip 


7907120370 Forwards IE Bulletin 79-08* Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

8EVFRIT*K V Region 4* Dallas* Office of the Director 79/06/21 
Ip. 


7907020013 Forwards IE Circular 79-09* “Occurrence of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " 

SEYFRIT.K V Region 4* Dallas* Office of the Director. 79/06/82 

Ip 


7907120590 Forwards IE Bulletin 79-13* "Cracking in Feedwater Sys 
Piping." Action required 

8EYFRIT.K V Region 4* Dallas* Office of the Director 79/06/85 
ip 


7907100385 Forwards IE Circular 79-10* "Pipef 1 ttlngs Mfg from 
Unaccepteble Matl " No action required 

SEYFRIT.K V Region 4* Dallas, Office of the Director 79/06/26. 
ip 


7907180376 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem '* No action required 

SEYFRITiK V Region 4* Dalles* Office of the Director 79/06/2G 

ip 


7907840271 Ack receipt of 790483 it 0612 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-313/79-05 it 50-36B/79-05 

MADSEN* O.L Region 4* Dallas* Reactor Operations Nuclear Support 

Branch 79/06/29 tp. 


7907310207 Forwarus IE Bulletin 79-14, "Seismic Analysis for As-Built 
Safety-Related Piping Sys " Action required. 

SEYFRIT.K, V Region 4* Dallas* Office of the Director 79/07/02. 
ip 


7907310619 Forwards IE Info Notice 79-18* "Sky lab Reentry " No action 
required, 

SEYFRIT.K. V. Region 4* Dallas* Office of the Director. 79/07/06. 
Ip. 


7907190489 Forwards IE Bulletin 79-15* "Deep Draft Pump Beficlanclet " 
Action required 

SEYFRIT.K. V, Region 4* Dallas. Office of the Director. 79/07/11 


7907240299 Forwards IE Circular 79-13* "Replacement of Diesel Fire 
Pump Starting Contactors. " No action required. 

SEYFRIT.K. V Region 4* Dallas. Office of the Director. 79/07/13 
ip- 
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7907260325- Forwards IE Info Notice 79-19- "Plpo Crack'S In Stagnant 
Soraiad Uater 9i^s ai Pl^R Plants " No action roqulrad 
SEYFRITiK V Region 4. Dallas. Office of tho Director 79/07/17 
IP 


7907260231 Notifies t^at written responses to IE Jlolletin 79-15»Suppl 
t- should be directed to IE Div of Reactor Const Insp 
SEYFRIT^K V Region 4. Dallas- Office of the Director 79/07/lB 
IP 


R Periodic operating reports t related corre f pon-dence 


7907190541 Forwards monthly operatlrig rapt for June 1979 
TRIMDLE-D C Arkansas Power & Light Co 79/07/11 Ip 


—7907190544 Monthly operating rept fop June i979» 

SHIVELY- C N Arkansas Power It Light Co 79/07/11 opp 


8 Reportable occurrences. LERs It related correspondence 


7907030256 Forwards PND-79-67A0. "Nuclear Incident at TMI " 

MADSEN. D L Regioti 4- Dallas- Reactor Operations Nuclear Support 

Dranch 79/05/31 Ip 


7907020297 Forward* F NO-79- 67AR 

MADSEN- 0 L Region 4- Dallas. Reactor Qperatlans Nuclear Support 

Branch 79/06/08 Ip 


7907030175 Forwards PN0-79-67AS 

MADSENiO L Region 4- Dallas. Reactor Operations Nuclear Support 

Branch 79/06/10 Ip 


79O70302Sfi Forwards PN0-79’'67AT 

MADSENfO L Region 4-- Dallas- Reactor Operations Nuclear Support 

Branch 79/06/19 Ip 


790705009Q Forwards LCRs 79-039/03L-0 & 79-03e/03L-D 
TRiMDLEhD C Arkansas Power L Light Co 79/06/26 Ip 


—7907050102 LER 79-039/031 -0 on 790527 during NRC audit of Category E 
valve pos 1 tionSf whll e In Node 3 Operat 1 on* 1 ou pressure 
safety Injiection discharge header valve 251-5091-3 was 
discovered in closed position Cause unstated Valve opened 
SHIVELY. C N Arkansas Power t Light Co 79/06/26 Ip 


—7907050107 LER 79-03B/03L-0 on 790527 during fliain steam safety valve 
testing in Node 3 operation- steam generator A pressure 
Ind 1 e etor- 2PI-104 1-4 on Channel DPPS. failed high Caused by 
heat breaVdoun of some component 

SHIVELY- C N Arkansas Power U Light Co 79/06/26 Ip 


7907130307 Forwards FN0-79-67AiJ 

NADRENjO L Region 4i Dallas. Reactor Operations Nuclear Support 

Branch 79/06/27 Ip 


7907090239 Forwards LERs 79-04O/OaL-O h 79-043/03L-0 

TRiNDLEiD C Arkansas Power & tight Co 79/06/28 ip 


—7907090292 LER 79-040/03L-0 on 790603 during Mode 3 operation, 
emergency feedwater valve frojn electric puAip to O' steam 
generator, woul d not stroke shut Caused by coil It tripper 
bar being out of adjustment Valve repaired 
BHIVELV. C N Arkansas Power & Light Co 79/06/27 Ip 


—7907090297 LER 79-043/03L-0 on 790609 during Mode 3 operation, 
emergency feedwater control valves from electric pump to A 
steam generator failed to -close Caused by loose wire on 
handswltch Valve filled & vented u/oil. 

SHIVELY, C M Arkansas Power & Light Co 79/06/27 Ip 


7907120645 Forwards LERs 79'’04l/03L-0. 79-042/03L-0 it 79-037/03L-1 
TRINDLEjD C, Arkansas Power it Light Ca 79/07/06 Ip 


—7907120630 LER 79-04 1 /03L-0 on 790607’ failure to perform surveillance 
test on containment personnel hatch uithin specified time 
limit CaufB-d by irregularity of testing on weekends Testing 
rescheduled to Pall on Monday, Wednesday it Friday 
BHlVELYiC N Arkansas Power 6 Light Co 79/07/06 Ip 


—7907120654 LER 79-042/03L-0 on 790607- reheat stop valve 4 would not 
open during Mode 1 operatlan u/msin turbine latched, 

Cavsed by mechanical binding of reheat stop valve to seat 
Valve freed & trip tested 

QHIVELYjC.N Arkansas Power it Light Co 79/07/06 Ip 


— 7907120660 LER 79-037/03L-1 on 790514 supply valves 2CV-I039-2 h 
CV-1076-2 to steam generator 2E24B would not respond during 
Mode 3 operation. Caused by blown fuss t stuck relay Repairs 
made valves proven operable 

SHIVELY, C Arkansas Power «• Light Co 79/07/06 ip 


7907160203 Forwards LERs 77-044/03L-0 & 79-045/03L-0 

TRIMBLE, D C Arkansas Power it Light Co 79/07/09 Ip 


— 7907160296 LER 79-044/03L-0 on 790610 valve operator tripped circuit 
breaker on overloO'd it affected contain.rent penetration 
automatic isolation valve deactivated In closed position 
Caused by valve shaft binding in packing Valve tested 
SHIVELY, 0 N Arkansas Power te Light Co 79/07/09 Ip 


— 790716030B LER 79-043/03L-0 on 790613 channel A core protection 
rslculstor taken out of bypass- resulting in Hnoar power 
density It DNDR trip Cause unknown Channel tested it returned 

to SVC 

SHIVELY. C N Arkonsas Power Ic Light Co 79/07/09 ip 


79071B0669 Forwards PND-79-67AV it AW 

MADSEN- 0 L Region. 4- Dallas- Reactor Operations Nuclear Support 

Dranch 79/D7/10 Ip 


7907300297 Forwards LER 79-O46/O3L-0 

TRIHQLE, D C Arkansas Power Ic Light Co 79/07/lS Ip 


— 7907300307 LER 79-046/0aL-0 on 790619 leakage of seal on personnel 
escape hatch was in excess of 50.000 cubic centimeters/ 
minute Cause not given Seal replaced Ratest indicated 
no leakage 

SHIVELEY, C N Arkansas Power «< Light Co 79/07/10 Ip 


DOCKET 50-369 WILLIAK B MCOUIRE NUCLEAR 8TATI0N. UNIT 1 


A Appl ieat 1 on/donstruction stage documents 6 correspondence 


7907160109 Draft memo re licensing strategy for plants w/fuel load 
dates in CV79 

DOYD, R. 6 Division of Project Management 79/03/20 6pp 


7907260120 Summary of 790600 meeting W/utll in Do the Ida- ND re 
draft radlolog leal effluent Tech Specs i< Offsite Dose 
Calculation Manual 

SDEOLIiJ 8 Effluent Treatment Systems Branch 79/06/10 5pp 


7907250377 Informs of change in projected fuel load dates to May 1900 
for Unit 1 it Jan 1968 for Unit 2 t< change In commercial 
operation data* to Aug 1980 for Unit 1 & Apr 1982 for 
Unit 2 Formal request to follow 
PARKER. W O Duke Power Co 79/07/20 ip 


0 Adjudicatory correspondence 


7907110499 State of IL opposition to NRC 790504 motion it Comm Ed 790507 
(notion for reconsideration l</or clarification it referral of 
ABLD 790419 memo It order admitting Contentions 6 It 11 
8EKULER.8 N Illinois- State of 79/03/17 6pp 


— 7907110872 Forwards new Info re analysis of sabotage t< possible 
consequences., potential ly relevant to McOulre proceedings 
U/o end Certificate of 8vc end 

CARTER, T F Division of Safeguards 79/01/22 3pp 


7907170247 Confirms 790322 conversation re info requested In 790503 Itr 
on status of proposed amend to Dyproduct/Metl License 
BNM-1773 Issued to Duke Power Co Heerlngs scheduled for 
790619-19 In Charlotte. NC 
KETCHEN.E 0 Dranch 4 79/05/23 Ip 


K Utility Final Oafety Analysis Report (FSARl It amends 


7907180559 Forwards Amend 61 to application for OL- consisting of 
Revision 37 to F8AR 

PARKER, M O Duke Power Co. 79/07/09 2pp 


— 7907180568 Revision 37 to FEAR H/34 overslied drawings 
e Duke Power Co 79/07/06 164pji. 


0 Inspection reportsi lE Dulletlns It correspondence 


79070SD417 Forwards IE Bulletin 79-05Bi "Nuclear Incident at TMt - 
Bifppl- " No action required, 

O'REILLY/ J P Region S, Atla-nta. Office of the Director 
79/04/ 8 £ 2pp. 



7907110319 ForiJardfi IC Info Notice 79-1 !■ "Louer Reactor Vesfol Hoad 
Insulation Support Problem " No action required 
O^REILLY*iJ P Region Atlanta# Office of the Director 

77/05/07 2pp 


7907110091 Forwards IE Dulletln 79-11# “Faulty Ovorcorront Trip Device 
In Circuit Dreakers for Engineered Safety Sys ” Action 
T equlr ed 

D'RElLLy.J P Region St Atlanta# Office of the Director 

79/05/23 2pp 


7907240155 Forwards IE Insp Rept 50-369/79-23 on 790500-11 No 
noncompllance noted 

MURPHY# C E Region 2# Atlanta# Reactor Construction b Engineering 

Support Oranch 79/05/25 Spp 


—7907240163 lE Insp Rept SO-369/79-23 on 79050B-1 1 No noncomp llanco 
noted Major areas inspected storage installed 
electrical penetration assemblies & inetallation of 
records for instrumenta tion components k sys 
RUFFiA D Region 3# Atlantai Office of the Director 

DRYANT#J C Region 8# Atlanta# Reactor Construction & 

Engineerlns Support Branch 79/05/29 3pp 


7907030093 Forwards IE Info Notice 79-13# ’’Indication of Low Water 
Level in Dystor Creek Reactor ” No action required 
D^REILLYiJ P Region 2. Atlanta, Office of the Director 
79/09/29 Spp 


7907090302 Roqiiosts extension of time for responding to IE Bulletins 
7S-12# ISA & 12D 

PARKER, W O Duke Power Co 79/05/27 Ip 


7907190569 Responds to IE Bulletin 79-04 Review of sys revealed no 
swing check valves mfg by Velan Engineering Corp in use 
PARKER, W □ Duke Power Co 79/05/29 tp 


7907190750 Responds to IE Bulletin 79-07 re use of particular 
computer codes PI60L t, GUPERPIPE used on all piping 
dna lyses, ex cep t analyses performed by Westlnghouse. 

PARKER, W □. Duke Power Co 79/05/27 Spp 


7907200106 Forwards IE Dullatin 79-12, "Bhort Period Scrams at BWR 
Facilities '* No action required 

O'REILLV, J P Region 2* Atlanta, Office of the Director 
79/09/31 2pp. 


79071*0105 Ack rocoipt of IH Insp Rept 90-369/79-16 on 790309-09 No 
proprietary Info 

PARKER, W 0 Duke Power Co 79/06/04 Ip 


— 7907160191 Forwards IE Insp Rept 90-369/79-16 on 790309-09. No 
noncompl ianc o noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/09/10 2pp 


— 7907160199 IE Insp Rept 90-369/79-16 on 790305-09 No noncompllance 
noted Major areas inspected plant procedures 

0UZT8, J E , FORD, E J , KELLOOGi P. J Region 8, Atlanta, Reactor 

Operations Nuclear Support Branch 79/04/09 19pp 


7907190193 Forwards suppl IE Bulletin 79-OlA, ’’Environ Qualification of 
Class IE Equipment <0ef icl enc ies in Environ Oua 1 if icat ion of 
AECO Solenoid Valves) ” Action required 

O'REILLYrU P Region 8, Atlanta, Office of the Director 
79/06/06 2pp 


7907100161 Forwards IE Info Notice 79-19 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/06/07 Spp 


7907020205 Forwards lE Info Notice 79-14, "Safety Classification of 
Elactrical Catle Support Sys " 

O'REILLYiJ. P Region 2, Atlanta, Office of the Director 
79/06/11 ip. 


7907290153 Requpsts that Region 2 measurements van be granted access 
privileges of ’’licensee designated vehicle ” 

O'REILLY, J.P Region 2, Atlanta, Office of the Director, 

79/06/11 3pp. 


7907020302 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly 8, Reactor Upper Orid 
Plate " 

O'REILLY, J P Region 3, Atlanta, Office of the Director 
79/06/80 Ip 


7907120061 Forwards IE Bulletin 79-02i Rovi slon 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts. " Action 
required 

□ 'REILLY,U P Region 2# AtUnta# Office of the Director 
79/06/21 Ip 


7907310009 For-wards IE Bulletin 79-13, "Cracking in Feedwater By t 
Piping “ Action required. 

O'REILLY.J P Region 2, Atlanta, Office of the Director 

79/06/29 2pp 


7907110263 Forwards lE Circular 79-10, "Pi p ef i 1 1 1 n g S Hfg from 
Unacceptable Matl " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/06/26 2pp 


7907100303 Forwards IE Circular 79-ll< ’’Deslgn/Cons t Interface 
Problem " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/06/27 2pp 


7907100597 Forwards IE Circular 79-l2» "Potential Diesel Denerator 
Turbocharger Problem " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/20 2pp 


7907270379 Ack receipt of 790619 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/79-22 it 
50-370/79-i I 

MIIRPHY»C E Region 3, Atlanta, Reactor Construction U Engineer Ir 

Support Drench 79/07/02 Ip 


—7907270370 Submits addl info re IE Insp Rept SO-369/79-22 k 
90-370/79-11 Repair & reassembly will be performed by malnt 
personnel will be Inspected by both QA dept vendor 
representative 

PARKER, W.O Duke Power Co 79/06/19 2pp 


—7907270380 Forwards revised pages to Insp Repts 90-369/79-38 k 
90-370/79-1 1 

MURPHY, C.E Region 2# Atlanta# Reaetnr Construction I, 

Engineering Support Branch 79/0*6/04 4pp 


—7907270303 Forwards IE Insp Repts 90-369/79-22 k 50-370/79-11 Ph 
790902-04 

MURPHY, C £ Region 2, Atlanta, Reactor Construction k 

Engineering Support Branch 79/05/84. 2pp 


—7907270387 IE Insp Repts 90-369/79-22 k 90-370/79- H on 790902-04 
No noncompliance noted 

HERDT, A R , HUNT, M D. Region 2, Atlanta, Reactor Construction 

Engineering Support Branch 79/05/84 4pp 


7907310234 Forwards IE Dulletln 79-14, "Gelsmie Analysis for As-Built 
Safety-Related Piping Sys ’• Action required 
O'REILLYtU P Region 2, Atlanta, Office of the Director 
79/07/02 2pp 


7907310369 Forwards IE Bulletin 79-15, "Deep Draft Pomp Def Ic larit I ei. ” 
Action required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/07/i 1 Ip 


8. Reportable occurrences. tERs It related correspondence 


7907090348 Forwards Deficiency Repts 369/79-03 I, 370/79-04 
PARKER.no, Duke Power Co 79/06/22. Ip 


—7907090393 Deficiency Rapt* present rod controller Is less cohservati' 
than assumed In safety analysis 8, could lead to DN0 
reduction below min design value. Revised setpoint will be 
included in Tech Specs 
« Duke Power Co 79/06/22. Ip. 


V, Operator Exanvi nations 


7907250394 FOIA request for summery sheet of power plant operator 
exam results presented to NRC on 790420 k license eeami l< 
test results far Duke Power Co employees from 750101 to 
present. 

AHRENDT, B. Jeff arson Pilot Broadcaeting. 79/06/20 3pp, 


7907850400 Responds to FDIA request for summary sheet of power plant 
operator exam results presented to NRC on 790420. Forwards 
documents listed on App A, 

FELTON. J M Division of Rules and Records 79/07/10, Spp 
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DCCHGT 50'370 WILLIAM 0 MC&UIRE NUCLEAR 6TATI0N> UNIT 2 
A App 1 Ication/^cons truttioTi stage docutnants i< curt es pond buc e 


79072AQ120 9L.mmary of 7*?0609 0 )«flting u/util in Dethc tdai HD- re 
radiological effluant Tech Specs h Offsite Dose 
Calculation Manual 

BDEQLl. J S Effluent Treatment Systems Branch 7970&/1B 3pp 


7907250377 Informs of change in projected fuel load dates to Hay 1980 
for Unit I it Jan 1962 for Unit 2 *< change In coniniercial 
operation dates to Aug 1900 for Unit I !< Apr 19B2 for 
Unit 2 Formal request to follou 
PARKEfli W 0 Duke Poubt Co 79/07/20 Ip 


O Adjudicatory correspondence 


7907110572 Foruiards neu info re analysis of sabotage & possible 
conscquenc es. potential ly relevant to McOutre proceedings 
W/o end Certificate of Svc end 

CARTERj T F Division of Safeguards 79/01/22 3pp 


7907170247 Confirms 790522 conversation re info requeetad in 790303 Itr 
on status of proposed amend to Dgproduc t/Hat I License 
BNM-1773 issued to Duke Power Co Wearinga scheduled f-or 
790i£.l9-S9 in Charlotte^NC 
KETCHEN«£ 0 Branch 4 79/05/23 Ip 


K Utility Final Safety Analysis Report (F9AR) fa amends 


7907120339 Foruar-ds Amend &1 to application for QLf cons i sting of 
Revision 37 to F8AR 

PARKERjW D Duke Power Co 79/07/09 2pp 


— 7907120562 Revision 37 to F3AR W/34 overslied drawings 
d Duke Po^kiBT Co 79/07/06 t64pp 


Q Inspection reporter IE Bulletins fa correspondence 


7907030417 Forwards IE Oullettn 79“05Br ''Nuc I ear Incident at THI - 
Su-ppl ■' No action required 

O'RElLLVrJ P Region 2i Atlantai Office of the Director 
79/04/Sl 3pfl 


7907110319 Forwards IE Info Notice 79-lli '‘Lower Reactor Vessel Head 
Insulation Support Problsn " No action required 
0'REILLV<J P Region 2i Atlantaj Office of the Director 
79/03/07 &PP 


7907110091 Forwards IE Bulletin 79-11p "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Action 
required 

D'fiEILL9iJ P. Region 2, Atlanta* Office of the Director 
79/05/22 Spp 


7907030093 Forward* IE Info Notice 79-i3i "Indication of Low Water 
Level in Oystar Creek Reactor ” No action required 
O'REILLY.J P Region 2. Atlanta* Dffice of the director 
79/05/29 app. 


79D7O903G2 Requests oitension of time for responding to IE Bulletins 
7Q-i2. I2A fa 120 

PARKER. W O Duke Power Co. 79/03/29 Ip 


7907190565 Responds to IE Bulletin 7?‘'04 Review of sys revealed no 
suing check valves mfg by Velan Engineering Carp In use 
PARKER. W a Duke Power Co 79/05/29. Ip 


7907190750 Responds to IE Bulletin 79'’07 re use of particular 
computer cades PI80L fa SUPERPIPE used on. all piping 
ana ly sf S i eictep t analyses performed by Ife st irghous e 
PARKER. H 0 Duke Power Co 79/05/29 2pp. 


'07200166 Forwards lE Bulletin 79-1 Sh "Short Period Scrams at BWR 
pBcilltiss *' No- action required 

O'RElLLYiJ P. Region 2. Atlanta. Office of the Director 
79/05/31 2pp 


7190153 Forwards suppl IE Bulletin 79-aiAi "Environ OuaHf tcatl on of 
lass IE Equipment <Def ic iencies in Environ Qualification of 
ICO Solenoid Valves)." A-ctlon required 

RElLLYiJ P. Region 2. Atlanta* Office of the Director. 

/06/06 2p p 


100161 Forward* IE Infd Notice 79“15 

REILLY* J.P. Region 2* Atlanta# Office of the Director 
/06/&7 2pp. 


7907020205 Forwards IE Info Notice 79‘’14. "Safety Classification of 
Electrical Cable Support By* " 

O'REILLYjJ P Region 2. Atlanta* Dffice of the Director 
79/06/11 Ip 


7907020302 Forwards IE Info Notice 79-17* "Bourto Holder Assembly 
Damage from Misfit Detsi&en Assemblv fa Reactor Upper Grid 
Plate " 

O'REILLY.J P Region 2. Atlanta* Office of the Director 
79/06/20 Ip 


7907120061 Forwards IE Bulletin 79-02* Re vi s 1 on 1* **Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
requ 1 red 

O^RElLLYi J P Region 2. Atlanta* Office of the Director 
79/06/21 Ip 


7907310009 Forwards IE Bulletin 79-13* "Cracking in Feedwater Bys 
Piping " Action required 

O'REILLY.J P Region 2. Atlanta* Office of the Director 
79/06/23 2pp 


7907110263 Forwards IE Circular 79-10. "Pip ef i tting s Mfg from 
Unacceptable Matl " No. action requlretf 

O'REILLY.J P Region 2. Atlanta* Office of the Director 
79/06/26 2pp 


7907190303 Forwards IE Circular 79-11. "Design/Const Interface 
Problem " No action required 

□ 'REILLY.J P, Region 2. Atlanta* Office of the Director 
79/06/27 2pp 


7907180597 Forward# IE Circular 79-12. "Potential Diesel Generator 
turbocharger Problem " No action required 
O'REILLY.J P Region 2* Atlanta* Office of the Director 
79/06/28 2pp ^ 


7907270375 Ack receipt of 790619 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-369/79-22 fa 
50-370/79-11 

HURPHY.C E Region 2* Atlanta. Reactor Construction fa Engineering 

Support Branch 79/07/02 Ip 


—7907270370 Submits addl info re IE Insp Rept 50-369/79-22 fa 
SO-370/79-ll Repair fa reossembly will be performed by maint 
personnel fa will be inspected by both QA dept fa vendor 
representative 

PARKER* W 0 Duke Power Co 79/06/19 2pp 


—7907270380 Forwards revised pages to Insp Repts 50-369/79-32 fa 
50-370/79-11 

•MUf^PrtY.C E Region 2* Atlanta. Reactor Construction fa 

EnglPeei'lng Support Branch. 79/06/04 4pp 


—7907270303 Forward* IE ln«p Repts 50-369/79-22 fa 50-370/79-11 on 
790502-04 

MURPHY.C E Region 2. Atlanta* Reactor Construction fa 

Engineering Support Branch 79/05/24 2pp 


—7907270307 IE Insp Repts 50-369/79-22 fa 50-370/79-11 on 790502-04 
No noncompliance noted 

HERDT.A R . HUNT*H D Region 2. Atlanta* Reactor Construction fa 

Engineering Support Branch 79/05/24 4pp. 


7907310234 Forward* IE Bulletin 79-14* "Bolsmlc Analysis for As-Built 
Safety-Related Piping Bys '* Action required, 

O'REILLY.J P Region 2* Atlanta* Office of the Director 
79/07/02 2p p 


7907310369 Forwards IE Bulletin 79-15* "Doep Draft Pump Deficiencies " 
Action required 

O'REILLY.J P Region 2* Atlanta* OffUe of the Director 
79/07/11 Ip 

S Reportable occurrences* LERs fa related correspondence 


7907090342 Forwards Deficiency Rapts 369/79-03 fa 370/79-04. 

PARKER. H O. Duke Power Co, 79/06/22 Ip 

--7907090353 Deficiency Rept present rod controller is less conservative 
than assumed In safety analysis fa could lead to DNB 
reduction below min design Value Revised setpoint will be 
Included in Tech Specs 
a Duke Power Co 79/06/22 Ip 

V Operator Ekarntnations 


7907250394 FOIA request for summary sheet of power plant operator 
exam results presented to NRC on 790420 fa license exams fa 
test results for Duke Power Co employees from 750101 to 
present 

AHRENDTiB. Jefferson Pilot Broadcasting 79/06/20 2pp, 
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/■POyES-O^DS Responds ta FOIA request far summary sheet of pouJer plant 
operator e*am results presented to NRC on 7^0420 Foruards 
documents listed on App A 

FELTON* J M Division of Rules and Records 79/07/18 3pp 


DOCKET 90-373 LASALLE COUNTY STATION. UNIT 1 


A Application/construction stage documents & correspondence 


79071£0109 Draft memo re licensing strategy for plants u/fuel load 
dates in CY79 

QOYDi R 8 Division of Project Management 79/03/SB App 


7907130018 Notification of 790615 meeting w/Hark II ouners GE in 
Bethesda.KD re closure of Mark II lead plant program 
ANDERSON. C J Assistant Director for Reactor Safety 79/06/09 

6pp 


7907100419 Notification of postponement of 790615 meeting w/Mark II 
owners it OE to discuss closure of Mark II lead plant 
program Meeting will he rescheduled 

ANDERSON. C J Containment Systems Qranch 79/06/05 2pp 


7907090291 Notification of 790724-29 meeting ui/representat 1 ves from 
lead Hark 11 plants to discuss long-term program 
ANDERSON. C J Containment Systems Branch 79/06/11 2pp 


7907250063 Notification of 790726 meeting u/OE. C Econo/nus it Mark II 
auners in Dethesda. MD to discuss closure of Mark II lead 
plant program 

ANDERSON. C J Containment Systems Branch 79/06/29 6pp 


7907090229 Forwards seismic response spectra for LaSalle County 
auxiliary bldg. in response to NRC request 
DELOEORGE. L Q Commonwealth Edison Co 79/06/28 23pp 


7907300171 Notification of 790717-18 meeting w/Mark II owners group ti 
QE In Lebanon. NM to discuss Mark II pool dynamic programs 
ANDERSDNfC J Containment Bystems Branch 79/07/03 i2pp 


7907240230 Submits schedule for responses to various branch questions, 
in response to OD Parr 790621 request for addl info 
DELGEORGE. L □ Commonwealth Edison Co 79/07/17 2pp 


£ NRC Safety Evaluation Report <8ER). suppls correspondence 


7907240434 Summary of 790911 1. 24 meetings w/util re outstanding issues 
in draft 8ER 

BOURNIAiA Light Water Reactors Qranch 3 79/06/14 19pp 


0 Inspection reports. IE Bulletins correspondence 


7907300038 Forwards IE Insp Ropts 90-373/79-13 it 50-374/79-10 on 
790322-23 it 0403-06 it notice of Violation 

FldRELLI.O, Region 3i Chicago. Reactor Construction Engineering 
Support Branch 79/05/01 2pp 


— 7907300041 Notice of violation from tnsp on 790322-23 (< 0403-06 

¥ Region 3. Chicago. Reactor Construction it Engineering Support 
Branch 79/04/26 3pp 


— 7907300046 IE Insp Repts 90-373/79-13 it 90-374/79-10 on 790382-23 it 
040-3-06 Noncompliance noted post-accident monitoring, 
electrical terminations St heating, vent! 1 iation S< air 
conditioning component design 

HAVES. D.W . NAIDU. K R , HUGHES. J Region 3. Chicago. Reactor 

Construction St Engineering Support Branch 79/04/26 I9pp 


79D7060031 Responds to IE Bulletin 77-07 6af ety-related penetrations 
for Unit 1 do not use epoxy seal described Safety-related 
penetrations for Unit 2 are mfg by Amphenol Sams Dlv of 
Bunker Ramo Corp St does usa epoxy seal described 
DELOEORGE.L 0 Commonwealth Edison Co 79/09/23 3pp 


7907200287 Forwards IE DulUtln 79-12. "Short Period Scrams at BWR 
racllitlas " No action required 

KEPPLERtd, 0 Region 3. Chicaon. Office of the Director 79/09/31 
if 


7907240184 Forwards lE Insp Rept 50-373/79-19 on 790402-03 it lB-20 No 
11 onromp 1 lance noted 

HETSHMANrR F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/06/01 2pp 


—7907240127 IE Insp Rept 50-373/79-19 on 790402-03 t lB-20 No 
noncompliance noted Major areas inspected responses to IE 
bul letlns. operating procedures. IE headquarters requests it 
Tech Spec evaluation 

WALKER. H D . WRIGHT, 0 C , SPES9ARD. R L Region 3. Chicago. 
Office of the Director 79/09/30 6pp 


7907250290 Forwards IE Insp Repts 90-373/79-18 U 50-374/79-12 on 
770519-16 No noncompliance noted 

FIORELLI.G Region 3. Chicago. Reactor Construction it Engineering 

Support Branch 79/06/05 2pp 


— 790725030i IE Insp Repts 50-373/79-10 «. 50-374/79-12 on 790919-16 No 
noncompliance noted Major areas Inspected work activities L 
QA records relative to suppression pool mods & records 
relative to reactor recirculation »ys 

NEI8LER. J H . KNQP. R C Region 3. Chicago. Reactor Construction 

& Engineering Support Branch 79/09/31 4pp 


7907190224 Forwqrds suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment iDef Ic 1 enc 1 es in Environ Qual i f Icatlon of 
A6C0 Solenoid Valves) " Action required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/06/06 
IP 


7907240241 Forwards IE Info Notice 79-l5i "Deficient Procedures " No 
action required 

KEPPLER, J O Region 3. Chicago. Office of the Director 79/06/07 

Ip 


7907060007 Advises that IE Info Notice 79-i5, "Deficient Procedures" 
forwarded to listed utils 

PAPPA8. H Region 3. Chicago. Office of the Director 79/06/08 
2pp 


7907020237 Forwards lE Info Notice 79-14. "Safety Classification of 
Electrical Coble Support 8ys " 

KEPPLER. U 0 Region 3, Chicago. Office of the Director 79/06/U 
Ip 


7907i900i0 Responds to l£ Bulletin 79-09 OE Type AK-2 circuit breakers 
are not used at LaSalle, but are used at Byron & Braldwood 
at main supply air operated circuit breakers 
REED. C Commonwealth Edison Co 79/06/18 3pp 


7907020409 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly £c Reactor Upper Grid 
Plate. " 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/06/20 
IP 


7907120196 Forwar.i6 IE Bulletin 79-02. Revl s ion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts Action 
required 

KEPPLER. U 0 Region 3* Chicago. Office of the Director 79/06/21 

Ip 


7907120680 Forwards IE Bulletin 79-13, "Cracking in Feedwater 8ys 
Piping " No action required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/06/29 

Ip 


7907060303 Forwards IE Circular 79-10. "Plpef ittings Mfg from 
Unacceptable Matl " No action required 

KEPPLER. U 0 Region 3, Chicago. Office of the Director 79/06/26 
IP 


7907050466 Forwards IE Circular 79-tl. "Design/Const Interface 
Problem " No action required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/06/27 

Ip 


7907160392 Forwards IE Circular 79-12. "Potential Diaiel Generator 
Turbocharger Problem " No action required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/06/28 

Ip. 


7907240064 Ack receipt of 790601 Itr informing NRC of steps taken to 
correct vlolatloni noted in IE Insp Repts 50-373/79-13 !< 
50-374/79-10 

KEPPLER. U. 0 Region 3. Chicago. Office of the Director 79/06/29 
3pp 


—7907840078 Responds to NRC 790501 Ur re violations noted in IE Insp 
Repts 50-373/79-13 it 50-374/79-10 Corrective actions 
nonconformance rept written to identify where cadmium-plated 
bolts were used as fastening matl 
REED, C. Commonwealth Edison Co 79/06/01, 6pp 
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7907130236. Forward* lE Bulletin 79~14* "Sslsmic Analijftts for At-Bullt 
8a P«tg'‘R elattf d Piping Sgx *’ Action required 

KEPPLERi J G» Region 3 j Chlcagoi Office of the Director 79707/02 

Ip 


7907300077 Ack receipt qf 79061B Jtr Informing NRC of *tepi talon to 
correct violations noted in IE Insp Rapt 50~373/79-‘17 it 
30 ^ 374 / 79“! 1 

FIflRELLKG Region 3i Chlcagoi Reactor Construction & Engineering 

Support Branch 79/07/10 Ip 


— 7907300089 Responds to NRC 790318 1 tr re violations noted in IE Insp 
Rept# 30-373/79-17 & 50-374/79-11 Corrective actions grout 
has been analgied St casing filler uiill be sampled from 
storage tanks. 

REED# C Commonuealth Edison Co 79/OA/10 6pp 


7907310311 Forwards lE Bulletin 79-lSi '•Deep Draft Pomp Deficiencies " 
Actlan required 

KEPPLERtJ 0 Region 3. Chicagot- Office of the Director. 79/07/U 

Ip 


7907310403 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors. " No action required 

KEPPLER.J G Region 3. Chicago, Office of the Director 79/07/13 


7907260133 Notifies that written responses to IE Qullatin 79~t3.Buppl 
Ir should be directed to lE Dlv of Reactor Const Insp 
KEPPLERj J O Region 3i Chicago, Office of the Director 79/07/18 
Ip 


7907260336 Forwards IE Info Notice 79-19; “Pipe Cracks In Stagnant 
Berated Hater 8gs at FHR Plants '* No action required 
KEFFLER|^I O Region 3. Chicago. Office of the Director 79/07/16 
Ip 


7907230217 Foruards IE Bulletin 79-14. Revls 1 on 1* "Seismic Analgsls for 
Aa-Built 8a f etg-Rs lated Piping Sys " Action required 
K6PPLER*J 0 Region 3. Chicago; Office of the Olreotor. 79/07/20 
ip 


8 Reportable occurroncesp LCRs & related correspondence 


7907110716 Act receipt of 79DS21 final rept re conduit supports 
Review will he completed during future insp 

FlOREtLI.G Region 3, Chicago, Reactor Construction U Engineering 

Bupport Branch 79/03/31. Ip 


DOCKET 30-374 LASALLE COUMTV STATION; UNIT 2 


A App I teat 1 on/coni true tl on stage documents ti correspondence 


7907130010 Notification of 79061S meeting w/Mart II owners & OE in 
GathesdaiND re closure of Hark II lead plant program 
ANDERaON.C J Assistant Director lor Reactor aafety 79/06/03 

6pp 


E NRC BafotU Evaluation Report (8ER); supple it correspondence 


7907S40434 Summary of 7909U 6 24 meetings w/otil re outstanding Issues 
In draft 8ER 

BOUBNIA.A Light Hater Reactors Branch 3 79/06/14 19pp 


a Inspection reports; IE Bulletins 6 correspondence 


7907300038 Forwards IE Insp Repts S0-373/79-J3 & 30-374/79-10 on 
790322-23 U 0403-06 & notice of violation 

FI0RELL1;0 Region 3; Chicago; Reactor Construction ti Engineering 

Support Branch 79/05/01 2pp 


—7907300041 Notice of violation from insp on 790322-23 h 0403-06 

» Region 3i Chicago, Reactor Construction & Engineering Support 
Branch 79/04/26 3pp 


—7907300046 IE Insp Repts S0-373/79-I3 t< 50-374/79-10 on 790322-23 h 
0403-06 Noncompl lance noted post-accident monitoring; 
electrical terminations l< heating; venti 1 iation air 
conditioning component design 

HAVES; D W ; NAIDUjK R ; HUGHES; J Region 3; Chicago; Reactor 

Construction 6 Engineering Support Branch 79/04/26 I9pp 


7907060031 Responds to IE Bulletin 77-07 Safety-related penetrations 
for Unit 1 do not use epoxy seal described Safety-related 
penetrations for Unit 2 are mPg by Amphenol Sams Div of 
Bunker Ramo Corp 1; does use epoxy seal described 
DELOEOROE;L 0 Commonwealth Edison Co 79/03/23 3pp 


7907200287 Forwards IE Bulletin 79-12; "Short Period Scrams at DWR 
Facilities No action required 

KEPPLBH.aO Region 3; Chicago, Office of the Director 79/05/31 

ip. 


7907250290 Forwards IE Insp Repts 90-373/79-18 it 50-374/79-12 on 
790913-16 No noncomp 1 lance noted 

FIOREtLIiO Region 3, Chicago. Reactor Construction it Engineering 

Support Branch 79/06/09 2pp 


—7907250301 le Insp Repts 50-373/79-18 & 50-374/79-12 on 790515-16 No 
noncompl lance noted Major areas inspected work activities & 

QA records relative to suppression pool mods it racords 
relative to reactor recirculation sys 

NElSLERiJ H ; KNQP.R C Region 3; Chicago, Reactor Construction 

It Engineering Support Branch 79/09/31 4pp 


7907190224 Forwards suppl IE Bulletin 79-OlAr "Environ Qualification of 
Class IE Equipment IDef id ianc 1 es in Environ Qual 1 f ication of 
ASCO Solenoid Valves) " Action required 

KEPPLER; J 0 Region 3, Chicago, Office of the Director 79/06/06 

ip 


7907240241 Forwards IE Info Notice 79-19; "Deficient Procedures " No 
action required 

KEPPLER;\f Q Region 3, Chlcagor Office of the Director 79/06/07. 

ip 


7907060^007 Advises that IE Info Notice 79-15. "Deficient Procedures" 
forwarded to listed utils 

PAPPA9;H Region 3. Chicago, Office of the Director 79/06/OB 

2pp. 


7907180415 Notification of paetponetrtent of 790615 rneetlmg w/Harl 11 
owners V OE to discuss closure of Hark JI lead plant 
program Meeting will be rescheduled 

ANDER80N; C J Containment Systems Branch 79/06/05 2pp 


7907090291 Notification of 790724-25 meeting w/representatlves from 
lead Hark tl plants to discuss long-term program 
ANDERBQNj C J. Containment Systems Branch 79/06/11 2pp 


7907250063 Notification of 790726 meeting w/OE.C Economus it Mark IX 
owners in Bethesda.HO to discuss closure of Hark II lead 
plant program. 

ANDERSON. C J. Containment Systimi Branch 79/06/25 6pp 


7907050229 Forwards seismic response spectra for LaSalle County 
auxiliary bldg, in reiponse to- NRC request. 

DELOEOROE; L. 0 . Common wealth Edison Co 79/06/28. 23pp. 


7907300171 Notification of 790717-18 meeting u/Hark II owners group It 
OE in LebanohjNN to discuss Hark li pool dynamic programs 
ANDERBON.C J, Containment Systami Branch. 79/07/03 12pp 


7907240230 Submits schedule for responses to various branch questions, 
in response to OD Parr 790621 request for addl Info 
DELGEOROE, L. 0 Cummonwealth Edison Go. 79/07/17. 8pp. 


7907020237 Forwards IE Info Notice 79-14; "Safety Class if Ication of 
Electrical Cable Support Bys " 

KEPPLERrJ. 0 Rcylon 3, Chicago; Office of the Director 79/06/11 
if 


7907190010 Responds to IE Bulletin 79-09 OE Type AK-3 circuit breakers 
are not used at LaSalle, but arc used at Byron & Braidwood 
as malm supply air operated .circuit breakers 
REED; C. Commonwealth Edison Co 79/06/18 3pp 


7907020409 Forwards lE Info Notice 79-17; "Source Holder Assembly 
Damage from Misfit Between Assembly k Reactor Upper Grid 
Plate " 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 79/06/20 
If 


790712019B Forwards lE Bulletin 79-02, Revision 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

KEPPLERfJ. 0. Region 3, Chicago, Office of the Director 79/06/21 

ip. 

P 

7907120680 Forwards lE Bulletin 79-13, "‘Cracking in Feedwater Byi 
Piping ” No action required 

HEPPLERjU 0 Region 3, Chicago, Office of the Director. 79/06/25 

ip 


DOCKETED ITEMS 


7907060303 Forwards IE Circular 79“*10« "Pipof ittings Mfg from 
tab I b Matl " No action required 

KEPPLERiJ 0 Region 3, Chicago, Office of tho Director 79/06/36 

Ip 


7907030466 Forwards IE Circular 79~’\\i "De*iQn/Cona t Interface 
Problem '* No action required 

KEPPLERfJ 0 Region 3, Chicago, Office of the Director 79/06/37 
If 


7907180393 Forward® IE Circular 79-12i "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER.J 0 Region 3i Chicago. Office of the Director 79/06/2B 
tp 


79G7240064 Act receipt of 790601 Itr informing NRC of steps taken to 
cofTBct violations noted in IE Insp Repts 30-373/79‘-13 h 
50-374/79-10 

KEPPLERiJ Q Region 3, Chicago, Office of the Director 79/06/29 
3pP 


—7907240078 Responds to NRC 790501 Itr re violations noted in IE Insp 
Repts SO-373/79-13 t» 50-374/79-10 Corrective actions 
nonconformance rept written to Identify where cadmium-p lated 
bolts were used as fastening mat! 

REEDrC Commonwealth Edison Co 79/06/01 8pp 


DOCKET 50-376 NORTH COAST NUC PLANT 
G Adjudicatory correspondence 


7907050304 Forwards SER for facility H/o end 
MCfll/RREN, H J Branch 1^ 79/05/09 Ip 


DOCKET 50-302 WATERFORD OENERATINO 3TATI0N, UNIT 3 


A App lication/constructipn stage documents U correspondence 


7907240620 Summarv of 790523 meeting w/utll t< Ebosco at facility re 
hydrology of site &t environ 

llENEOICT,R A Light Water Reactors Branch 2 79/06/00 3pp 


79072306B7 Notification of 790716 meeting w/uti 1 in 13ethesda«MD to 
discuss site selection process 

COTA, P C Environmental Projects Branch 1 79/07/02 2pp 


7907200249 Bummarltfts util evaluation of effect of Till incident 
reviewed all correspondenc ei evaluated sequence of events to 
compare designs of TMI t( Uaterford & participated in C-E 
In C-E meetings s In post-event evaluation program 
ABWELL, D L Louisiana power t< Light Co 79/07/17. 3pp 


7907130236 Forwards IE Bulletin 79-14, “Seismic Analysis for As-D«llt 
Safety-Related Piping Sys " Action required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/07/02 
Ip 


7907300077 Ack receipt of 790618 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-373/79-17 tc 
SO-374/79-11 

FIORELLIpO Region 3, Chicago* Reactor Construction It Engineering 

Support Branch 79/07/10 Ip 


—7907300089 Responds to NRC 790S1B Itr re violations noted in IE Insp 
Repts 30-373/79-17 6 50-374/79-11 Corrective actions grout 
has been analyzed !< casing filler will be sampled from 
storage tanks 

rEEDiC Commonwealth Edison Co 79/06/16 6pp 


7707310311 Forwards IE Bulletin 79-15, “Deep Draft Pump Deficiencies " 
Action required 

KEPPLER. J 0 Regions, Chicago, Office of the Director 79/07/11 

Ip 


7907310403 Forwards IE Circular 79-13, “Replacement of Diesel Fir# 

Pump Starting Contactors “ No action required 

KEPPLER, J G Region 3, Chicago* Office of the Director 79/07/13 

Ip 


7907260153 Notifies that written responses to IE Bulletin 79-15, Buppl 
1, should be directed to IE Div of Reactor Const Insp 
KEPPLERiJ 0 Region 3, Chicago. Office of the Director 79/07/lB 
Ip 


7907260336 Forwards IE Info Notice 79-19, "Pipe Cracks in Btagnant 
Borated Uater 8ys at PWR Plants " No action required. 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/07/10 
IP 


F Security, medical, emergency h fire protection plans 


7907240214 Forwards rosponses to questions h comments re physical 
security plan changes to plan Withheld (ref 10CFR2 790) 
ABWELU.P L Louisiana Power It Light Co 79/07/19 Ip 


0 Adjudicatory correspondence 


79070S0476 Forwards DO Elsenhut 790302 Itr to DL Aswell & NUREO-0323, 
“Guntnary of Operating Experience W/Rec 1 rculatlng Bteam 
Generators ” 

MCOURREN, H J Branch I 79/05/10 Ip 


7907250026 Advises of motion passed re const Ir/or operation nf nuclear 
plant in Taft, LA Affidavit end 

BECNEL, R h Bt John the Daptlst Parish Police Jury 79/05/14 Ip 


7907180206 Notifies thot NRC has investigated defects in concrete work 
as requested at 790426 special prehearing conference 
Concerns expressed in 790404 New Orleans 0tates Item 
newspaper article have no basis 
MCOURREN, H J Branch 1 79/05/30 Ip 


—7907100226 Notifies of discussion w/reporter J Amuss of New Orleans 
Btates Item newspaper re article on concrete work Matter 
should not be pursued any further. 

HALL, R.E Region 4, Dallas, Reactor Conettruct ion b Engineering 

Support Branch 79/04/04 2pp 


7907060523 Responds to Save Out We tlands, Inc 6 Oyster Bhell Alliance* 
Inc 790411 contentions U to 790426 special prehearing 
conference agreement Util submits position on disputed 
contentions Certificate of Svc encl 

YROMBRIDOErG F , YUBPEN, A. R Shaw, Pitt/nam Potts, b Trowbridge 
79/06/01 13pp 


7907250217 Forwards IE Bulletin 79-14, Revi slon 1, “Seismic Analysis for 
As-0ullt Bafety-Re lated Piping Sys.” Action required 
KEPPLER, J 0 Regions, Chicago, Office of the Director 79/07/20. 
Ip. 


B Reportable occurrences, LERt b related correspondence 


7907110716 Ack receipt of 790521 final rept re conduit supports. 

Review will be completed during future insp 

FI0RELLI,0 Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/05/31 Ip 

DOCKET 50-375 NUCLEAR EXAMINATION REACTOR 


J Insurance b indemnity information 


7907120399 Forwards executed copy of Amend 15 to Indemnity Agreement 
NHEELERiL W Rockwell International Corp, 79/06/27 2pp. 


a Inspection reports* IE Bulletins b correspondence 


7907230754 Forwards IE Info Notice 79-18, “Skylab iReentry “ No action 
required. 

ENOELKEN* R H, Region 5, Ban Francisco, Office of the Director. 
79/07/06. Ip 


7907130114 Motion to dispense ij/10CFR2 70B(dl filing requirements, 
submitted by Beve Our Wetlands Inc b Oystershell Alliance 
Inc Providing large number of copies is financial burden 
Certificate of Svc encl 

JONESiL.t. Gillespie b Jones 79/06/01. 5pp 


7907130195 Request for adoption of unsttpulated Contentions B-i4 -b 22 
submitted by Save OuV Wetlands b Oystershell Alliance, Inc 
Contentions Include effects of radiation emissions b health 
b environ effects of plant Certificate of Bvc encl 
JONEBiUL Gillespie b Jones. 79/06/01 25pp 


7907180579 No objection to Oystershell Alliance, Inc b Save Our 
Wetlands, Inc 79-0601 request for exemptlo-p from requirement 
of filing 20 copies of each .document, per 10CFR2. 706(d >. 
Certificate of Svc encl, 

MCOURREN, H,J Branch 1. 79/06/21. 2pp 


H, General correspondence 


7907060012 Submits text to LA congress 1 ana 1 delegation urging 
opposition to delay in issuance of OL. 

WYATT, J, H, Louisiana Power b Light Co 79/05/25. 2pp 
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K Final SaFeti/ Anali^vlv Report 1 FSAR > & amende 


790734034A Forwards Amend 5 to FSAR: 

ABWELL.D L Louisiana Power & Lijht Co 77/07/19 app 


—79072^0349 Amend 5 to FSAR 

ASHELL.D L Louisiana Pouer & Light Co 79/07/19 407p p 


79072&001 1 Forwards drauiings & dac umentatLoh for Amend 5 revleui 
includi-ng revised eiectrical drawings for FSAR« g eolog ical 
mapping rapt & add! FSAR info U/o and 

PRADOSfR Ebasco Services# Inc (subs of Enserch Corp > 79/07/23 

Ip 


7907300347 Certificate of Sv^ for Amend 5 to FBAR 
» Louisiana Ppuier & Light Co 79/07/24 Ip 


Q Inspection reports# IE Dulletins b corresp-ondenc e 


7907110414 Forwards IE Insp Ropt 50*’382/79'-05 on 790430 & 0501-03 No 
none amp 1 lance noted 

BEIDLE^H C Region 4j Dallas# Reactor Construction h Engineering 

Support Branch 79/05/11 3pp 


— 7907110418 IE Insp Rept 50-332/79-05 on 790430 I* 0301-03 No 
noncomp ] lance noted Major areas inspected follauup review 
of previous none ampl iance re const activity it review of 
records & observations of maint activities 

MARTIN. L E i CROSSHAN#if A . HALL# R £ Region A. Oallai# Reactor 

Construction S( Engineering Support Branch 79/05/11 6pp 


7907110670 Forwards util 790504 response to IE Dulletin 79-03 re ASME 
BA-312 Type 304 piping 

EEIOLErN C Region 4» Dallas. Reactor Construction & Engineering 

Support Branch 79/05/21 Ip 


—7907110677 Responds to JE Bulletin 79-03 ASME SA-312 Tgpe 304 pipe 
not in use or planned for use 

A8WELL. D L Louisiana Pawer t Light Co 79/05/04 Ip 


7907260063 Responds to IE DulUtins 76-12. 12A 6 12B Licensee awaiting 
results of C-E records search prior te submitting final 
response 

ABWELLfO L Louisiana Power 6 Light Co 79/05/24 ip 


7907860070 Responds to IE Bulletin 79-04 No Uetan check valves larger 
than tuo inches in use at facility 

ASWELL.D L Louisiana Power 6 Light Co 79/05/29 jp 


7907050514 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly «< Reactor Upper Orld 
Plate " No action required 

SEYFRITiK V Region 4. Dallas. Office of the Director 79/06/20 

Ip 

7907050480 Forwards IE Dulletin 79-02. Revl s i on 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts *' 

Action required 

6EYFRIT.K V Region 4. Dallas. Office of the Director 79/06/01 

Ip 


7907120602 Forwards IE Bulletin 79-13. "Cracking In Feedwater By s 
Piping " No action required 

8EYFR1T.K V Region 4. Dallas. Office of the Director 79/06/25 

Ip 


7907110252 Forwards IE Circular 79-10. "Pipef i ttings Mfg from 
Unacceptable Hatl " No action required 

6EYPR1T.K V Region 4. Dallas. Office of the Director 79/06/86 
Ip- 


79071Q0262 Forwards IE Circular 79-11# "Design/Const Interface 
Problem " No action required 

EEVFRIT.K V Region 4# Dallas. Office of the Director 79/06/27 

Ip 


7907100518 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/06/20 

Ip 


7907110896 Forwards IE Bulletin 79-14. "Seismic Analysis for As-DulU 
Safety-Related Piping 8ys " Action required 

SEYFRIT.K V, Region 4. Dallas. Office of the Director 79/07/02 
tP 


7907190500 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

SeVFfilT.K V Region 4, Dallas. Office of the Director 77/07/11 

ip 


7907240312 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

BEVFRIT.K V Region 4. Dallas. Office of the Director 79/07/13 

Ip 


7907270397 Notifies that written responses to IE Bulletin 79-15# Suppl 
l.should be directed to IE Dlv of Reactor Const Insp 
SEVFftlT.K V Region 4. Dallas. Office of the Director 79/07/lB 
Ip 


907030126 Forwards IE Info Notice 79-13# "Indication of Low Water 
Level in Oyster Creek Reactor " No action required. 

BEYFRlTiK. V Region 4. Dallas. Office of the Director 79/05/29 

Ip 


7907200357 Forwards lE Bulletin 79-12. "Short Period Scrams at BWR 
Facilities " No action required 

SEYFRlT.K V Region 4# Dallas. Office of the Director. 79/05/31 
Ip 


8 Reportable occurrences. LERs S< related correspondence 


7907030267 Forwards PND-79-67A0. "Nuclear Incident at TMI " 

SEIOLE.N C Region 4# Dallas. Reactor Construction Engineering 

Support Branch 79/05/31 Ip 


7907020307 Forwards PND-79-67AR 

8EIDLE.W C Region 4# Dallas. Reactor Construction 6 Engineering 

Support Branch 79/06/05 Ip 


7907190400 Forwards suppl IE Bulletin 79-01 A. 
Class IE Equipment {Deficiencies in Environ 
A8C0 Soltnold Valves).'* Mo action required 
SEVFRIT.K V Region 4# Dallas. Office of 
Ip 


"Environ Qusl { f tea tlon of 
Dual 1 f Icatlon of 

the Director 79/06/06 


7907030574 Forwards PN0-79-67A8f "Nuclear Incident at TMI " 

SEIDLE.W C Region 4. Dellas. Office of the Director 79/06/13 

Ip 


7907030212 Forwards PND- 79-67 AT 

SETDLEfW C Region 4. Dallas. Reactor Construction 8< Engineering 

Support Branch. 79/06/17 Ip 


07060017 Forwards IE Info Notice 79-15. "Deficient Procedures. " No 
action required 

SEVFRIT.K.'/ Region 4. Dallas. Office of the Director, 79/0-6/07 

ip 


7907130340 Forwards PN0-79-67AU 

8EIDLE1M 0 Region 4. Dallas. Reactor Construction 6 Engineering 

Support Branch 79/06/27 Ip 


907240051 Ack receipt of 79031S Ur informing NRC of steps taken to 
corrart violations noted in IE Insp Rept 50-382/79-04 
SEIDLE.W C Region 4. Dallas. Reactor Construction & Engineering 

Support Branch 79/06/08 Ip 


7907240110 Rfspondt to NRC Itr re violations noted 1-n IE Insp Rept 
50-382/79-04 Corrective actions OA stop work order issued 
790409 ensuring immediate removal of scaffolding matls. 

ASHELL.D L Louisiana Power Light Co 79/05/15 3pp. 


?07050565 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys No action required 

SEYFRITiK V, Region 4r Dallas. Office of the Director 79/06/11 


7907090227 Summariies current status of corrective actions taken re 
mail failures of 4-lnch 45-degree it 4-lnch 90-degree ells 
Bis ells on hold in warehouse awaiting return to vendor. 

Site Nonconformance Rept N3-13S4 issued 

AflWELL.D L Louisiana Pouer t< Light Co 79/06/29 2pp 

79071 B06B9 Forwards PNQ-79-67AV 

SEIDLE.W C Region 4# Dallas. Reactor Construction U Engineering 

Support Branch 79/07/06 Ip 

7907260621 Confirms 790624 telcon.Util continues to evaluate 
riportablllty of problem w/Rosemount 1153 Series A pressure 
transmitters Rept will be completed by 790731 
ABHELL.D L, Louisiana Power it Light Co 79/07/06 Ip 
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7'?072<4O319 Foruards PNO-'79*’67AW 

SElDLEtU C Region Dallasi Reactior Construction & Engineering 

Support Branch 79/07/13 Ip 


U Congress ional/Exacutive Correspondence 


790731012S Responds to 790603 1 tr re delays in processing h Issuance of 
QL for facilities As result of TKl accident«NRC resources 
have been diverted frojn previous luork OL reviews suspended* 

Since subj facilities do not qualify for priority treatment 
OOSSlCKfU V Office of the Executive Director for Operations 
79/06/29 9pp 


— 7907310136 Urges consideration of soc io-'oconoml c impact of moratorium 
on issuance of OLs for facilities 
tlVlNOBTONiR L House of Rep 79/05/29 Ip 


7907310202 Responds to 790603 Itr re delays In processing tt issuance of 
DL for facilities As result of THI accldent»NRC resources 
have been diverted from previous work OL revieuis suspended* 
since subj facilities do not qualify for priority treatment 
DOSSICK L V Office of the Executive Director for Operations 
79/06/29 2pp 


— 7907310211 Forwards D Lutken.of HI Power tt Light Co* 790524 telegram re 
impact of delay (f subsequent issuance of OL for facilities It 
statement outlining safety of proposed plant Requests 
comments & info on subj 
COCHRAN*! B Senate 79/06/03 7pp 


7907310244 Responds to 790606 Itr re delays in processing tt issuance of 
OL for facilities As result of TH1 accldent*NRC resources 
have been diverted from previous work OL reviews suspended* 
since subj facilities do not qualify for priority treatment 
OOSSICKjL V Office of the Executive Director for Operations 
79/06/29 2pp 


— 7907310233 Forwards JM Wyatt* of LA Power & Light Co* 790395 Ur re 
impact of delay S< subsequent issuance of OL for facilities 
Requests comments it info on subj 
OREAUX*U House of Rep 79/06/06 3pp 


DOCKET 30-337 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT I 


A App 1 icatl on/constructlon stage documents & correspondence 


7907090033 Requests consultation w/DOI re possible endangered species 
near reservoir to be operated In conjunction u/proposed 
facility Drawing end 

REOAN* W H Environmental Projects Branch 2 79/03/33 2pp 


7907190799 Requests addl mechanical engineering info re mathematical 
basis for seismic design methods it procedures for combining 
medal responses 

PARR* 0 D Light Water Reactors Branch 3 79/06/06 3pp 


7907110704 Forwards Round 2 questions re QA operations 

PARR<0 D Light Water Reactors Branch 3 79/06/11, 2pp 


’—79-07110711 Round 8 questions re QA operations 

-* Light Water Reactors Branch 3 79/06/11 4pp 


7907300504 Responds to 790606 correspondence re NRC response to first 
round discovery requests for proceeding Requests that Board 
grant NRC relief from current schedule P Leach to complete 
questions by Sept w/draft environ statement questions 
SELLS* D E. Environmental Projects Branch 8, 79/06/13 Ip 


7907310463 Approves request for withholding from public disclosure two 
figures re fuel enrichment &< gadnlinia distribution ulthin 

fuel assemblies 

PARR* 0 D Light Water Reactors Branch 3 79/06/19 3pp 


7907300171 Notification of 790717-19 meeting u/Mark II owners group 8< 
0£ in Lebanon. NH to discuss Mark II Pool Dynamic Programs 
ANDERSON* C J Containment Systems Branch 79/07/03 18pp, 


7907250097 Notification of 790716 meeting w/Mark II owners it OE re 
WPP8-S chugging improvement program it Susquehanna test 
programs 

ANDERSON* C J Containment Systems Branch 79/07/05 Spp 


7907170045 Forwards in-depth archaeological survey of transmission 
corrider 

CURTIS. N W Pennsylvania Power it Light Co 79/07/11. ip. 


— 7907170051 "Knouse Site* Historical Bite in Luzerne County. PA " 
Prepared by Dayton Museum of Natural History 
* Pennsylvania Power & Light Co 79/03/31 I34pp 


7907160470 Provides requested info ro federally-proposed or listed 
endangered species in PA 

LARSEN.H N Interior. Dept of* Fish 8< Wildlife Service 79/07/11 
3pp 


79078604S7 Forwards Affidavit of Sve for Amend 13 to OL application 
CURTIS. N W Pennsylvania Power it Light Co 79/07/20 2pp 


D NRC Draft/Final Environmental Statements* suppls it correspondence 


7907200242 Notice of availability of DEB it environ rept 

SELLS* D E Environmental Projects Branch 2 79/09/27 2j>p 


O Adjudicatory correspondence I ^ f 


7907260761 Forwards J Perkins 790424 request for responses to questions 
posed at 790130 prehearing conference 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 79/09/02 

Ip 


— 7907260B39 Requests responses to question posed at 790130 
prehearing conference 

PERKINS* J Affiliation Unknown 79/0-4/24 Ip 


79070901S6 Responds to 790418 Itr expressing concern re nuclear safety 
Forwards info summary re nuclear siting W/o end 
SNYDER.O L Regic-r «. Philadelphia* Office of the Director 
79/05/15 Ip 


"79070S0425 Expresses concern re nuclear safe ty, Forwards paid public 
announcement from 790417 Berwick Enterprise 
SHRADER* D Afflllatian Unknown 79/04/10 4pp 


7907130501 Explains NRC process for handling questions raised by 
individuals making limited appearance statements 
CUTCHIN.J M Branch 3 79/05/17 2pp 


7907240890 Forwards request for documents per A8LB 790306 order Items 
1-10 are directed to util Items 19-28 are directed to PA 
Bureau of Radiological Health. Dept of Environ Resources 
LEMANOWICZrT Citlreni Against Nuclear Dangers 79/05/22 Ip 


—7907240303 Document requests submitted per ASLD 790306 order Items 1-10 
are directed to util Items 19-22 are directed to PA Bureau 
of Radiological HealthiDept of Environ Resources 
e Citizens Against Nuclear Dangers 79/03/22 6pp 


7907090393 First set Of interrogatories it document requests submitted 
by util to intervenor Susquehanna Environ Advocates 
Interrogatories covering all contentions served on each 
Intervenor 

SILQERO* J e * YOSPEH.A R Shaw* Pittman* Potts* & Trowbridge 
79/05/25 2Bpp 


7907060452 First round document request submitted by Environ CoaUtion 
on Nuclear Power to NRC* util L Commonwealth of PA Requests 
Info re contentions of Intervenors Certificate of Sve end 
JOHNSRUD.J * KEPFORD.C Environmental Coalition on Nuclear Power 
79/09/20. 0pp 


7907130157 Opposition by util to Citizens Against Nuclear Dangers 
790912 request that ASLB restrain util from obtaining govt 
permits Completion of administrative procedures before state 
agencies does not prejudice intervenors 

SILBEROiJ E * YU8PEH*A R Shaw* Pittman* Potts, it Trowbridge 
79/06/04. 3pp 


7907060407 Notice of deposition of MK Creasy on 790711 in Wilkes-Barre* 
PA re allegations made at 790129-31 prehearing conference 
Certificate of 8vc end 

CUTCHINiJ. M Branch 3 79/06/11. 3pp 


7907160664 Responds to NRC interrogatories U document request Citizens 
Against Nuclear Dangers categorically objects to each 
question Independent re-evaluation of application Is 
necessary Certificate of 8vc end 

LEMANOWICZ* I. Citizens Against Nuclear Dangers 79/06/16 7pp 


7907100596 Order requesting submission of contentions by 790709 re NRC 
790612 interim final rule on protection of spent fuel in 
transl t, Contentions previously rejected may now be 
resubmitted 

BECHHOEFERiC Atomic Safety and Licensing Board Panel 79/06/18 
2pp 



208 


DOCKETED ITEMS 


7907240335 Reiiuett on b^halP of util that ASLQ compel Citliens Againtt 
Nuclear Dangers respond to util 7905S5 Interrogatories (< 
document request Intervenor 770A16 objections are 
unsupportable Certtficate of Bvc incl 

51LBER0. J E I VUSPEHiA R Shau. Ptttman. Potts» b Troubridge 
79/06/27. 7pp 


K Util tty Final Safety Analysis Report <FSAR> & amends 


7907030349 Forwards Amend 13 to OL appl Icatlon* eonslsting of Revision 
10 

CURTiBiN M Pennsylvania Power %t Light Co 79/06/29 2pp 


“7907030353 F8AR Revision 10 

CURTIBiN U Pennsylvania Power if Light Co 79/06/25 lS2pp 


O Inspection reportst IE Bulletins ic correspondence 


7907130226 Forwards IE Insp Rept 50-307/79-13 on 790313-16 No 
noncampl lance noted 

BRUNNER* E J Region li Philadelphia* Reactor Operations Nuclear 

Support Branch 79/04/16 2pp 


-“790713^0230 IE Insp Rept 50-307/79-13 on 790313-16 No noncompliance 
noted Major areas inspected procedures documenting QA 
program to be Implemented during pre-operatlonal te ting 
HARKQUSKIiR S * NAPUDA* 0 * KISTER.H D Region 1* Philadelphia* 
Office of the Director 79/04/12, Bpp 


7907060423 Forwards IE Bulletin 79-1 1 j ^Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered fiafety 8ys *' Licensee 
action required 

ORlERfB H Region 1« Philadelphia* Office of the Director 
79/05/22 Ip 


7907030059 Forwards IE Info Notice 79-13* "Indication of Low Water 
Level In Oyster Creek Reactor. " No action required 
ORIERi B H Region I* Phi ladelphla# Office of the Director 
79/05/29 Ip 


7907020051 Forwards IE Info Notice 79-14* "Safety Classification of 
Electrical Cable Support Sys " 

0R1ER*B H Region 1* Philadelphia* Office of the Director 
79/06/11 Ip 


7907260037 Responds to IE Bulletin 79-03 One AaME-8A-312 Type 304 
fuston-uelded pipe spool Installed in Class I sys Completion 
of radiography of exposed position expected by 790716 
CURTIS. N W Pennsylvania Power & Light Co 79/06/12 2pp 


7907260192 Responds to IE Bulletin 79-09 OE Type AK-2 breaker i utitiied 
but w/o undervoltage trip device New measures will be 
incorporated into preventive maint program to bo Implemented 
prior to fuel load 

CURTIS* N W Pennsylvania Power tc Light Co 79/06/12 Ip 


7907260156 Responds to lE Bulletin 79-04 No Vfolan swing check valves 
Installed at facility 

CURTIS* N W Pennsylvania Power U Light Co 79/06/13 Ip 


7907190006 Ack receipt of 790604 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-307/79-14 b 
50-300/79-08 

CARLBDNi R T Region I* Philadelphia* Reactor Construction Sr 

Engineering Support Branch 79/06/14 Ip 


— 7907190011 Responds to NRC 790426 Itr re violations noted In IE Insp 
Repts 50-307/79-14 6 50-380/79-08 Corrective actions welding 
procedure revised to include supplementary essential 
variable QW-4 10-24 

8AD0L* A ft. Pennsylvania Power 8c Light Co 79/06/04 4pp 


--7907I900I6 Forwards IE Insp Repts 50-307/79-14 8< 50-300/79-00 on 
790319-23 8t notice of violation 

CARLSDNi R T Region I# Philadelphia* Reactor Construction 8< 
Engineering Support Branch 79/04/26 2pp. 


--7907190019 Notice of violation from insp on 790319-23 

a Region 1* Phi ladelphtai Office of the Director 79/04/19 

2pp 


7907200139 Forwards IE Bulletin 79-18* "Short Period Scrams at BVIR 
Facilitlee " No action required 

ORieRiB H Region 1* Philadelphia* Office of the Director 
79/05/31 ip 


^7050254 Responds to IE Bulletin 79-07 re computer codes used in 
.elsmlc stress analysis in safety-related piping Lists 
omputer codes In use t< codes which are verified 
URTIS.N W Pennsylvania Power it Light Co 79/06/01 2pp. 


^7110663 Ack receipt of 790523 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-387/79-01 It 
50-300/79-01 

CARL30N*R T Region 1* Philadelphia* Reactor Construction it 
Enginaarlng Support Branch 79/06/05 Ip 


■7907110672 Responds to NRC 790314 Itr re violations noted in IE Insp 
Repts 50-307/79-01 t< 50-388/79-Oi Corrective actions, field 
procedures revised 

6ABDL*A R Pennsylvania Power & Light Co. 79/05/83. 3pp 


•79071 1O60D Forwards IE Insp Repts 50-3B7/79-01 it 50-388/79-01 on 
790102-0202 & notice of violation. 

CARLSONiR T. Region li Phi ladelphla* Reactor Construction 8< 
Engineering Support Branch 79/03/14 2pp 


79071 106B9 Notice of violation from insp on 790102-0202 

• Region 1* Philadelphia* Office of the Director. 79/03/09 

Ip 


--7907190029 IE Insp Repts 50-387/79-14 it 50-388/79-00 on 790319-23, 
Noncomp 1 i ance noted failure to specify supplementary 
essential variables in welding procedure specs 8* failure to 
assure piping cleanliness before closure 

DURR. J P * PINKELiA E Regioji 1. Philadelphia* Offlca of the 

Director TRIPP* U E Region 1* Philadelphia* Reactor 

Construction 4. Engineering Support Branch 79/04/19 7pp 


7907230550 Ack receipt of 790516 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-387/79-11 It 
50-388/79-07 

CARLSON.R, T. Region 1* Ph i lade 1 ph la* Reactor Construction 8< 
Engineering Support Branch 79/06/14 Ip 


--790723Q572 Responds to NRC 790417 Itr re violation noted in IE Insp 
Repts 50-307/79-11 it 50-380/79-07 Correctlvs actions, new 
terminations properly Installsd Memo issued to insure wire 
brushing of connectors 

BAOOLiA R Pennsylvania Power it Light Co 79/05/16 2pp 


— 7907230579 Forwards IE Insp Rspts 50-307/79-11 Ic 50-308/79-07 on 
790306-08 it notice of violation 

CARLSON* R T Region i* Philadelphia* Reactor Construction 8* 

Engineering Support Branch 79/04/17, 2pp 


— 7907230505 Notice of violation from Insp on 790306-00 

* Region I* Philadelphia* Office of the Director. 79/04/06 


7907110696 lE Inip Repts 50-387/79-01 8i 50-388/79-01 on 790102-0202 
Noncompliance noted ' failure to remove are strike per 
established procedures 

.. Philadelphia* Office of the Director 

MCOAUOUy* R N Region 1* Philadelphia* Reactor Construction 8< 
Engineering Support Branch 79/03/09 12pp 


>7190099 Forwards suppl IE Bulletin 79-OlAi "Environ Qual if Icatlon of 
Equipment (Deficiencies In Environ Oual I f icatlon of 
A8C0 Solenoid Valves)." Action required. 

SSlSwSl” * Region 1, Philadelphia. Office of the Director. 

79/06/06 Ip 


—7907230590 IE Insp Repts 50-307/79-11 it 50-300/79-07 on 790306-00 
Noncompl lance noted; fai lure to properly prepare electrical 
cable termination prior to Installation. 

FINKELiA E. Rtglon 1* Philadelphia* Office of the Director 
EBNETERtS D, Region 1. Philadelphia* Reactor Construction 8« 
Engineering Support Branch 79/04/06. 8pp. 


7907200477 Ack receipt of 790611 Ur informing NRC of steps taken to 
correct violation noted In IE Insp Repts 50 - 387 / 79-106 8* 
50-308/79-06. 

CARL80N.R.T Region 1* Phi ledelph ta* Office of the Director 
79/06/18. ip. 


"Deficient Procedures " No 

acsxon required 

79/06/07!^’ Ip f'hnadelphia* Office of the Director. 


--79O72OO404 Responds to NRC 790510 Ltr re violation noted in IE Imp 
Repts 50-307/79-10 6 50-380/79-06. Corrective actions, 
noncomformance repts processed per procedural raqulrements 
of Flold Insp Procadura 0-3 

SABOL.A, R Psnnsglvanla Powar 8( Light Co. 79/06/11. 3pp, 
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--7907200491 Forwards IE Insp Rept 90-307/79-10 & 90-308/79-0* an 
790305-30 8< notice of violation 

CARLBON^R T Region 1. Philadelphia. Office of the Director 
79/09/10 2pp 


--790720049* Notice of violation from insp on 790305-30 

« Region i< Phi ladelphlai Office of the Director 79/05/05 

Ip 


-- 7907 200503 IE Insp Rept 50-387/79-10 b 50-300/79-0* on 790309-30 
Non c omp 1 ianc e noted failure to follow documented procedures 
for control of nonconf irmlng Items 

OALLOrR M Region li Ph 1 ladelph ia. Office of the Director 
NCO^AUGHVi R l<f Region !• Ph i ladelph ia# Reactor Construction t 

Engineering Support Branch 79/05/05 lOpp 


79071103B* Forwards lE Info Notice 79-17» ‘‘Source Holder Atsemblg 
Damago from Misfit Betweon Assembly Ct Reactor Upper Grid 
Plate '* 

ORlERi B K Region li Philadelphia! Office of the Director 
79/06/20 Ip 


7907230*97 Forwards IE Bulletin 79-02. Revl sion 1» "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required 

GRlERiB H Region 1. Philadelphia! Office of the Director 
79/0*/2l Ip 


7907120928 Forwards IE Bulletin 79-13. "Cracking In Feedwater Syt 
Piping- " No action required 

GRIERi B H Region li Ph i lad e 1 p h la! Office of the Director 
79/0*/25 ip 


7907830003 Forwards IE Insp Rept 50-3Q7/79-I2 on 790313 No 
noncompliance noted 

BMITKj 0 H Region l! Philadelphia! Fuel Facility k Materials 

Safety Branch 79/06/85 2pp 


— 7907S3000* IE Insp Rept 50-307/79-18 on 790313 No noncomp 1 lance noted 
Major areas Inspected routine meeting held tu/portion of 
license k mgt associated w/imp lementatlon of licensee 
emergency planning provisions 

SDTRiJ. P ! SMITH! G H Region i. Phi ladelph la! Fuel Facility k 

Materials Safety Branch TERCi N Region 1» Philadelphia! Office 
of the Director 79/06/22 2pp 


7907100361 Forwards IE Circular 79-10! "Plpef 1 ttlngs Mfg from 
Unacceptable Matl " No action required 

GRlERi B M Region l! Phi ladelph lai Office of the Director 
79/D6/86 Ip 


7907100426 Forwards lE Circular 79-11* "Design/Const Interface 
Problem " No action required 

GRIER* B H Region 1* Philadelphia* Office of the Director 
79/06/27. Ip. 


7907U0033 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem *' No action required 

ORlERrD H Region 1* Philadelphia, Office of the Director 
79/06/20 Ip. 


79D71S0Q05 Forwards IE Bulletin 79-14* "Seismic Analysis for As-Built 
Safety-Rolated Piping Bys " Action required 

GRIER. B H Region li Philadelphia. Office of the Director 
79/07/02 ip, 


7907270399 Forwards IE Bulletin 79-15* "Deep Draft Pump Deficiencies 
Action required, 

DRIER. B H Region t, Philadelphia. Office of the Director. 
79/07/11. Ip, 


79D7310932 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors. " No action required. 

GRIERrB H Region I* Philadelphia* Office of the Director. 
79/07/16. Ip. 


8h Reportable occurrences* LERs k related correspondence 


7907030327 Notifies that Region 1 granted extension until 790B15 for 
submittal of final rept re deficiency in solenoid valves in 
response to util 790522 request 

CURTIS. N N. Pennsylvania Power k Light Co 79/06/2B, 2pp. 


7907260651 Confirms 790614 verbal rept re damage eustalned by 
safety-related cables during cable pulling activities. 
Problem deemed reportable. Util final rept will be submitted 
by 791201 

CURTIS. N N Pennsylvania Power k Light Co 79/07/17. 2pp. 


7907270256 Updates 760683 deficiency rept re unsat i sfac tory field 
welding insp of shear studs Required shear stud repairs 
completed 

CURTIS* N U Pennsylvania Power k Light Co 79/07/83 Ip 


DOCKET 50-308 SUSQUEHANNA 8TEAM ELECTRIC STATION* UNIT 2 


A Appl tcatlon/construc tion stage documents L correspondence 


7907050055 Requests consultation w/OOI re possible endangered species 
near reservoir to be operated in conjunction w/proposed 
facility Drawing end 

REGAN, U H Envlronmen tal Projects Branch 2 79/05/23 2pp 


7907190799 Requests add! mechanical engineering info re mathematical 
basis for seismic design methods k procedures for combining 
modal responses 

PARRiO D Light Water Reactors Branch 3 79/06/06 3pp 


7907110704 Forwards Round 2 questions re QA operations 

PARR. 0 D Light Water Reactors Branch 3 79/06/11 2pp. 


— 7907110711 Round 2 questions re QA operations 

a Light Water Reactors Branch 3 79/06/11 4pp 


7907300504 Responds to 790606 correspondence re NRC response to first 
round discovery requests for proceeding Requests that Board 
grant NRC relief from current schedule P Leach to complete 
questions by Sept u/draft environ statement questions 
BELLS, D E Environmental Projects Branch 2 79/06/13 Ip 


7907310463 Approves request for withholding from public disclosure two 
figures re fuel enrichment k gedollnla distribution within 

fuel assemblies 

PARR.O D Light Water Reactors Branch 3 79/06/19 3pp 


7907300171 Notification of 790717-18 matting w/Mark II owners group tt 
GE in Lebanon. NK to discuss Mark II Pool Dynamic Programs 
ANDERSDNi C J Containment Bystemi Branch, 79/07/03 12pp. 


7907250097 Notification of 790716 matting w/Mark 11 owners k GE re 
WPP8-2 chugging Improvement program 6 Susquehanna test 
programs 

ANDERSON, C J Containment Systems Branch 79/07/05 5pp 


7907170045 Forwards in-depth archaeological survey of transmission 
corridar 

CURTIS. N W Pennsylvania Power k Light Co 79/07/11, Ip 


—7907170051 "Knouse Bite* Hi storlcal Site in Luiarne County. PA " 
Prepared by Dayton Mueeum of Natural History 
e Pennsylvania Power k Light Co 79/03/31, 134pp 


7907100478 Provides requested Info re federally-proposed or listed 
endangered specios In PA 

LARBEN*H N Inter tor, Dep t of* Fish k Wildlife Service 79/07/lt 
3pp 


7907260457 Forwards Affidavit of 0vc for Amend 13 to OL application 
CURTie.N W. Pennsylvania Power k Light Co 79/07/20 2pp. 


D NRC Draft/Final Environmental Btatements* suppls 6 correspondence 


7907200842 Notice of availability of 0E8 k environ rept 

BELLS* D E. Environmental Projects Branch 2 79/05/27 2pp. 


G Adjudicatory correspondence 


7907260761 Forwards J Parkins 790424 request for responses to quastions 
posad at 790130 prehearing conference 

BECHHOEFER*G Atomic Safety and Licensing Board Panel 79/05/02 
Ip 


—7907260059 Requests responses to question posed at 790130 
prehearing conference 

PERKINS, J Affiliation Unknown 79/04/84 Ip 


7907050106 Responds to 790-418 Itr expressing concern ra nuclear safety 
Forwards info summary re nuclear siting. W/o end 
SNYDER, O.L. Region 1* Philadelphia, Office of the Director. 
79/05/15 Ip 


—7907050425 Expresses concern re nuclear safety. Forwards paid public 
announcement from 790417 Derwick Enterprise 
SHRADER, D. Affiliation Unknown. 79/04/lS 4pp. 
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7907130501 Evptaina. NRC process for handling queations raised by 
individuals (making ll<mlted appearance skateiments 
CUTCHlM.JM Branch 3 79/05717 2pp 


790724029B Fprwards request for documents per ASLD 790306 order Items 
1-lB are directed to util Items 19**22 are directed to PA 
Bureau of Radiological Healths Dept af Environ Resources 
LEHAHOUiCZiT Citisens Against Nuclear Dangers 79/09/22 ip 


••~7907240303 Document requests submitted per A8LB 790306 order Items 1-18 
are directed to util Items 19-23 are directed to PA Bureau 
of Radiological Healthi Dept of Environ Resources 
* Citizens Against Nuclear Dangers 79/09/23 6pp 


790709^393 First set of interrogatories it document requests submitted 
bi/ util to intervenor Susquehanna Environ Advocates 
Interrogatories covering all contention* served on each 
intervenor 

SlLBEROiJ E I VLiSPEH, A R Shau( Pittman, Pottsr 6 Trowbridge 
79/09/29 SBpp 


907060452 First round document request submitted Environ Coalition 
on Nuclear Power to NRCiUtiJ Commonuealth of PA Requests 
Info re contentions of intervenors Certificate of Svc end 
JOHNSRUD, J , KEPPORD, C Envi ronme nta 1 Coalition on Nuclear Pouer 
79/D‘^/20 8pp 


7907130197 Opposition bq util to Citizens Against Nuclear Dangers 
790512 request that ASL8 restrain util from obtaining govt 
permits Completion of administrative procedures before state 
agencies does not prejudice Intervenor* 

SlLBEROrO E , YUSPEH,A R Shaw, Pittman. Potts, 6 Trowbridge 
79/06/04 9pp 


7907060487 Notice of deposition of NK Creasy on 790711 In HI 1 k es-Oarre, 
PA re allegations ma(3e at 790129-31 prehearing conference 
Certificate of Svc end 

CUTCHIM, J M Branch 3 79/-06/H 3pp. 


7907160664 Respond* to NRC interrogatories tt document request Citizens 
Against Nuclear Danger* categor 1 cal ly objects to each 
question Independent re-< valuat 1 on of appllcatiDn is 
necessary Certificate of Svc end 
EMANDVIICZ, I Citizens Against Nuclear Dangers 79/06/16 7pp 


80996 Order requesting submission of contentions by 790709 re NRC 
612 interim final rule on protection of spent fuel in 
nsit Contentions previously rejected may now be 
ubmi tted 

HHOEFERiC Atomic Safety and Licensing Board Panel 79/06/18 


240335 Request on behalf of util that A8LD compel Citizens Against 
uclear Dangers respond to util 790929 interrogatories & 
jocument request Intervenor 790616 objections are 
unsupportable Certificate of Svc end 

SILBERO, J £ , YUSPEHiA ft 8hau, Pittman; Pottsi 6 Trowbridge 
79/06/27 7pp 

K Utility Final Safety Analysis Report <F9AR) te amends 


7907030349 Forwards Amezid 13 to OL app I icat 1 uni consis t ing of Revision 
10 

CURTlSiH M Pennsyitvenia Power & Light Co 79/06/29 2pp 


79070303S3 F8AR Revision 10 

Cl/ftTlSrN N Pennsylvania Power Light Co 79/06/25 192pp 


Inspection reports, IE Bulletins & correspondence 


D7060423 Forwards IE Bulletin 79-llr "Faulty Dvercurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys '* Licensee 
*ctlon required ^ 

RIERj B H Region 1, Philadelphia, Office of the Director 
7/05/22 Ip 


7030059 Forwards IE Info Notice 79-13, "Indication Of Low Nater 
evel in Oyster Creek Reactor *' No action required 
JRIER,!} H Region 1. Philadelphia, Office of the Director. 
/9/09/29 Ip 


07200139 Forwards IE Bulletin 79-12. ^'Short Period Scrams at OHR 
Facilities ** No action required 

ORIER.B.N Region 1, Phi ladelph la, Office of the Director 
79/03/31 Ip 


7907090294 Responds to IE Bulletin 79-07 re computer codes used in 
seismic stress analysis In aaf e ty-related piping. Lists 
computer codes in use & codas which are verified 
CURTlSiN.W Pennsylvania Power V Light Co. 79/06/01. 2pp, 


7907110663 Ac k receipt Of 790323 1 tr informing NBC of steps taken to 
correct violations noted in IE Inap Repts 50-307/79-01 ft* 
90-368/79-01 

CARLSON^R T Region 1, Philadelphia. Reactor Construction it 

Engineering Support Branch 79/06/09 Ip 


— 7907110672 Responds to NRC 790314 1 tr re violation* noted in IE Insp 
flept* 90-387/79-01 6 SO-30B/79-OI Corrective actions field 
procedures revised 

SABOU« A R Pennsylvania Power & Light Co 79/09/23 3pp 


— 7907110600 Forwards IE Insp ftepts 50-367/79-01 b 90-300/79-01 on 
790102-0202 6 notice of violation 

CARLSON, R T Region 1, Philadelphia, Reactor Construction Sc 

Engineering Support Branch 79/03/14 2pp 


— 7907110689 Notice of violation from Insp on 790102-0202 

* Region i, Philadelphia, Office of the Director 79/03/09 

Ip 


— 7907110696 IE Insp Repts 90-3B7/79-01 6 90-388/79-01 on 790102-0202 
Noncompl lanctt noted failure to remove arc strike par 
established procedures 

OALLQ, R N Region li Philadelphia, Office of the Director 
HCOAUOHY, R N Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch 79/03/09 I2pp 


7907190099 Forwards suppl IE Bulletin 79-OlAr "Environ Qualification of 
Class IE Equipment (Def ic i encie* In Environ Qualification of 
A8C0 Solenoid Valve*} " Action required 

ORIER.B H Region 1, Philadelphia, Office of the Director 
79/06/06 Ip 


7907060123 Forwards IE Info Notice 79-19, "Deficient Procedures " No 
action required 

ORIER.B H Region 1, Philadelphia, Office of the Director 
79/06/07 Ip 


7907020051 Forwards IE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support Sys " 

ORIER,!] H Region 1; Ph 1 ladelph la. Office of the Director 
79/06/11 Ip 


7907260087 Responds to IE Bulletin 79-03 One ASHE-SA-312 Type 304 
fusion-welded pipe spool Installed in Class 1 sys Completion 
of radiography of exposed position expected by 790716 
CIFRTIS.N W Pennsylvania Power & Light Co 79/06/12 Cpp 


7907260192 Responds to IE Bulletin 79-09 OE Type AK-2 breakers utlUzid 
but w/e undervoltage trip device New measures will be 
Incorporated into preventive malnt program to be implemented 
prior to fuel load 

CURTIS, N U Pennsylvania Power 6 Light Co 79/06/12, Ip 


7907260196 Responds to IE Bulletin 79-04 No Velan swing chock valve* 
installeiT at facility 

CURTIB, N U Pennsylvania Power & Light Co 79/06/13 Ip. 


7907190006 Ac k receipt of 790604 Itr Informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-387/79-14 
90-388/79-08, 

CARLSON. R T. Region 1. Phi ladelph la. Reactor Construction 8. 
Engineering Support Dranch 79/06/14. Ip 


—7907190011 Responds to NRC 790426 Itr re violations noted in IE Insf 
Repts 90-367/79-14 <c 50-368/79-00 Corrective actions welding 
procedure revised to include supplementary essential 
variable QW-4I0-24 

BABOL.A R Pennsylvania Power it Light Co. 79/06/04 4pp, 


—7907190016 Forwards IE Insp Rept* 30-307/79-14 & 90-300/79-00 on 
790319-23 %t notice of violation 

CARLBDN'P T Region I. Philadelphia, Reactor Construction <f 

Engineering Bupport Dranch 79/04/26 2pp 


—7907190019 Notice of violation from insp on 790319-23 

* Region 1, Philadelphia. Office of the Director. 79/04/19 
Spp 


‘7907190029 IE Insp Repts 50-307/79-14 6 50-300/79-00 on 790319-23 
Noncompliance noted failure to specify supplementary 
essential variable* in welding procedure specs 8( fallur* to 
assure piping cleanliness before closure 

DURRj J P j FZNKEL. A E Region 1, Philadelphia. Office of the 

Director. TRIPP, L E Region 1, Philadelphia, Reactor 

Construction it Engineering Support Branch 79/04/i9. 7pp 
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7907230338 Ack racalpt of 790316 Itr inforjnlng NRC of steps tak«n to 
correct vielatlon noted in IE Insp Repts 3O~307/79‘-l I %t 
SO-388/79-07 

CARLSONi R T Region !< Ph i lad e 1 p h la> Reactor Construction 

Engineering Support Branch 79/06/14 Ip 


--7907230372 Responds to NRC 790417 Itr re violation noted In IE Insp 
Repts 30-387/79-11 h 50-3BB/79-07 Corrective actions new 
terminations properlg installed Memo Issued to insure wire 
brushing of connectors 

SABQLj A R Pennsylvania Pouier U Light Co 79/03/16 2pp 


— 7907230579 Forwards IE Insp Repts 50-307/79-11 tt 50-300/79-07 on 
790306-08 St notice of violation 

CARLSONiR T Region 1. Phi 1 adelph iai Reactor Construction & 

Engineering Support Branch 79/04/17 2pp 


— 7907230585 Notice of violation from insp on 790306-08 

■» Region i< Ph i ladel ph iai Office of the Director 79/04/06 
If 


— 7907230598 IE Insp Repts 30-307/79-11 «< 30-300/79-07 on 790306-00 
Noncomp I lance noted failure to proporli| prepare electrical 
cable termination prior to Installation 

FINKEL.A E Region it Philadelphia! Office of the Director 
EQNETERi S D Region 1> Philadelphia! Reactor Construction & 

Engineering Support Branch 79/04/06 Bpp 


7907200477 Ac k receipt of 790611 Itr inforjnlng NRC of steps taken to 
correct violation noted in IE Insp Repts 30-387/79-106 8e 
30-308/79-06 

CARLSDNi R T Region l! Philadelphia* Office of the Director 
79/06/10 Ip 


--7907200484 Responds to NRC 790310 Ltr re violation noted in IE Insp 
Repts 50-387/79-10 30-388/79-06 Corrattlve actions 

noncomf ormance repts processed per procedural requirements 
of Field Insp Procedure 0-3 

SABQLtA R Pennsylvania Power ti Light Co 79/06/11 3pp 


—7907200491 Forwards IE Insp Rept 30-337/79-10 l< 30-388/79-06 on 
790303-30 b notice of violation 

CARLB0N!R T Region l! Philadelphia! Office of the Director 
79/03/10 2pp 


--7907200496 Notice of violation from Insp on 790303-30 

* Region I* Philadelphia! Office of the Director 79/05/03 

Ip 


—7907200503 IE Insp Rept 30-3S7/79-10 & 30-388/79-06 on 790303-30 
Noncompliance noted failure to follow documented procedures 
for control of nonconfirming Items 

OALLO!R M Region l! Ph i lade I phia* Office of the Director 
KCOAUOHYiR tl. Region !> Philadelphia* Reactor Construction & 

Engineering Support Branch 79/03/03 10pp< 


7907110306 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Between Assembly S* Reactor Upper Grid 
Plate " 

GRIER* D H Region 1* Philadelphia* Office of the Director 
79/06/20 ip 


7907230697 Forwards IE Bulletin 79-02i Revl » ion 1* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts *' 

Action required 

GRJERiD H Region 1* Philadelphia* Office of the Director 
79/06/21 Ip 


7907120328 Forwards IE Bulletin 79-13. "Cracking In Feedwater Syi 
Piping " No action required 

ORlERiO H Region 1* Philadelphia. Office of the Director, 
79/06/23 Ip 


7907100361 Forwards IC Circular 79-10. "Pipef t ttlng a Mfg from 
Unacceptable Matl " No' action required 

GRIER.B H. Region 1. Philadelphia. Office of the Director 
79/06/26 Ip 


7907100426 Forwards IE Circular 79-11. "Design/Cona t Interface 
Problem " No action required 

GRIER, Q.K. Region 1. Ph i ladelphla. Office of the Director 
79/06/27 ip 


7907110033 Forwards lE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem '* No action required 

ORlERiD H Region 1. Philadelphia. Office of the Director 
79/06/28 Ip 


7907100803 Forwards IE uuiik.,Aii /v-i4> "Seismic Analysis for As-Built 
Safety-Related Piping 8ys " Action required. 

GRIER. B.H, Region 1* Philadelphia. Office of the Director 
79/07/02 Ip 


7907270339 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

DRIER. □ H Region 1* Philadelphia* Office of the Director 
79/07/11 ip 


7907310332 Forwards IE Circular 79-13* "Replacement of Dlosel Fira 
Pump Starting Contactors " No action required 
ORtER. D H Region 1* Phi ladelph la* Office of the Director 
79/07/16 ip 


8 Reportable occurrences* LERs t* related correspondence 


7907030327 Not! f I ds that Region 1 granted extension until 790B1S for 
submittal of final rept re deficiency in sclenold valves in 
response to irtil 790322 request 

CURTIS. N W Pennsylvania Power S, Light Co 79/06/28 2pp 


7907260631 Confirms 790614 verbal rept re damage sustained by 
safety-related cables during cable pulling activities 
Problem deemed reportable Util final rept will be submitted 
by 791201 

CURTIS* N W Pennsylvania Pouter & Light Go 79/07/17 2pp 


7907270230 Updates 700623 deficiency rept re unsatisfactory field 
welding << insp of shear studs Required shear stud repairs 
comp leted 

CURTIS* N W Pennsylvania Power h Light Co 79/07/23 Ip 
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A Appl Icatton/constructlon stage documents b correspondence 


7907060247 Summary of 790316 meeting w/utll re failure of offsite 
power u/slmul taneous onsite ac power failure b other 
ALAQ-S37 matters Attendance list* agenda & info provided by 
util end 

BIRKEL, R A Light Water Reactors Branch 2 79/05/22 78pp 


7907020188 Indicates personnel problems shortage exists re restart from 
refueling on 790523i»pass rate for new operator qualification 
exams less than 307. Due to shortage of licensed operators* 
overtime. being Implemented 

R0S8»D F Division of Project Management 79/06/16 2pp 


7907120399 Forwards info re const U loading schedule Provides updated 
listing of major activities by node number b logic network. 

Corrects several errors in NRC May 1979 const status rept 
Qvarslied drawing end 

UHRIG.R E Florida Power b Light Co 79/06/26 3pp 
0 Adjudicatory correspondence 


7907190206 Submits Certified Resolution 79-4 1 adopted by Martin County 
FL Board of County Commissioners on 790403 NRC should review 
plant safety precautions to alleviate possibility of 
incident similar to TMI 

CARMDDY.J T Martin County. FL 79/03/01 3pp 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego b Northern Thunder* Inc Deficiencies 9 6 20 re 
Perkins record. Deficiencies do not raise genuine Issue of 
matl fact Certificate of 8vc end 
0ORDENICK*B M Branch 4 79/03/23 29pp 


79071600^7 Forwards HP Ar mend. EL Bivani. WE Coe 6 GE Liebler prepared 
written testimonies per 790316 meeting b ALAD-337 Advises of 
util suggestion to make changes in summary of 790316 
meeting Certificate of Bve end 

COLLiN A, Steel* Hector 6 DavU 79/06/01, 4pp 


— 7907J60034 Joint testimony re Ouestlons A1 fc D of 790403 memo li order 
ALAB-337 re general design criterion "Electric Power Bys* " 

U ongoing improvement of sys rel labi I ity. Supporting 
documentation end 

ARMAND. M P. ,* DIVANS* E L * CDE.W E Florida Power b Light Co 
79/06/01 71pp 


—79^07160044 Testimony on Question C of ALAB-537 re requirement to place 
power distribution sys in alert status 
LIEOLER*G E Florida Power b Light Co 79/06/01 3pp 


7907 190398 NRC motion for extension until 790921 to respond to ALAD-337 
questions re Florida Power & Light electrical grid b 
emergency power sys Certificate of 8vc end, 

PATQN. W D Branch 4 79/06/2i 4pp 


7907230071 Forwards FO Flugger 790403 testimony re ALA9-537 Questions 
A2 b Bl-4 b technical Info re Midway substation 
Certificate of 8vc end 

COLL* N. A. Steel* Hector b Davis 79/06/22, 3pp 
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— 7^07230000 T«*timong re ALAD-S37 memo tt order# Oucstlont AZ Sc 
relating to elettrical grid ttabllitg It •mergencg pouer 
eyt Affidavit Sc supporting docufflentatlon end 
FLUGOER. F O Florida Power li Light Co 77/04/05 4ipp 


0 Inspection reportti IE Bulletins 8r corretpondenco 


77070203A& Foruardi IE Bulletin 77-OSB# •‘Nuclear Incident at 
TMI - Buppl " 

O'REILLY# J P. Region 2# Atlanta* Office of the Director 
79/04/21 2pp 


7907110325 Forwards IE Info Notice 79-ili ’'Lower Reactor Vessel Read 
Insulation Support Problem ” No action required 
0 'REILLY# J- P Repton 2. Atlanta* Qffite of the Director 
77/05/07 Spp 


7907100184 Forwards IE Circular 79-08# "Attempted Extortion - Low 
Enriched U *’ No action required 

O’RElLLYiJ P Region S# Atlanta* Office of the Director 
79/05/lB 2pp 


7707110077 Forwards IE Bulletin 77-11# “Faultg Overcurrent Trip Device 
In Circuit Breakers for Engineered Qafetg Sgs " Action 
required 

O'REILLY# J P Region S# Atlanta# Office of the Director, 

77/05/28 Spp 


7907100074 Responds to IE Bulletins 77-06 It 060 Reiponslbl litg for 
Initiation fit verification of auxillarg feedwater flow to 
steam generators is prlmarg dutg of designated operator 
during transients l< accidents. 

UHRI0*R E Florida Power fit Light Co 77/05/25 Ip 


7707030076 Forwards IE Infa Notice 79-13# "Indication of Low Rater 
Level In Oyster Creek Reactor." No action required 
O'REILLY# J.P, Region 8# Atlanta* Office of the Director 
79/05/29 Spp 


7907200192 Forwards IE Bulletin 79-12* "Short Period Scrams at BUR 
Fac 1 1 1 ties. *' No action required. 

O'REILLY# J P. Reqlon 2# Atlanta* Office of the Director 
79/05/i« 2pp 


7907190172 Forwards suppi IE Bulletin 79-DlAi "Environ Qualification of 
Class IE Equipment (Deficiencies In Environ Qualification of 
ICO Solenoid Valvesl. " Action required 
lEILLY. J P Region 2# Atlanta* Office of the Director 
06/06 2pp. 


6005-6 Forwards IE Info Notice 79-15# "Deficient Procedures," No 
ion required 

EILLVfJ P. Region 2# Atlanta# Office of the Director 
06/07 2pp 


090105 Responds to IE Bulletin 79-07. Procedures similar to those 
ascribed in 790522 response will be developed prior to 
iiitlal fuel loading# providing OE AK-2 circuit breakers are 
sed 

JHRIO*R E Florida Power Corp 79/06/07. Ip, 


7070S0208 FoTwardf IE Info Notice 79-14# "Safetg Classification of 
Electrical Cable Support Bgs ” 

O'REILLY* J. P. Region 2# Atlanta# Office of the Director 
79/06/ 11 Ip 


190060 Advises that C-E intends to submit generic rept requested 
Item 1 of IE Bulletin 79-12B re atypUel weld aiatl. Final 
ponse uill be submitted bg 790689, 
lOtR E Florida Power fi< Light Co. 79/06/11 Ip 

709B3 Responds to IE Bulletin 79-09 No ASNE 8A-312 Tgpe 304 or 
er welded pipe mfg by Youngstown Holding 6 Engineering Co 
inned for or used In safety-releted sgs 
10# R E Florida Power fit Light Co. 79/06/11. Ip, 


'50160 Requests thet Region 2 measurements van be granted access 
vlleges of ’'licensee designated vehicle " 

EILLY.J F. Region 8# Atlanta* Office of the Director. 

06/11, Spp 


''1 Responds to IE Bulletin 79-07, None of methods specified 
A/E or NBSB ADL PIPE used to perform lelsmic 
I of safety-related piping plant changes Ic mods, 

E, Florida Power fit Light Co. 77/06/14, Spp. 


10184 Supplements 700626 response to IE BuUatin 7Q-05. OE CRISOX 
lliary contact machanlsms not in use or planned for 
in saf ety-related sgs, 

I8*R.E Florida Poiyer fit Light Co. 77/06/15 Ip 


7907310179 Supplements 700801 response to IE Dulletin 70-06 
No Cutler-Hammer Type M relays w/colls are In use or planned 
for use in safety-related sys at facility 
UHRlOiR E Florida Power fit Light Co 79/06/15 Ip 


7707020386 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Orld 
Plate " 

O'REILLY. J P Region 8# Atlanta# Office of the Director 

77/06/20 ip 


7907120075 Forwards IE Dulletin 79-02, Revision I# "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLY# J P Region 8# Atlanta# Office of the Director 
79/06/21 ip 


7907110267 Forward* IE Circular 79-10# "Plpef Ittlngs Mfg from 
Unacceptable Matl " No action required 

O'REILLY. JP Region 2# Atlanta# Office of th* Director 
79/06/26 2pp 


7707180306 Forwards IE Circular 79-11. "Deslgn/Const Interface 
Problem " No action required 

O'REILLY# VP Region 2# Atlanta# Office of the Director 
79/06/27 2pp 


7907180435 Forwards IE Circular 79-12# "Potential Diatel Generator 
Turbocharger Problem " No action required 

O'REILLVtJ P Region 2# Atlanta# Office of the Director 
79/06/28 2pp 


7907310240 Forwards IE Dulletin 79-14. "Beismlc Analysis for As-Duilt 
Safety-Related Piping 8yi " Action required 
O'REIULY.JP Region 2. Atlanta# Office of the Director 
79/07/02 2pp 


7907310379 Forwards IE Dulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

O'REILLY# J P Region 2# Atlanta* Office of the Director 
79/07/11 2pp 


U Congresslonal/Executive Correspondence 


7906260590 Forwards D Browning 790404 questions re FL nuclear power 
situation Requests necessary Info for reply 
MICA.D A House of Rep 79/04/05 2pp 


—7906260593 Act receipt of 790405 Itr re D Drowning info request re FL 
nuclear power situation Forwards instructions to operators 
re steps to prevent occurrence like TMI l< JM Hendrle 790410 
tistlfflony to Subcommittee on Nuclear Regulation M/o end. 

KAMMERER#C Office of Congressional Affairs. 79/OA/in Ip 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT. UNIT 1 
A Appllcatlon/construction stage documents fi* correspondence 


7907160109 Draft memo ra licensing strategy for plants u/fual load 
dates in CY79. 

BOYD.R 8 Division of Project Management 79/03/28 6pp. 


7907110699 Notification of 790614 meeting w/utll in Bethesda.MD to 
discuss southern Appalachian region tectonic study. 

8TAHLE#C R Light Water Reactors Branch 4. 79/06/11 Spp 


7907260040 Summary of 790501-02 meeting U/TVA at facility ra status 
of plant const, 

8TAHLE*C. Light Water Reactors Branch 4 79/06/22 Spp 


7907060309 Forwards "Southern Appalachian Tectonic Study. " 
0ILLELAND*J E Tenneistt Valley Authority. 79/06/28. 2pp. 


— 7907060316 "Southern Appalachian Tectonic Btudy " Overslxad maps end. 
SEAYiW.M, Tennessee Valley Authority 79/01/31. B4pp 


Q Inspection reports* IE Bulletins (< correspondence 


7907020343 Forwards IE Bulletin 79-05B* "Nuclear Incident at 
TMI-Buppl. " 

O'REILLY, J.P, Region 2* Atlanta* Office of the Director. 
79/04/21, 3pp. 


7907110335 Forwards IE Info Notice 79-11# "Lower Reactor Vessel Head 
Insulation Support Problem " No action required. 

O'REILLY* V. P Region 2# Atlanta. Office of the Director. 
79/05/07. 3pp 
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7907030140 Forward* IE Info Notice 79-12i "Attsmptod Damage to Neu 
Fuel Ais-emblle* " No action required 

O'REILLY, J P Region S. Atlanta, Office of the Director 
79/05/10 app 


7907230733 Forward* IE In*p Repts 30-390/79-Sl & 50“391/79~17 on 
790424-97 No none omp I lane e noted 

KURPHVi C E Region 2, Atlanta, Reactor Construe t ion Ct Engineering 

Support Oranch 79/03/14 Spp 


— 790723076B IE Inap Repts 50-390/79-21 80-391/79-17 on 790424-27 No 

noncoinpl lance noted Major areas Inspected in-place storage 
records for electrical motors & installation of tt records 
for instrumentation component* 

RUFF, A B Region S. Atlanta. Office of the Director 
ORVANTiJ C Region S. Atlanta. Reactor Construction t* 

Engineering Support Branch 79/05/11 4pp 


7907240393 Forwards IE Imp Repts 30-390/79-19 & 50-391/79-13 on 
790402-97 No noncompliance noted 

MURPHV, C E Region 2, Atlanta, Reactor Construction t. Engineering 

Support Branch 79/03/14 2pp 


—7907240391 IE Insp Repts 50-390/79-19 U SO-391/79-13 on 790402-27 No 
noncomp 1 lance noted Major areas Inspected cable pulling It 
termination, safety injection sys piping It Insulation 
installation on refueling water storage tank 
COCHRAN. B J . KERDT,A R Region 2. Atlanta. Reactor 

Construction It Engineering Support Branch 79/03/14 7pp. 


7907100207 Forward* IE Circular 79-00, "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLVi J P Region 2. Atlanta, Office of the Director 
79/05/lQ 2pp 


7907110103 Forwards IE Bulletin 79-11, "Faulty Overcurrant Trip Device 
in Circuit Breakers for Engineered Safety 8ys " Action 
required 

O'REILLV. si P Region 2. Atlanta. Office of the Director 
79/08/22 3pp 


7907240197 Forwards IE Insp Repts 50-390/79-22 1. 50-391/79-10 on 
790302-04 No noncomp 1 iance noted 

HURPHY. C E Region 2. Atlanta. Reactor Construction 1. Engineering 

Support Branch 79/05/23 2pp 


—7907240201 IE In*p Repts 30-390/79-22 l< 30-391/79-18 on 790502-04 No 
noncomp 1 lance noted Major areas inspected concrete expansion 
anchors t safety-related components 

CDMPTONrR M Region 8. Atlanta, Office of the Director 

BRYANT. J C Region 8. Atlanta. Reactor Construction l< 

Engineering Support Branch 79/09/23 3pp 


790703010S Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " No action required 
O^REILLViO P Region 2. Atlanta. Office of the Director 
79/09/89 3pp 


7907190207 Responds to IE Bulletin 79-04 Specified Velan swing 
check valves have not been installed or scheduled for 
installation In any Seismic Categoric I piping tys 
OILLELAND. J E Tennessee Valley Authority 79/05/31 3pp, 


7907200210 Forwards lE Bulletin 79-12. "Short Period Scrams at OWR 
Facilities " No action required 

O'REILLY, J P Region 8. Atlanta. Office of the Director 
79/03/31 2pp 


7907310170 Forwards response to IE Bulletin 79-07 re seismic stress 
analysis of saf ety-relatsd piping Investigation of non-NS88 
sys revealed no dynamic seismic piping analysis was 
performed utlllilng algebraic summation of component*. 

OILLELAND. xJ E Tennessee Valley Authority 79/09/31 llpp 


7907190191 Forwards suppl IE Bulletin 79-OlA. "Environ Oual 1 f icatlon of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Bolenoid Valves) " Action required. 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 

79/06/0A. 3pp. 


7907060044 Forward* IE Info Notice 79-13. "Deficient Procedure* " No 
action required. 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 
79/06/07. 2pp. 


7907180392 Ack receipt of 790S0S Itr informing NRC of step* taken t* 
correct violation noted In IE Insp Repts 50-390/79-13 It 
50-391/79-10 

MURPHY. C. E. Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch 79/06/00. 2pp. 


— 7907I6060H Responds to NRC 790417 Itr re violations noted In IE Insp 
Repts 30-390/79-13 tc 30-391/79-10 Corrective actions none 
deemed necessary Affixed mark of inspector complies 
w/requlrements 

OILLELAND. J E Tennessee Valley Authority 79/05/08 4pp 


—7907100614 Forward* IE Insp Repts 50-390/79-13 6 30-391/79-10 on 
790305-30 l< notice of violation 

MURPHY, C E Region 2, Atlanta. Reactor Construction It 

Engineering Bupport Branch 79/04/17 2pp 


—7907100623 Notice of Violation from insp on 790303-30 

a Region 2, Atlanta. Reactor Construction Ic Engineering Support 
Branch 79/04/17 ip 


— 79071 B0640 IE Insp Repts 50-390/79-13 t SO-391/79-10 on 790303-30 
Noncompl iance noted failure to properly document Insp of 
nondestructive examii^at ions of pipe whip restraints 
CQCHRAN. B J Region 2. Atlanta. Office of the Director 
HERDT. A R Region 2, Atlanta, Reactor Construction It 

Engineering Support Branch 79/04/17 Bpp 


7907020220 Forward* IE Info Notice 79-14, "Bafety Classification of 
Electrical Cable Support 8ys " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/11 ip 


7907020393 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Detuean Assembly It Reactor Upper Grid 
Plate " 

O'REILLY. U P Region 8. Atlanta. Office of the Director 
79/06/20 Ip 


7907120104 Forward* IE Bulletin 79-02. Revi slon I, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

O'REILLY, JP Region 2. Atlanta. Office of the Director 
79/06/21 Ip 


7907310029 Forwards IE Bulletin 79-13. "Cracking in Feedwater 6gs 
Piping " No action required 

O'REILLY. J P Region 8. Atlanta. Office of the Director 
79/06/23 Spp 


7907180321 Forwards IE Circular 79-11. "Design/Const Interface 
Problem " No action required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/06/87 2pp 


7907180443 Forward* IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem." No action required 
O'REILLV.J P Region 2. Atlanta. Office of the Directo-r 
79/06/28 3pp 


7907310263 Forward* IE Bulletin 79-14. "Seismic Analysis for As-Built 
Safety-Related Piping 8ye " Action required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/07/02. 3pp 


7907300333 Ack receipt of 790601 Itr informing NRC of steps taken to 
correct violation noted In IE Insp Repts 30-390/79-12 l< 
50-391/79-09. 

MURPHY. C E Operating Reactors Branch 2 79/07/03 2pp 


— 7907300360 Responds to NRC 790404 Itr r* violation noted in IE Insp 
Repts 30-390/77-12 U 30-391/77-09 Corrective actions; all 
personnel involved in preparation of welder qualification 
racorde not to use corrective fluid. 

OILLELANO.J E Tennessee Valley Authority. 79/06/01 2pp, 


7907100556 Forward* Revision* 6 & 7 to Preservice Baseline It Inservlc* 
Imp Program 81-4 4 10 t 

MILLS. L.M. Tennessee Valley Authority 79/07/06. ip. 


— 7907100564 Preservice baseline insp l< Inservice Imp program. Revision 6 
to 01-4.4 10 1 

BELEN. 0 L> Tennessee Valley Authority 78/10/25 2pp 


— 7907100569 Preservice baseline imp It Inservlce insp program. Revision 7 
to 81-4, 4, 10 1 

* BELEM. 0 L. Tennessee Valley Authority, 70/10/25. 18pp 


79073103S7 Forwards IE Bulletin 79-15. "Deep Draft Pump Dif Ic lenclai, " 
Action required. 

O'REILLY. J.P Region 2. Atlanta. Office of the Director. 

79/07/11 2pp. 


7907240281 Fdrwardi IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action rtqulred, 

D'REILLYi J P. Region 2. Atlanta. Office of the Director. 
79/07/13, 3pp 
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8 Reportable oc c urrcuc esi LEli& l< related correspondence 


7907030a5l Forwards final def i c 1 e-nc rept po defective Phillips self 
drill concrete anchors# ori g Inal I y reported 790319 Cauiad by 
FTifg defect Corrective actions testing replacing as 
required Vendor improving QA itisp 

OlLi-ELAND# J E Tennessee Valley Authority 79/06/2* App 


7907170036 Foruards final deficiency rept ro vendor-supplied discharge 
accumulator 

MILLS, L M Tennessee Valley Authority 79/07/09 3pp 


— 7907170041 Final deficiency rept r« failure of metal bellows in 
discharge accumulatoT Caused by abrasion of liner due to 
pounding or lodging between terminal Nickel-plated aluminum 
will be replaced u/stainless steel on lines 
* Tennessee Valley Authority 79/07/09 Ip 


7907IG0484 Forwards deficiency rept re changing of Intermediate break 
location* of prossuricer surge lines 

MILLSj L M Tennessee Volley Authority 79/07/ JO Ip 


— 7907100'191 Final deficiency rept on 790&04 changing of intermediate 
breoi lacaClans on pressurlier surge line Initial temp 
distribution for process pipe determined unconsarvat 1 ve 
Caused by improper analysis Devices tnadified 
* Tennessee Valley Authority 79/07/10 Ip 


7907190933 Discusses second interim deficiency rept re OA program 
implementation breakdown TVA to determine if spent fuel 
racks are acceptable after further documentation U 
verification from Waehter Final rept io be sent by 790920 
MILUB#L « Tennessee Valley Authority 79/07/10 2pp 


7907100497 Forwards final deficiency rept re possible unconserva fci ve 
pressurixar relief S( safety line blowdoun analysis 
MILLS# L M Tennessee Valley Authority 79/07/tl Jp 


—7907100901 Final deficiency rept during blowdown analysis of 
pressurlier relief & safety 1 ieies# d iscovered that sys 
failure would cause pressurlier line blouidcun tt create LOCA 
condition Caused by unc onservati ve pressure relief 
a Tennessee Valley Authority 79/07/1 i Ip 

790718049* Forwards deficiency rept ro conduit junction boxes inside 
containment 

MILLS, LM Tennessee Valley Authority 79/07/12 Ip 

— 79071B0913 Final deficiency r«pt on 790*15 conduit junction boxes in 
containment Field installed conduits connected to 
intermediate junction boxes do not provide for sealing 
around conduit Terminations to be replaced ui/splic«s 
» Tennessee Valley Authority 79/07/12 Ip 


DOCKET SO -39 I WATTS DAR NUCLEAR PLANT# UNIT 2 


A Appl icati on/c onsbr uc tion stage documents * correspond ence 


79071 10&99 Notification of 790*14 meeting w/utiJ- in 0eth«tda«l13 to 
discuii ioutliern Appalachiart region tectonic study 
BTANLEjC ft Light Water Reactors Drench A 79/06/11 3pp 


79072*0048 Summary of 790501-02 meeting u/TVA at facility re status 
of plant const 

STAHLEiiC Llffht Water Reactors Branch 4 79/06/22. Bpp 


7907060309 Forwards "Southern Appalachian Tectonic Study " 
OILLELAND, J E Tennessee Valley Authority 79/06/23 2pp 


—79070*031* “Boutbern Appalachian Tectonic Study " Overalie maps end 
SEAY# W M Tennessee Valley Authority 79/01/31 04pp 


Q Inipection reports, IE Bulletins 8t c orreip andexic e 


7907020343 Forwards IE Bulletin 79-0SD< "Nuclear Incident at 
TMI-Buppl ** 

□ 'REILLY# J P Region 2# Atlanta# Office of the Director, 

79/04/21 3pp 

7907110339 Forwards IE Info Notice 79-11# '^Lower Reactor Vessel Head 
Insolation Support Problem " No action required 
a-'RElLLYiJ P -Ragion 2# Atlanta^ Office of the Director# 

79/03/07. 3pp 


’07030140 Forwards IE Info Notice 79-12# '■'Attempted Damage to New 
~uel Assemblies No action required. 

''fielLLYr J# P. Region 2# Atlanta, Office of the Director 
VOS/10 3pp 


7907230755 Forwards IE Insp Repts 50-390/79-21 8< 50-391/79-17 on 
790424-27 No none omp 1 i arc e noted 

MURPHV,C E Region 2, Atlanta# Reactor Construction Engineering 

Support Branch 79/05/14 2pp 

— 79072307*9 IE Insp Repts 50-390/79-21 Sc 50-391 /79-i 7 on 790424-27 No 
noncomp I iance noted Major areas inspected in-place storage U 
records for electrical motors 4c installation of Sc records 
for ifistrumentation coenponents 

RUFFiA B Region 2. Atlanta# Office of the Director 
BRYANT, J C Region 2# Atlanta# Reactor Construction 8< 

Engineering Support Branch 79/05/11 4pp 


7907240383 Forward* IE Insp Rapt* SO-390/79-19 8c 50-391/79-15 on 
790402-27 No none omp 1 1 anc e noted 

MURPHY, C E Region 2# Atlanta# Reactor Construction it Engineering 

Support Branch 79/05/14 2pp 


■7907240391 IE Insp Repts 50-390/79-19 Sc 50-391/79-15 on 790402-27 No 
noncortip 1 lane e noted Major areas inspected cable pulling 8c 
termination# safety injection sys piping 8c insulation 
i-n *tal 1 atlen on refuollng water storage tank 
COCHRAN# D J I HERDT, A R Region S# Atlanta# Reactor 

Construction 8( Engineering Support Branch 79/05/14 7pp 


7907100207 Forward® IE Circular 79-00# "Attempted Extortion - Lou 
Enriched tl ■' No action required, 

0'REILLV#J P Region 2# Atlanta# Office of the Director 
79/05/18 2pp 

7907110100 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 8ys " Action 
required 

O'REILLYjJ P Region 2# Atlanta# Office of the Director 
79/05/22, 3pp 

7907240197 Forwards IE Insp Repts 50-390/79-22 4< 50-391/79-18 on 
790502-04 No none omp 1 1 anc e noted 

MURPHY# C E Region 2, Atlanta# Reactor Construction 8# Engineering 

Support Branch 79/05/23 2pp 

— 7907S40201 IE insp Repts 50-390/79-22 ii 30-391/79-10 on 790302-04 No 
noncompl lane e noted Major oreas inspected concrete expansion 
anchors U safety-re latod components 

COMPTON# R M Region 2# Atlanta# Office of the Director 

BRYANT# J C Region 2# Atlanta# Reactor Construction 8f 

Engineering Support Branch 79/03/23 3pp 


7907030103 Forwards IE Info Notice 79-13# "Indication of Low Water 
Level in Oyster Creek Reactor ■' No action required 
O'REILLY# J P Region 2# Atlanta# Office of the Director 
79/05/29 3pp 


7907190207 Responds to IE Bulletin 79-04 Specified Veian suing 
check valves have not been installed or scheduled for 
installation in any Seismic Category I piping sys 
OILLELANOi J E Tennessee Valley Authority #■'9/05/31 3pp 


7907200210 Forwards IC Bulletin 79-12# "Short Period Scrams at flWR 
Facilities " No action required, 

O'REILLY.J P Region 2. Atlanta# Office of the Director 
79/03/31 2pp 


7907310170 Forwards response to lE Bulletin 79-07 re seismic stress 
analysis of laf etv*~related piping Investigation of non-N8S9 
sys revealed no dynamic seismic piping analysis was 
performed utilizing algebraic summation of components 
DILLELAND#0 E Tennessee Valley Authority 79/05/31 llpp 


7907190191 Forwards suppl IE Bulletin 79-OlA# "Environ Qualification of 
Class IE Equipment {Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

O'REILLY.J P Region 2# Atlanta# Office of the Director 
79/06/0* 3pp 


79070*00*4 Forwards IE Info Notice 79-15# "Deficient procedures " No 
action required 

O'REILLY# J P Rtgicin 2# Atlanta# Office of the Director 
79/06/07 2pp 


7907160592 Ac k receipt of 790508 1 tr informing NRC of steps taken to 
correct violation noted In IE Insp Repts 50-390/79-13 & 

50-391/79-10 

MURPHY# C E Region 2# Atlanta# Reactor Construction 8* Engineering 

Support Branch 79/06/00 2pp 


— 7907180*02 Responds to NRC 790417 Itr re violations noted in IE Insp 
Repts 50-390/79-13 U 50-391/79-10 Corrective actions’ none 
deemed necesiary Affixed mark of inspector compile# 
u/raqulrement* 

OlLLELANDiJ E. Tannasset Valley Authority 79/03/00 4pp. 
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— 79^>71B0A14 Faruards IE Inip Repta 30-390/79-13 h 50-391/79-10 on 
790305-30 ngtlce of violation 

rtURPHYiC E Region Si Atlanta^ Reactor Construction & 

Engineering Support Branch 79/04/17 2pp 


— 79071B0623 Notice of violation from in«p on 790303-30 

* Region 2 j Atlanta# Reactor Construction Engineering Support 
Branch 79/04/17 Ip 


— 7907180640 IE Insp Ropts 50-370/79-13 ft 30-391/79-10 on 790303-30 
Noncompliance noted failure to properly document ln*p of 
nondestructive examinations of pipe uihip restraints 
COCHRAN# B J Region S< Atlanta# Office of the Director 
HERDTiA R Region 2« Atlanta# Reactor Construction & 

Engineering Support Branch 79/04/17 0pp 


79070S0220 Foruards IE Info Notice 79-14# "Safety Classification of 
Electrical Catle Support Sys " 

O'REILLYiJ P Region 2# Atlanta# OPfiCfi of the Director 
79/06/11 Ip 


7907250434 Ack receipt of 790529 I tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-391/79-04 
MURPHY# C E Region 2# Atlanta# Office of the Director 79/06/11 

2pp 


— 7907250454 Responds to NRC 790520 Itr re violations noted in IE Insp 
Rept 50-391/79-04 Corrective actions load sensor repaired 6 
placed in svc Importance of QA emphasiied to employees 
OlLLELANDr J E Tennessee Ualley Authority 79/03/29 3pp 


7907020393 Forwards IE Info Notice 79-17# "Source Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Grid 
Plate " 

0'REILLY#J P Region 2# Atlanta# Office of the Director 
79/06/20 Ip 


7907120104 Forwards IE Bulletin 79-02# Revision 1# "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts '* Action 
reauired 

O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/06/21 Ip 


7907310029 Forwards IE Bulletin 79-13# ''Cracking in Feedwater 8gs 
piping " No action required 

O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/06/23 3pp 


7907180331 Forwards IE Circular 79-11# "Des Ign/Const Interface 
Problem ” No action required 

O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/06/27 2pp 


79071B0443 Forwards IE Circular 79-12# "Potential Diesel Oenerator 
Turbocharger Problem “ No action required 
O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/06/28 3pp 


7907310263 Forwards IE Bulletin 79-14i "Seismic Analysis for As-Built 
Saf aty-Related Piping Sys " Action required 
0'REILLY#J P Region 2# Atlanta# Office of the Director. 

79/07/02 3pp 


7907300355 Ack receipt of 790601 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-390/79-12 Si 
50-391/79-09 

MURPHY# C E, □perating Reactors Branch 2 79/07/03 2pp 


— 7907300360 Responds to NRC 790404 Itr re violation noted in IE Insp 
Reptf 50-390/79-12 (i 50-391/79-09. Correc tlve actions all 
personnel Involved in preparation of welder qualification 
records not to Use corrective fluid 

Q1LLELAND#J E Tennessee Ualley Authority 79/06/01 2pp, 


7907100556 Forwards Revisions 6 8< 7 to Proservice Baseline 6 Insorvice 
Insp Program 81-4 4 10, 1 

HILLBiL M Tennessee Valley Authority 79/07/06 ip. 


— 7907100564 Preservice baseline insp li inservlce Insp program# Rovl ston 6 
to 81-4 4 10 i, 

BELEWiO L Tenntssee Valley Authority 78/10/25 2pp 


— 7907100569 Preservice baseline insp & inservlce insp program* Revision 7 
to ai-4 4, 10. I 

DELEU# 0 L Tennessee Valley Authority. 78/10/25 10pp 


7907310307 Forwards IE Bulletin 79-13# "Deep Draft Pump Deficiencies '* 
Action required 

O'REILLY# J P, Region 2# Atlanta# Office of the Director. 

79/07/11 2pp 


7907240201 Fotwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
Q'REILLViJ P Region 2# Atlanta, Office of the Director 
79/07/13 3pp 


S Reportable occurrencesi LERs 6 related correspondence 


790703D3SI Forwards final deficiency rept re defective Phillips self 
drill concrete anchorsi orl g ina I ly reported 790319 Caused by 
mfg defect Corrective actions testing 6 replacing as 
required Vendor improving OA insp 

OILLELAND#J E Tennessee Valley Authority 79/06/26 4pp 


7907170036 Forwards final deficiency rept re vendor-supplied discharge 
accumula tor 

MILLS# L. H Tennessee Valley Authority 79/07/0? 2pp 


—7907170041 Final deficiency rept re failure of metal bellows in 
discharge accumulator Caused by abrasion of liner due to 
pounding or lodging betuoen terminal NIc kol-p lated aluminum 
will be replaced w/sta inless steel on lines 
« Tennessee Valley Authority 79/07/09 Ip 


790716D4B4 Forwards deficiency rapt re changing of intermediate break 
locations of pressuriier surge lines 

MILLS, L M Tennessee Valley Authority 79/07/10 Ip 


— 7907180491 Final deficiency rept on 790604 changing of Intermediate 
break locations on pressuriier surge line Initial temp 
distribution for process pipe determined unconservative 
Caused by improper analysis Devices modified 
« Tennessee Valley Authority 79/07/10 ip 


7907180333 Discusses second interim deficiency rept re QA program 
implementation breakdown TVA to determine if spent fuel 
racks are acceptable after further documentation it 
verification from Hachter Final rept to be sent by 790920 
M1LL8#L H Tennessee Valley Authority 77/07/10 2pn 


7907180497 Forwards final deficiency rept re possible unconiervatlve 
pressuriier relief it safety line bloiwdown analysis 
MILLS#L M Tennessee Valley Authority 79/07/11 Ip 


—7907180501 Final deficiency rept during blowdouin analysis of 
pressuriier relief 6 safety 1 i nes# dl scovered that sys 
failure would cause pressuriier line blowdown 6 create LOCA 
condition Caused by uncotis erva tive pressure relief 
a Tennessee Valley Authority 79/07/il ip 


7907180496 Forwards deficiency rept re conduit junction boxes inside 
containment 

MILLS. L M Tennessee Valley Authority 79/07/12 Ip 


— 7907180513 Final deficiency rapt on 790613 conduit junction boxes In 
containment Field Installed conduits connected to 
intermediate junction boxes do not provide for sealing 
around conduit Terminations to be replaced w/tpllces 
« Tennessee Valley Authority 79/07/12 Ip. 


DOCKET 50-394 CALIFORNIA STATE POLYTECH COLLEOE RES REACTOR 


0 Inspection reports# IE Bulletins & corr espondanci 


7907230561 Forwards IE Info Notice 79-16* "Nuclear Incident at TMI " 
No action required 

ENOELKEN# R H, Region 5* San Franclicoi Office of the Director 
79/06/22 Ip 


7907310166 Forwards IE Info Notice 79-10# "Skylab Reentry," No action 
required 

ENOELKEN.R H Region 5i 9an Francisco# Office of the Director 
79/07/06 Ip 


DOCKET 50-395 VIROIL C BUMMER NUCLEAR BTATlONi UNIT 1 


A Appl Icatlon/constructlon stage documents L correspondence 


7907110268 Notification of 790622 meeting w/util In Bethesda.MD to 
diicuss induced seismicity at facility site List of 
discussion items end 

T1BBITTB#D L Light Nater Reactors Branch 2 79/05/31 4pp 


7907050369 Notifies that schedule to conduct cold hydro hat been 
changed from Nov to Sept 1979 Anticipates fuel load during 
Jul 1930. Requests aid in developing actions which Will 
support schedule 

CREWS# e,H, South Carolina Electric Si Oas Co, 79/06/29 Ip 
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mudicfll. ecrtrjenev «« fire protection plans 


7907030&17 Forward# physica-l lecorlki/ pjan Plan withheld 
<r8f lOCFfla 790) 

CREWB. E H BouPth Carolina Electric U Oai Co 79/OA/aa 2pp 


0 Inspection reportSi IE Oolletlns 8< c orreipondenc ■ 


7907020354 Fortuardi IE Bitlletlfi 79-05B. "Nuclear Incident at 
TMJ - Buppl •' 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/ai Ip 


79070at>33A Forward! IE Dulletln 79“0&B, "Nuclear Incident at 
TMI - Suppl " 

O'flElLLYjJ P Region 2i Atlantai Office of the Director 
79/04/21 app 


7907180S'19 Forwards IE Insp ftept 30-393/79'-10 on 790320-23 & notice of 
Vi Plat i on 

NyRPHY,C E Region 2 p Atlantai Reactor Construction Engineering 

Support Branch 79/03/04 2pp 


-'-7907100791 Notice of violation from Jnsp on 790320-23 

e Region 2, Atlanta, Office of the Director 79/05/04 Ip 


—7907100001 IE Insp Rep t 50-395/79-10 on 790320-23 NDncomp 1 lance noted 
no requirenent« on weld profile 

BLAKE, J vl Region 2, Atlanta, Office of the Director 
CDNLQN, T E Region 2, Atlanta, Reactor Construction L 

Engineering Support Branch 79/05/04 • 7pp 


7907110332 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Mead 
Inivlatlon Support Problem " No action required. 

O'nEILLY, J P Region 2, Atlanta, Office of the Director 
79/05/07 2pp 


7907110333 Forwards IE Info Notice 77— ll, "Lower Reactor Vessel Head 
Insulation Support Problem " Mo action required 
O'REILLY, vl P Region 2i Atlantai Office of the Director 
79/05/07 Ip 


7907100204 Forwards lE Circular 79-OBi "Attempted Extortion - Low 
Enriched U " Mo action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/10 2pp 


790710010D Responds to IE Ounstln 79-07 In no instance is algebraic 
teohnlqui used to combine responses Code used bii 
Nestf nghoute is WESTDYNi uih ich is docuenented in HCAP‘-62S2, 
rtevUlon 1 

CREW9,E li South Carolina Electric l» Oas Co 79/05/SJ 2pp 


790701,0362 Forwards IE Dullotln 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 8ys " Licensee 
action required. 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/22 Ip 


7907060369 Foruards IE Bulletin 79*’! !■ "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

O'REILLY, P Region 2, Atlanta, Office of the Director 
79/05/22, Ip 


790709Q406 Responds to IE Bulletins 570-12, 12A «< 120.Meld matl data S. 
other required Info included In Chicago Bridge If Iron 
Co generic rept Cover itr to rept 8, relevant Info end 
CREHBrE H South Carolina Electric ^ Das Co 79/05/24. 2pp 


--7907090414 Responds to IE Bulletins 70-12 i2A Forwards r«pt on 
all compleieif reactor vessels M/a end 
KELLEY, R E Chicago Bridge t Iron Co 79/04/24 Jp 


7907030101 Forwards IE info Notice 79-13, "Indication of Low Mater 
Level In Qgster Greek Reactor. " 

O'REILLY, if P Region 2, Atlanta, Office of the Director 
79/05/29 Ip. 


7907260145 Forwards IE Insp Rept 50-395/79-15 On 790506-11. No 
none cap li arc e noted, 

HURRKY, C, E Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch 79/05/30 2pp. 

—7907260151 IE Insp Rept BO-395/79-15 on 790S08-I I Mo noncemp I lance 
not# if. Major areas Inspected- safety-related 7200-volt 
■wltchgsar & 400-volt load ctr { nsta 1 lations, safety-related 
wirewey Ic wlreway support Instal lations. 

WAUTBfi3, DK, , BRYAMT, J C, Region 2, Atl»r*tai Reactop 
Construction I* Engineering Bupport Branch. 79/05/30. 5pp. 


7907200204 Fpruards IE Bulletin 79-l£i "Short Period Btrams at BWR 
Facilities " No action required 

□ ■'ReiLLYiJ P Region 2, Atlanta, Office of the Director 

79/05/31 2pp 


7907200205 Forwards lE Bulletin 79-12, "Short Period Scrams at DMR 
Facilities " No action required 

□ 'RElLLViJ" P Region 2, Atlanta, Office of the Director 
79/05/31 ip 


7907260516 Forwards IE Insp Rept 90-395/79-19 on 790508-11 No 
noncompliance noted 

MURPHY, C E Region 2, Atlanta, Office of the Director 79/05/Pl 

2pp 


— 7907260522 IE Insp Rapt 50-395/79-19 an 79OS0B-11 No noncamp 1 lance 
noted Major areas Inspected welding Sc QA implementing 
procedures for sa f etv“*’elatad piping. 

GIRARD, E H Region 2, Atlanta, Office of the Director 
79/05/30 4pp 


7907190340 Responds to IE Bulletin 79-09 Ho OE Type AK-2 circuit 
breakers are usad in safety-related sys 

CREWS, e H South Caroline Electric It Oas Co 77/06/04 Ip 


7907190104 Forwards suppl IE Bulletin 79-OlA, "Environ Dual if ication of 
Class IE Equipment tDef ici one 1 es in Environ Qual if icatlon of 
ASCO Golenold Valves) " Action required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/06/06 ip 


7907190107 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Bolenold Valves) " Action required 

O'AEILCV, J.P Region 2, Atlanta, Office of the Olrector 
79/06/06 2pp 


7907060061 Forwards IE Info Notice 79-15, "Doficlent Procodures " Mo 
action required 

O'RElLLVi J P Region 2, Atlanta, Office of the Director 
79/06/07 2pp 


7907060068 Forwards IE Info Notice 79-15, "Deficient Procodures " No 
action required 

O'REILLY, vf P Region 2. Atlanta, Office of the Director 
79/06/07 2pp. 


7907020217 Forwards IE Info Notice 79-14, "Safety ClassI f icatlon af 
Electrical Cable Euppart Byt " 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/06/ U Ip 


7907130200 Ack receipt of lE Insp Rept 50-395/79-14 on 790430-0501 Mo 
proprietary info 

JOHNSON. M C Public Bervice Electric le Oat Co of New Jersey 
79/06/12 Ip 


— 7907130210 Forwards 1£ Insp Rept 50-395/79-14 on 790430-0501 No 
noncampl Lance noted 

MURPHViC E Region 2, Atlanta, Reactor Construction It 

Engineering Support Branch 79/05/81. 2pp 


— 7907130225 IE Insp Rept 50-395/79-14 on 790430-0501 No noncompliance 
noted Major areas inspected dome tendon stressing, QA plan 
revisl 0 n, cable tray hanger uelcflng Ic anchor plate bolt 
torquing. 

BMAN, W D , HERDT, A. R Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch 79/05/10 4pp 

7907020391 Forwards IE Info Notice 79“17, "Source Holder Aisembly 
Damage from lilsflt Between Assembly 6 Reactor Upper Grid 
Flats " 

0'REILLy,J P Region 2,- Atlanta, Office of the Director 
79/06/20 ip, 


7907120096 Forwards IE Bulletin 79-02, Ravi ilon 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
raquired 

O'REILLY, JP. Region 2, Atlanta, Office of the Director. 
79/06/21 ip 


7907180098 Forwards IE Bulletin 79-02, Revision i, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts." Action 
raquired, 

O'RElLLYt^ P Region 2, Atlanta, Office of the Director 
79/06/81 Ip. 


7907230547 Forwarde IE Info Notice 79-16, "Nuclear Incident at TMI " 
No action required, 

ENOELKEN, R.H Region 9, San Francisco, Dfftce of the Director 
79/06/82. Ip, 
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7907310026 Forward* IE Dujlotin 79-13. "Crachlng in Foeduator 8y« 
Pipinjt “ No action required 

O'REJLUViJ P Region S. Atlanta. Office of the Director 
79706/25 3pp 


7907110277 Forwards IE Circular 79-10. "Pipe#! ttings Mfg from 
Unacceptable Matl ” No action required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/06/26 2pp 


7907100318 Forwards IE Circular 79-11. "Des Ign/Const Interface 
Problem ** No action required 

O'REltLV.J P Region 2. Atlanta. Office of the Director 
79/06/27 2pp 


7907180A40 Forward# IE Circular 79-12. "Potential Diesel Oonerator 
Turbocharger Problem " No action required 

Q'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/20 2pp 


79073103B3 Forwards lE Dulletln 79-15. "Deep Draft Pump Deficiencies *' 
Action required 

□ 'REILLY. U P Region 2. Atlanta. Office of the Director 
79/07/11 2pp 


7907310386 Forwards IE Dulletln 79-15. “Deep Draft Pump Deficiencies " 
Action required 

□ ''REILLY. J P Region 2. Atlanta. Office of the Director 

79/07/11 2pp 


8 Reportable occurrences. LERs & related correspondence 


7907100662 Discusses noncomp 1 lance w/QA procedures specified on 
purchase orders for limit etuitches received from Butler !< 
LandrAnchor Darling Valve Co tc Bradner Industries Ulll 
replace switches within 45 dags 

SWANSON. N E Acmo-Cl eveland Co . Namco Controls Dlv 79/06/14. 
3pp 


7907170067 Discusses failure to implement OA requirements re Namco 
limit sb^ltches Namco GA program now In effect U licensee 
will have all non-QA switches replaced bg 790729 
JOHNSON. M C South Carolina Electric Oas Co 79(07/i0 3pp 


DOCKET 50-396 UNIV OF VIRGINIA CAVALIER REACTOR 


<3 Inspection reports. IE Bulletins & correspondence 


7907100081 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 
79/OS/ia Ip 


7907230415 Forward# IE Info Notice 79-16. "Nuclear Incident at TMl 
No action required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/22 Ip 


DOCKET 50-397 WPPBS NUCLEAR PROJECT. UNIT 3 


A App 1 icatlen/construc tion stage documents St correspondence 


7907270281 Forwards request from Reactor Sgs Branch for addl Info re 
FBAR analgses Indicating compliance w/requlrement for 
over pressur i lation protection IE Circular 7B-06 end 
VARGA. 8. A. Light Water Reactors Branch 4 79/05/29 I9pp 


— 79072702B4 IE Circular 78-06* Potential Common Mode Flooding of ECC0 
Equipment Rooms at BWR Facilities 

# Office of Inspection St Enforcement 70/05/30. 2pp 


7906210227 Forwards "Chugging Loads-Improvad Dafinltlon It Application 
Hethfldalogg to Nark II Contpinments-Technical Rapt " Rapt 
withheld (ref 10CFR2 790) 

KENBERGER.D L. Washington Public Power Supplg Sgstem 79/06/01, 
3pp 


— 7906210231 Raquests that "Chugging Loads-Improved Definition fc 
Application iiethodoiogg to Nark II Containments-Technical 
Rapt.'* ba withheld <ref 10CFR2 790) 

CANTER. H L Burns S< Roe Co 79/06/01 2pp 


“"7906210234 Forwards "Chugging Loads-lifiproved Dafinltlon I. Appllcatian 
Hathodologg to Mork II Containments-Technical Rapt." 

Rapt withheld (ref iOCFR2 790), 

BAKER. D.G Burns it Roe Co. 79/06/14. 2pp 


— 79062i023Q “Chugging Loads“lfflprDVed Definition & Application 
Mathodologg to Mark It Containments " 

ETTOUNEY. M N . PATTI. F J Washington Public Power Supplg Sgstem 
79/06/15 iBOpp 


7907250097 Nat 1 f lea 1 1 on of 790716 meeting u/Mark II owners & OE p# 
WPP8-2 chugging improvement program S< Susquehanna test 
programs 

ANDERSON. C J Containment Sgstem* Branch 79/07/05 5pp 


7907260511 Forwards responses to first round questioni. Sett 5 & 6 
RENBEROER.D L Washington Public power Bupplg Sgstem 79/07/20 
3pp 


—7907260515 Responds to first round questions. Sets 5 1. 6 

# Washington Public Power Bupplg Sgstem 79/07/20 ISDpp 


K Utilltg Final Safetg Anakgsls Report (F8AR) S. amends 


7907310289 Forward* Amend 4 to FSAR Includes new section. "Reactor 
Recirculation Sgs." C. other minor changes Affidavit of 
distribution will be forwarded within 10 dags. per 
10CFR2 101 

RENBEROER.D L Washington Public Power Supplg Sgstem 79/07/06 

2pp 


—7907310294 Amend 4 to FBAR 

a Washington Public Power Supplg Sgstem 79/06/30 330pp 


G Inspection reports* IE Bulletins & correspondence 


7907050380 Forwards IE Insp Rept 50-397/79-06 on 790^02-05 No 
noncompllanc e noted 

SPENCERrO 6 Region 5. San Francisco. Reactor Construction It 

Englnoering Support Dranch 79/04/26 2pp 


— 7907050392 IE Insp Rept 50-397/79-06 on 790402-05 No noncompl iance 
noted Major areas Inspected routine saf etg-related piping 
work, review of qualitg rec ords. f ol 1 owup on IE circulars It 
reportable items. 

BISKaP.T W . ECKHARDT. J H Region 5* San Francisco. Office of 
the Director HAYNES. R C Region 5* Ban Francisco. Reactor 

Construction It Engineering Support Dranch 79/04/25 lOpp 


7907110626 Forwards IE Insp Rept 50-397/79-07 on 790402-04. No 
noncomp Hence noted 

8PENCER*0 8 Region 5. San Francisco. Reactor Construction It 

Engineering Support Branch. 79/05/09 2pp 


—7907110634 IE Insp Rept 50-397/79-07 on 790402-04 No noncompl iance 
noted. Major areas inspected four allegations re site work 
bg Waldinger CprptUelding proceduroo. venti lation sgs 
isolation valve* 8< QA/QC program 

BISHOP. T W . ECKHARDT. J E Region 5. San Francisco. Office of 
the Director HAYNES. R C. Region 5. San FranclscOi Reactor 

Construction It Engineering Support Dranch 79/05/08 Spp 


7907090237 Respond# to IE Bulletin 79-04 No Vftlan swing check valves 
used Nine testable check valves will be provided bg Velan 
to be used in KPCB. LPC8. reactor core isolation cooling it RHR 
Seismic Category 1 piping sys 

RENBEROER.D L. Washington Public Power Supply Sgstem 79/05/25 

2pp 


7907100069 Respond* to lE Bulletins 70-12. 78- 12A h 70-120. No atypical 
wald matl found 

RENOEROER. D L Washington Public Power Supplg System 79/05/25, 

2pp 


7907260554 Forward* lE Insp Rept 50-397/79-08 on 790423-26 No 
noncompliance noted 

SPENCER. 0 8 Region 5. San Francisco. Reactor Construction It 

Enolneering Support Branch 79/05/25 2pp 


— 7907260557 IE InSp Rept 50-397/79-00 on 790423-26 No noncomp 1 lance 
noted. Major areas inspected safety-related piping work, 
quality records, reac tor recirculation noitla mod t< qualitg 
imp lenient Ing procedures. 

BISHOP* T W . NARBUTfP P Region 5. San Francisco. Office of the 
Director HAYNES. R C Region 5. San Francisco. Reactor 

Construction it Engineering Support Branch 79/05/25 Hpp^ 


7907030073 Aek receipt of 790910 It 18 Itrs informing NRG of steps 
taken to correct violation* noted in IE Insp Rept 
50-397/79-04. 

ENOELKEN. R. H, Region 5. Ban Franc loco. Office of the Director. 
79/05/31 Ip. 
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-■*79Q7Oa00fi4 Re&pands to KRC 790417 1 tr re violations noted In lE Insp 
flept 30-397 /■79-C4 Corrective actions for OA program 
initiation of periodic relndoc trina fclon programs for 
managers t audit of contractor OA records 

strand* N a Washington Public Ptjuer Supply System 79/O&/10 

3pp 


— 7907030CGS Responds to NRC 790417 Itr re vio-lation* noted in IE Insp 
fiept 50-397/79-04 Corrective actions taped all ports* 
corrected color coded tags ti r«pt filed to document battery 
rac k def 1 c ienc y 

RENHEnoERiD L Washington Public Power Supply System 79/05/10 

6p p 


— 7907030091 Forwards IE Insp Wept 30-397/ 79-04 on 790227-20. 0301 -02 «* 
M-IA' fc notice of violation 

ENOEtKENiR H Region S*' San Francisco* Office of the Director 
79/04/17 3pp 


—7907030092 Notice of violation from insp on 790227-26*0301-02 & 14-1* 
* Region 3, San Francisco* Office of the Director 79/04/1* 

4pp 


--7907030094 IE insp Rept 90-397/79-04 on 790227-28,0301-02 U 14-16 
Non c amp 1 i 4nc D noted failure to properly install batteTles*- 
perform welding i nsp > -ma int-a i n sys cleanliness protection 
identify 490 volt breakers as to quality class 

DISHOP. T W I KIRSCH* D f Region 5* San Francisco* Dfflce of the 

Director HAVNES* R C Region 5. San Francisco* Reactor 

Const? oct 1 on & Engineering Support Drench 79/04/16 16pp 


/907200379 Forwards JC Dulletln 79-1 ff. "Short Period ScTams at BWR 
Facilities '' No action required 

ENOEUKEN* R H Region 9» San Francisco* Office of the Director 
79/09/31 Ip 


790719043A Forwards fiuppl IE Bulletin 79-OiA* "Environ Oual if icaiion of 
Class IE Equipment {Deficiencies in Environ Qualification of 
A8C0 Qolanoid Valves) " No aettpn required 

ENGEL K EN* R M Region 5. San Francisco* Office of the Director 
79/06/06 IP 


790^060036 Forwards IE Info Notice 79-13. "Deficient Procedures “ Mo 
action required 

ENOELKEM.I? H Region 9* San Francisco. Office of the Director 
79/06/07 IP 


7907020271 Forwards IE Info Notice 79-14. ’'9afety Classification of 
Electrical Cable Support Sys " 

ENGELKEN.R H Region 5* San Francisco* Office of the Director 
79*^06/11 ip 


'907270287 Forwards IE Insp Reptr 50-397/79-1 1 on 790529-31 No 
none Drfipl Jane e noted 

CREWB.J L Region 5* San Francisco. Reactor Operations NiiClear 

Support Branch 79/06/14 2pp 


-7907270290 IE Insp Rept 50-397/79-11 on 790329-31 No noncomp llance 
noted Hajor areas inspected operational staffing. OA Se 
resolution of comments re preopurati ona) testing & plant 
const status 

BTERNDEflO. D N . JOHNSPN. P H CARLSON* J D Region 5, San 

Francisco* Reactor Operations Nuclear Support Branch 79/06/13 
Dpp 


90702D4S3 Forwards IE Info Notice 79-17. "Source Hqlder Assembly 
Damage from Nisflt Detueen Assembly t* Reactor Upper Grid 
Plate " 

ENOELKEN.R N Region 3* 6an Francisco* Office of the Director 
79/06/20 Ip 


>07120017 Forwards IE GulUtln 79-02# Rovl si on 1# "Pipe Support Base 
Plato Designs Using Concrota Expansion Anchor Bolts Actien 
required 

EWCEUfiEK#R H Region 5# San Francisco* Office of the Director 
79/06/81 Ip 


07120630 Forwards IE Bulletin 79-i3* "Cracking in Feedwatar 8ys 
Piping No action required 

ENOELKENjR H Region 3i San Francisco* Office of the Director 
79/06/25. I p 


07060226 Forwards IE Circular 79-10# "Pip* f Ifct i ngs Mfg fran 
Jnacciptahle Natl " No action required 

iNOELHEN. R H Region 3* San Francisco# Office of the Director. 
/9/06/26 Ip 


)703049 7 Forwards IE Circular 79-11. "Dtslgn/Gons t Interface 
'roblem ” No action required 

-MOELKENi H Region 5# San Francisco. Office of the Director# 
'9/06/27 Ip 


7907100534 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required 

ENOELKEN.R H Rogion 3* San Francisco* Office of the Director 
79/06/20 1 p 


7907130222 Forwards IE Oulletin 79-14. "Seismic Analysis for As-Dullt 
Safety-Related Piping Sys " Action required 

ENCELKEM, R li Region 5* San Francisco* Office of the Director 

79/07/02 Ip 


7907100711 Forwards IE Bulletin 79—15. "Deep Draft Pump Deficiencies 
Action required 

ENOELKEN# ft H Region 9. San Francisco. Office of the Director 
79/07/11 Ip 


7907310401 Forwards IE Circular 79-13* "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

EMOELKEN. R H Region 5* San Francisco* Office of the Director 
79/07/13 Ip 


7907260206 Notifies that written responses to IE Dulletln 79-i3*SuppJ 
i* should be directed to IE Div of Reactor Const Insp 
eNOELKEN*R H Region 5. San Francisco. Office of the Director 
79/07/ie Ip 


B Reportable occurrences* LERs %< related corr espondence 


7907020291 Forwai ds PNO-79-67AFI 

ENGELKEN.R H Region 5* San Francisco* Office of the Director 
79/06/03 Ip 


7907030200 Forwards PNO-79-67AS 

ENGELKEN.R H Region S* San Francisco* Office of the Director 
79/06/ 11 ip 


7907100541 Ack receipt of 790531 Itr forwarding rept of deficiency 
involving defective steel plate in supporting structures for 
pipe whip restraints Rept will be reviewed t* evaluated 
ENGEUKENyR H Region 5* San Francisco. Office of the Director 
79/06/11 IP 


7907030244 Forwards PN0-79-67AT* “blue 1 ear Incident at TMI " 

ENGELKEN.R H Region 5* San Francisco. Office of the Director 
79/06/19 ip 


7907050543 Forwards PN0-79-67AU 

ENGELKEN.R H Region 5* San Francisco* Office of the Director 
79/06/26 ip 


7907130390 Forwards PN0-79-67AV 

ENGELKEN.R M Raglan 5, Ban Francisco* Office of the Director 
79/07/03 I p 

7907850310 For ward 5 reportable deflcioncn on 790611 re emergency 
dc motor control ctr room cooler RRA-FC-18* powered from 
noncrltical motor control ctr. 

RENDERGER* D L Washington Public Power Supply System 79/07/16 

Ip 

— 7907230314 Reportable deficiency on 790681 emergency dc motor control 
ctr cooler RRA-FC-12 Is powered from noncritlcal motor 
control ctr MC-7C-A Design directive issued h power to 
RRA-FC-ia is presently being provided 

* Washington Public Power Supply System 79/06/11 3pp 

79078403 1 5 Ac k receipt of 790702 Itr forwarding reportable deficiency 
ra improper installation of concrete anchors Rept will be 
reviewed & evaluated 

ENOELKEN.R H Region S* Gan Francisco* Office of the Director 
79/07/10 Ip 

— 7907240320 Forwards reportable deficiency re improper installation of 
concrete anchors 

REMQEROER.D L Washington Public Power Supply System 79/07/02 
If 

— 7907240326 Reportable deficiency iatproper installation of concrete 
anchors could result In possible failure of saf ety-related 
equipment during operation Contracts reviewed 6 engineering 
chango orders issued 

* Maehington Public Power Supply System 79/06/04 Ip 

DOCKET 50-400 SHEAftDN HARRIS NUCLEAR POWER PLANT. UNIT i 
A Applica tlon/cons truction stage documents L correspondence 


7906260329 Gummory of 790508 Affirmation Session 79-iO in Washington* 
DC re SECY-79-16A Ic 0ECy**79-8O Notion to reopen hearing* 
on Shearon Harris plants was denied 

C-HILK. S, J- Office of the Secretary of the Commission 79/05/04 
IP 
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7907190140 Forujards review of entoria for previously placed fill 
CC of field rnoistuTe content determinations should be 
resolved Recommends content be controlled to remain within 
spec limits 

JACKBONi R E Division of Systems Safety 79/06/0& 5pp 


7907030497 Forwards Tech Procedure TP~02- Revi sion ll.re special control 
procedures for fill supporting Category 1 pipes It electrical 
condu 1 ts 

MCDUFFIE, M A Carolina Power «< Light Co 79/Ob/SB Ip 


—7907030300 Tech Procedure TP-02, Revl s i on 11, re soil control program* 
fill & backfill for plant grade,plant bldg ^ reservoir 
concrete structures 

» Carolina Power t* Light Co 79/06/20 32pp 


7907260460 Forwards "Rept on Rock Fill Test Sections, Mo in Dam ” 
Reiiuests approval of rept as soon as possible 
MCDUFFIE, M A Carolina Power & Light Co 79/07/18 Ip 


—7907260467 "Rept on Rock Fill Test Sec t ions. Main Dam " 
« Carolina Power Light Co 79/07/18 B7pp 


0 Adjudicatory correspondence 


7907090320 Forwards 79D30Q Doard notification re addl faults found in 
main dam area 

REfBj E J Branch 3 79/05/09 Ip 


<"<^790705 0325 Forwards 790427 memo re addl faults found in main dam site 
VASBALLO# D B Assistant Director for Light Water Reactors 
79/O5/0B ip 


—7907090323 Forwards 790427 memo re addl faults found in main dam site 
VA 8 SALLO 1 D D Assistant Director for Light Water Reactors 
79/03/00 Ip 


7907130S07 Submits corrections for NRC proposed findings 
J Branch 3 79/05/17 Ip 


7907060032 CP t< L reply to NRC 790910 proposed findings of fact & 
conclusions of law Position expressed in applicant 790417 
proposed findings of fact 6 conclusion of law in form of 
supplemental initial decision Certificate of Sve end 
TROWDRIDOEiO F 8 haw* Pittman* Potts* 6 Trowbridge 79/09/22 
I4pp 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego U Northern Thunder* Inc Deficiencies 9 & 20 re 
Perkins record Deficiencies do not raise genuine issue of 
matl fact Certificate of Sve end 
D0RDENICK*B M Branch 4 79/09/25 29pp 

7907160269 Forwards UA Jones 790929 affidavit marked as Applicant 
Exhibit PPrper ASLB 790929 order 

TROWDRIDOE,0 F Shaw* Pittman* Potts* Si Trowbridge 79/06/12 6 pp 


—7907160276 CP L revision to util 790417 proposed findings of fact & 
conclusion of law in form of supplemental initial decision 
Certificate of Bve encl 

TROHBRIDQErO F Shaw. Pittman* Potts* S< Trowbridge 79/06/12 
7pp 


7907190617 NRC revision to proposed findings of fact reflecting 
CP <4 L mgt changes, per applicant 790518 Itr t< JA Jones 
790607 affidavit Certifeate of 8 vc end 
REI 8 ,E J Branch 3 79/06/10. 4pp 

Q Inspection reports* IE Bulletins t* correspondence 


7907020392 Forwards IE Bulletin 79-05B* "Nuclear Incident at 
TMI - Sup pi " 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/04/21 2pp 


7907110314 Forwards IE Info Notice 79-11* "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
□ 'REILLY* J P Region 2* Atlanta* Office of the Director. 
79/03/07 2pp. 


7907100190 Forwards IE Circular 79-08* "Attempted Extortion •* Low 
Enriched U " No action required 

a'iRElLLy*J P Region 2* Atlanta* Office of the Director 
79/05/10 2pp 


7907D50179 Ack receipt of IE Insp Ropts 5O-4OO/79-O0. 50-401/79-00, 
50-402/79-07 ti 90-403/79-07 on 790423-27 No proprietary 
Info 

HQUE, P Carolina Power h Light Co 79/05/22 Ip 


—7907050182 Forwards IE Insp Ropts 50-400/79-08,90-401/79-00* 
30-402/79-07 tt 50-403/79-07 on 7904 23-27 No noncompliance 
noted 

MURPHY, C E Region 2. Atlanta* Reactor Construction & 

Engineering Support Branch 79/05/16 2pp 


—7907030109 IE Insp Repts 50-400/79-00,50-401/79-08,50-402/79-07 & 
30-403/79-07 on 790423-27 No noncamp 1 lance noted Major areas 
inspected steam generator mod, concrete placement & OA manual 
procedures for nondestructive examination 
BRADLEY, R D Region 2* Atlanta. Office of the Director 
HERDT*A R Region 2, Atlanta, Reactor Construction 

Engineering Support Branch 79/05/22 5pp 


79071I008S Forwards lE Bulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Action 
required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/03/22 2 pp 


79070300<?0 Forwards IE Info Notice 79-13, '’Indication of Low Water 
Level in Oyster Creek Reactor “ No action required 
O'REILLY, J P Region 2, Atlanta* Office of the Director 
79/03/29 2pp 


7707180133 Responds to IE Bulletin 70-128 Generic rept submitted by 
Chicago Bridge h Iron Co adequately represents data for 
facility reactor pressure vessels C-E will submit generic 
rept by midsummer 1979 <1 request 30-day review period 
MCDUFFIE*M A Carolina Rower h Light Co 79/09/S9 Ip 


7907190190 Responds to IE Bulletin 79-04 No plans for use of Velan 
Engineering Corp swing check valves in Seismic Category 1 
piping sys 

MCDUFFIE, M A Carolina Power h Light Co 79/05/29 Ip 


7907190533 Responds to IE Bulletin 79-07 Methods employed in seismic 
analysis of safety-related piping investigated Computer 
code used*W£CAN 6 MESTDYN, are documented in UCAP-029S, 

Revision 1 

MCDUFFIE.H A Carolina Power h Light Co 79/09/29 2pp 


7907110978 Ack receipt of IE Insp Repts 30-400/ /9-09, 30-401/79-09, 
50-402/ 79-00 & 90-403/79-00 on 790429-26 No proprietary 
Info 

HOWE* P M Carolina Power h Light Co 79/05/31 Ip 


— 7907HO3B9 Forwards IE Insp Repts 30-400/79-09*50-401/79-09, 
80-402/79-00 h 50-403/79-00 on 790425-26 No none omp 1 1 anc e 
noted 

BUTHERLAN0,J T Region 2, Atlanta, Fuel Facility & Materials 

Safety Oranch 79/05/22 2 pp 


—7907110990 IE Insp Repts 50-400/79-09.90-401/79-09*50-402/79-08 I* 
30-403/79-00 on 790429-26 No noneomp I lance noted Major 
areas inspected dust abatement* eros i on control St silt 
load Ing 

CUNNINGHAM. A L , ANDREkIS, D L , hUFHAM, J H Region 2, Atlanta* 
Fuel Faclliti| b Materials Safety Drancb 79/03/21 3pp 


79072 001^3 Forwards IE Bulletin 79-12, "Short Period Scrams at BWR 
Facilities " No action required 

O'REILLY.J P Region 2* Atlanta* Office of the Director 
79/05/31 2pp 


790719014B Forwards suppl IE Bulletin 79-OlA. "Environ Dual 1 Flcation of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCD Solenoid Valves) " Action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/06 Ip 


7907060043 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required. 

Q'REILUY* J P Region 2, Atlanta, Office of the Director 
79/06/07, 2pp 


79070a0l'94 Forwards IE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support 8 ys " 

O'REILLY.J P Region 2* Atlanta* Office of the Director 
79/06/11 Ip, 


7907240210 Responds to NRC 790921 Ur re violations noted in IE Insp 
Rept* 50-400/79-07.90-401/79-07*90-402/79-06 & 50-403 79-06. 
Corrective actions procedures implemented h necessary 
repairs accomplished, 

HOWE*P M Carolina Power 8 . Light Co 79/06/12 4pp 


—7907240215 Ack receipt of IE Insp Repts 90-400/79-07*50-401/79-07* 
50-402/79-06 S. 50-403/79-06 on 790410-13 & 17-18 
Na proprietary info 

HOWE, P.W Carolina Power 5< Light Co 79/05/29 Ip 
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— 7?072*10ai9 Forwards IE Insp Repts S0-400/79-&7. 90-401 /79-07v 
50-402/79-0-6 & 50-403/77-06 Qn 770410-13 t< 17-16 & no tics oF 
violai i on 

MURPHY. C E Region ?, Atlanta. Office of the Ilircctor 
79/05/21 app 


— 7907240225 Notice of violation front Insp »n 770410-13 h 17-10 
« Region 2. Atlanta. Office of the Director 0 77/09/17 

app 


—7907240227 IH Insp Repts 50-400/79-07 j 50-401 /77-07r 30-402/79-06 It 
30-403/79-06 on 770'41Q'"J3 £< 17-10 None oimp 1 ianc e noted 
no accurate revolution counter found on concrete transport 
truck l( no contra] o-f (noisture found on p oujert lock fill 
HARRIS* J R « LENAHAM. J J . BRYANT* J C Region 2. Atlanta. Office 
of the Director 79/05/17 3pp 


7907310204 Responds to IE Bulletin 79-09 No OE Tgp« AK-2 
circuit breakers planned for use in saf e tij-re lated ag-a at 
fac i U tij 

MCDUFFIE. M A Carolina Power i. Light Co 79/06/14 ip 


79-07020373 FortPards IE Info Notice 79-17. "Source Holder Aatemblg 
Damage from Nieflt Oetueen A-snemblg S< Reactor Upper Grid 
Plate " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
77/06/20 ip 


7907120036 Forwards IE Bulletin 79-02. Revi »i on 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts “ Action 
required 

O'REILLYiJ P Region 2. Atlanta* Office of the Director 

79/06/21 Ip. 


7907250090 Ac le receipt of IE Insp Repts 50-400/79-11.30-401/79-11. 
30-402/79-10 & 50-403/79-10 on 790523-24 No proprietary 
Info 

HOWE. P W Carolina Power 6 Light Co 79/06/21 Ip 


79-07310004 Forwards IE Bulletin 79-13. "Cracking in Fredwater 6gs 
Piping " No action required 

O'REILLV. J P Region 2. Atlanta. Office of the Dlrecter 
79/06/25 2pp 


7907130201 Forwards l£ Circular 79-11. "Des ign/Consfc Interface 
Problem No action required 

O'PElLLYrJ P Region 2. Atlanta. Office of the Director 
79/06/27 2pp 


7907100427 Forwards JE Circular 79-12. "Potential Diesel generator 
Turbocharger Problem " No action required 
G'REILLV.-J P Region 2. Atlanta. Office of the Director 
79/06/20 2pp 


7907310229 Forwards IE Dulletln 79-14. "Beisnic Analysis for As-Duilt 
Safe tg-Relatedf Piping Sgs *' Action required. 

O'REIULV.J P Region 2i Atlanta. Office of the Director 
79/07/02 Ip 


7907310362 Forwards IE Bulletin 79-19. "Deep Draft Pump Deficiencies " 
Action required 

O'^REILLYj J P Region 2. Atlanta. Office of the Director 
79/07/11 Ip 


DOCKET 30-401 EKEARDN HARRIS NUCLEAR PDNER PLANT. UNIT 2 


A App 1 ication/censtructi on stage documents & correspondence 


7907190140 Forwards revlaw of criteria for previously placed fill 
flC of field moisture content determinations should ba 
res-olved Recommends content be controlled to remain within 
tp«c limits 

JACKSON. R £ Division of Systems Safety 79/06/C6 5pp 


7907030497 Forwards Tech Procddure TP-02. Revls ion 11. re special control 
procedures for fill supporting Category 1 pipes 8t electrical 
condul ts 

MCDUFFIE. M A Carolina Power tc Light Co 79/06/28 ip 


— 7907030500 Tach Procedure TP-02i Revl t J on 11. re soil control program, 
fill 6 backfill for plant grade. plant bldg & reservoir 
concrete structures 

» Carol ini Power U Light Co 79/06/28 3app 


'7260460 Forwards "Rept on Rock Fill Test 8ec tloni. He I n Dam," 

equests approval of rept af soon as possible 

'DUFFIE. M A Carolina Power L Light Co. 79/07/18 ip 


—7907260467 "Rept on Rock Fill Test Set tl ons. Main Dam " 
e Carolina Power St Light Co 79/07/10 B7pp 


Q Adjudicatory correspondence 


7907050320 Forwards 790500 Board notification re addl faults found in 
^maln dam area 

REI8. EJ Branchs 79/05/09 Ip 


— 79070S0323 Forwards 790427 memo ro addl faults found in main dam site 
VAS8ALLO.P B Assistant Director for Light Hater Reactors 
79/09/08 1 p 


7907130507 Submits corrections for NRC proposed findings 
REIS. E J Branch 3 79/03/17 Ip 


7907060052 CP 6 L reply to NRC 790510 proposed findings of fact 6 
conclusions of law Position expressed in applicant 790417 
proposed findings of fact & concluelpn of law in form of 
supplemental initial decision Certificate of 8vc end 
TRQHBRIDOE. 0 F Shaw. Pittman. PottSi & Trowbridge 79/05/22 
14pp 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Otuego 6 Northern Thunder. Inc Deficiencies 9 & 20 re 
Perkins record Deficiencies do not raise genuine issue of 
matl fact Certificate of Bve encl 
DOROENICK, D M Branch 4 79/03/25 29pp 


7907160269 Forwards UA Jones 790329 affidavit marked as Applicant 
Exhibit PP. per ASLD 790523 order 

TROWDftIDOB.O F 8haw. Pittman. Potts. 8. Trowbridge 79/06/12 6pp 


—7907160276 CP *< L revision to util 790417 proposed findings of fact t* 
conclusion of leu in form of supplemental initial decision 
Certificate of 8vc encl 

TROWBRJDOE.O F Shaw. Pittman. Potts. & Trowbridge 79/06/12 
7pp 


7907190617 NRC revision to proposed findings of fact reflecting 
CP St L mgt changes, per applicant 790516 Itr Sc JA Jones 
790607 affidavit Certlfcafce of Sve end 
REI8.E J Branch 3 79/06/10 4pp 


Q Inspection reports* IE Bulletins St correspondence 


7907020352 Forwards IE Bulletin 79-03B. "Nuclear Incident at 

TMI - auppl " 

O'REILLY. JP Region 2, Atlanta, Office of the Director 
79/04/21 2pp 


7907110314 Forwards IE Info Notice 79~il. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/05/07 2pp 


7907100150 Forwards IE Circular 79-OB. "Attempted Extortion - Low 
Enriched U " No action required 

D'REILLV.J P Region 2. Atlanta. Office of the Director 
79/05/16 2pp 


7907050179 Ac k receipt of lE Insp Repts 50-400/79-08.50-401/79-00. 
30-402/79-07 & 30-403/79-07 on 790423-27 No proprietary 
info 

HOWE, P W. Carolina Power «« Light Co. 79/05/22 tp 


—7907050102 Forwards IE Insp Repts 30-400/79-08,50-401/79-00. 
SO-402/79-07 & 50-403/79-07 on 790423-27 No noncomp I lance 
noted. 

MURPHV.C E. • Region 2. Atlanta. Reactor Construction & 
Engineering Support Branch, 79/05/16. 2pp 


— 7907050IB9 IE ln«p Repts 50-400/79-08,50-401/79-08,30-402/79-07 6 
50-403/79-07 on 790423-27 No noncomp 1 i once noted, Major areas 
inspected’ steam generator mod, concrete placement L QA manual 
procedures for nondestructive examination 
BRADLEY. R O Region 2. Atlanta, Office of the Director. 

HERBT, A R Region 2. Atlanta, Reactor Construction 

Engineering Bupport Branch 79/05/22 Spp 


7907110088 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Dreakeri for Engineered Safety Bye " Action 
raquirtd * 

O'RElLLYf J P Region 2, Atlanta. Office of the Director 
79/05/22, 2pp 
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7907030090 Poruards IE Info Notice 79~l3, “Indicotlon of Uou Water 
Level in Oyster Creek Reactor " No action required 
O'REILLYp J P Region 3, Atlanta< Office of the Director 
79/0»/29 3pp 


79071B0153 Responds to IE Qulletin 70~I2D Generic rapt submitted by 
Chicago Bridge & Iron Co adequately represents data for 
facility reactor pressure vessels C-E will submit generic 
popt bg .midsummer 1979 h request 30-day revieu; period 
MCDUFFIEpM a Carolina Power Light Co 79/05/29 Ip 


7907190190 Responds to lE Bulletin 79-0^ No plans for use of V^elan 
Engineering Corp swing check valves in Seismic Category 1 
piping »ys 

rCDUFFIE^M A Carolina Power h Light Co 79/05/29 Ip 


79071905S3 Responds to IE Bulletin 79-07 Methods employed in seismic 
analysis of saf ety^^related piping investigated Computer 
code uaed.UECAN t HEBTDYNr are documented in WCAP-8252« 

Revision i 

MCDUFFlEiiM A Carolina Power & Light Co 79/05/29 Spp 


79071 1057B Ack receipt of IE Insp Repts SO-400/79-09- 50-401 /79'09, 
50-402/79-08 k 90-403/79-00 on 790435-26 No proprietary 
Info 

HONErP W Carolina Power Light Co 79/05/3i Ip 


—7907110569 Forwards IE Insp Repts 50-400/79-09. 50-401/79-09. 
50-402/79-00 & SO-403/79-00 on 790485-26 No noncomp 1 lance 
noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility & Materials 

Safety Branch 79/09/22 2pp 


—7907110598 IE Insp Repts 50-400/79-09, 50-401 /79-09<' 9O-4OS/79-O0 h 
50-403/79-08 on 790425-26 No noncompliance noted Major 
areas inspected dust abatement. eros ion control 6 silt 
1 oad i ng 

CUNNINGHAM. A L . ANDREWS. D L . HUFHAM. J W Region 3, Atlanta^ 

Fuel Facility L Materials Safety Branch 79/05/21 3pp 


7907200165 Forwards IE Bulletin 79-12. "Short Period Scrams at BUR 
Facilities " No action required 

□ ■’REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/31 Spp 


790719014B Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCD Solenoid Valves) *' Action required 

□ 'REILLY. J P Region 2, Atlanta. Office of the Director 
7^/06/06 Ip 


7907060043 Forwards IE Info Notice 79-19. "Deficient Procedures " No 
action required 

O'REILLY. U P Region 2. Atlanta. Office of the Director 
79/06/07 2pp 


7907020194 Forwards IE Info Notice 79-14. "Safety Ctassi f icatlun of 
Electrical Cable Support Sys ” 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/11 Ip 


7907240210 Responds to NRG 790521 Ur re violations noted in IB Insp 
Repts 50-400/79-07,50-401/79-07.50-402/79-06 & 50-403 79-06 
Corrective actions procedures implemented necessary 
repairs accomplished 

HDUE, P W Carolina Power St Light Co 79/06/12 4pp 


—7907240215 Ack receipt of IE Insp Repts 50-400/79-07,50-401/79-07, 
50-402/79-06 St 90-403/79-06 on 790410-13 St 17-10 
No proprietary info 

HDWE.P W Carolina Power 6 Light Co 79/05/89 Ip 


—7907240319 Forwards IE Insp Repts 90-400/79-07,90-401/79-07. 
90-402/79-06 St 50-403/79-06 on 790410-13 S. 17-18 «t notice of 
violation 

HURFHYi C E Region 2, Atlanta. Office of the Director 
79/05/21. 2pp 


—7907240225 Notice of violation from Insp on 790410-13 8f 17-10 
a Region 2. Atlanta. Office of the Director Q 79/05/17 

2pp 


—7907240227 IE Insp Repts 90-400/79-07.90-401/79-07,50-402/79-06 St 
50-403/79-06 on 790410-13 !< i7-18 Noncompliance noted, 
no accurate revolution counter found on concrete transport 
truck t* no control of moisture found on pouerblock fill. 

HARRIS, vJ R . LENAHAN, J J , BRYANT. J. C. Region 2. Atlanta. Office 
of the Director 79/09/17 5pp 


7907310204 Responds to lE Bulletin 79-09 No OE Typo AK-2 
circuit breakers planned for use in safety-related sys at 
fac 1 1 ity 

MCDUFFIE. M A Carolina Power St Light Co 79/06/14 Ip 


7907020375 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Grid 
Plate ■' 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/20 ip 


7907120036 Forwards IE Bulletin 79-02. Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts Action 
required 

O'REILLV.J P Region 8. Atlanta. Office of the Director 
79/06/21 Ip 


7907250090 Ac W receipt of IE Insp Repts 50-400/79-11,50-401/79-11. 
90-402/79-10 6 90-403/79-10 on 790923-24 No proprietary 
infs 

HONE. P U Carolina Power A Light Co 79/06/21 ip 


7907310004 Forwards IE Bulletin 79-13, "Cracking In Feedwater Sys 
Piping " No action required 

O'REILLV.J P Region 2, Atlanta. Office of the Director 
79/06/25 2PP 


7907180281 Forwards IE Circular 79-11. "Design/Const Interface 
Problem " No action required 

O'REILLV.J p Region 2, Atlanta. Office of the Director 
79/06/27 2pp 


7907180427 Forwards IE Circular 79-18. "Potential Diesel Generator 
Turbocharger Problem " No action required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/06/20 2pp 


7907310229 Forwards JE Bulletin 79-14, "Seismic Analysis for As-Built 
Safety-Related Piping 9ys *' Action required 
O'REILLV.J P Region 2, Atlanta, Office of the Director 
79/07/02 1 p 


7907310362 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies ■' 
Action required 

O'REILLV.J P Region 2. Atlanta, Office of the Director 
79/07/11 ip 


DOCKET SO-402 SHEAR ON HARRIS NUCLEAR POWER PLANT. UNIT 3 


A Appl i cation/construction stage documents 6 correspondence 


7907190140 Forwards review of criteria for previously placed fill 
QC of field moisture content determinations should be 
resolved Recommends content be controlled to remain within 
spec limits 

JACKSON* R E Division of 8y stems Safety 79/06/06 Spp 


7907030497 Forwards Tech Procedure TP-02. Revision 11. re spsclel control 
procedures for fill supporting Category 1 pipes 6 electrical 
condui ts 

MCDUFFte. M A Carolina Power If Light Co 79/06/28 Ip 


— 790703 0500 Tech Procedure TP-02, Revision ll.re soil control program, 
fill & backfill for plant BTadBi.plant bldg 6 reservoir 
concrete structures 

# Carolina Power Ic Light Co 79/06/28 38pp 


7907260460 Forwards "Rept on Rock Fill Test Sections. Main Dam " 
Requests approval of rept as soon as possible 
MCDUFFIE, M A Carolina Power Ic Light Co 79/07/18 Ip 


—7907260467 "Rept on Rock Fill Tost Bections. Main Dam 
# Carolina Power L Light Co 79/07/10 87pp 


Q Adjudicatory correspondence 


7907090320 Forwards 790508 Board notification re addl faults found in 
main dam area 

RElSiE. J Branch 3 79/05/09 Ip 

—7907050323 Forwards 790427 memo ro addl faults found In main dam site 
JA8SALL0. D D Assistant Director for Light Water Reactors 
79/05/08 Ip 


7907130507 Submits corrections for NRC proposed findings 
RE18.E J. Branch 3 79/09/17 ip 
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DOCKETED ITEMS 


79070i0052 CP t L ^epl^J to NftC 790510 p-roposed findjrgB o# fact l< 
coiiclution« oP law Position expressed {r applicant 790417 
proposed bindings of fact L conclusion of 1 au in forn of 
supplemental initial decision Certificate of Svc enc 1 
TROWIIJRJDIJE* G F Shaw, Pittman. Potts. It Trowbridge 79/03/22 
14pp 


7907160131 RequeLts summary disposition of Intarvernors Ecologip Action 
of Oswego I, Northern Thunder, Int Deficiencies 9 I 20 re 
Perkins record Deficiencies do not raise genuine issue of 
matj fact Certificate of Svc enc] 

DDRDENICK, B M Oranch A 79/05/35 29pp 


79071A02i»9 Forwards JA Jones 790529 affidavit juarked as Applicant 
Exhibit PP.per ASLB 790525 order 

rRDi4PRlD0E,C F Shaui. Pittman. Potts, h Trowbridge 79/06/12 6pp 


--*7907160276 CP b L revision to util 790417 proposed findings of fact b 
conclusion of law in form of supplemental initial decision 
Certificate of Svc end 

TROWUfi IDQF, G F Shaw. Pittman. Potts, tt Trowbridge 79/06/12 
7pp 


O Inspection reports. IE Bulletins 6 correspondence 


7907O20'352 Forwards IE Bulletin 79-050^ “Nuclear Incident at 
TMl-Swppl " 

D'REILLYiJ P Region 2, Atlanta, Office of the Director 
79/04/21 2pp 


7907110314 Forwards IE Info Notice 79-H« “Uower Reactor Vessel Read 
Insulation Support Problem r/o action req,ulred 
S'REILLY, JP Region 2. Atlanta.. Office of the Director 
79/05/07 2pp 


7907100150 Forwards IE Circular 79“0S# "Atte-mpbed Eitorbion - Lou 
Enriched U •• No action required 

D'REILLY, JP Region 2. Atlanta, Office of the Director 
79/05/10 3pp 


7907030175 Ack receipt of IE Insp flepfes 50-400/79-03, 90-401/79-00, 
50-402/79-07 b 90-403/79-07 on 790423-3? No proprletarv 
info 

HDWE,P W Carolina Power I. Light Co 79/03/23 ip 


— 79070501B2 Forwards IE Insp Rppts 50-400/79-03,50-401/79-00, 
SD-402/79-07 & 30-403/79-07 on 790423-27 No noncamp I lance 
noted 

MURPHY. C E Region 2, Atlanta, Reactor Consiructlon 

Engineering Support Dranch 79/05/16 2pp, 


— 7907050189 IE Insp Repts 50-400/79-00,30-401/79-00*50-402/79-07 L 
SO-403/79-07 on 7904a3'-27 No noncompl ianco noted Kajor areas 
inspected steam generator mod, concrete placement & OA manual 
procedures for nondestructive eiamlnatlpn 
BRADLEY, R 0 Region 2. Atlanta, Office of the Director 
HERDTiA R Region 3, Atlanta, Reactor Construction h 

Engineering Support Drench 79/05/22 Spp 


7907110000 Forwards |C Bulletin 79-11, "Faulty Dvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys Action 
required 

O'REILLY. J P Region 2, Atlanta, Office of the Director, 

79/05/22 2pp 


7907030090 Forward 8 lE Info Notice 79-13, "Indication o# Low Water 
Level in Ogster Creek Rsacfcor No action required 
□ 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/05/29 2pp 


7907IS0I53 Responds to IE Dutletin 7B-12D Generic rapt submitted by 
Chicago Bridge & Iron Co adequately represents data for 
facility reactor pressure vessels C-E will submit generic 
repfc by midsummer 1979 b request 30-day review period 
MCDUFFIE, h A Carolina Power t Light Co 79/05/29 Ip 


79'{>7190190 Responds to IE Dulletln 79-04 No plans for use of Valan 
Engineering Corp suing check vaJves in Seismic Category 1 
piping sys 

MCDUFFIEpH a Carolina Power i Light Co 79/05/29. Ip 


7907I9D553 Responds to IE Bulletin 79-07. Methods emplayod in seismic 
analysis of safety-related piping investigated Computer 
code use<J,WECAN 4, WESTDYM, are documented in WCAP-B2S2r 
Revlilon I 

MCDUFFIE, M A Carolina Power If Light Co 79/03/29 Spp 


7907110578 Ac k receipt of IE Insp Repts 30-400/79-09, 50-401/79-09# 
50-402/79-08 b 50-403/79-08 on 790425-26. No proprietary 

HOWEjP U. Carolina Poi er |f Light Co 79/09/31. Ip 


— 7907IIOSB9 Forwards IE Insp Repts 30-400/79-09,50-401/79-09, 
50-402/79-00 h 50-403/79-OB on 790423-26 No noncompliance 
noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility U Materials 

Safety Branch 79/09/22 2pp 


—7907110598 IE Insp Repts 50-400/79-09,30-401/79-09,50-402/79-08 b 
50-403/79-09 on 790423-26 No none amp 1 ianc e noted Major 
areas inspected dust aba tement, erosi on control b silt 
loading 

CUNNINGHAM. A L , ANDREWS, D L , HUFHAM. J W Region 2, Atlanta. 

Fuel Facility 8, Materials Safety Oranch 79/05/21 3pp 


7907200165 Forwards IE Bulletin 79-12. "Short Period Scram# at DWR 
Facilities " No action required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/03/31 2pp 


7907190-140 Forwards suppl IE Dullebin 79-OlA. "Environ Qualification of 
Class IE Equipment i Def ic lenc i es in Environ Qual 1 f icati on of 
A3C0 Solenoid Valves) Action required 

O'REJLLY.vI P Region 2, Atlanta, Office of the Diroctor 
79/06/06 ip 


7907060043 Foruardt, IE Info Notice 79-13. "Deficient Procedures No 
action required 

0'REtLL.YiJP Region 2, Atlanta, Office of the Director 
79/06/07 2pp 


7907020194 Forwards IE Info Notice 79-t4, "Safety Classification of 
Electrical Cable Support Sys " 

O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/06/il Jp 


7907240210 Responds to NRC 790521 I tr re violations noted in IB Imp 
Repts 50-400/79-07# 50-401/79-07, 50-402/79-06 it 50-403 79-06 
corrective actions procedures implemented t, necessary 
repairs accomplished 

HONE.P H Carolina Power 8t Light Co 79/06/18 4pp 


—7907240215 Act receipt of IE Insp Repts 50-400/79-07.50-401/79-07, 
50-402/79-05 it 50-403/79-06 on 790410-13 h 17-18 
No proprietary info 

MOUE.P W Carolina Power & Light Co 79/05/89 ip 


—7907240219 Forwards IE Insp Repts 50-400/79-07, 50-401/79-07. 
50-402/79-06 8, 50-403/79-06 on 7904)0-13 b 17-10 & notice of 
vl ola tion 

MURPHY, C E Region 2, Atlanta, Office of the Director 
79/05/21 2pp 


—7907240225 Notice of violation from insp on 790410-13 L 17-18 
» Region. 2, Atlanta, Office of the Director Q 79/05/17 

2pp 


—7907840227 IE Insp Repts 50-400/79-07, 30-401/79-07,50-402/79-06 t, 
50-403/79-06 on 790410-13 17-IB None ompl lance noted 

no accurate revolution counter found on concrete transport 
truck tc no control of (nolsture found on pouerblock fill 
HARRIS, J R , LENAHAN. J J . BRYANT. J C Region 2, Atlanta. Office 
of the Director 79/0S/I7 Spp 


7907310204 Responds to IE Dulletin 79-09 No GE Type AK-2 
circuit breakers planned for use in safety-related sys at 
facility 

MCDUFFIE, M A Carolina Power I# Light Co. 79/06/14 ip 


7907020373 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Oetuieen Assembly b Reactor Upper Grid 
Plate '■ 

O'REILLY, J P Region 2# Atlanta. Office of the Director 
79/06/20 Ip 


7907120036 Forwards IE Dulletin 79-02, Revis I on 1, "Pipe Buppqrt Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLY, P Region 2r Atlanta# Office of the Director 
79/06/21 Ip 


7907250090 Ac it receipt of IE Insp Repts 50-400/79-11,50-401/79-11, 
50-408/79-10 8c 30-403/79-10 an 790523-24 No proprietary 
Info 

HOWE,P H Carolina Power 8< Light Co, 79/06/21 Ip 


7907310004 Forwards IE Bulletin 79-13# "Cracliing In Feedwater 8yi 
Piping " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/25, 2pp 
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7907180201 Porwardft IE Circular 79-ll< “Dosl gn/Const Interface 
Problem " No action required 

0 'REILLY. J P Region 2i Atlanta. Office of the Director 
79/0£./27 2pp 


7907100427 Foru/ards lE Circular 79-12- ’‘Potential Die&el Generator 
Turbocharger Problem " No action required 

O^REILLY- J P Region 2r Atlanta. Office of the Director 
79/0b/2B 2pp 


7907310239 Forwards IC Dultotin 79-M. ’’Seismic Analysis for As-Duilt 
Safety-Related Piping Sys " Action required 
Q'REILLYiJ P Region 2, Atlanta. Office of the Director 

79/07/03 Ip 

7907310362 Forwards IE Bulletin 79-15, ’’Deep Draft Pump Deficiencies ■’ 
Action T equired 

O'REILLY, vi P Region 2. Atlanta. Office of the Director 

79/07/11 Ip 


DOCKET 90-403 SHEARON HARRIS NUCLEAR POWER PLANT. UNIT 4 


A App 1 i cat i an/construc ti on stage documents 8< correspondence 


7906260325 Summary of 790502 Affirmation Session 79-10 in Washington. 
DC r< SECY-'79-16A 8. 8ECY-79-20 Motion to reopen hearings 
on Shearon Harris plants was denied 

CHILK.S J Office of the Secretary of the Commission 79/09/04 
IP 


7907190140 Forwards review of criterio for previously placed fill 
■QC of field moisture content determinations should be 
resol ved. Rec ammends content be controlled to remain within 
spec limits 

JACKSOM. R E Division of Systems Safety 79/06/06 5pp 


7907030497 Forwards Tech Procedure TP-02 Revision 11 re special control 
procedures for fill supporting Category 1 pipes electrical 
•conduit s 

MCDUFFIE. M A Carolina Power k Light Co 79/06720 Ip 


—7907030900 Tech Procedure TP-OC re soil control program, fill ti backfill 
for plant grade, plant bldg t. reservior concrete structures 
♦ Carolina Power k Light Co 79/06/20 32pp 


7907260460 Forwards "Rept on Rock Fill Test Sec tl ons/ Main Dam " 
Requests approval of rept as soon as possible 
MCDUFFIE. M A Carolina Power U Light Co 79/07/10 Ip 


—7907260467 "Rept on Rock Fill Test Sec t i ons. Main Dam " 
e Carolina Power 8* Light Co 79/07/10 B7pp 


0 Adjudicatory correspondence 


7907090320 Forwards 790908 Board notification re addl faults found In 
main dam area 

REIS.E J Branch 3 79/05/09 Ip 


—7907050325 Forwards 790427 memo Te addl faults found in main dam site 
VASBALLD^ D 0 Assistant Director for Light Water Reactors 
79/09/08 Ip 


790713D907 Submits corrections for NRC proposed findings 
REIB, E U Branch 3 79/05/17 Ip 


7907060052 CP8<L reply to NRC 790S10 proposed findings of fact k 
conclusions of law Position expressed in applicant 790417 
proposed findings of fact k conclusion of lew In form of 
supplemental initial decision Certificate of Sve end 
TROWBRIDGE. 0 F Shaw. Pittman. Potts, t. Trowbridge 79/05/22 
L4pp 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego k Northern Thunder. Inc Deficiencies 9 & 20 re 
Perlflns record Deficiencies do not raise genuine issue of 
mail fact Certificate of 6vc end 
BDRDENiCKi C M Branch 4 79/05/25 C9pp 


7907t60269 Forwards Exhibit PP. JA Jones 790529 affidavit per 790525 
order k revisions to Carolina Power 8( Light 790612 revisions 
to proposed findings of fact k conclusion of law In form of 
supplemental initial decision 

TROWBRIDGE. 0 F 6haw. Pittman. Potts. 8< Trowbridge 79/06/12 6pp 


— 7907160276 Carolina Power k Light revision to 790417 proposed findings 
of fact l< conclusion of law In form of supplemental initial 
deci Sion, Certi f Icate of 8vc end 

TROWBRIDGE. 0 F Shaw. Pittman. Potts, k Trowbridge 79/06/12 
7pp- 


7907190617 NRC revision to proposed findings of fact reflecting 
CP 8i L mg t changes.per applicant 79051B 1 tr 6 JA Jones 
790607 affidavit Certificate of Sve end 
REIS.E J Branch 3 79/06/18 4pp 


Q Inspection reports., IE Bulletins k correspondence 


7907020352 Forwards IE Bulletin 79'*05D. ‘'Nuclear Incident at 

TMl-auppl " 

G'REILLY. J P Region 2. Atlanta. Office of the Director 
79/04/21 2pp 


7907110314 Forwards IE Info Notice 79-li. “Lower Reactor Vessel Mead 
Insulation Support Problem ’’ No action required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/07 2pp 


7907100150 Forwards IE Circular 79-OS. "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/10 2PP 


7907050175 Ac k receipt of IE Intp flepts 50-400/79-08, 50^401 /79-OB. 
50-402/79-07 k 50-403/79-07 on 790423-27 No proprietary 
Info 

HOWE. P W Carolina Power k Light Co 79/05/22 Ip 


’A —7907050102 Forwards IE Insp Repts 50-400/79-08.50-401/79-08. 
50-402/79-07 & 30-403/79-07 on 790423-27 No noncompliance 
noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch 79/05/16 2pp 


— 7907050109 lE insp Ropts 50-400/79-00,50-401/79-08.50-402/79-07 k 
50-403/79-07 on 790423-27 No noticomp 1 iance noted Major areas 
Inspected steam generator mod. concrete placement b OA manual 
procedures for nondestructive examination 
BRADLEY. R D Region 2. Atlanta. Office of the Director 
79/05/22 5pp 


7907110008 Forwards IE Bulletin 79-1 l< "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Action 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/22 2pp 


7907030090 Forwards IE Info Notice 79-13. "Indication of Lou Water 
Level in Oyster Creek Reactor " No action required 
Q'REILLYrJ P Region 2. Atlanta. Office of the Director 
79/05/29 2pp 


7907180153 Responds to IE Bulletin 78-120 Generic rept submitted by 
Chicago Bridge b Iron Co adequately represents data for 
facility reactor pressure vessels C-E will submit generic 
rept by mid summer 1979 b request 30-day review period 
MCDUFFIE. M A. Carolina Power L Light Co 79/05/29 Ip 


7907190190 Responds to IE Bulletin 79-04 No plans for use of Velan 
Engineering Corp swing check valves in Seismic Category 1 
piping sys 

MCDUFFIE, M A Carolina Power k Light Co 79/05/29 Ip 


7907170853 Responds to IE Bulletin 79-07 Methods employed in seismic 
analysis of safety related piping investigated Computer 
coder used.UECAN b WE8TDYN are documented in WCAP-8252i 
Revision 1 

MCDUFFIE, M A Carolina Power k Light Co 79/05/29 2pp 


7907110570 Ack receipt of IE Insp Ropts 50-400/79-09.50-401/79-09, 
50-402/79-08 b 50-403/79-00 pn 790425-26 No proprietary 
info 

HQUEi P, W Carolina Power b Light Co 79/05/31 Ip 


—7907110589 Forwards IE Insp Repts 50-400/79-09. 30-401 /79-09i 
50-402/79-08 b 3O-403/79-0B on 790425-26 No noncompliance 
noted 

SUTHERLAND. J. T Region 2. Atlanta. Fuel Facility b Materials 

Safety Branch 79/05/22 2pp 


—7907110390 lE Insp Repts 50-400/79-09,50-401/79-09.50-402/79-08 b 
50-403/79-08 on 790425-26 No noncomp 1 lance noted. Major 
areas inspected dust abatemen t. erosion control b silt 
loading 

CUNNINGHAM, A L Region 2, Atlanta. Fuel Facility b Materials 

Bafety Branch 79/05/21 3pp 


7907200165 Forwards IE Bulletin 79-12. "Bhort Period Scrams at DWR 
Facilities “ No action required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/05/31 2pp 
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DOCKETED ITEMS 


7‘?071901-4B Fornrarda auppl IE Bulletin 79-OiAi "Environ Qua 1 if 1 cat ian of 
IE Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoi^i V/alvesl '' Action required 

O'REILLY, J P Region 5> AtJanto> Office of the Director 

ip 


7907060043 Forwards IE Info Notice 79- 1 5-» "'Deficient Procedure* " Mo 
action required 

□ "RElLLVivI P Region Atlanta* Office of the Director 
79/06/07 3pp 


79070&0I94 Foru/artfs IE Info Notice 79-14, '"Safety Classification of 
Electrical Cable Support Bya 

D'REILLVjJ P Region 2* Atlanta, Office of the Director 

79/06/U Ip 


7907240310 Responds to NRC 790521 Itr re violations noted in IE Insp 
Repts 90-400/79-07, 50-'10l/79-07, SO-40S/79-06 «« 90-403/79~06 
Corrective actions procedures implemented & necessary 
repairs accomplished 

HDWEjP W Carolina Power t Light Co 79/06/12 4pp 


—7907840215 Act receipt of IE Insp Ropts 30-400/79-07,50-401/79-07, 
50-402/79-06 & 50-403/79-06 on 790410-13 U 17-lQ 
No proprietary info 

HQWEiP W Carolina Power & Light Co 79/05/89 Ip 


—7907340219 Fortjjards IE Itisp Repts 50-400/79-07.30-401/79-07, 
50-402/79-06 t. 50-403/79-06 on 790410-13 {. 17-10 & Jiafcice 
of violation 

MURPHY, C E Region 2, Atlanta, Office of the Director 
79/05/21 2pp 


—7907240225 Notice of violation from Insp on 790410-13 S< J7-JB 

* Region 2. Atlanta, Office of the Director 79/05/17 2pp 


—7907340227 FE Insp Repts 50-400/79-Q7. 50-401/79-074 50-402/79-06 fc 
50-403/79-06 on 790410-13 i* 17-18 Noncomp 1 1 ance noted 
no accurate revoLutien counter -found on concrete transport 
truck & no control of moisture found on pauarhloeii fill 
HARRIS.J n Region 2. Atlanta, Office of the Director 

79/05/17 3pp 


79D7310204 Responds to IE DuLlatin 79-09 No OE Type AK-2 
circuit breakers planned for use in safety-related sys at 
fac tllty 

MCDUFFIE, M A Carolina Pouer t Light Co 79/06/14 Ip 


7907020375 Forwards lE Info Motite 79-17, ''Boirrce Holder Assembly 
Damage from Misfit Setiaeen Assefnbly & Reactor Upper Grid 
Plate " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/Q6/20 ip. 


7907120036 Forwards IE Bulletin 79-0-2, Re vl s ion I, "Pipe Support Base 
plate Designs Using Concrete Expansion Anchor Dolts " Action 
required. 

O'REILLY. Jp Region 2, Atlanta, Office of the Director 
79/06/21 IP 


79072S0090 Act receipt of IE Insp Repts 50-400/79-1 1. 5D-40I /79-J I , 
50-403/79-10 it 50-403/79-10 on 790533-24 No proprietary 
Info 

KOHE.P Vi Carolina Power U Light Co 79/06/81 ip. 


7907310004 Forwards IE Bulletin 79-13, "Cracking In Feedwater Sys 
piping " No action required 

O'REILLYrJ P Region 2, Atlanta, Office of the Director 
79/06/25 2pp 


7907100281 Forward's lE Circular 79-11, ^’Design/Const Interface 
Problem *' No action required 

O'REILLY, J P Region St Atlanta, Office of the Director 
79/06/27 2pp. 


7907180427 Forwards IE Circular 79-12, ''Potential Diesel Generator 
Tur-bocharger Problem " No action required, 

O'REILLVtJ P Region 2, Atlanta, Office of the Director 
79/06/2B. 2pp 


7907310229 Forwards IE Bulletin 79-14, "Ssiimlc Analysis for As-OuUt 
Safety-Related Piping Sys " Action required 
D'REILLY, J.P Region 2, Atlanta. Office of the Director 
79/07/02 Ip 


7907310362 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required. 

O'REILLY, J P. Region 2, Atlanta, Office of the Director, 

79/07/i 1. ip 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A App 1 1 cation/construction stage documents 6 correspondence 


7907310460 Responds to 790508,17 6 30 Itrs re util positions, In 
response to Reg Guides 1 1,1 55,1 1 1 1 120 No further 

response will be forwarded until submittal of F8AR, 
unless design appears to be In conflict w/NRC position 
UASSALLD, D JJ Assistant Director for Light Water Reactors 
79/06/19 2pp 


J Insurance it Indemnity information 


7907130315 Forwards Endorsements 17-19 to MAELU Policy MF-96 
HELLY, P J Johnson 6 Higgins Insurance 79/07/09 4PP 


0 Inspection reports, IE Oulletlns & correspondence 


7907020336 Forwards IE Ou lie tin 79-0511, "Nuclear Incident at 
TMI - Suppl " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/04/21 2pp 


7907110344 Forwards IE Info Notice 79-H, "Lower Reactor Yassel Head 
Insulation Support Problem '* No action required 
O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/05/07 2pp 


7907U072J Forwards IE Insp Repts 50-339/79-24,50-404/79-02 L 
50-405/79-02 On 790417-19 No nontomp 1 iance noted 

MURPHY. C E Region 8. Atlanta, Reactor Construction Sc Engineering 

Support Branch 79/05/08 2pp 


—7907110743 IE Insp Repts 50-339/79-24,50-404/79-02 I, 90-405/79-02 on 
790417-19 No noncompliancB noted Major areas inspected 
OA procedures, work activities it records for extended const 
delay it hydraulic snubber installation 

ANO, W P , DRYANT, J C Region 2, Atlanta, Office of the Director 
79/05/07 3pp 


7907020477 Responds to lE Dulletins 78-12, 78-1 2A it 7B-iSB re atypical 
weld matl in reactor pressure vessel welds Investigation 
indicates' matl not in use 

DRONN, S C Virginia Electric t< Power Co 79/05/17 Ip 


7907100322 Forwards IE Circular 79-06, "Attempted Extortion - Lou 
Enriched U " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/ 10 2pp 


7907110187 Forward* IE Bulletin 79-li, "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys " Action 
required 

O'REILLY. JP Region 2, Atlanta, Office of the Director 
79/05/23 2pp 


79071001B3- Responds to lE Bulletin 79-04 No Velan Engineering Corp 
suing check valves in use 

DROMNrS. C Virginia Electric t. Power Co 79/05/24 Ip 


7907100206 Responds to lE Bulletin 79-07 Discusses computer codes it 
programs used by B&N & B&W in seismic analysis of 
safety-related piping 

ORONN, S C Virginia Electric & Power Co 79/03/24 2pp 


7907030114 Forwards IE Info Notice 79-13, ''Indication of Low Water 
Level in Oyster Creek Reactor " 

O'REILLY* J P Region S. Atlanta, Office of the Director 
79/05/29 2pp 


7907300223 Forwards IE Bulletin 79-12, "Short Period Scrams at BWR 
Facilities " No action required 

O'REILLY, JP Region S, Atlanta, Office of the Director 
79/05/31 2pp 


7907190209 Forwards suppl IE Bulletin 79-OlA, "Environ Oual If icati on of 
Class IE Equipment (Deficiencies in Environ Qual i f ication of 
A8CD Bolenoid Valves! " Action required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 

79/06/06 2pp, 

7907060069 Forwards IE Info Notice 79-19, '"Deficient Procedure* " No 
action required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 

79/06/07. 2pp 


7907020233 Forwards IE Info Notice 79-14. ''Safety Classification of 
Electrical Cable Support Sys " 

O'REILLY.J P. Region 2* Atlanta, Office of the Director 
79/06/11. Ip 
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7907190347 Responds to IE Qulletin 79-03 Interim rept reveals that only 
one fiingle fitting uas made by Yongstoun Welding tt 
Engineering Co Final rept expected 790711 

UROWNi-S C Virginia Electric b Power Co 79/06/11 3pp 


7907020401 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage from Misfit Detueen Assembly it Reactor Upper Grid 
Plate " 

O^BEILLYiJ P Region 2, Atlanta* Office of the Director 
79/06/20 Ip 


7907120142 Forwards IE Bulletin 79-02« flevi sion 1* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts *' Action 
re<i ui red 

O'RErLLYiJP Region 2* Atlanta* Office of the Director 
79/06/21 Ip 


7907310046 Forwards IE Bulletin 79-13* "Cracking in Feedwater Sys 
Piping ■' No action required 

O-’REILLYfJ P Region 2* Atlantai Office of the Director 
79/06/25 2pp 


7907100340 Forwards lE Circular 79'-ll' "Design/Const Interface 
Problem " No action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/06/27 2pp 


7907100446 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required 

O'REJLLYi J P Region 2* Atlanta* Office of the Director 

79/06/28 2pp 


790731'03S9 Forwards IE Dullctin 79-15* "Deep Draft Pump Deficiencies " 
Action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/07/11 Ip 


S Reportable occurrences* LERs it related correspondence 


79070S0360 Final rept re potential deficiency In east wing wall of 
circulating water intake structure Final design mods 
outlined will result in sys capable of accommodating all 
loading combinations required for seismic stability 
DROWN* 3 C Virginia Electric it Power Co 79/06/29 2pp 


DOCKET 50-405 NORTH ANNA POWER STATION* UNIT 4 


A Application/construction stage documents 8< correspondence 


7907310468 Responds to 790506*17 & 30 Itrs re utH positions* in 
response to Reg Guides 1 1*1 55*1 11 S* 1 120 No further 
response will be forwarded until submittal of f 8AR» 
unless design appears to bo in conflict w/NRC position 
VASSALLOrD B Assistant Oiroctor for Light Water Reactors 
79/06/19 2pp 


J Insurance e* indemnity information 


7907130315 Forwards Endorsements 17*18 it 19 to MAELU Policy MF-96 
KELLY* P J Johnson tt Higgins Insurance 79/07/09 4PP 


0 Inspection reports* IE Dulletins correspondence 


7907020334* Forwards IE Bulletin 79-05B* "Nuclear Incident at 
TH I -Sup pi •' 

O'RElLLYiJ P Region 2* Atlanta* Office of the Director 
79/04/21 2pp 


7907110344 Forwards IE Info Notice 79-11* "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
0'R£lLLYrJ P. Region 2* Atlanta* Office of the Director 
79/05/07 2pp 


7907110721 Forwards IE Insp Repts 90-339/79-24* 50-404/79-02 S< 
50-405/79-02 on 790417-19 No noncompl iance noted 

liURPHVr C E. Region 2* Atlanta* Reactor Construction it Engineering 

Support Branch 79/05/06 2pp 

—7907 U 0743 IE Insp Repts 50-339/79-24* 50-404/79'-02 tt 50-409/79-02 on 
790417-19 No noncomp 1 iance noted, Major areas Inspected’ 

<3A procedures* work activities &i records for extended const 
delay & hydraulic snubber installation 

ANOrW P . BRYANT* J C Region 2* Atlanta* Office of the Director 
79/05/07 5pp 

7907020477 Responds to IE Bulletins 76-12* 78-12A tt 76-12B re atypical 
weld matl in reactor pressure vessel we Ids, Investigation 
indicates matl not In use, 

ERDWN. 8. C Virginia Electric I* Power Co, 79/09/17 Ip 


7907100222 Forwards IE Circular 79-06. "Attempted Extortion - Low 
Enriched U ** No action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/05/16 Spp 


7907110127 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 5ys " Action 
required 

O'REILLY.J P Region 2. Atlanta* Office of the Director 
79/05/22 2pp 

7907100183 Responds to IE Bulletin 79-04 No Velan Engineering Corp 
swing check valves in use 

DRQWN*8 C Virginia Electric it Power Co 79/05/24 Ip 


7907100206 Responds to IE Bulletin 79-07 Discusses computer codes & 
programs used by B6W it S6W in seismic analysis of 
safety-related piping 

BROWN* B C Virginia Electric it Power Co 79/05/24 2pp 


7907030114 Forwards IE Info Notice 79-13* "Indication of Low Mater 
Level in Oyster Creek Reactor " 

O'REILLYivf P Region 2. Atlanta* Office of the Director 
79/05/29 2pp 


7907200223 Forwards IE Bulletin 79-12* "Bhort Period Scrams at BUR 
Facilities " No action required 

Q'REILLY*J P Region 2* Atlanta* Office of the Director 
79/09/31 2pp 


7907190209 Forwards suppl IE Bulletin 79-OlA* "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A£CQ Solenoid Valves) " Action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/06/06 2pp 


7907060069 Forwards IE Info Notice 79-15* "Deficient Procedures " No 
action required 

D'RE1LLY*J P Region 2* Atlanta* Office of the Director 
79/06/07 2pp 


7907020233 Forwards IE Info Notice 79-14* "Safety Classification of 
Electrical Cable Support Sys " 

0'RE1LLY*J P Region S. Atlanta* Office of the Director 
79/06/11 ip 


7907190347 Responds to IE Bulletin 79-03 Interim rept reveala that only 
one single fitting was made by Yongstown Welding 
Engineering Co Final rept expected 790711 
BROWN. 8 C Virginia Electric & Power Co 79/06/11 3pp 


7907020401 Forwards IE Info Notice 79-17* "Source Holder Assembly 
Damage front Misfit Between Assembly Reactor Upper Qrid 
Plate " 

O'REILLYiJ P Region 2. Atlanta* Office of the Director 
79/06/20 ip 


7907120142 Forwards IE Bulletin 79-02* Ravi sion 1* "Pipe Support Base 
Plate Designs Using Concreta Expansion Anchor Bolts " Action 
required 

O'REILLY.J P Region 2* Atlanta* Office of the Director 
79/06/21 ip, 


7907310046 Forwards IE Bulletin 79-13* "Cracking In Feedwater Sys 
piping," No action required 

O'REILLVrJ P Region 2* Atlanta* Office of the Director 
79/06/25 2pp 


7907160340 Forwards IE Circular 79-11* "Deslsn/Cohit Interface 
Problem " No action required 

O'RErLLY, J. P Region 2* Atlanta* Office of the Director, 
79/06/27 2pp. 


7907160446 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required 
0 'REILLY* J P Region 2* Atlanta* Office of the Director 
79/06/26 2pp 


7907310369 Forwards IE Bulletin 79-15* "Deep Draft Pump Deficiencies " 
Action required 

□ 'REILLY* J. P Region 2* Atlanta* Office of the Director 
79/07/11 ip 


8 Raportable occurrences* LERs 6 related correspondence 


7907050360 Final rept re potential daficlency in east wing wall of 
circulating water intake structure Final design mods 
outlined will result In sys capable of accommodating all 
loading combinations required for seiimic stability. 

DROWN* 6 C Virginia Electric tt Power Co 79/06/29 2pp 
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DOCKET 30-406 TUHJ4E0EE INST RESEARCH REACTOR 


Q Jns{)ection i^eportSi IE Buiietins t ccirr espon^ ence 


7*?0710008? Foruiardt IE Circular 79-00^ "Aitetnpted EKtortion - Lou 
Enriched U “ Ho a'Ction required 

0 'REILLY* J P Region 2 , Atiantaj, Office of the Plrecfeor 
79/05/ IB Ip 


79072304J2 Foru^rds IE Info iNottce 79-16* "Huclear Incident at Trtr ■' 
Nd action rec^uired 

O'RElLLV.i/P Region S, Atlanta. Office of th« Director 

79/06/Sa Ip 


7907240470 Forujards IE Info Notice 79 >*|b. "Siijlab Reentry '* No action 
rcqu 1 red 

O'REJLLY.J P Region 2> Atlanta, Office of the Director 

79/07/06 if, 


DOCKET 50-407 UNI 9 OF UTAH RESEARCH REACTOR 


(3 Inspection report^! IE Duiletin-s ft correspondence 


7907100263 Forwards IE Circular 79-DG. "Attempted Ertortion ~ Low 
Enriched U No action required 

SEVFRIT/K V Repicn A, Dallas, Office Of the Director 79/05/18 

IP 


7907020020 Forwards IE Circular 79-09» "Occurrence of Split or 
Punctured Regulator Dlaphragais in Certain Se 1 f-Contained 
Breathing Apparatus " 

SEYFRIT.K V Region 4, Dallas^ Office of the Director 79/06/22 

Ip 


7907230514 Forward* IE Jn^o Notice 79-16, "Nuclear Incident at TMI " 
No action required 

SEYFRIT. K V Region 4* Pallas, Office of the Director 77/06/22 

Ip 


DOCKET 50-409 LA CROSSE BOILINO WATER REACTOR 


F Securltv* medical, emergcncg U fire prctecti-on plans 


79071B0846 Foruiard^ discussion of consultant rept re evaluation of 
fire protection program, i nclud i ng valve supervision* 
ventilation It hose testing 

LANIAS, 0 Plant Systems Branch 79/06/04 4pp 


7907260481 Forwards ejnergencg plans for facility 

LINDER* F Dairy land Power Cooperative 79/06/29 2pp 


— 79072604B6 Emergency plane for facility 

» Dalryland Power Cooperative 79/05/22 J37pp 


0 Adjudicatory correspondence 


7907300539 Act receipt of petition to suspend License DPRMS 
Appropriate action on petition ui I ] be taiten in reasonable 
time Forwards FR notice r« request for action under 
10 CFR2 206 

DENTON, H R Office of Nuclear Reactor Regulation 79/06/19 Ip 


— 7907300545 Notice of issuance U ava i J ali4 1 1 ty of AK Morse 790521 request 
for order to suspend License DPR''45 

DENTONrH R Office of Nuclear Reactor Regulation 79/06/19 Ip 


7907120639 Discusses AK Morse 790521 petition to suspend License 
DPR~45 Addresses a allegations re continuous venting of 
■contalnroent* ana 1 y*l * of I i quefac tl on, leakage* pumpag e, foe I 
failures 6 spent fuel Certificate of gvc end 
H JEST AND, O S Morga-n, Leuii* U Doc lei us 79/07/03 9pp 


I Financial i nfortnatlon 


7907260576 Forwards Annual Financial Rept 1970 

LINDER# F Dairyland Pousr Cooperative 79/07/J7 Ip 

--7907260578 Annual Financial Rept £978 

» Dalrylantf Power Cooperative 78/12/31 46pp 


0 Advisory Comailttee on Reactor Bafeguards reports 6 correspondence 


7907190842 Forwards FR notice of proposed ACR8 mee ting s, providing 
notice of subcommittee meeting to bf held on 790630 in 
Mash ing ton# DC 

e Operating Reactors Sranch 2 <Pre 790635). 79/05/24, 2pp 


— 7907190845 Notice of ACRE subcommittee meeting on 790630 to discuss 
overall condition of reactor h status of systematic 
evaj uatlon 

HDYLE.J C ACR3 - Advisory Committee on Reactor Safeguards 
79/05/21 6pp 


7907190129 Forwards proposed FR notice of 790630 ACRS Subcommittee on 
LaCrosse Nuclear Power Plant meeting in Wash Ington# DC 
Requests publication in 790615 issue 

MCKINLEY, J C ACRS - Advisory Committee on Reactor Safeguards 
79/06/08 Ip 


—7907190135 Proposed notice of 790630 ACRS Subcommittee on LaCrosse 
Nuclear Power Plant meeting in Wash ing ton, DC 
HOYLE, J C ACRS - Advisory Committee on Reactor Safeguards 
79/06/00 2pp 


7907270262 Forwards notice of ACRS Subcommittee on LACDWR 790630 
meeting 

» Operating Reactors Branch 2 (Pre 7906251 79/06/13 2pp 


— 7907270264 Notice of ACRS Subcommittee on LACDWR 790630 meeting in 
Mash ington, DC to review overall condition of plant 6 status 
of MRC systematic evaluation 

HOYLE, J 0 ACRS - Advisory Coirmittee on Reactor Safeguards 
79/06/11 2pp 


P Operating license stage documents U correspondence 


7906190135 Summary of 790417 meeting W/SEP ouner's group in Oethestfai MD 
re technical details of site-specific spectra project 
LEVIN, H A Systematic Evaluation Program* Branch (Pre 790625) 

79/04/30 4pp 


7907260097 Discusses plana to Install communication lines between NRC 6 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters 6 regional ofc will forward 
operational 6 environ info 

KEPPLER* J G Region 3, Chicago, Office of the Director 79/05/22 

2pp 


7907190796 Forieards draft evaluation of SEP Topic VII 1-3 A, station 
battery test requirement 

2IEMANN, O L Operating Reactors Branch 2 (Pre 790629) 79/06/05 

4pp 


7907310267 Requests add 1 Info re SEP Topic Vl-1, "Organic Matls 6 
Post-Aecldent Chemistry ■' Forward* list of info needed 
ZIEMANN, D L Operating Reactor* Branch 2 (Pro 790629) 79/06/06 

3pp 


7907110647 Forwards Category 2 fc 3 regulatory positions to be 
addressed in SEP Reg Oulde 1 114 encl 

ZIEMANN* D L Operatii»s Reactors Branch 2 (Pre 790629) 79/06/ i 1 

7pp 


79072S0181 Requests listing Of alarms 6 voltage monitoring device* 
available to provide opBrabllity statu* indication to 
complete evaluation of SEP Topic vrn-3 R, "DC Power Gy* Dos 
Voltage Monitoring 6 Annunciation 

ZIEMANN. O L Operating Reactors Branch 2 (Pre 7906291 79/06/18 

2pp 


7907310534 Notifies that 790311 application for license amend requires 
Class in fee 

DIOGSiR M License Fee Honagement Branch 79/06/22 Ip 


7907020177 Forward# draft Toch Specs for amend to License DPR-45, re 
irradiated fuel storage handling of heavy objects above 
spent fuel pool l* containment Isolation during cask 
handling. In response to NRC 790614,21 22 requests 

LINDER, F DalrylantJ Power Cooperative 79/06/26 15pp 


7907060210 Forwards current HI pollution discharge elimination sy* 
permit# written for common discharge of cooling water 
ui/adjolning 390 MM coal-fired facility 

DELMIOHEiP Dairy land Power Cooperative 79/06/28 I9pp 


79071{060B Forwards procuredient bid response 6 manufacturer drawings 
re conbainniont ventilation damper# 

SHIMBHAKj R E Daipyland Power Cooperative 79/07/05 7pp 


7907110939 Forwards 7903S0 "Review of Liquefaction potential, LACBMR 
Near Oenoa# Vernon County, MI#" prepared by Dames fc Moore 
Epcludes geotechnical Inveatlgatl ons^ waterway t station rept 
{( summary of 790209 meeting w/NRC 

LINDER# F Dalryland Power Cooperative 79/07/06 Ip 
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— 7907110539 "Revleuj df Liqu&fdction Pntent ial< LACOVIR Near Genoa/ Vornon 
Country I prepared bg Dames & Moore Includes geotechnical 

inves 1 1 ga t i onsi uiateriijay 5 station rept ft summarv of 790209 
meeting u/NflC 

■* Dairgland Poujer Conperative 79/03/20 43pp 


7907170043 Notifies of compliance u/Reg Guide 1 llA/Roviftion !■ 
submiitted in NRC 790611 Itr Operators in control area have 
unobstructed view of & access to operational control panels 
LINDERj-F Dairy land Power Cooperative 79/07/06 ip 


7907170016 Forwards complete set of calculations It results of 
reanalysis of spent fuel shipping cask drop accident w/pool 
water at 6SO-foot level 

LtNDERi F Dairyland Power Cooperative 79/07/11 37pp 


7907190580 Submits list of alarms 6 monitoring devices/ in response to 
Topic VI1I*“3 B Forwards request for addl info 
UINDERi F Dairy land Pnwer Cooperative 79/07/11 2pp 


79073003BQ Submits complete set of detailed calculations/ Including 
summary of results of reanalysis of spent fuel shipping cask 
drop accident w/pool water at 680-‘ft elevatlon/os followup 
to util 790626 Ur 

LINDER/ F Dairy land Power Cooperative 79/07/11 39pp 


790726£>7Ba Responds to request for clarification re amount of B-10 in 
poison matl to be Installed in high density fuel racks 
UNDERf F Dairy land Power Cooperative 79/07/20 2pp 


O Inspection reportsi IE Bulletins it correspondence 


7907020494 Responds to Action Item II Determines that no mod to current 
Tech Specs are necessary Author! tation for response to be 
submitted one day beyond 30~day reporting period granted to 
J Parkyn by K Ridgway on 790S18 

LINDER/ F Dairyland Power Cooperative 79/09/lB 2pp 


7907090473 Responds to IE Bulletin 79-10 re requal i f i catl an training 
program statistics Lists operators attending lectures 
LINDER/ F Dairyland Power Cooperative 79/05/2i 4pp 


7907090005 Forwards response to Question 7c of IE Bulletin 79-OB 
LINDER/ F Dairyland Power Cooperative 79/09/23 2pp 


7907110385 Forwards supplemental info in response to IE Bulletin 79-07 
re saismic analysis of safety-related piping Seismic 
analysis performed per Reg Outdo 1 92 6 all throe directions 
of earthquakes applied s imu Uaneous 1 y 

LINDER/ F. Dairyland Power Cooperative 79/05/24 3pp 


7907240187 Forwards IE Insp Rept 50-409/79-11 on 790515-17 No 
noncompliance noted 

KElSHMANi R F Region 3/ Chicago/ Reactor Operations Nuclear 

Support Branch 79/05/29 2pp 


—7907240191 IE Insp Rept 50-409/79-U on 790515-17 No noncompliance 
noted Major areas inspected performance of containment 
Integrated leak rate test 

REVEB/ L A Region 3i Chicago/ Office of the Director 
STREETER/ J F Region 3i Chicagoi Reactor Operations Nuclear 

Support Branch 79/05/24 9pp 


79D720031S Forwards IE Bulletin 79-12/ "Short Period Berans at BUR 
racilitie* ” No action required 

REPPLERjJ. O Region 3/ Chicago/ Office of the Director 79/05/31 

Ip 


7907090274 Responds to IE Bulletin 79-11 Uestinghouso Type DlJ-50 It 
DD-79 circuit breakers not used In safety-related or other 
electrical circuits 

LINDER/ F Dairyland Power Cooperative 79/06/05 Ip 


7907290270 Forwards IE Insp Rept 50-409/79-09 on 790511 No 
noncompliance noted 

DAVI8/A B Region 3/ Chicago/ Fuel Facility tt Materials Bafety 

Branch 79/06/05 2pp 


— 7907250282 IE Imp Rept 50-409/79-09 on 790911 No noncornp 1 ianca noted 
Major areas inspected observation of emergency drill/ 
including accident assessment/ 1 i cense response# of f si te 
agan-cy response !< drill critique 

AKELBON/t; L. . EBBIOi T H Region 3/ Chicago# Fuel Facility U 

Materials Safety Branch 79/05/29. 4pp. 


7907260292 Forwards IE Insp Rept 90-409/79-10 on 790501-04 No 
noncomp 1 iance noted 

HEI8HMAN#R F Region 3# Chicago# Reactor Operations Nuclear 

Support Branch, 79/06/09 2pp 


—7907260264 IE Insp Rept 50-409/7<7-iO on 790301-04 U 21-24 No 
noncomp I lance noted Major areas inspected licensee 
activities in response to IE Bulletin 79-OB re operability t# 
availability of engineering safety features 
RIDGUAY/K R . DOVD/ D C Region 3# Chicago# Office of the 
Director 79/05/31 6pp 


7907190249 Forwards suppl IE Bulletin 79-OlA. "Environ Qua 1 1 f i cat 1 on of 
Class I£ Equipment (Deficiencies in Environ Qualification of 
A8C0 fialenold Valvofi) " No action required 

KEPPLER.J O Region 3# Chicago# Office of the Director 79/0-6/06 
Ip 


7907240254 Forwards IE Info Notice 79-15# "Deficient Procedures " No 
action required 

KEPPLER# J O Region 3# Chicago# Office of the Director 79/06/07 

Ip 


7907060007 Advises that IE Info Notice 79-15# "Deficient Procedures” 
forwarded to listed utils 

PAPPAS# H Region 3# Chicago/ Office of the Director 79/06/03 

2PP 


7907020424 Forwards IE Info Notice 79-17# "Source Holder Assembly 
Damage from fliaflt Between Assembly Ic Reactor Upper Grid 
Plate " 

KEPPLER/J Q Region 3. Chicago. Office of the Director 79/06/20 
Ip 


7907120227 Forwards IE Bulletin 79-02# Re vis ion 1# "Pipe Support Bass 
Plate Designs Using Concrete Expanaion Anchor Dolts " Action 
requ Ired 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/06/31 

Ip 


7907090521 Forwards IE Circular 79-09# "Occurrences of Split or 
Poncturod Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " Action required 

KEPPLER/J O Region 3# Chicago. Office of the Director 79/06/23 
IP 


7907130117 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping ” No action required 

KEPPLER/ J 0 Region 3. Chicago. Office of the Director 79/06/25 
IP 


7907060311 Forwards IE Circular 79-10, "Pipef i ttlngs Mfg from 
Unacceptable Matl " No action required 

KEPPLERi U 0 Ragion 3. Chicago. Office of the Director 79/06/26 

Ip 


7907100400 Forwards IE Circular 79-12# "Potential Diesel Generator 
Turbocharger Problem “ No action required 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director 79/06/30 
ip 


79071302-65 Forwards IE Bulletin 79-14/ "Seismic Analysis for As-Bu 1 U 
Safety-Related Piping Sys " Action required 

KEPPLERiJ 0 Region 3# Chicagot Office of the Director 79/07/02 

tp 


79072400'91 Forwards IE Info Notice 79-18/ "Skylab Reentry " No action 
requlreiS 

KEPPLER.J 0 Region 3/ Chicago. Office of the Director 79/07/06 

Ip 


7907310332 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

KEPPLER.J G Region 3, Chicago. Office of the Director 79/07/11 

Ip 

790731040B Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLERiJ O Region 3. Chicago# Office of the Director 79/07/13 

ip 


7907260170 Notifies that written responses to JE DuUetln 79-15# Suppl 
1# should be directed to IE Dlv of Reactor Const Insp, 

KEPPLER.J, O Region 3# Chicago# Office of the Director 79/07/lB 

ip. 


79072*0359 Forwards IE Info Notice 79-19# "Pipe Cracks in Stagnant 
Borated Mater 9ys at PMR Plants. " No action required 
KEPPLER.J. 0 Region 3# Chicago# Office of the Director 79/07/10 
IP 


R Periodic operating reports & related correspondence 


7907100519 Forwards monthly operating rept for June 1979, 
LINDER# F Dairyland Power Cooperative 79/07/12 Ip 
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— 7907180580 Month operatin® rept for Juno 1979 

PAfiKYWi J Dairyland Power CoopBrative 19/07/0^ 9pp 


S Reportable occurrence*! LERi k related correspondetice 


79070i0326 Foruards LEfl 79-011 /OSL-O 

LiNCERiF Dalr^land Potuar Cooperative 79/0&/87 8pp 


— 7907060330 UFH 79-01 l/OSL-O on 790601 upscale scram setpoint on power 
range nuclear Jnstrument Channel 6 exceeded I80X. limit o-f 
rated thcreial power 1 87. Caused setpoint driPt of 
undetermined origin Scram setpoint reset 

PAPWORTM. t O Dairtjland Power Cooperative 79/06/37 Ip 


T Mearlnfl transcripts on nori'^anti trust matters 


7907120321 Transcript of 790620 meeting of ACRS Subcommittee on 
Lacrosse 3MR In Wash ington. PC Pp 1-213 Documentation end 
K5nR!W ! LAWROSKl.S . fiHFWMOhP. P ACRS - Advisory Committee on 
Reactor Safeguards 79/06/30 234pp 


DDCKET 50-410 NINE MILE POINT NUCLEAR STATION. UWIT 2 


A Appl icatlon/c onstPuc tlon stage documents correspondence 


7907100690 Summary of 790424 meeting u/Nlagara Mohauk Corp^ SbUy Dames & 
Moorai NV State GeologicaJ Survey I. US Army Corps of 
Engineer* in fiethesda.MD to provide opportunity for gtil to 
difcus* results of geological investigation 
MCMULLEN. R B Deosciencas Pranch 79/05/15 I6pp 


7907063339 Foru/ardi info ps detailed plan for const of revetment-ditch, 
in response to 771205 re<|uest Overslied drawing and 
RHODE. 3 U Niagara Mohawk Pouer Corp 79/06/SS Spp 


7907300171 Notification of 790717-18 meeting w/Mark II otuners group i, 
OE In Lebanon. NH to discuss Mark 11 Pool Dynamic Programs 
ANDERBON. C Containment Systems Branch 79/07/03 I2pp 


790725035J Corrects ref in 79062B Itr re acceptance criteria for 
voluoistric examtnatlon of longitudinal weld in drywell floor 
downcomers Should have been Article NC-SOOD of ASMS 
Section III. 1977 Edition through Summer 1977 Addendum 
RHaOB.O K Niagara Moheuk Power Corp 79/07/16 Ip 


0 Jnspeetloti reports. IE OuIIetlns *» car respondenca 


7907060394 Forwards IE Bulletin 79-1 l» "Faulty Uvercurrent Trip Device 
in Circuit Dreakers for Engineered Safety Sys ” Licensee 
action required 

OBlERiD H Region 1- Ph 1 la d el ph ia . Office of the Director 
79/05/22 Ip 


7907090094 Responds to IE Qulletln 79-10 Submits requa H f lea tton 
training program statistics 

LEONARD. J D Power Authority State of New Yort 79/03/22 3pp 


7907030046 Forwards IC Info Notice 79'*13i "Indication of Low Water 
Level In Oyster Creel Reactor " 

GRIER, B If Region 1. Philadelphia. Office of the Director 
79/03/29 Ip 


7907020491 Responds to lE Bulletin 79-07 re seismic analysis of 
Computer codes Computer codes used at facility do not employ 
method's described In bulletin 

BARTLETT.J Niagara Mohawk Power Corp 79/05/30 Ip 


7907200121 Foruards JE Bulletin 79-12, "Shorb Period Scram* at BUR 
Fadilitits " No action required 

DRIER. D H Region 1» Phi ladel ph la. Office of the Director 
79/03/31 Ip 


7907300364 Ac k receipt of 790601 Itr informing NRC of steps taken to 
correct violation* noted in JE Insp Rept 30''410/79-02 
CARLSON, ft T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/06/10 Ip 


— 7907300372 Responds to NRC 790426 Itr re violation* noted in IE Insp 
Rept 5O**4l0/79-O2 Corrective actions welds will undergo 
u 1 trasohic. radiograph Ic/ 1 i quid penetrant or magnetic 
testing 

RHODE. O K Niagara Mohawk Power Corp 79/06/01 3pp 


—7907300374 Forwards IE Insp Rept 50-4l0/79“02 on 790320-23 h notice of 
violati on 

CARLSON. R T Region 1. Phi ladolphla. Reactor Construction & 

Engineering Support Branch 79/04/26 8pp 


—7907300378 Notice of violation from insp on 790320'*23 

* Region 1, Philadelphia, Office of the Director 79/03/23 

Ip 


— 7907300309 IE Insp Rept 50-410/79-02 on 790320-23 None omp 1 ianca noted 
failure to comply w/codo requirements re welds 

narrow. L . MCOAl/OHY.R U . WALTON. 0 A Region 1. Philadelphia. 

Reactor Construction l< Engineering Support Dranch 79/04/24 
I2pp 


79071 10375 Forwards lE Info Notice 79-17. "Bource Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate " 

GRIER. D H Region b Philadelphia. Office of the Director 
79/06/20 Ip 


7907830603 Forwards IE Bulletin 79-02. Revl si on 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " 

Action required 

ORIER.D H Region 1. Ph 1 ladelph ia. Office of the Director 
79/06/21 Ip 


7907120515 Forwards IE Bulletin 79-13. ''Cracking In Feedwater By* 
Piping " No action required 

DRIER. D H Region 1. Philadelphia. Office of the Director 
79/06/25 Ip 


7907100316 Forwards IE Circular 79-10^ "Pipef i ttlngs Mfg from 
Unacceptable Matl " No action required 

ORIER.O H Region 1. Phi ladelphia. Office of the Director 
79/06/26 I p 


7907100422 Forwards IE Circular 79-li. "Design/Const Interface 
Problem " No action required 

ORIER.D H Region ii Phi ladelphia. Bffice of the Director 
79/06/27 Ip 


7907050373 Responds to IE Dulletin 79-03 Abnormal indications of 
porosity have been discovered in Voungtown 130 drywell floor 
downcomers Will use criteria of ASHE III. 1977 Addendum. 
Paragraph NC-2553 NRC approval requested by 790787 
ftHQDE.G.K Niagara MoKawk Power Corp 79/06/28 2pg 


7907100505 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " Mo action Tequired 

GRIER. D H Region 1. Ph 1 lade Iph la. Office of the Director 
79/06/2B Ip 


7907100700 Forwards IE DuUetin 79-14. "Seismic Analysis for A*-Dullt 
Safety-Related Piping Bys " Action required 

ORIEff.D H Region 1. Philadelphia. Office of the Director 
79/07/02 lb 


7907270344 Forieards lE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action TOqulTOd 

GRIER, B,H Region I. Philadelphia, Office of the Director 
79/07/11, Ip 


7907190071 Forwards soppl IE Bulletin 79-OlA. "Environ Oual if Icatl on of 
Class IE Equipment <Def ic iencles in Environ Qualification «f 
ABCO Bolenold Valves) " Action required 

ORIER.S.H Region 1. Philadelphia. Office of the Director 
79/06/06 Ip 


7907060110 Forwards JE Info Notice 79^15# "Deficient Procedures " No 
action required, 

ORIER.B H Region I. Philadelphia, Office of the Director 
79/06/07 Ip. 


7907020040 Forwards IC Info Notice 79-14, "Safety Classification of 
Electrical Cable Support Sys " 

GRIER, B H Region 1. f h iladelpNla. Office of the Director 
79/06/n ip 


7707310513 Foru/ardf IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required. 

GRIER. B H Region t. Philadelphia, Office of the Director 
79/07/16 ip 


DOCKET 50-412 OEAVER VALLEY POWER BTATION. UNIT 2 


0 Inspection roports. IE Bulletins it correspondence 


7907160252 Forwards IE Imp Rept 50-412/79-04 on 790409-10 No 
noncomp lianco noted 

CARLSON. R T Region I, Philadelphia, Reactor Construction 

Engineering Support Branch 79/05/07, 2pp 


DOCKETED ITEMS 


229 


— 7907160250 IE In*p Rept 50“^ 12/79-04 on 790409-10 No none ontp 1 lance 
noted Major areas inspected const activities In progress 
FQLSQII^S A i NARROMf L . MCOAUGHY* R Vi Region !• Philadelphia! 

Reactor Construction & Engineering Support Drench 79/03/03 3pp 


7907030396 Responds to IE Dulletin 79-03 No welded type A8ME BA-312 
Type 304 pipe mfg bg Vaungstouin Welding & Engineering Co 
used or planned for use in saf etg-related sys 
WOOLEVERiE J Dimuesne Light Co 79/05/17 Ip 


7907060381 Forwards IE Dulletin 79-11, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sya " Licensee 
action requlre'd 

ORIER, Q H Region Philadelphia! Office of the Director 
79/05/22 Ip 


7907030027 Forwards IE Info Notice 79-13. "Indication of Low Water 
Level in Oyater Creek Reactor " No action required 
G-RIER. B H Region L Ph i ledelph lar Office of the Director 
79/03/29- Ip 


7907200093 Forwards IE Bulletin 79-t2. "Short Period Scrams at BWR 
Facilities " No action required 

CRIER) B H Region li Philadelphia. Qffice of the Director 
79/05/31 ip 


7907190047 Forwards suppl IE Dulletin 79-OlA. "Environ Qualification of 
Class IE Equipment IDef Ic 1 enc 1 es in Environ Qualification of 
ASCO Solenoid Valves) " Action required 

ORJER.Q K Region 1. Philadelphia! Office of the Director 
79/06/06 Ip 


7907060092 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

OHIE^Irfl H Region Ir Philadelphia. Office of the Director 
79/06/07 Ip 


7907020044 Forwards IE Info Notice 79-14! "Safety Classification of 
Electrical Cable Support 9ys '■ 

QRIER. B H Region 1. Philadelphia! Office of the Director 
79/06/11 IP 


7907230060 Ac k receipt of 790517 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-412/79-03 
CARLEONj R T Region 1# Phi ladel ph la. Reactor Construction it 

Engineering Support Branch 79/06/10 Ip 


— 7907230432 Responds to NRC 790417 1 tr re violation noted in IE Insp 
Rept 30-412/79-03 Corrective actions memo Issued on 790313 
instructing QC suporvl sori comp 1 eted welds insp t* 
videotape training course modified 
WOOL EVER ! E J Duquosne Light Co 79/05/17 3pp 


— 7907230433 Forwards IE Insp Rept 30-412/79-03 on 790306-09 6 notice 
of violation 

CARLSON! R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Drench 79/04/17 2pp 


— 7907230707 Notice of violation from insp on 790306-09 

e Region Ij Phi lade 1 ph la. Office of the Director 79/04/17 
Ip 


— 7907230727 lE Insp Rept 30-412/79-03 NoncompUance noted failure to 
provide proper weld slopes for piping diameter transitions 
FOLSD^i. .S. A Region 1. Philadelphia, Office of the Director 
79/04/12 6pp 


7907110367 Forwards IE Info Notice 79-1?! "Source Holder Assembly 
Damage from Misfit Detween Assembly S( Reactor Upper Grid 
Plate. " 

ORIER.B H Region 1, Philadelphia! Office of the Director 
79/06/20, 1 p 


7907230665 Forwards IE Dulletin 79-02. Revisl on 1, "Pipe Support Base 
Plata Designs Using Concrete Expansion Anchor Bolts " 

Action required ^ 

ORIER.Q H Region 1. Philadelphia, Office of the Director 
79/06/21 Ip 


7907120489 Forwards IE Dulletin 79-13, "Cracking in Fsedwater 8yi 
Piping. " No action required 

ORIERrfi H, Region 1, Philadelphia. Office of the Director 
79/06/85 Ip 


7907100303 Forwards IE Circular 79-10, "Pipef Ittings Mffi from 
Unacceptable liatl '* No action required 

DRIER. B H Region 1. Philadelphia, Office of the Director 
79/06/26 ip 


7907100413 Forwards IE Circular 79-11. "Deslgn/Const Interface 
Problem " No action required 

ORlER.e H Region 1. Phi ladelph i a. Office of the Director 
79/06/27 Ip 


7907100497 Forwards IE Circular 79-12. "Potential Diesel Oenerator 
Turbocharger Problem " No action required 

QRIER, D H Region 1. Philadelphia, Office of the Director 
79/06/2B Ip 


7907100760 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Dullt 
Safety-Related Piping Sys '* Action required 

DRIER. B H Region 1. Philadelphia. Office of the Director 
79/07/02 Ip 


7907170162 Notifies of action taken re deficency reported at waste 
disposal concrete area during Insp 79-02 High bale dikes 
have been restored it waste water has been treated Hill 
achieve compliance by 790806 

UOOLEVER.E J Duquesne Light Co 79/07/03 2p p 


7907270331 Forwards IE Dulletin 79-13. "Deep Draft Pump DofUlencUs " 
Action required 

ORIER.D H Region i. Ph 1 ladelph 1 a. Office of the Director 
79/07/11 Ip 


7907310494 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
ORIER.D H Region 1. Philadelphia. Office of the Director 
79/07/16 Ip 


S Reportable occurrences. LERs L related correspondence 


7907100329 Requests extension of time to 790B10 for submittal of final 
Significant Deficiency Rept 79-01 re stop work directive for 
Dlngbam-Nl name tte Co 

WQOLEVERiE J Duquesne Light Co 79/07/13 Ip 


DOCKET 50-413 CATAWBA NUCLEAR STATION. UNIT 1 


0 Inspection reports, IE Bulletins correspondence 


7907020367 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMl - Suppl " 

O'REILLV.xJ P Region 2, Atlanta. Office of the Director 
79/04/21. 2pp 


7907U0318 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem ** No action required 
O'REILLY, J P Region 2i Atlanta. Office of the Director 
79/03/07 2pp 


7907020303 Discusses schedule of response to lE Bulletins 78-12. 12A< 6 
12D C-E to submit generic rept directly to NRC by 79062? 
Uestinghouse submittal re Rotterdam vessel expected in July 
1979 

DAIL.L C Duke Power Co 79/05/16 Ip 


7907110643 Forwards IE Insp Rept 50-413/79-00 & 50-414/79-00 on 
790501-04 No noncomp I ianc o noted 

MURPHY. C E Region 2. Atlanta! Reactor Construction t( Engineering 

Support Branch 79/09/17 2pp 


—7907110637 IE Insp Rapt 30-413/79-00 6 30-414/79-08 on 790301-04 No 
noncomp 1 lance noted Major areas Inspected containment 
penetrations procedures, work activities 6 records it 
containment dome concrete work activities 

ANO.W P Region S. Atlanta. Office of the Director BRYANT. J C 
Region 2. Atlanta. Reactor Construction 6 Engineering ^Support 
Branch. 79/05/16 4pp 


7907030131 Ack receipt of IE Insp Rapts 50-413/79-07 & 30-414/79-07 on 
790423-26, No proprietary Info 
OAILiL C Duke Power Co 79/03/10, ip 


—7907030154 Forwards IE Insp Repts 80-413/79-07 it 50-414/79-07 on 
790423-26 No n one ompl lane • noted. 

MURPHY. C E Region 2. Atlantai Reactor Construction 6 

Engineering Support Branch 79/09/10 2pp 


—7907030137 IE Insp Repts 90-413/79-07 6 30-414/79-07 on 790423-26 No 
noncompliance noted Major areas inspected, structural 
concrete, concT ettt expansion anch or s. safety-related 
components it pipe support Ir restraint sys. 

COMPTON. R M Region 2r Atlantai Offict of the Director 

BRYANT. J G Region 2. Atlanta* Reactor Construction 6 

Engineering Support Branch. 79/05/10 4pp. 
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7907J00167 Forwards IE Circular 79~O0, "At t e/rpte-d Extortion - Lout 
Enriched U " No Action required 

□ 'REILLYpO P fleqlon 2, Atlanta^ OPflCd of the Director 
79/0&/ia 2pp 


79070&O353 Forwards lE RuUetin 79-lli "Faultti Qvercurrent Trip Device 
in Circuit Dreakers for Engineered Safety Sys " Licensee 
action requireif 

O'^REIULYpJ F Region 3, Atlanta# Office of the Director 
79/05/H2 ip 


7907190A&7 Ack receipt of IE I nip Repts 50-413/79-08 L 50-4H/79-08 No 
proprietary inf-o 

DAILpL C Duke Power Co 79/09/34 Ip 


7907190122 Responds to IE Dulletin 79-07 re use of particular computer 
programs SUPERPIPE used on all piping analyses except 
analysis performed by Nestinghouse 
DAIL,L C Duke Power Co 79/03/29 2pp 


79-()7200l70 Forwards IF Bulletin 79-12# "'Short Period Scrams at BUft 
Facilities " Wa action required 

0'BE1LLV#J P Region 3i Atlanta# Office of the Director 
79/05/31 2pp 


7907110595 Ack receipt of IE Insp Reptt 50-413/79-09 8. 50-414/79-09 on 
790303-1 i Mp proprietary Info 
DAIU.L C Duke Power Co 79/06/04 Ip 


-“79071 105&3 Forwards 16 Insp Rept* 50-413/79-09 & 30-414/79-09 on 
79050B-I1 hfc noncompliance noted 

MURPHYfC E Region S# Atlanta# Reactor Construction U 

Engineering Support Branch 79/09/24 Spp 


'7907M056B IE Insp Repts 50-413/79-09 & 50-414/79-09 on 790500-0511 No 
noncemp I iance noted hfajor areas Inspected electrical work it 
work ac t ivi ties# qua 1 1 ty records St instrumenta t i on storage 
GIBBONS, T 0 « BRYANT. J C Region 3* Atlanta# Reactor 

Construction & Engineering Support Branch 79/03/24 3pp 


7907190159 Forwards suppl IE Bulletin 79-OlA. "Environ dual If icatlon of 
Class I£ Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valves) " Action required 

O'RBJLLY.J P Region 2i Atlanta# Office Of the Director 
79/06/06 2pp 


7907060048 Forwards IE Info Notice 79-l3> "Deficient Procedures No 
action required 

O^REILLV^J F Region 2. Atlanta# Office of the Director 
79/06/07 2pp 


7907190120 Ack receipt of 790525 1 tr informing NRC of step* taken to 
correct violations noted in IE Insp fiepte 50-413/79-06 t* 

30-414/79-06 

NURPHYfC E Region 2# Atlanta. Reactor Construction t* Engineering 

Support Branch 79/06/07 Ip 


■7907190132 Responds to NRC 790502 1 tr re vlolationf noted In IE Insp 
Repts 50-413/79-06 U 50-4H/79-06 Corrective actions 
etterlor surface dome pour number 32 reinspected & repaired 
Ic area cleared of debris 
DAIL.L C Duke Power Co 79/05/25 Spp 


— 7907190J37 Forwardi IE Insp Rept* 50-413/79-06 it 30-414/79-06 on 
790403-06 it notice of violation 

MDRPHV, C £ Region 2, Atlanta* Reactor Conatrucii on & 

Engineering Support Branch 79/05/02 2pp 


■7907190143 Notice of violation from Insp on 790403-06 

* fttgion 2# Atlanta* Office of the Director 79/04/30 4pp 


— 7907I90I49 IE Insp Rapt* SO-4 13/79-06 & 50-414/79-06 on 790403-06 
Noncdfflp 1 lance noted unacceptable exterior surface doma pour 
ANOrN P. Region 2. Atlanta# Office of the Director BRYANT* J C 
Region 2* Atlanta# Reactor Construction it Engineering Support 
Branch 79/05/02 Ip 


7907020190 Forwards IE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support By* " 

O'REILLY# J P Region Si Atlanta# Office of the Director, 
79/06/11 - Ip 


7907020379 Forwards IE Info Notice 79-J7, "Bource Hnlder msiemblg 
Damage from Misfit Between Assembly te Reactor Upper Orld 
Plate " 

O'RElLLYivf P Region 2# Atlanta* Office af the Director 
79/06/20 Ip 


7907120051 Foruards IE Bulletin 79-02# Rpvl sion 1# "Pipe Support Base 
Plato Designs Using Concrete Expansion Anchor Bolts " Action 
requ 1 red 

0''REILUY#J P Reglnn 2. Atlanta# Office of the Director 
79/06/23 tp 


/9073H)0'12 Forwards IE Bulletin 79-13, "Cracking in Feedwater 0ys 
Piping " No action required 

0'RE1LUY*J P Region 2, Atlanta, Office of the Director 
79/06/25 2pp 


79O7IDO200 Forward* IE Circular 79-11* "Deslgn/Const Interface 
Problem " No action required 

0'R£1LLY>UP Region 2# Atlanta* Office of the Director 
79/06/27 Spp 


79O7I0D431 Forwards IE Circular 79-12# "Potential Diesel Generator 
Turbocharger Problem " No action required 
O'REltUV. JP Region 2# Atlanta# Office of the Director 
79/06 /2B Spp 


7907310245 Forwards IB Bulletin 79-14# "Seismic Analyil* for As-DulU 
Baf ety-flelatad Plpiing By* " Action required 
O^RElLLY# J P Region 2« Atlanta# Office of the Director, 

79/D7/02 2pp 


7907310371 Forwards IE Dulletln 79-lS# "Deep Draft Pomp Deficiancla* " 
Action required 

O'^REIULV* xl P Region 2# Atlanta* Office of the Director 
79/07/11 Ip 


V Operator Examination* 


7907250394 FOIA request for summery sheet of power plant operator 
exam results presented to NRC on 790420 It license exams 6 
test results for Duke Power Co employees from 750101 to 
present 

AHRENDT#!! Jefferson Pilot Broadcasting 79/06/20 2pp 


790725040B Respond* to FOIA request for summary sheet of power plant 
operator exam results presented bo NPC on 790420 Forward* 
document# listed on App A 

FELTON# J H Division of Rules and Records 79/07/lB 3pp 
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Q Inspection reports* IE Bulletins it correspondence 


7907020367 Forwards IE Bulletin 79-05fli "Nuclear Incident at 
TMI - Sup pi " 

O'REILLY. J P Region 2# Atlanta# Office of the Director 
79/04/21 2pp 


79O7IJO310 Forwards lE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
D'BEJLLV.U P Region 2, Atlanta, Office of the Director 
79/05/07. 2pp. 


7907020503 Discusses schedula of response to IE Bulletins 70-ISi ISA* fe 
12B C-E to submit generic rept directly to NRC by 790627 
(festinghouse submittal re Rotterdam vessel expected in July 
1979 

DAlLiL C Duke Power Co 79/05/16 Ip 


7907110643 Forwards IE Insp Rept 50-413/79-00 6 50-414/79-00 on 
790501-04 No noncompl lane e noted 

HURPMY.C.E Regions# Atlanta# Reac tor Construe tion 6 Eng 1 near tng 

Support Brancli 79/05/17 2pp 


— 7907U0657 lE Insp Kept 50-413/79-00 it 50-414/79-08 on 790501-04 No 
nonc-ompliance noted Major area# Inspected containment 
penetrations procedures# work activities it records ti 
containment dome concrete work activities i 

ANO, U P Region 2, Atlanta# Office of the Director BRYANT# J C 

Region 2# Atlanta, Reactor Construction 6 Engineering Support 
Branch 79/05/16 4pp 

7907050131 Ack receipt of IE Insp Bepts 50-413/79-07 it 50-414/79-07 on 
790423-26. Mo proprietary info 
DAlLfL. C Duke Power Co 79/05/10, Ip 


—7907050154 For-ward* IE Insp Rept* 50-413/79-07 If 30-414/79-07 on 
790423-26 No none ompllance noted 

llURPNYfC. E Region 2. Atlanta* Reactor Construction it 

Engineering Support Branch 79/05/10 2pp 


\ 
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— 7907030157 IE Inip Repts 50-413/79-07 S< 50-414/79-07 on 790423-26 No 
noncomp 1 iance noted Major areas inspected structural 
toncretoj concrete expansion anchorsi safety-related 
components it pipe support restraint sys 

COMPTON I R M Region 2* Atlanta, Office of the Director 

DRVANT, J C Region 2/ Atlanta, Reactor Construction l« 

Engineering Support Branch 79/05/10 4pp 


7907100167 Forwards IE Circular 79-08, “Attempted Extortion - Low 
Enriched LI ’• No action required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/ IB 2pp 


7907060353 Forwards IE Bulletin 79-11, “Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 9ys “ Licensee 
action re<iulred 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/05/22 Ip 


7907190667 Ac k receipt of IE Insp Repts 50-413/79-08 i« 50-4I4/79-0B No 
proprietary info 

DAlLiL C Duke Power Co 79/05/24 Ip 


7907190122 Responds to IE Bulletin 79-07 re use of particular computer 
programs SUPERPIpE used on all piping analyses except 
analysis performed by Westlnghouse 
DAILpL C Duke power Co 79/05/29 2pp 


7907200170 Forwards IE Bulletin 79-12, “Short Period Scrams at BWR 
Facilities “ No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/31 2pp 


79071 105S5 Ack receipt of IE Insp Repts 50-413/79-09 «( 50-414/79-09 on 
79050B-11 No proprietary info 
DAIL.L C Duke Power Co 79/06/04 Ip 


—7907110563 Forwards lE Insp Repts 50-413/79-09 h 50-414/79-09 on 
790508-11 No none omp 1 lance noted 

htURFHY, C E Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 79/05/24 2pp 


—7907110568 IE Insp Repts 50-413/79-09 h 50-414/79-09 on 79OS0B-0511 No 
noncomp 1 lance noted Major areas inspected electrical uort te 
work act 1 vi tl es, qual Ity records t< instrumentation storage 
OIDQQNS. T D , BRYANT, J C Region 2, Atlanta, Reactor 

Construction & Engineering Support Branch 79/05/24 3pp 


7907190159 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Dual 1 f icat Ion of 
ASCO Solenoid Valves) “ Action required 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/06/06 2pp 


7907060040 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/07 app 


790719D120 Ack receipt of 790525 Itr Informing NRC of steps taken bo 
correct violations noted in IE Insp Repts 50”413/79-06 & 

50-414/79-06 

MURPHY, C E Region 2, Atlanta, Reactor Construction Engineering 

Support Branch 79/06/07 Ip 


— 7907190132 Responds to NRC 790302 Itr re vlplatloni noted In IE Insp 
Repts 50-413/79-06 8i 50-414/79-06 Corrective actions 
exterior surface dome pour number 32 relnspt^cted & repaired 
it area cleared of debris 

DAlLiL C Duke Power Co 79/05/25, 2pp. 


— 7907190137 Forwards IE Insp Repts 50-413/79-06 & 50-414/79-06 on 
790403-06 8< notice of violation 

MURPHYi C E Region 2, Atlanta, Reactor Construction &r 

Engineering Support Branch 79/05/02 2pp 


--7907190143 Notice of violation from insp on 790403-06, 

* Raglan 2, Atlanta, Office of the Director 79/04/30 4pp 


— 7907190149 IE Insp Repts 50-413/79-06 it 50-414/79-06 on 790403-06 
Noncompl 1 ance noted unacceptable exterior surface dome pour 
ANOjW P Region 2, Atlantar Office of the Director BRYANT, J C, 
Region 2, Atlanta, Reactor Construction & EnglneeriBg Support 
Branch, 79/05/02 Ip 


7907020198 Forwards IE Info Notice 79-14, “Safaty Classification of 
Electrical Cable Support Sys “ 

■O'REILLY, J- P Region 2, Atlanta, Office of the Director 
79/06/ it Ip 


7907020379 Forwards IE Info Notice 79-i7, “Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate “ 

G'REILLY.J P Region 2, Atlanta, Office of the Director 
79/06/20 Ip 


7907120031 Forwards IE Bulletin 79-02, Revl s 1 on 1, “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

O'REILLY, U P Region 2. Atlanta, Office of the Director 

79/06/21 ip 


7907310012 Forwarde IE Bulletin 79-13, "Cracking in Feedwater Sys 
Piping " No action required 

D'REILLY.J P Region 2, Atlanta. Office of the Director 
79/06/25 2pp 


79O710O26Q Forwards IE Circular 79-tl, "Design/Const Interface 
Problem " No action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/06/27 2pp 


7907130431 Forwards IE Circular 79-12, “Potential Diesel Generator 
Turbocharger Problem " No action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/28 2pp 


7907310245 forwards IE Bulletin 79-l4i "Seismic Analysis for As-Built 
Safety-Related Piping 8ys " Action required 
O'REILLV.J P Region 2, Atlanta, Office of the Director 
79/07/02 2pp 


7907310371 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/07/11 ip 


V Operator Examinations 


7907250394 FOIA request for summary sheet of power plant operator 
exam results presented to NRC on 790420 6 license exams it 
test results for Duke Power Co emplayees from 750101 to 
present 

AHRENDT, B Jefferson Pilot Broadcasting 79/06/20 2pp 


790725040G Responds to FOIA request far summary sheet of power plant 
operator exam results presented to NRC on 790420 Forwards 
documents listed on App A 

FELTON, J. M Division of Rules and Records 79/07/lB 3pp 
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A Appl Ication/construction stage documents t( correspondence 


7907130484 Opposes licensing delay for plant Delay would be costly 
could result In energy shortage in area 
STENNIS, J C Senate 79/05/25 Ip 


7907060186 Responds ta 790302 Itr re QA requirements for Authorlxed 
Insp Agency 

HAAQ8,WP duality Assurance Branch 79/06/01 2pp, 


7907050346 Advises that House of Representatives has provided funds for 
addl personnel for OL license review Expects Senate 
concurrence 

LUTKENiD. C. Mlssiiclppl Power t< Light Co 79/06/25 Ip 


7907060191 Forwards responses to FBAR Questions 231,2 3 4, 7 8 I, 9 In 
support of Amend 31 to application for licenses Affidavit 
for withholding end Responies withheld (ref iOCFR2 790) 

DALE,L F. Mississippi Power it Light Co 79/06/29 Ip 


7907200370 Requests deletion of water stage monitoring from environ 
monitoring program. Analy si i shows correlation between 
recorder stage U surface water quality measurements can be 
rejected within 95 % confidence 

DALE,L F, Mississippi Power Sc Light Co 79/07/10 ip, 


O. Adjudicatory correspondence 


7907030298 Ack receipt of util 790619 Itr sent to Ofc of Nuclear 
Reactor Regulation Municipal Energy Agency of MS disputes 
many allegations contained in Itr Requests receipt of new 
info 

MCDIARMID, R C Spiegel h McDiarmid 79/06/21 Ip 
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H Oenoral c orrespandent e 


7907350256 Forwards Affidavit o# Svc r« distribution of Ajuond 31. 
£n accardance w/Enc 1 £ of NRC 7G0627 Itr 

DALE. L F Mississippi Power l< Li^ht Co 79/07/11 3pp 


t< Utlllig Final Safetij Analtjsis Report IFGARI St emendt 


7907030331 Forwards Aitiend 31 to appU-tatlon for QLi consis t i ng of 
responses to first round questions for F9AR 
8TAMPLEV.M L Mississippi Power U tlghit Co 79/06/29 4pp 


--7907030336 Amend 31 to FSAR 

« Mississippi Power & Light Co 79/06/29,. lOSOpp 


M Antitrust correspondence 


7907110307 Forwards petition on behalf of Municipal Energy Agency of MS 
requesting enforceaient of antitrust conditions of facility 
license PR notice end 

DEMT0M*H R Office of Nuclear Reactor Regulation 79/06/ J I ip 


— 79071J0320 Notice of 790529 filing of petition ty Municipal Energy 
Agency of MS requesting proceedings to enforce antitrust 
conditions of facility license 

DENTON. H R iJffice of Nuclear Reactor Regulation 79/06/ M Ip 


“-7907110D28 Forwards petition by Municipal Energy Agency of MS 
requBstiny that NRC coainience p roceed 1 ngs. per 10crR2 203. to 
require util to comply LT/antitrust conditions of facility 
1 1 cense 

KCDIARMID. R C Spiegel tc McDiarmid 79/05/39 Bpp 


<—7907110337 Confirms inquiry re status V interpretation of antitrust 
license- conditions in Proceeding 60-415-57 
MCOlARMlDjR C Spiegel & McDlarmid 78/09/23 7pp 


—79071(0343 City af Clarksdale.MS protests MS Power & Light svc 
scheduler p etit i ons to intervene fc requests l-’day 
suspensioTi consol ida t ion Correspondence A Certificate of 
8v< enc3 

KCOIARMID, R C > HORUOOPj J N Spiegel U McOiarmld 76/09/19 
130pp 


79070S0S99 Reiterates Municipal Energy Agency of MS opposition to 
allegations made by atty for MS Power t< Light re util 790110 
it 0313 Itrs Supporting documentatian 
MCDIARMID.R C Spiegel U McDiarmId 79/06/29 3pp 


Q Inspection reportsf 1£ Dulletins & correspondence 


79O702O36S Forwards IE Bulletin 79-05131 "Nuclear Incident at 
TMf - Buppl " 

□ 'RElLL/i xJ, P Region 3. Atlanta, Office of the Director 

79/04/21 2pp 


7907110331 Fopwarjds IE Info Notice 79-11, ^'Lower Reactor ifessel Head 
Insulation Support Problem " No action required 
O'REILLV.O P Region 2, Atlanta, Office of the Director 
79/05/07 ip 


7907100202 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched U. " Mo action required 

O'REILLY, J P Region 2. Atlantai Office of the Director 
79/05/16 2pp 


7907060361 Forwards IE Sulletln 79-1 1, "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys *' Licensee 
action required 

O'REILLV.J. P Region 2, Atlanta, Office of the Director 
79/05/22 ip 


7907030102 Forwirds IE Info Notice 79-13, "Indication of Low Mater 
Level in Oyster Creak Reactor '* 

O'REILLY, J P, Region 2, Atlanta. Office of the Director. 
79/05/29 ip. 


7907190332 Risponds to IE Bulletin 79-07 None of methods listed were 
used by Bechtel or GE -for seismic analysis of safety-related 
piping. 

DALE.L F Mississippi Power & tight Co. 79/05/29, 3pp 


7907190557 Responds to IE Bulletin 79-04. "Jncorrec t Heights for Swing 
Check Valves Nfg By Velan Engineering Corp " Ho swing choci 
valves mfg by Yelan Engineering used. 

DALE,L.F Mississippi Power tr Light Co 79/05/29. Ip, 


7907200200 Forwards IB Hullo tin 79-12, ‘’Short Period Scrams at DMR 
Facilities " Noi action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/05/31 2pp 


7907190160 Forwards suppl IE Bulletin 79-OlA. "Environ dual If Icati on ef 
Class IE Equipment iPef ic ienc les In Environ Qualification of 
ASCO Solenoid Valves! Action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/06 2pp 


7907060060 Forward* IE Info Notice 79-15, "Deficient Procedures " No 
action required 

O'REILLY, 'J P Region 2, Atlanta, Office of the Director 
79/06/07 2pp 


79070202L4 Forwards IE Info Notice 79-14, "Safety Class! f Ication of 
Electrical Cable Support 8ys " 

a'RElLLViJ P Region 2, Atlanta, Office of the Director 
79/06/11, ip 


7907190287 Ack receipt of 790601 Itr informing NRC of steps 'taken tt> 
correct violation noted in IE Insp Rept* 50-416/79-07 It 
50-417/ 79-07 

HDRPHY. C £ Region 3> Atlanta, Reactor Construction L Engineuving 

Support Branch 79/06/14 Ip 


—7907190303 Responds to NRC 790514 Itr re violation noted in IE Insp 
Rept* 50-416/79-07 It 50-4l7/79<-07 Corrective actions design 
drawing issued to reflect change 6 all Unit 1 field 
engineers reinstructed in requirement 

DALE, L F Mississippi Power & Light Co 79/06/01 Ip 


—7907190307 Forwards lE Insp Rept* 50-416/79-07 «, 50-417/79-07 on 
790403-06 (c notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction L 

Engineering Support Branch 79/03/14 2pp 


—7907190313 Notice of violation Prom insp on 790403-06 

» Raglan 2, Atlanta, Office of the Director 79/05/11 Ip 


—7907190319 IE Insp Repts 50-416/79-07 $t 50-417/79-07 on /90403-06 
Nonco-mpl iance noted failure to follow approved drawings 
during Instatlatton welding of safety-related structures 
BLAKE, J J Region 2, Atlanta. Office of the Director 
CONLDM, T E Region 8, Atlanta, Reactor Construction & 

Engineering Support Branch 79/05/11 5pp 


7907020389 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate *■ 

a'RElLLYfO P Region 2, Atlanta, Office of the Director 
79/06/20 Ip. 


7907120084 Forwards IE Bulletin 79-02, Revl sion 1, “Pipe Support Baso 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/06/21 Ip 


7907310024 Forwards IE Bulletin 79-13, "Crocking in Feedwater Sys 
Piping " No action required. 

O'REILLY* U P Region 2, Mlanta, Office of the Director 
79/06/25, 2pp 


7907110274 Forwards IE Circular 79-10, "Ptpef 1 ttings Mfg from 
Unacceptable Matl '' No action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/06/26 Spp 


7907180315 Forwards IE Circular 79-11, ’'Design/Const Interface 
Problem ** No action required 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/06/27 2pp 


7907100439 Forwards lE Circular 79-12, "Potential Diesel Oeneratof 
Turbocharger Problem. " No action required 

D'REILLV, J P Region 2, Atlanta, Office of the Director 
79/06/2B 2gp 


7907310258 Forward# IE Bulletin 79-14, ’'Belimic Analysis for As-BulU 
Safety-Related Piping Sys " Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director. 
79/07/02. Ip. 


79073103B4 Forwards IE Bulletin 79-15, “Deep Draft Pump Defictenclei 
Action required, 

D 'REILLY, J.P Region 2, Atlanta, Office of the Director 

79/07/11 2pp 
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B Reportab 1 B occurrences, LERs related correspondence 


7907030490 Forwards Interim Rept 1 for Reportable Deficiency 79/10 
Final repi will be submitted by 791116 

DALEnL F Hiselssippl Power (< Light Co 79/06/S0 Ip 


— 7907030493 Interim rept for Reportable Deficiency 79/10 on 790521 
problem Identified as gross failure output function of 
master 8( slave trip units of Rooemount 510 trip caltbr 
sys. Remedial action will be completed by 791116 
» Mississippi Power S< Light Co 79/06/20 Spp 


79070903S4 Advises of potential reportable deficiency submitted to 
JW Rausch oti 790323 re circuit separation discrepancies in 
generation control complexes Final rept will be submitted by 
791030 

DALEi L F Kississippi Power 8< Light Co 79/06/30 Ip 


7907190333 Forwards Interim Deficiency Rept 1 re gross failure output 
function of trip units 

DALEiL F. Mississippi Power & Light Co 79/06/20 Ip 


— 7907190534 Interim Deficiency Rept 1 re problem w/gross failure output 
function of master 6 slave trip units Plan* to submit final 
rept hg 791116 

* Mississippi Power t( Light Co 79/06/30 2pp 


U Congressional/Executive Correspondence 


7907160006 Forwards 790605 telegram rc status of license for facility 
Complains about rude treatment secretary received from 
NRC telephone operator 
HINSON* J House of Rep 79/06/11 ip 


— 7907160091 Requests action to expedite granting of license for 
fad 1 i ty 

HINSON, J House of Rep 79/06/05 Ip 


7907310133 Responds to 790605 Itr re delays In processing (< issuance of 
OL for facilities As result of TMI accident, NRC resource* 
have been diverted from previous work OL review* suspended, 
since subj facilities do not qualify for priority treatment 
oaSBICKiL V Office of the Executive Director for Operations 
79/06/29 2pp 


— 7907310136 Urges consideration of eoclo’’economi c Impact of moratorium 
qn issuance of OL* for facilities 
LIvmoSTQN, R L House of Rep 79/05/29 Ip 


7907310202 Responds to 790605 Itr re delays in processing tt issuance of 
OL for facilities As result of THI accldentiNRC resources 
have been diverted from previous work, OL reviews suspended, 
lines subj facilities do not qualify for priority treatment 
005SICK L, V Office of the Executive Director for Operations 
79/06/29 2pp 

— 7907310211 Forwards D Lutken, of MI Power It Light Co, 790524 telegram re 
Impact of delay & subsequent issuance of OL for facilities & 
statement outlining safety of proposed plant Requests 
comments l< info on subj 
COCHRAN,! B Senate 79/06/05 7pp 


7907310244 Responds to 790606 Itr le delays in processing t* Issuance of 
OL for facilities A* result of TMJ accidentiNRC resources 
have been diverted from previous work OL reviews suspended, 
since subj facilities do not qualify for priority treatment 
00&81CK,L V Office of the Executive Director for Operations 
79/06/29 2pp 


—7907310233 Forwards JM Wyatt, of LA Power «< Llgh.t Co. 790523 Itr re 
impact of delay & subsequent issuance of OL for facilities 
Requests comments info on subj. 

BREAUX, J House of Rep 79/06/06 3pp 

DOCKET 50"417 ORAWP OULF NUCLEAR STATION, UNIT 8 


A App Ucatlon/constructlon stage documents correspondence 


7907130404 Opposes licensing delay for plant Delay would be costly ^ 
could result In energy shortage in area. 

BTENNI8, J. C. Senate 79/05/35 ip. 

7907060106 Respond* to 790302 Itr re OA requirements for Avthoriied 
Insp Agency 

HAASBj VJ, P. Quality Assurance Branch. 79/06/01 2pp 


7907050346 Advises that House of Repr#e*ntat Ives has provided funds for 
addl personnel for PL license review. Expects Senate 
concurrence. 

LUTKEN, D.G. Mississippi Power U Light Co 79/06/25. Ip. 


7907060191 Forwards responses to FSAR Questions 231,2 3 4 7 0 9 in 

support of Amend 31 to application for licenses Affidavit 
for withholding end Rosponies withheld <ref iOCFR2 7901 
DALe,L F Mississippi Power 6 Light Co 79/06/29 Ip 


7907200390 Request* deletion of water stage monitoring from environ 
monitoring program Analysis shows correlation between 
recorder stage 6 surface water quality measurements can be 
rejected within 95 X confidence 

DALE, U F Mississippi Power It Light Co 79/07/10 Ip 


0 Adjudicatory correspondence 


7907030298 Ac k receipt of util 790619 Itr sent to Ofe of Nuclear 
Reactor Regulatlqn Municipal Energy Agency of MS disputoi 
many allegations contained in Itr Requests receipt of new 
info 

MCDIARMID, R C Spiegel (< McDiarmld 79/06/2i ip 


H General correspondence 


7907250356 Forwards Affidavit of Sve re distribution of Amend 31. 
in accordance w/Encl 1 of NRC 700627 Itr 

DALE, L F Mississippi Power h Light Co 79/07/11 2pp 


K Utility Final Safety Analysis Report (FSAR) it amends 


7907050321 Forwards Amend 3i to application for OL, consl sting of 
responses to first round question* for FBAR 

STAMPLEYiM U Mississippi Power it Light Co 79/06/29 4pp. 


— 7907050326 Amend 3i to FBAR 

» Mississippi Power «< Light Co 79/06/29 lODOpp 


M Antitrust correspondence 


7907110307 Forwards petition on behalf of Municipal Energy Agency of MS 
requesting enforcement of antitrust conditions of facility 
license FR notice end 

DENTON. H R Office of Nuclear Reactor Regirlatlon 79/06/11 Ip 


“•'7907110320 Notice of 790529 filing of petition by Municipal Energy 
Agency of MB requesting proceedings to onforce antitrust 
conditions of facility license 

DENTON, H R Office of Nuclear Reactor Regulation 79/06/li ip 


““7907110320 Forwards petition by Municipal Energy Agency of MS 
requesting that NRC commence proceed ings, per 10CFR2 202, to 
require util to comply w/antltrust conditions of facility 
license 

MCDIARMID, B C Spiegel McOlarmid. 79/05/29. Opp. 


— 7907110337 Confirms inquiry re status 6 interpretation of antitrust 
license conditions In Proceeding 60~415“57 
MCDIARHID,R C Spiegel McDiarmld 78/09/22 7pp. 


— 7907H0343 City of Clarksdale, MS protests MB Power U Light svc 
schedule, petitions to intervene Ic requests l“(fav 
suspension consolidation Correspondence & Certificate of 
Bve end. 

MCDIARMID. R G , HORNODD, J N Spiegel & McDlarmid 78/09/15, 
tOOpp 


7907050299 Reiterates Municipal Energy Agency of M3 oppoeltion to 
allegations made by atty for MB Power tt Light re util 790110 
0312 Itrs Supporting documentation 
MCDIARMID, R.C. Bptegel tt McDiarmid. 79/06/29 Dpp 


Q Inspection reports, IE Bulletins & correspondence 


7907020368 Forwards IE Bulletin 79'05B. "Nuclear Incident at 
TNI ~ Suppl " 

0 'REILLY, J P. , Region 2, Atlanta, Office of the Director, 
79/04/21. 2pp 


7907110331 Forwards IE Info Notice 79“11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required, 

Q'RElLLYfJ P Region S, Atlanta, Office of the Director 
79/05/07. Ip 


7907100802 Forward* IE Circular 79“O0i Attempted Extortion “ Low 
Enriched U " No action required 

D^RE1LLY,J P Region 8j Atlanta, Office of the Director. 
79/05/18. 2pp 
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79070603tJ Forwards IE 79-1 J. ''Faulty Os^ercurrmt Trip Devicp 

ir> Circuit Dreaker's for EtiglnBsTfld Saf-eti/ Sy» "• Lican&ae 
action rfr<iulrsrf 

O'REILLVfJ P fleslon 3, Atlanta, Office of the Director 

79/05/22 Ip 


7907030102 Forward* lE I n.f o Notice 79'13> *' Ini »ca t i on of Low Water 
Level In Oyster Creek Reactor " 

0'W£ILLV,J P Region 2, Atlanta. Office of the Director 
79/05/29 Ip 


7907190332 Responds to IE Dylletlji 79“07 None of njethads listed were 
used hy Qechte] or for seismic analysis of safe tg-rela ted 
piping 

OALE.L F Mississippi Power & Light Co 79/05/29 3pp 


7907190557 Responds to IE Bulletin 79''04. “ Inc orrec t Weights for Suing 
Check Valves Mfg fly Velan Engineering Corp " No suing check 
valves mfp by Velan Engineering used 

DALiE, L F Mississippi Power I Light Co 79/05/29 Jp 


7907200200 Farwards IE Dulletin 79*'ia. "Short Period Scrams at BWR 
Facilities " No action rei^uiired 

O'REILLY, JP Region 2, Atlanta, Office of the Director 

79/05/31 2pp 


7907190180 Forwards suppl IE Dolletin 79-OJA, "Environ OuaJ 1 fi cation of 
Class IE Ei^uipmenifc (Deficiencies in Environ OuaJ 1 f icat i on of 
ASCO Solenoid Valves! “ Action required 

O'REILLV. J P Region 2, Atlanta. Office of the Director 
79/0A/06 2pp 


79070AOO&0 Forwards IE Info Notice 79-J5. "Deficient Procedure* " Wo 
action required 

O'REILLY, J P Region 2^ Atlanta, Office of the Director 
79/06/07 2pp 


79070202H Forwards IE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support Eg* " 

D'ReiULV.J P rrrqioT) 2, Atlanta. Office of the Director 
79/06/ 1 1 Ip 


7907I9DSD7 Ack receipt of 790601 Jtr informing NRC of step* taken to 
correct violation noted In IE In*p Rept* 50-416/79-07 L 
50-417/79-07 

MJRPHV.’C B Region 2, Atlanta. Reactor Construction & Engineering 

Support Branch 79/06/14 Ip 


— 7907190303 Responds to NRC 790514 Itr re violation noted in IE Insp 
Repts 50-416/79-07 50-417/79-07 Corrective action* design 

dreuilng issued to reflect change it eU Unit 1 field 
engineers rejnstructed in requirement 

DALE. L F Mississippi Power h Light Co 79/06/01 Ip 


— 7907J90307 Forwards lE insp Repts 50-416/79-07 & 50-417/79-07 on 
790403-06 h notice of violation 

MURPHY, C E Region 2. Atlanta. Reactor Construction tr 

Engineering Support flranch 79/05/14 2pp 


— 7907190313 Notice of violation from insp on 790403-06 

a Region 2. Atlanta, Office of the Dirsctor 79/05/11 Ip 


— 7907190319 IE Insp Rapt* 50-416/79-07 te 50-417/79-07 on 790403-06 
Non cojnpl lance noted failure io follow approved drawings 
during installation welding of safety-related structures 
BLAKE. J J Region 2« Atlanta, Office of the Director 
CONLON, T E Region 2, Atlanta, Reactor Construction & 

Enginsering Support Branch 79/05/H 5pp 


7907020389 Forwards lE Info Notice 79-17, "Source Holder Assemblg 
Damage from Hisflt Setween Assembly S, Reactor Upper Qrld 
Piete - 

0'REILLY«0 P Region 2, Atlanta. Office of the Director 
79/06/20 Ip 


7907120084 Forwards IE Bulletin 79-02, Revi slon 1, '■'Pipe Support Base 
Plate Designs Using Concrete Ecpanelon Anchor Bolts " Action 
required 

O'REJLLYi J P Region 2. Atlanta, Office of the Director^ 

79/06/21 Ip. 


7907310024 Forwards IE Bulletin 79-13, "Cracking in Feedwater Sys 
Piping^ " No action required 

O'REILLY, J P Reglnn 2, Atlanta, Office of the Director 
79/06/25 2pp. 


7907111)274 Forwards IE Circular 79-10, "Pi pef lit i i^is Mfg from 
Unacceptable Matl. " No action required, 

O'REILLY, J.P Region S* Atlanta, Office of the Director. 
79/06/26 2pp 


7907160315 Forwards IE Circular 79-11, "Des ign/Const Interface 
Problem " No action required 

□ 'REILLY. J P Region 2. Atlanta, Office of the Director 
79/06/27 2pp 


7907180439 Forwards lE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

O'RElLLYiv! P Region 2, Atlanta. Office of the Director 
79/06/28 2pp 


7907310258 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Oullt 
Safety-Related Piping Sys “ Action required 
O'REILLY. JP Region 2, Atlanta, Office of the Director 
79/07/02 Jp 


7907310384 Forwards IE Bulletin 77-15. "Deep Draft Pump Deficiencies " 
Action required 

D'REILJ-Y. JP Region 2, Atlanta, Office of the Director 
79/07/11 2pp 


S Reportable occurrences, LEfts L related correspondence 


7907030490 Forwards Interim R»pt i for Reportable Deficiency 79/10 
Final rapt will be submitted by 791116 

DALE, L F Mississippi Power & Light Co 79/06/20 Ip 


—7907030493 Interim rept for Reportable Deficiency 79/10 on 790521 
problem identified as gross failure output function of 
master it slave trip units of Rosemount 5iO trip callbr 
sys Remedial action will be completed by 791116 
» Mississippi Power L Light Co 79/06/20 2pp 


7907090324 Advises of potential reportable deficiency submitted to 
JK Rausch on 790323 re circuit separation discrepancies in 
generation control complexes Final rept will be submitted by 
79i020 

DALE,L F. Mississippi Power L Light Co 79/06/20 Ip 


7907190523 Forwards Interim Deficiency Rept 1 re gross failure output 
function of trip units 

DALE, L F Mississippi Power L Light Co 79/06/20 Jp 


—7907190524 Interim Deficiency Rept 1 re problem w/gross failure output 
function of master L slave trip units Plans to submit final 
rept by 791116 

« Mississippi Power L Light Co 79/06/20 2pp 


O, Congress i onal /Executive Correspondence 


7907160086 Forwards 790605 telegram re status of license for facility 
Complains about rude treatment secretary received from 
NRC telephone operator 
HINSDN.J House of Rip 79/06/11 Ip 


—7907160091 Requests action to expedite granting of license for 
facility 

HINSON. J House of Rep 79/06/05 Ip 


7907310122 Responds to 790605 Itr re delays In processing L issuance of 
DL for facilities As result of TMI accident, NRC resources 
have been diverted from previous work OL reviews suspended, 
since subj facilities do not qualify for priority treatment 
OOSSICK.L V Office of the Executive Director for Operations 
79/06/29 2pp 


— 79O70I0136 Urges consideration of socio-economic Impact of moratorium 
on Issuance of OLs for facilities 
LiVINOSTONfR L House of Rep 79/05/29 Ip 


7907310202 Responds to 790605 Itr re delays In processing fc Issuance of 
OL for facilities As result of TMI accident, NRC resources 
have been diverted from previous work OL reviews suspended, 
since sub 4 facilities do not qualify for priority treatment 
CD8S1CK L V Office of the Executive Director for Operations 
79/06/29. 2pp 


— 7907310211 Forwards D Luikem of MI Power L Light Co, 790524 telegram re 
Impact of delay L subsequent issuance of OL for facilities & 
statement outlining safety of proposed plant Requests 
comments & Info on lubj 
COCHRAN, T B, Senate 79/06/05 7pp 


7907310244 Responds tn 790606 Itr re delays in processing U Issuance of 
OL for facilities As result of TMI accident. NRC resources 
have been diverted from previous work OL reviews suspended, 
since subj facilities do not qualify for priority treatment 
OOBSICKiL V* Office of the Executive Director for Operations, 
79/06/29, app. 
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*•*•7907310293 Foriuards JM Wi/attr of LA Power It Light Co. 790929 Itr re 
impact of delag & subsequent issuance of OL for facilities 
Requests comments (c info on subj 
DREAUX.^ House of Rep 79/06/06 3pp 


DOCKET 50-403 MILLSTONE NUCLEAR POWER STATION. UNIT 3 


A Application/construction stage documents 8( correspondence 


7907U0223 Summarg of 790513 meeting w/util & S&W in Dethesda.MD re 
fault in refueling water storage tank area 
JACKSON. R E Oeosciences Oranch 79/05/23 7pp 


7907260737 Requests extension of time to 790Q13 to respond to NRC 
79062? request for PWR licensee capabilities to antic ipate. 
respoind to unusual incidents 

COUNSIL.W O Northeast Utilities 79/07/16 Ip 


O Inspectio-n reports. lE Bulletins t. correspondence 


7907050929 Forwards IE Insp Rept 90-423/79-02 on 790313-lS No 
nonccAip Hance noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/04/24 2pp 


—7907050327 IE Insp Rept 90-423/79-02 on 790313-15 No noncompliance 
noted Major areas inspected general site work activities 
TOTH. A D . CERNE. A C Region 1. Philadelphia, Office of the 
Director MCOAUOHY. R W Region t. Philadelphia. Reactor 

Construction Engineering Support Oranch 79/04/20 lOpp 


7907110013 Forwards IE Insp Rept 90-423/79-03 on 790411-12 No 
noncomp 1 iance noted 

CARLSONi R T Region t. Philadelphia. Reactor Construction 

Enfiirveerlng Support Branch 79/03/15 2pp 


—7907110015 IE Insp Rept 50-423/79-03 on 790411-12 No noncompliance 
noted Major areas inspected design bases documents re 
taf etij-rela t ed piping 

TOTH.A D Region 1. Ph i ladel ph ia. Office of the Director 
HCOAUOHY. R W Region 1. Ph 1 ladelph ia. Reactor Construction U 

Engineering Support Branch 79/05/09 3pp 


7907060392 Forwards IE Bulletin 79-11, “Faulty Qvercurrent Trip Device 
in Circuit Breakers for Engineered Safety 6ys “ Licensee 
action rep.ulred 

■GRIER* D H Region 1. Philadelphia. Office of the Director 
79/05/22 1 p 


7907050160 Responds to IE Bulletin 7B-12B re atypical weld matl in 
reactor pressure vessel C-E is performing requested search 
will fubnit rapt to NRC by 790603 

CDUNSIL. N 0 Northeast Nuclear Energy Co (Northeast Utilities) 
79/05/24 Ip 


7907030041 Forwards IE Info Notice 79-13. “Indication of Lou Water 
Level in Oyster Creek Reactor ” No action required 
ORIER. D H Region ii Philadelphia. Office of the Director 
79/09/29 Ip 


7907090335 Responds to IE Bulletin 79-04 No Velan swing check valves In 
use. 

GOUNBILrW 0 Northeast Nuclear Energy Co (Northeast Utilities) 
79/05/30 ip 


7907190090 Respo-nds to IE Bulletin 79-07 No computer codes for Q&W 
seismic analysis of safety-related piping use Item 1 
methods Verification of NUPIPE 03/10 program version being 
addressed 

CGUNSlLrH. O Northeast Utilities 79/09/30 Ip 


7907J90106 Responds to IE Bulletin 79-09. No CE Type AK-2 circuit 
breakers will be used In safety-related sys 
COUNSIL.W 0 Northeast Utilities 79/09/30 Ip 


7907200114 Forwards IE Bulletin 79-12. “Bhort Period Scrams at BWR 
Facilities “ No action required 

ORIER.B H Region li Philadelphia. Office of the Director 
79/09/3 J Ip 


7907190069 Forwards suppl IE Bulletin 79-OlA. “Environ Ouali f Icatlon of 
Glass IE Equipment (Deficiencies in Environ dual if I cation of 
A8C0 Bolenoid Valves). “ Action required 

ORlERrB H. Region i. Philadelphia Office of the Director. 

79/06/06, ip. 


7907060106 Forwards lE Info Notice 79-13. “Deficient Procedures '* No 
action required 

ORIER. B H Region 1. Phi ladelphi a. Office of the Director 
79/06/07 ip 


7907020047 Forwards IE Info Notice 79-14. “Safety Classification of 
Electrical Cable Support Bya " 

OFIIER.D H Region 1. Philadelphia. Office of the Director 
79/06/11 ip 


7907100473 Forwards IE Info Notice 79-17, “Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate “ 

OAIER. B H Region 1. Ph 1 1 ad^lph ia. Office of the Director 
79/06/20 Ip 


79072306B1 Forwards IE Bulletin 79-02. Revi sion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts ’• 

Action required 

ORIER. D H Region 1. Philadelphia. Office of the Director 
79/06/Zi Ip 


7907120907 Forwards IE Bulletin 79-13. “Cracking in Feedwater Sys 
Piping “ No action required 

ORIER. B H Region 1. Ph 1 ladel phia. Office of the Director 
79/06/29 Ip 


7907060199 Forwards IE Circular 79-10. “Plpef i ttings Mfg from 
Unacceptable Matl “ No action required 

GRIER. D H Region 1. Philadelphia. Office of the Director 
79/06/26 Ip 


7907100420 Forwards IE Circular 79-11. “Design/Gonst Interface 
Problem " No action required 

ORIER. B H Region 1. Ph 1 ladelphia* Office of the Director 
79/06/27 ip 


7907110027 Forwards IE Circular 79-12. “Potentiql Diesel Generator 
Turbocharger Problem “ No action required 

GRIER. 0 H Region 1. Ph 1 ladelphia* Office of the Director 
79/06/28 ip 


7907100779 Forwards IE Bulletin 79-14. “Soismic Analysis for As-Built 
Safety-Related Piping Sys “ Action required 
GRIER. B H Region 1, Philadelphia. Office of the Director 
79/07/02 ip. 


7907270342 Forwards IE Bulletin 79-lS. “Deep Draft Pump Deficiencies “ 
Action required 

ORIER, D K Region 1. Philadelphia. Office of the Director 
79/07/11 ip 


7907310509 Forwards IE Circular 79-13. “Replacement of Diesel Fire 
Pump Starting Contactors “ No action required 
GRIER. B H Region i, Philadelphia. Office of the Director 
79/07/16 Ip 

DOCKET 90-434 ALVIN W VOOTLE NUCLEAR PLANT. UNIT I 


A Application/construction stago documents It correspondence 


7907030138 FOIA request for all documents relating to facility EI8 << 
all projects covered by EIB 

FLACK. G Hyer. Bowman. Stroup tc Plack 79/06/01 2pp 


7907030237 Responds to FDIA 79D601 request for documents re facility 
projects covered by E18 List ef available documents related 
to request end 

FELTON. vJ M Division of Rules and Recards 79/06/26 Bpp 


G Adjudicatory correspondence 


7907240341 Submits addl Info for Georgians Against Nuclear Energy 
request for reconsideration of petition for revocation of 
CP Alleges petitioners were misrepresented, that NEPA stds 
wire not followed it that clrcunstances have changed 
FLACK. G Myer. Bauman. Stroup & Flack. 79/07/17 21 pp 


H ueneiai correspondence 


7907090416 Summary of 790922 fneeting u/util << Region 2 personnel re 
insp it enforcement, enforcemant history & OA/QC authority 
MURPHY, C.C Region 2. Atlanta. Office of the Director. 79/09/29 
3pp 

I Financial Information 


7907090397 Forwards Annual Financial Repts 1978 for OA Power Co U 
Southern Co 

WHITMER.C F Oaorgia Power Co 79/07/02 Ip 
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'--79^07050134 Annual Ptfp* 1979 

• Th» Sojtt*rn Co 79/02/Z3 3?PP 


— 7'»070SD3'?4 Ar,ni,#I Firiancial Rfjjt 197Q 
* (JjDrjia Cc 77/0J/3I 34pp 


0 Intp^ction rtporti< IF OuHetmt & c err e$p ondenc e 


7907020742 Forw'ardi IE bulletin 79-035( "Wuclaar Incidsnt at 
TMI - Suppl •• 

O HEJLLy< J P Rfgicn 2. Atlanta. 0#fU» of th« Director 
79/04/21 2pp 


7907120523 Forwards IF Insp flepti 50-424/79-06 6 50-425/79-06 on 
790419-20 Ko honcerp t lancf noted 

MKTfPHir* C E Rtjion 2, Atlanta Reactor Construction ti Engineering 

Support Branch 79/05/02 2pp 


—7907120533 IE InSP Repts 50-424/79-06 I 50-425/79-06 on 790410-20 No 
ncncenp I lanc* noted Major areas inspected QC procedures, 
ultrasonic test eia->lnatlon of imbeds, p Iplng contractor 
procedures 6 outstanding open items 

H',94T.M D . HERpT. A R Region 3, Atlanta. Reactor Construction 6 

Engineering Support Branch 79/05/02 4pp 


7907UO329 Foryards IE Info Notice 79-11. “Lower Reactor Vessel Head 
Insulation Support Problen '' No action required 
O'flEitLV. J p Region 2, Atlanta. Office of the Director 
79/CS/07 2pp 


7907240259 Ack receipt pf 790607 Itr Inforflilng NRC pf »tops taken to 
correct violations noted in lE Insp Repts 50-424/ 7 9- 07 *< 

50-435/79-07 

HURPHV. C E Region 2. Atlanta. Reactor ConatriJC t * on fc Enginoar Ing 

Support Branch 79/06/lB Ip 


— 7907240270 Responds to NRC 790521 Itr re violation no tod in IE lri*P 
Repts 50-424/79-07 tt 50-425/79-07 Corrective actions OC 
Inspectors given procedure! instructions on tnotor shrift 
rotations 

STAFEA. R U Georgia Poiuer Co 79/06/07 2pp 


—7907240272 Forwards IE Insp Repts 50-424/79-07 h 30-4a5/79'-O7 on 
790489-27. notice of violation t< notice of deviatiors 
MURPHY. C E Region 2. Atlanta. Reactor Construe t ion & 

Engineering Support Dranch 79/05/21 Spp 


—7907240275 Notice oF violation from insp on 790429-27 

« Region 2. Atlanta. Office of the Director 79/D3/17 Ip 


— 7907340279 Notice of deviation from insp on 790425-27 

« Region 2. Atlanta. Office of the Director 79/05/17 ip 


—7907840295 IE Insp Repts 50-484/79-07 8c 50-429/79-07 on 790425-27 
Noncomp 1 iance noted failure to follow preventive ntairit 
procedures for saf otg-relatcd electrical components & 
failure to conform to concrete design commitments 
CQUOE. M J Region 2. Atlanta. Office of the Director 
HERDT, A R Region 2. Atlanta. Reactor Construction 84 

Engineering Support Branch 79/09/17 5pp 


7907100196 Forwards lE Circular 79-OB, "Attempted Eitortion - Lou 
Enriched U '* No action required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/09/jfi 3pp 


7907J10109 Forwards IE Bulletin 79-tl. 'Faulty Gverturrent Trip Device 
tn Circuit Breakers for Engineered Safettf Sys " Action 
reqwlrtcS ’ 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/05/22 3pp 


7907190518 Forwards IE Info Notice 79-17. "Source Holdor AssemPly Damafle 
from Misfit Between Assembly 8< Reactor Upper Grid Plato- " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/20 2pp 


7907120079 Forwards IE Bulletin 79-02. Rovi s ion 1. "Pipo Support Bofco 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Diroetor 
79/06/21 ip 


7907100135 Responds kg 790319 Itr re IE QuHetins 78-13. 12A I 12B 
Requests uteniifln to 750629 for response, due to C-E 
inability to file generic rept 
STAFFA. R N Georgia Power Co 79/05/24 ip 


7907100173 Responds to IE Bullekm 79-07 Action Items 2 L 4 not 
applicable No methods specified in Item 1 are used in LEAP 
analysis of safety-related piping 
STAFFA R N Georgia Power Co 79/05/24 2pp 


7907090411 Discusses meeting held in Atlanta. GA on 790522 Meeting wa 
beneficial L has provided for better understanding of insD It 
enforcement issues s r 

79%3/m’'’ip, *“*’'*'■ sf th. Dlr.ct.r 


n«.pontf. to IE Bull. tin No V.Un iwing ch.et v»lv,o 

STAFFA, R U Georgia Power Co 79/05/25 ip 


79073005BO Ack receipt of 79O607 itf informliig NRC of step-s taken to 
correct violations noted in IE Insp Repts 50-424/79-07 & 

50-425/79-07 

MURPHY, c E Reglo-n 2. Atlanta. Reactor Construction Erglnoorliio 
Support Branch 79/06/25 Ip 


7907310030 Forwards IE Bulletin 79-i3, "Cracking in pBOdwater Sus 
Piping " No action required 

^ fiogion 2. Atlanta. Office of the Director 
/t/OA/25 ^PP 


7907240268 Ack receipt of 790615 Ur Informing NRC of atans taken to 
correct violations noted In IE insp Repts 50-424/79-00 £« 

50-425/79-08 

*< En,in.,rln, 


7907030098 Forwards IE Info Notice 79-13, “Indication of Low Water 
D'RRIJ l 5 ^D**^*" Reactor " No action required 

79/05/29 2pp Atlanta. Office of the Director 

Bulletin 79-09 There are no OE Type AK-2 
srlFpi m safety-related sys at facility 

STAFFA. R W Otorgia Power Co 79/05/29 Ip ^ 


—7907240269 Responds to NRC 790524 Ur re violations notad In IE fiitn 
R«pts 50-424/79-00 !< 30-425/79-08 Corrective actions 
nonconformance repts ft stop action orders issued re backfill 
compliance expected by 790716 
STAFF AR,S w Geonglo Power Co 79/06/15 2pp 


7907200198 Forwards IE Bulletin 79-12. 
Facilities " Ho action required 

^ Region 2, Atlanta, 
79/05/31 2pp 


"Short Period Scrams at BWR 
Office of the Director 




7907IB03U Forwards lE Circular 79-11. 
Problem •» No action required 

^ Region 2. Atlanta, 
79/06/27 2pp 


"Oes ign/Const Interface 
Office of the Director, 


IZtufWl “ N» .ctlsn raquir,il 

79/M/M Spp ‘.t' BIrector. 


7907060059 Forwards 
action required 
0 'REILLY. J p 
79/06/07 app 


IE Info Notice 79-15, 
R«giOh 2, Atlanta, pffj 


"Deficient Procedures 
ce of the Director 


No 


7907020211 Forwards IE Info Notice 
Electrical Cable Support Sui “ 


"Safety CTesftificatl 
ct of the Director 


on 


of 


1® B.n.Un 79-14, «a,i.»lc An.li,.l. 
79/07/M app O*'''*" of BI.-,ctor 


for As»Butll 


7907310383 Forwards !£ Bulletin 79-15. "Deep 
Action required 

79/07/ 11' Ip Region 2, Atlanta, Office 


Draft Pump DaficlfncUt '* 
of the Director 
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DOCKET 50-425 ALViN W VOOTLE NUCLEAR PLANT, UNIT 2 


A App 1 icistion/construction stage docu/nonts 5c correspondence 


7707030138 FOIA request for all documents relating to facility EI8 & 
all projects covered by EIS 

FLACKiO Myeri Douman, Stroup t< Flack 77/06/01 Spp 


7907030237 Responds to FDlA 790601 request for documents re facility 
projects covered by EIS List of available documents related 
to request end 

FELTON, J N Division of Rules and Records 79/06/26 2pp 


0 Adjudicatory corfespondence 


7907240341 Submits addl info for Georgianis Against Nuclear Energy 
request for reconsideration of petition for revocation of 
CP A1 1 egos ^etl t loners were mi srepresented, that NEPA stds 
were not followed 5< that c Ircunstanc es have changed 
FLACKi 9 Myer, Dauman, Stroup it Flack 79/07/17 21 pp 


H General correspondence 


7907090416 Summary of 790522 meeting w/utll 5< Region 2 personnel re 
losp 8c enf ore ement, enforcement history 5< QA/OC authority 
MURPHY, C e Region 2, Atlanta. Office of the Director 79/05/29 
3pp 


I Financial information 


7907090357 Forwards Annual Financial Repts 197B for OA Power Co & 
Southern Co 

WHITHER, C F Georgia Power Co 79/07/02 Ip 


—7907090384 Annual Financial Rept 1978 
a The Southern Co 79/02/80 39PP 


— 79070S0394 Annual Financial Repi 1970 
a Georgia Power Co 79/01/31 34pp. 


Q Inspsctlon reports, IE Dulletins 5< correspondence 


790702034B Forwards IE Dulletln 79-05D, ''Nuclear Incident at 
TMl-8uppl " 

O'REILLY^J P Region 2. Atlanta, Office of the Director 
79/04/21 2pp 


7907090411 Discuoaes jjioeting held In AtlantaiOA on 790922 MBStlng was 
beneficial St has provided for bettor understanding of Insp 6 
enforcement issues 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/05/29 2pp 

7907100163 Responds to IE Dulletln 79-04 No Velar swing check valves 
in use 

BTAFFA, R W Georgia Power Co 79/05/29 Ip 

790703009B Forwards IB Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creak Reactor " No action required 
0'RElLLy,J P Region 2j Atlanta, Office Of the Director 

79/09/29 2pp 


7907090144 Responds to IE Dulletln 79-09. There are no OE Type AK-2 
circuit breakars in any sa f ety-relatod sys at facility 
STAFFA, RW Oeargia Power Co 79/09/29 Ip 


790720019B Forwards IE Bulletin 79-12, "Short Period Scrams at BWR 
Facllitlai " No action required 

O'REIH-Yi J. P Region 2. Atlanta, Office of the Director 
79/09/31 2pp. 


7907190179 Forwards suppl IE aulletin 79-OlA, "Environ Qua 1 i Pica felon of 
Class IE Equipment 1 Deficiencies in Environ Qualification of 
ASCO Solenoid Valvesl " Action required 

O'REILLY.J P Region 2, Atlanta* Office of the Director 
79/06/06 2pp. 


7907060099 Forwards IE Info Notice 79-15, "Deficient Proceduree, No 
action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 
79/06/07 2pp 


7907020211 Forwards IE Info Notice 79-14, "Safety CUsH f i cat ion of 
Electrical Cable Support Sys " 

O'REILLY, J P Region 2, Atlanta, Office of the Dtrec feor. 
79/06/11 Ip 


7707240299 Ac k receipt of 790607 Itr informing NRC of steps talcen to 
correct violations noted in IE Insp Repfefi 90-484/79-07 5e 
90-489/79-07 

MURPHY, C E Region 8, Atlanta, Reactor Cons feructian 5< Engineering 

Support Branch 79/06/18 Ip 


—7907240370 Responds to NRC 790981 Ur re violation noted in IE Insp 
Repts 90-424/79-07 «< 90-425/79-07 Corrective actions QG 
inspectors given procedural instructions on motor shaft 
rotations 

STAFFAiR U Georgia Power Co 79/06/07 2pp 


7707120923 Forwards IE Insp Repts SO-424/79-06 8< 90-429/79-06 on 
790410-20 No noncomp 1 iance noted 

MURPHY, C E Region 8, Atlanta, Reactor Construction I, Engineering 

Support Branch 79/09/02 2pp 


—7907240372 Forwards IE Insp Repts 90-424/79-07 U 50-423/79-07 on 
790425-87, notice df violation & notice of deviation 
MURPHY.C E Repion 2, Atlanta, Reactor Construction 8, 

Engineering Support Branch. 79/09/81 2pp, 


—7907120533 IE Insp Repts 30-424/79-06 & 90-423/79-06 on 790410-20 No 
noncomp 1 iance noted Major arefs inspected, OC procedures, 
ultrasonic test examination of imbeds, p iptng contractor 
procedures I, outstanding open items 

HUNTiM D I HERDTiA R Region 8. Atlanta, Reactor Construction it 

EnBlTieering Support Dranch 79/05/02 4pp 


7907110329 Forwards IE Info Notice 79-11, "Lquer Reactor Veieel Head 
Insulation Support Problem " No action required 
O'REILLY, UP Region 2, Atlanta, Office of the Director. 
79/05/07. 2pp, 


7907100196 Forwards IE Circular 79-08, "Attempted Extortion - Lou 
Enriched U " No action required 

O'REILLY, U P Region 2, Atlanta, Office of the Director 
79/05/18 2pp 


—7907240279 Notice of Violation from 
a Region 2, Atlanta, Office of 


Insp on 790429-87 

the Director 79/03/17. 


Ip 


—7907240270 Notice of deviation from 
a Region 8, Atlanta, Office of 


Insp on 790425-27 

the Director 79/05/17. 


Ip 


—7907240205 IE Insp Repts 90-424/79-07 it 30-423/79-07 on 790423-27, 
Noncompliance noted* fai lure to follow preventive malnt 
procedures for safety-related electrical components 6 
failure to conform to concrete design commitments 
ODUOEiM J Region 2, Atlanta, Office of the Director 
HERDTi A R Region 2, Atlanta, Reactor Construction (t 

Engineering Support Branch. 79/05/17. 5pp 


7907110109 Forwards IE Bulletin 79-11, "Faulty flvercurrent Trip Device 
in Circuit Breakers for Engineered Safety 0ye. " Action 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/22 2pp. 


7907100133 Responds to 790319 Ur re IE Bylletine 78-12, 12A 6 12B. 
Requests extension to 790689 for response, due to C-E 
inability to file generic rept 
STAFFA, R. W Georgia Power Co 79/09/24. Ip. 


7907190910 Forward* IE Info Notice 79-J7i "Source Holder Assembly Damage 
from Misfit Between Assembly 8( Reactor Upper Grid Plate " 

O'REILLY, J, P Region 8, Atlanta, Office of the Director. 

79/06/80. 8pp 


790718007-9 Foruard* IE Bulletin 79-02, Rev i si on 1, "Pipe Support Das# 
Plate Designs Using Concrete Expansion Anchor Bolts " Action, 
required. 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/06/21. Ip 


7907100173 Responds to IE Bulletin 79-07. Action Items 2 L 4 not 
applicable No methods specified in Item 1 are used in LEAP 
computer code for seismic analysis of sa fety— related piping 
8TAFFA, R W, Georgia Power Go. 79/09/24. 2pp. 


79O73OO90<> Ack receipt of 790607 Ur informing NRC of steps taken to 
correct violations noted in IE Imp Repts 90-424/79-07 it 
90-429/7 9-07 

MURPHYiC.E. Region 8, Atlanta, Reactor Construction if Engineering 
Support Branch. 79/06/89, ip 
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7907310020 Fot-ijjflrda lE HuHetln 79-13, 
Piping " Nci action re<^uSred 
Q 'REILLY, J p Rogion 2i Atlanta, 

79/OS/aS app 


‘'Cracking In Fecdtyatfit Sij« 
Office of the Director 


^''7907190014 "Revieu of Info Meeds for Design of Hagnesioni Oxide Core 
Retention Devlc* » 

* Sandia Latoratories 79/05/23 I9pp 


7907240260 Acjc receipt of 790615 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repfcs 50-424/79-08 Ic 
ao-425/ 77-00 

MURPHY* C E Region 2, Atlanta, Reactor Cons troc tioxi Engineering 

Support Branch 79/06/26 Ip 


7707310152 Requests analysis re impacts that may result from 
release of insoluble core debris particles into open 
ocean environ follpuing a postulated core-melt accident at 
floating nuclear potuer plant 

RAULARO, R L Environmental Projects Oranch 1 79/06/14 3pp 


—7907240269 Responds to NRC 790524 1 tr re Violations noted in lE Jnso 
Repts 30-424/79-08 50-425/79-06 Corrective actions 

nonconformance repts tt stop action orders issued re hackfiU 
operations Full compliance expected by 790716 
STAFFAR, R U Oeorgia Power Co 79/05/15 2pp 


7907180311 Forwards fE Circular 79-iJ:, ''Design/Const Interface 
Problem »’ No action required 

O'REILLY, J P Region 2. Atianta, Office of the Director 
79/06/27 2pp 


7907250300 Provides addl info for plane design rept re effect of core 
ladle on reactor cavity pressure analysis 

HAOA.P D Offshore Pouter Systems Isubs of yestinphouse Electric 
Corp > 79/07/i i Ip 


7907170180 Foruards assessment of potential impacts of releases of 
insoluble core debris follouiing postulated core melt 
accident Transport of rad i oae t ivl ty as particulate matter is 
considered highly unlikely 

HAOA*P Q Offshore Power Bystems isubs of Uestlnghouse EUctric 
Corp ) 79/07/13 35pp 


7907190436 Faruar-ds IE Circular 79-ia, "Potential Dlese] Generator 
Turbocharger Problem " No action required 

D’llElULYfU P Region 2, Atlanta. Office of the Director 
79/06/SB 2pp 


7907270173 Discusses effect of core ladle on reactor cavity pressure 
analysis Supersedes 790711 \tr 

HAOA, P a Offshore Power Systems (subs of Westlnghpose Electric 
Corp ) 79/07/19 Ip 


7907310234 Forwards IE Bulletin 79-14. •’'Seismic Analysis for As-BuUt 
Safety-PolatEd Piping Sys " Action required 
O'REILLY, JP Region 2. Atlanta, Office of the Director 
79/D7/02 2pp 


7907310303 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

O-’RElLLy. J p Regior} 2, Atlanta. Office of the Director 
79/07/11 ip 


D NRC Draft/Finel Environmental Statemente. supple tc correspondence 


7901110260 Forwards FES. Part 3 ( NUREO-0502, Dec 1970) re comparison of 
risks from accidental releases of radioactivity for 
floating & land-based nuclear plants Distribution list 
end M/o FES 

OALLARD. R U Environmental Projects Branch 1 79/Ol/OB 16pp 


0 Adjudicatory correspondence 


DGCRET 50-426 ALVIM W VDOTLE NUCLEAR PLANT. UNIT 3 
A Appl Ication/conetruc t j on stage documents correspondence 


7907030138 FOIA request for el] documents relating to facility ElS ie 
all projects covered by EIS 

FLACK » 0 Myer, 0■o\J-a^, Stroup tc Flack 79/06/01 Spg 


7907030237 Resj)or>ds to FQIA 790601 request for documents re facility 
EI9 & projects covered by EJS List of available documents 
Telated to request enM 

FELTON. ■/ rt Division of Eules and Records 79/06/26 3pp 


DOCKET 90-427 ALVIN M VOCJTLE NUCLEAR PLANT. UNIT 4 
A App I icatlan/constr uction stags documents ft correspondence 


7907030J3B FOiA request for all documents relating to facility CI3 $< 
all projects covered by EJ0 

FLACKED Nyer, Dowman, Stroup & Flack 79/06/01 2pp 


7907030237 Responds to FOIA 790601 request for documents re facility 
EIS 6 projects covered btj EiS List of avaiJable documents 
related to request end 

FELTON, J M Division of Rules and Record* 79/06/26 2pp 


7907100690 Requests determination of dat? for Board to visit proposed 
faci 1 ity si te 

tfOLFE.S j Atomic Safety and Licensing Board Panel 79/05/25 Ip 


7907290421 Forwards Offshore Power Sy* 790S02 proposed partial findings 
of fact in form of proposed initial decision 

C0MAN.D,2 , OAUCHERTV. T M , KENRICK, J R Eckert. Seamans, Cherin it 
MelUtt 79/06/OJ Ip 


— 79O72SD420 Proposed partial findings of fact in form of proposed 
initial decision submitted by Offshore Power Sys to ASLB 
Diftcueses each contention admitted as Issue in controversy 
<< ASLO questions Certificate of Sve and 

COWAN, B z , OaU(JHERTY, r. N f KENDRICK, J R Eckert, Seamans, Cherin 
it Mallott. 79/06/01 i99pp 


790719020B Rasponds to 790900 1 tfs opposing floating nuclear plant 
design Vendor application for mfg license is in ASLB 
hearing process Forwards explanation of reactor licensing 
process 

DENTOM.hr Office of Nuclear Reactor Regulation 79/06/09 9pp 


—•7907190215 Request* reply to 790400 Itr re approval of floating 
nuclear plants off FL eo«it 

rOOHER, J L Affiliation Unknown 79/05/08 Ip 


DOCKET 50-433 UC -SANTA BARBARA RESEARCH REACTOR 
0 tnspactiot* reportSf lE Bulletins 5 corr espondance 


—7907190220 Opposes floating nuclear plants because of potential breather 
dangers 

TOQHER.V U Affiliation Unknown 79/04/08 Ip 


7907230999 Forwards IE Info Notice 79-16. "Nuclear Incident at TMI " 
Md action required 

EMOELKEM, B H Region 5, San Francisco. Office of tfie Director 
79/06/22 Ip 


7907230769 Forwards IE Info Notice 79-IB. "Sky lab Reentry “ No action 
required 

ENDELKENiR H RBginn 5, San Francisco. Qffics of the Director. 
79/07/05, Ip 


IQCKET 8TN-90-437 FLOATING NUCLEAR PLANT 


k App Ucatlqn/cdnstruc tldtt stage document* & correspoAdence 


'90719000B Foruards Sandla Lab comments an rapt S6AS9 'Tjoatlng 
Nuclear Flqnt Core Ladle Design b Safety Eyatuat 1 on. 

BAERrR L Light Water Reactors Branch 2 79/05/05 4pp 


790716D731 Requests extension until 790010 to file proposed partial 
findings of fact Certificate of Bve end 
80HINK1,BM Branch 3 79/06/13 3pp 


O Advisory Committee on Reactor Bafaguards reports 5 correspondence 


7907300290 Notification of 790627 meeting W/util in Washing ton, DC to 
discuss proposed core ladle design using magnesium oxide 
bricks Distribution list 5 presentation schedule end 
BIRKELjR a, Light Hater Reactors Branch 2 79/06/20 6pp 


0, Inspection reports. IE Dulletlns ic correspondence 


7907020332 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI 8upp 1 " 

Q^RElLLYr*! F Region 2> Atlanta. Office of the Director 

79/OA/ai Ip. 
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79071 103I0 ForwariJs lE Info Notice "Lou/er Reactor Vetsel Head 

Insulation Support Problem " No action required 
O'REILLYi J P Region 3, Atlanta. Office of the Director 
79/03/07 Ip 


7907100023 Forwards IE Circular 79‘-O0i "Attempted Extortion - Loid 
Enriched U " No action required 

O'RElLLy. J P Region 2. Atlanta, Office of the Director 
79/05/lB Ip 


7907100036 Forwards IE Circular 79-O0< "Attempted Extortion - Low 
Enriched U “ No action required 

□ 'REILLY ii -J P Region 2, Atlanta* Office of the Director 
79/05/10 Ip 


79070&0330 Forwards IE Bulletin 79-1 li "Faulty Ovorcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sy» " Licensee 
action required 

D'REILLY.J P Region 2, Atlanta, Office of the Director 
79/05/22 Ip 


7907030003 Forwards IE Info Notice 79-13, "Indication of Lou Uater 
Level in Ouster Creek Reactor *' 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/29 Ip 


7907200237 Foruard® IE Bulletin 79-12, "Short Period Scrams at DWR 
Facilities " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/31 Ip 


7907020371 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly Reactor Upper Grid 
Plate " 

□ 'REILLY, U P Region 2. Atlanta, Office of the Director 
79/06/20 1 p 


7907120131 Forwards IE Bulletin 79-02. Rovl si on 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts *' Action 
required 

O'REILLY* J P Region 2, Atlanta, Office of the Director 
79/06/21, Ip 


7907160343 Forwards IE Circular 79-11, "Design/Const Interface 
Problem " No action required 

□ 'RElLLYiU P Region 2, Atlanta, Office of the Director 
79/06/27 Ip 


7907190447 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/20 Ip 


7907310262 Forwards IE Bulletin 79-14. “Seismic Analysis for As-Dullt 
Sef cty-Related Piping Sys " Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/07/02 3pp 


7907250293 Discusses problems experienced w/plpe support baseline 
d<fign*as outlined In IE Bulletin 79-02 L transmitted to 
A6LQ on 761207 Criteria for design of steel embedments 
prevents problems occurring 

HAGA, P D Offshore Power Systems (sobs of Nestinghouse Electric 
Corp > 79/07/09 Ip 


7907310391 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies *' 
Action required 

□ -'REILLY. J P Region 2, Atlanta, Office of the Director 
79/07/11 Ip 


DOCKET 30-430 DELLEFONTE NUCLEAR PLANT, UNIT I 


A App 1 1 cati un/construction stage documents correspondence 


7907II0699 Koti f icati on of 790614 meeting u/util in BethesdaiMD to 
iflscuis southern Appalachian region tectonic study 
STAHLEiC. W Light Water Reactors Branch 4 79/06/11 3pp 

7907060309 Forwards "Bouthern Appalachian Tectonic 9tudy " 
OIULELANO, U E, Tennessee Ualley Authority 79/06/20 2pp 


—7907060316 "Southern Appalachian Tectonic Study " Dversixe maps end 
8EAY.W H Tennessee Valley Authority 79/01/31 e4pp 

Q Inspection reports, IE Bulletins !< correspondence 


7907020343 Forwards IE Bulletin 79-03Di "Nuclear Incident at 
THI-auppl " 

O^RElLLYi J. F, Region 2, Atlanta, Office of the Director. 
79/04/21 3pp 


790 7050 1 34 Forwards IE Insp Repts 5O-430/79-OB Ic 50-439/79-00 on 
790410-13 No noncomp 1 lane e noted 

MURPHY, C E Region 2, Atlanta. Reactor Construction S< Engineering 

Support Branch 79/05/03 2pp 


—7907030143 IE Insp Repts 50-438/79-00 t< 50-439/79-08 on 790410-13 No 
non c omp 1 lane B noted Major areas inspected const status, 
housekeep ing, slab placeTnent, storage & preventive maint 
WRIOHT.R W Region 2, Atlanta, Office of the Director 

HERDT,A R Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 79/05/03 5pp 


7907110335 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem " No action raqgired 
O^RElLLYfJ P Region 2, Atlanta, Office of the Director 

79/05/07 3pp 


7907030140 Forwards IE Info Notice 79-12. "Attempted Damage tn New 
Fuel Assemblies " No action required 

O'REIULV, J P Region 2, Atlanta. Office of the Director 

79/05/10 3pp 


7907100207 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY, J P Region 2» Atlanta. Office of the Director 

79/03/10 2pp> 


79072401B1 Forwards IE Insp IRepts 30-438/79-09 U 90-439/79-09 on 
790417-19 No noncomp I ianc e noted 

MURPHY* C E Region 2. Atlanta, Reactor Construction I, Engineering 

Support Branch 79/05/21 Spp 


—7907240106 lE Insp Repts 50-438/79-09 S( 50-439/79-09 on 790417-19 No 
noncompl ianca noted Major areas inspected reactor coolant 
pressure boundary piping I, safety-related piping records, 

VAN D00RN,P K Region 2, Atlanta, Office of the Director 
CONLON, T E Region 3, Chicago, Office o# the Director 
79/03/17 3pp 


7907110100 Forwards IE Bulletin 79-11, "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety 9ys " Action 
required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/05/22 3pp 


7907030105 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " No action required 
O'REILLY, J P Region S, Atlanta, Office of the Director 
79/05/29 3pp 


7907190207 Responds to IE Bulletin 79-04 Specified Velan swing 
check valves have not been installed or scheduled for 
Installation in any Geismic Category 1 piping syi 
GILLELAND, JE Tennessee Valley Authority 79/05/31 3pp 


7907200210 Forwards IE Bulletin 79-12, "Short Period Scrams at DWR 
Facilities " No action required 

D'REILLYiU P Region 2, Atlanta, Office of the Director 
79/05/31 2pp- 


7907310170 Forwaras response to IE Dulletln 79-07 re seismic stress 
analysis of safety-related piping Invostigat i on ef non-N6B0 
sys revealed no dynamic seismic piping analysis was 
performed utilizing algebraic summation of components 
GILLELAND, J £ Tennessee Valley Authority 79/05/31. llpp 


7907190191 Forwards suppl IE Bulletin 79-OlA* "Environ Ouali f lea tlon Of 
Class IE Equipment (Deficiencies In Environ Gual i f Ication of 
ABCO Solenoid Valvoq) " Action required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/06/06 3pp 


7907060064 Forwards IE Info Notice 79-15, "Deficient Procedures." No 
action required 

O'REILLY, J.P Region 2, Atlanta, Office of the Director, 
79/06/07 2pp 


7907020220 Forwards IE Info Notice 79-14# "Safety Classification of 
Electrical Cable Support Sys " 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/06/11 ip 


7907030393 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
79/06/20 Ip 
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77071S0104 Forwards IE Bulletin 79-0&i Revl s ion i< ‘'Pipe Support Dase 
Plate Desifin.4 Concrete Expansion Anchor Bolts. " Action 

requ 1 red 

O'RElLi-Y^xi P Region 2, Atlanta. Office of the Director 

79/Ci>/2i Ip 


7907310029 Forwards IE Dulletin 79-13. "Cractlnfi in Feedwater Bgs 
Piping No action required 

0^nElLLY»J P RegioTi S. Atlanta. Office of the Director 

79/0^,/23 3pp 


7907030346 Forwards response to IE Insp Repts 30-430/79-11 <« 
30-439/79-11 Infraction failure to feUou procedures for 
control of welding nnatls Caused bij emploi^ee error Corrective 
actions briefing personnel re requirenien ts i* surveillance 
OILLELAND. J E Tennessee VaUeg Authority 79/Oh/2h Spp 


7907030430 Responds to 79062A Itr re Insp Repts 3D-43B/79-05 U 
S0“439/79-03 Corrective action QA training Implemented 
Nelds corrected by June 1900 

OILLELAND. J E Tennessee Valley Authority 79/06/2^ Spp 


7907160321 Forwards IE Circular 79-1 1. “Des ign/Const Interface 
Problem " No action required 

O^R-CILLYf J P Region 2, Atlanta, Office of the Director 
79/06/27 2pp 


7907160443 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem “ No action required 

O'REIULY.J P ftegion 2. Atlanta, Office of the Director 
79/06/28 3pp 


7907310263 Forwards IE Dullotin 79-14, "Seismic Analysis for As-Dollt 
Baf e ty-Re la ted Piping Sys '' Action required 
□ 'REILLY.J P Region 2. Atlanta. Office of the Director 

79/D7/02 3pp 


7907310307 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

Q 'REILLY. J P Region 2, Atlanta. Office of t^e Director 
79/07/11 2pp 


7907240231 Forwards tE Circular 79-53. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
a^REILLY.J P Region 2, Atlanta. Office of the Director 
79/07/13 3pp 

S Reportable occurrences. LEfi* ti related correspondence 


7907090331 Forurards first interim deficiency rept re water found in 
rock anchor tendon head protective grease cans Nest rept 
will be submitted by 791123 

OILLELANDiJ E Tennessee Valley Authority 79/06/22 Ip 

--7907090343 First Interim deficiency rept re water found In rack anchor 
tendon head protective grease cans Investigations will 
attempt to identify all effected anchor tendons & locate 
sour Cl of water 

* Tennessee Valley Authority 79/06/22 Ip 

7907260779 Forwards second interim deficiency rapt re blown fusee Ih 
low voltage switch gear 

MILLS, LM Tennessee Valley Authority 79/07/19 Ip 

— 7907260793 Second Interim deficiency rept on 790423 upon energlxlng 
main breaker on Uestinghouse lou voltage metal Type 
D3 twi tc hgear. f uees an primary side of main bus potential 
transformers bleu, Cause unknown 
e Tennessee Valley Authority. 79/07/26 Ip. 

DOCKET 30-439 DELLEF0N7E NUCLEAR PLANT. UNIT 2 


A Application/construction stage documents It correspondince 


7907110699 Notification of 790614 meeting w/utll in Bethtsda.MD to 
discuss southern Appelachian region tectonic study 
STAHLE. C R Light Water Reactors Branch 4, 79/06/11 3pp 


7907060309 Farwardi "Southern Appalachian Tectonic 6tudy “ 
OILLELAND. U E Tennessee Velliy Authority 79/06/20 2pp 


— 7907060316 "Southern Appalachian Tectonic Study.'* Overslie maps end, 
6EAV, W H Tennessee Valley Authority. 7<7/01/31. 04pp, 

Q Inspection reports. IE Bulletins fU correspondence 


7907020343 Forwerds IE Rullettn 79-091}. "Nuclear Incident at 
TMI-Suppl. " 

O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/04/21. 3pp. 


7907090134 Forwards IE Insp Repts 50-430/79-00 It 90-439/79-00 on 
790410-13 No noncompliance noted 

MURPHY. C E ReglDo 2. Atlanta. Reactor Construction & Engineering 

Support Branch 79/09/03 2pp 


— 7907030143 IE Insp Repts 50-430/79-08 8c 30-439/79-00 on 790410-13 No 
noncomp 1 lance noted Major areas Inspected const status, 
house k eep ing r s 1 ab p lacement. storage 8. preventive maint 
MRIOHT. R W Region 2. Atlanta, Office of the Director 

'HERDT.AR Region 2. Atlanta, Reactor Construction 8« 

Engineering Support Branch 79/09/03 5pp 


7907110335 Forwards IE Info Notice 79-11. "Lower Reactor Vessel Head 
Insulation Support Problem *' No action required 
O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/09/07 3pp 


7907030140 Forwards lE Info Notice 79-12, "Attempted Damage to New 
Furl Assemblies ** No action required 

Q'REiLLViJ P Region 2. Atlanta, Office of the Director 
79/09/10 3pp 


7907100207 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/09/10 2pp 


79072401QI Forwards IE Insp Repts 50-439/79-09 & 30-437/79-09 an 
770417-19 No none omp 1 lance noted 

MURPHY, C E Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch 79/03/21 2pp 


— 7907240186 IE Insp Repts 90-436/79-09 L 30-439/79-09 on 790417-19 No 
noncompt iance noted Major areas inspected reactor coolant 
pressure boundary piping L saf ety-r elated piping records 
VAN DOORN,P K Region 2. Atlanta, Office of the Director 
CONLON, T E Region □, Chicago, Office of the Director 
79/03/17 Spp 


790711010B Forwards IE Bulletin 79-11, "Faulty Overcorrent Trip Device 
in Circuit Driakers for Engineered Safety Sys " Action 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/09/22 3pp 


7907030109 Forwards IE Info Notice 79-13. "Indication of Lou Water 
Level in Oyster Creek Reactor " No action required 
□ 'REILLY. J P Region 2. Atlanta. Office of the Director 

79/05/29 3pp 


7907190207 Responds to IE Dulletln 79-04 Specified Velan .suing 
check valves have not been installed or scheduled for 
installation In any Seismic Category I piping sys 
OILLELAND, J E Tennessee Valley Authority 79/09/31 3pp 


7907200210 Forwards IE Dulletln 79-12. "Short Period Scrams at BWR 
Facilities ** No action required 

O'REILLY. J P Region 3. Atlanta. Office of the Director 
79/0S/31 2pp 


7907310170 Forwards response to IE Bulletin 79-07 re seismic stress 
analysis of safety-related piping Investigation of non-N899 
sys revealed no dynamic seismic piping analysis was 
performed utilizing algebraic summation of components 
OlLLELANDiJ E Tennessee Valley Authority 79/09/31 ilpp 


7907190191 Forwards suppl IE Bulletin 79-OlA, "Environ Oual if icatlon of 
Class IE Equipment (Dsflclencles in Environ Qualification of 
ABCa Bolinold Valves) " Action required 

D'REILLVid P Region 2. Atlanta, Office of the Director 
77/06/06, 3pp 


7907060064 Forwards lE Info Notice 79-19, "Deficient Procedures " No 
action required 

O'REILLY, J P Region 2, AtUnta, Office of the Director. 

79/06/07 2pp, 


7907020220 Forwards IE Info Notice 79-14. "Safety Classification of , 

Electrical Cable Support Byi " [ 

O'REILLY, J P, Region 2. Atlanta, Office of the Director t 

79/06/U. Ip I 

r 

7907020393 Forwards IE Info Notice 79-17. "Source Holder Assembly I 

Damage from Misfit Betwsan Assembly 6 Reactor Upper Orld j 

Plate. " I 

O'REILLY, J P. Region 2. Atlanta. Office of the Director | 

79/06/20, Ip , 

f 


DOCKETED ITEMS 


241 


7907L20104 Forwards IE Dulletin 79-02. Revi s i on 1. "Pipe Support Dose 
Plato Designs Using Cancreto Expansion Anchor Dolts " Action 
required 

O'REILLV') J P Region 2. Atlanta. Office of the Director 

79/06/2i Ip 


790731002? Forwards IE Dulletin 79-13. "Cracking in Feedwater Sgs 
Piping " No action required 

D'RElLiLV.J P Region 2. Atlanta. Office of the Director 

79/06/25 3pp 


790703034B Forwards response to IE Insp Ropts 50-430/79-11 6 
50-439/79-11 Infraction failure to fallow procedures for 
control of ueldlng matls Caused bg emplogee error Corrective 
actions briefing personnel re requirements & surveillance 
<J1LLELAND. J E Tennessee Valley Authority 79/06/26 2pp 


7907030430 Responds to 790626 Itr re Insp Repis S0-43B/79-05 & 
50-439/79-05 Corrective action QA training implemented 
fields corrected by June 1900 

OILLELANDeJ E Tennessee Valley Authority 79/06/26 2pp 


7907180321 Forwords IE Circular 79-11. "Design/Const Interface 
Problem " No action required 

O^REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/27 2pp 


7907180443 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/2& 3pp 


7907310387 Forwards IE Dulletin 79-15. "Deep Draft Pump Deficiencies 
Action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/07/11 2pp 


7907240281 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/07/13 3pp 


S Reportable occurrences. LERs & related correspondence 


790709033J Forwards first Interim deficiency ropt re water found In 
rock anchor tendon head protective grease cans Next rept 
will be submitted by 791123 

OILLELAND. J E Tennessee Valley Authority 79/06/22 tp 


— 7907090343 First interim deficiency rept re water found in rock anchor 
tendon head protective grease cans Investigations will 
attempt to identify all affected anchor tendons locate 
source of water 

e Tennessee Valley Authority 79/06/22 Ip. 


7907260779 Forwards second interim deficiency rept re blown fuses in 
low voltage switch gear 

NILLS.L^M Tennessee Valley Authority 77/07/19 Ip 


—7907260795 Second interim deficiency rept on 790425 upon energising 
main breaker on Uestlnghouse low voltage metal Type 
DS sui tchg ear. fuses on primary side of main bus potential 
transformers blew Cause unknown 
♦ Tennessee Valley Authority 79/07/26 Ip 

DOCKET SO-440 PERRY NUCLEAR POWER PLANT. UNIT 1 


A Appl Icatlon/constructlon stage documents & correspondence 


7907130465 Expresses satisfaction that 790B01 meeting provided info 
requested re operation of nuclear power plants in OH 
DENTON.H R. Office of Nuclear Reactor Regulation 79/05/24 Ip 


— 7907130474 Requests briefing be arranged on 790501 or 02 ra safe 
operation of nuclear power plants In OH 
MCAVOY. J F Ohio. State of 79/04/16 Ip 


-“*7907130479 Requests comments. In view of THl incident, re adequacy of 
facility staff trai^inpi safety St emergency procedures l< 
plant design Also seeks Info re sys St safety reviews planned 
for facilities In OH 

MCAVOY. J F. Ohio. State of ' 79/04/12 Ip, 


Q Inspection reports. lE Bulletins St correspondence 


7907250436 Forwards IE Insp Repts 50-440/79-04 St 50-441/79-04 on 
790418-20 St ^notlca of violation. 

FIORELLl.O, Region 3. Chicago. Reactor Construction St Engineering 

Support Branch. 79/05/15. 2pp 

a 


— 7907250443 Notice of violation from insp on 79041B-20 

» Region 3. Chicago. Office of the Director 79/05/15 Ip 


—7907250452 IE Insp Repts 50-440/79-04 St 50-441/79-04 on 790418-20 
Noncomp I lance noted improper sterage of pipe sleeves 
KONKLIN. J E . HUGHES. J . KNOP.R C Region 3. Chicago. Office of 

the Director 79/05/i5 9pp 


79071102SI Responds to IE Bulletin 79-04 No Seismic Category I piping 
sys use Velan swing check valvos Velan Engineering Corp not 
one of N5SS supplier rubvendors 

DAVIDSON. D R Cleveland Electric Illuminating Co 79/05/21 Ip 


7907110283 Responds to IE Bulletins 78-12.78-124 St 78-12D No atypical 
weld mail was used in reactor vessel wolds 

DAVIDSON. DR Cleveland Electric Illuminating Co 79/05/23 Ip 


7907110231 Responds to lE Bulletin 79-07 Computer codes for seismic 
stress analysis of safety-related piping do not use 
algebraic summation of codirectional spatial components or 
interntodal responses in response spectrum analysis 
DAVIDSON. DR Cleveland Electric Illuminating Co 79/05/25 2pp 


7907200303 Forwards IE Dulletin 79-12. "Bhort Period Scrams at BWR 
Facilities " No action required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/05/31 

Ip 


7907190240 Forwards suppk IE Dulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies (n Environ Qualification of 
A8CQ Solenoid Valves) ” Action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director, 79/06/06 

Ip 


7907240250 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/07 
IP 


7907060007 Advises that IE Info Notice 79-15. "Deficient Procedures" 
forwarded to listed utils 

PAPPAS. H Regio-n 3. Chicago. Office of the Director 79/06/09 

2pp 


7907020245 Forwards IE Info Notice 79-14. "Safety Classification Of 
Electrical Cable Support Sys " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/li 
Ip 


7907020419 Forwards lE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly 8. Reactor Upper Grid 
Plate. " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/20 
Ip 


7907120210 Forwards IE Bulletin 79-02. Revl slon 1, "Pipe Support Bast 
Plate Designs Using Concrete Expansion Anchor Dolts '* Action 
required* 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/21 

ip 


7907120694 Forwards IE Bulletin 79-13. •"Cracking in Feedwater Sys 
Piping " Ho action required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/06/25 
Ip. 


7907060307 Forwards lE Circular 79-10. *'Ptpef Ittlngs Mfg from 
Unacceptable Natl " No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/06/26 

ip 


7907050470 Forwards IE Circular 79-11. •''Deslgn/Const Inter faco 
Problem *’ No action required 

KEPPLER.J 0, Region 3. Chicago. Office of the Director 79/06/27 
IP 


7907250077 Ack receipt of 790615 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-440/79-04 h 
50-441/79-04, 

FIQRELLI.O Region 3. Chicago. Reactor Construction 6 Engineering 

Support Branch, 79/06/87 Ip 


— 79078500B2 Responds to NRC 790515 Itr re violation noted in IE Imp 
Repts 50-440/79-04 fc 50-441/79-04. Corrective actions cleanup 
of area completed 8( storage of pipe sleeves now in 
accordance w/Lavel D requirement's. 

DAVlDaDN. D R Cleveland Electric Illuminating Co 79/06/15 2pp 
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79()7lS0403 Fofuard* JE Clrci^lar 79-13, “Patfentlal Di9»el 0«t^*ratOT 
TurDO'Cfiarger Problem " Mo action, required 

KEPPLER.J G Region 3- Chitago/ Office of the Director 79/0^/23 

ip 


7907130S59 Foruarda IE Bulletin 79-M, “Sflis<nic ^nalyslt for As-Bullt 
8ofety~R elated Pipirg S<|s " Action required 

KEPPLER.J 0 Region 3, Chicago.. Office of the Director 79/07702 

ip 


790727)0006 Ack receipt of 790&15 1 tr informing NRC of stept taten td 
correct violations noted in IE In*p Repta 50-44O/79-OA Ct 
50-441/79-04 

FI0RE1.LI) G Region 3> Chicago. Reactor Construction h Engineering 

Support Branch V^/Ol/Qh ip 


— 7907260017 Responds to MRC 790315 1 tr re violation noted In IE Insp 
Rept 50-440/79-04 50-441/79-04 Corrective actions 

cleanup caiiipletod S< pipe sleeves stared properly 

DAVIDSOiN, 0 R CUveiand Electric J 1 lural natlng Co 79/06/13 2pp 


7907310329 Foruards IE OulletCn 79-19, "Oaep Draft Pump Deficiencies ” 
Action required 

KEPPLEfi.J 0 flogion 3. Chicago. Office of the Director 79/07/11 

IP 


7907310404 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors *’ No action required 

KEPPLEft,J 0 Ragion 3, Chicago. Office of the Director 79/07/13 
Ip- 


7907260167 Notifies that written responses to IE Bulletin 79-15t6uppl 
l^shoulif be directed to IE Div of Reactor Const Insp 
KEPPLEiR/J 0 Region 3. Chicago. Office of the Director 79/07/10 

ip 


7907260349 Forwards IE Info Notice 79-19, "Pipe Cracks in Stagnant 
Berated Nater Sys at PWR Plants ’* No action required 
KEPPLER.U & fiegion 3. Chicago. Office oP the Director 79/07/10 
ip 


7907230225 Forwards IE Bulletin 79-14. Revl slon 1, '’Seismic Analysis for 
AS-BUllt Safety-Related Piping Sys ’• Action required 
KEPP1-ER,J 0 Region 3. Chicago. Office of the Director 79/07/20 
Ip 


S Reportable occurrences, LERs U related correspondence 


7907JSD463 Ack receipt of 790329 1 fcr re fabrication of Perrtj intake 
structures 

FI0RELL|,0 Region 3, Chicago. Reactor Construction Engineering 

Support Branch 79/06/13 Ip 


DOCKET SO-441 PERRY NUCLEAR POWER PLANT, UNIT 2 
A App 1 icatl on/cons truct ion stage docujietits If correspondence 


7907J3D465 Expresses sati s faction that 79030] meeting provided info 
requested re operation of nuclear power plants in OH 
DENTOWi H R Office of Nuclear Resetor Regulation 79/03/24 tp 


— 7907130474 Requests briefing be arranged on 790501 or 790502 re safe 
operation of nuclear power plants in OH 
MCAVDY, J F Ohio, State pP 79/04/16 Ip 


-7907130479 Requests codirriBntsj In view of TUI, re adequacy of facility 
staff training I safeti; U emergency procedures Sr plant design 
Also seeks info re sys t, produces lafatg reviews planned for 
fecilities in ON 

MCAVDV,J F Ohio, State of 79/04/12 Ip 


■0 Inspection reports, IE Dulletlns U correspondence 


7907230436 Forwards IE ln*p Rep ts 50-440/79-04 it 90-441/79-04 on 
790418-20 L notice of violation 

FIORELUliO Region 3, Chicago, Reactor Consir irc t ion t< Engineering 

Support Branch 79/03/15 2pp 


— 7907250443 Notice of violation from insp on 790418-20 

» Region 3r Chicago^ Office of the Director 79/05/15 Ip 


■7907S50452 IE Insp Repte 50-440/79-04 & 90-441/79-04 on 790410-20 
Noni emp 1 ian c » noted Improper storage of pipe sleeves 
KONKLIN, J. E , HUflHES, J , KNOP, R C. Region 3, Chicago, Office of 
the Director 79/09/15. 9pp 


7907110251 Responds to IE Bulletin 79-04 No Seismic Category I piping 
sys use Velan swing check valves Yelan Engineering Corp not 
one of NSS0 supplier subveradors 

DAVIDSON,D R Cleveland Electric Illuminating Co 79/05/2J Ip 


7907110205 Responds to IE Bulletins 7B-12, 7B-I2A h 7B'12U No atypical 
weld mat! was used in reactor vessel welds 

DAVIDSON/ D R Cleveland Electric Illuminating Co 79/09/23 Ip 


7907110231 Responds to IE Bulletin 79-07 Computer codes for seismic 
stress analysis of safety-related piping do not use 
algiBbraic sunnetion of c od irect iona 1 spatial components or 
intermodal responses in response spectrum analysis 
DAVIDSON, D R Cleveland Electric Illuminating Co 79/05/25 2pp 


7907200303 Forwards IE SuMetin 79-12, "Short Period Scrams at OWR 
Facilities No action required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/09/31 


7907190240 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/06/Ob 
Ip 


7907240290 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/06/07 

ip 


7907060007 Advises that IE Info Notice 79-15, "Deficient Procedure#” 
forwarded to listed utils 

PAPPAS, K Region 3, Chicago, Office of the Director 79/06/03 

2pp 


7907020245 Forwards IE Info Notice 79-14, "Safety Classl f ication of 
Electrical Cable Support Sys " 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/06/li 
*P 


7907020419 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Nisfit Between Assembly U Reactor Upper Grid 
Plate ” 

KEPPLER, J Q. Region O. Chicago, Office of the Director 79/06/20 

ip 


7907120218 Forwards IE Bulletin 79-02, fie vi si on "Pipe Support Base 

Plate Designs Vsing Concrete Expansion Anchor Bolts " Action 
required 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/06/21 

ip 


7907120694 Forwards IE Bulletin 79-13. "Cracking In Feedwater Sys 
Piping " No action required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/06/25 

Ip 


7907060307 Forwards IE Circular 79-10, "PI pef i ttl ngs Mfg from 
Unacceptable tiatl " No action required 

KEPPLERrJ O Region 3, Chicago, Office op the Director 79/06/26 

ip 


79O7030470 Forwards IE Circular 79-11, "Des Ign/Const Interface 
Problem No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/06/27 

IP 


7907230077 Ack receipt of /90615 Ur Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-440/79-04 L 
50-441/79-04 

FIORELLI,0' Region 3, Chicago, Reactor Construction L Engineering 

Support Branch 79/06/27 Ip 


— 7907250002 Responds to NRC 790513 Ur re violation noted In IE Insp 
Repts 30-440/77-04 4c SO-441/79-04 Corrective actions cleanup 
of area completed & storage of pipe sleeves now in 
accordance w/Level D requi rements 

DAVIDSON, Df? Cleveland Electric Illuminating Co 79/06/13 2pp 

7907100403 Forwards IE Circular 79-12, "potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/06/20 

Ip 


7907130259 Forward# IE Bulletin 79-14, "Seismic Analysis for As-Built 
Sof ety-RelateiJ Piping Sys " Action required 

KEPPLER., J 0 Peglon 3, Chicago, Office of the Director 79/07/02 

>P 
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7907860006 Ac k receipt oP 790615 Itv informing NRC of ttepi takon to 
correct vlolatlonfi noted in IE ln«p Repts 50-440/79-04 & 

50-441/79-04 

FIORELLIiO Region 3i Ghicagoi Reactor Construction & Engineering 

Support Branch 79/07/06 Ip 


— 7907260017 Responds to NRG 790515 1 tr re violation noted in IE Jn»p 
Rept 50-440/79-04 tc 50-441/79-04 Corrective actions 
cleanup completed & pip^ sleeves stored properly 

DAVIDSON. D R Cleveland Electric 1 1 lomlnatlng Co 79/06/15 2pp 


7907310325 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies “ 
Action required 

KEPPLERiJ 0 Region 3. Chicago. Office of the Director 79/07/11 
IP 


7907310404 Forwards IE Circular 79-13. “Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLERiJ G Region 3. Chicago. Office of the Director 79/07/13 

Ip 


7907260167 Notifies that written responses to IE Bulletin 79-15. Suppl 
1. should be directed to IE Dlv of Reactor Const Insp 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/16 
Ip 


7907260349 Forwards IE Info Notice 79-19. *'Pipe Cracks In Stagnant 
Berated Uater 8ys at PWR Plants " No action required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/18 

Ip 


7907250225 Forwards IE Bulletin 79-14. Revi sion Ir “Seismic Analysis for 
As-Dullt Safety-Related Piping 6ys Action required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07 /SO 
Ip 


6 Reportable occurrences. UERs h related correspondence 


7907180463 Ack receipt of 790329 Itr re fabrication of Perry intake 
etr uctures 

FIORELLI.O Region 3. Chicago. Reactor Construction t* Engineering 

Support Brench 79/06/13 Ip 


DOCKET 50-443 SEADROOK NUCLEAR STATION. UNIT 1 


Q Adjudicatory correspondence 


7907100678 Ack receipt of 790502 petition requesting Director of 
Nuclear Reactor Regulation issue order suspending or 
revoking CPPR-135 6 CPPR-136 Petition being treated under 
10CFR2 206 

DEhITON.H R Office of Nuclear Reactor Regulation 79/05/24 Ip 


—7907100689 Forwards petition requesting Director of Nuclear Regulatory 
Regulation issue order suspending or revoking CPPR-13d 6 
CPPP-136 pending determination that evacuation of persons 
ul th In 30 miles of site is feasible 

DENTON. H R Office of Nuclear Reactor Regulation 79/09/24 3pp 


— 7907100714 "Request for Action Pursuant to 10CFR2, 206 “ 

DENTON. H.R Office of Nuclear Reactor Regulation 79/04/24. Ip 


— 7907100719 "Request for Order to Show Cause Why CP for Proposed Nuclear 
Payer Plant at Beabrook Should not be Suspended or Revoked " 

BACKUS. R A O^Neil. Backus. Splelman, 79/05/02 14pp 


7907130146 Notice of receipt of Beacoast Anti-Po 1 lution League 790502 
request for order suspending or revoking CPPR-13S t( 

CPPR-136. Petition Is being treated per 10CFR2 206. 

DENTPN.hr Office of Nuclear Reactor Regulation 79/05/84 Ip 


7907190173 Notice of 790502 petition from Beacoast Antlpellution 
League requesting order to suspend or revoke CP & OL pending 
detarminatlon of acceptable evacuation plans Petition being 
treated per 10GFR2 806 

DENTON. H.R Office of Nuclear Raactor Regulation 79/05/24. Ip 


7907160131 Requests summary disposition of Intervernori Ecology Action 
of Osuego ti Northern Thunder. Inc Deficiencies 9 It 20 re 
Perkins record. Deflcienc 1 es do not raise genuine Issue of 
matl fact Certificate of 8vc end 
BORDENICK. B.M. Branch 4 79/09/25 29pp, 


7907160876 Notion by util requesting summary disposition of Issue re 
alternate si tei. assuming plant is required to -use cooling 
towers, 

RIT8HER. J. A. j DIONAN. T. G. . OAD. R. K Ropes tc Oray 79/06/06 2pp 


— 7907180095 Matl Pacts relevant to util 790606 motion for summary 
disposition If sunk costs may be counted.no superior 
alternate site exists CoTtiflcatu of Eve end 

RlTBKERiJ A . DtONANiT 0 . OAD. R C Ropes 6 Gray 79/06/06 2pp 


7907180726 Util motion for summary disposition re ALAD-34D Court of 
Appeals has adhered to "sunk costs'* rule Certificate of 8vc 
end 

RIT8HER.J A . DIONAN. T 0 . OAD. R K Ropes 6 Gray 79/06/11 4pp 


7907180907 Denies E Weinhold petition requesting suspension of const h 
imposition of high seismic protection std Seismic questions 
re ALAB-422 are deferred until 790731. date of issuance of 
dissenting opinion of ASLD member MC Farrar 

CHILK. S J Office of the Socretary of the Commission 79/06/22 

2pp 


I Financial information 


7907060066 Requests addl financial info to supplement 790423 response 
to original NRC 760321 request 

VASSALLO. D B Assistant Director for Light Water Reactors 

79/05/23 llpp 


7907030335 Forwards P8C of NH 790621 preliminary prospectus re two 
million shares of common stock Bubmlttal supplements info 
forwarded 790622 

RITBHER.J A Ropes it Gray 79/Qh/S6 S4pp 


7907180112 Forwards 790712 final prospectus of PSC of NH re 
offering of 2 million shares of common stock 
RITSHER.J A Ropes It Gray 79/07/13 S4pp. 

7907270197 Advises that response date of 790731 for addl financial info 
cannot be guaranteed 

DIONAN. T 0 Ropes it Gray 79/07/83 Ip 


M Antitrust cot^respondence 


7907240454 Requests antitrust advice per Atomic Energy Act Util has 
filed Info re changes of ounership among entities already 
participating in project Forwards Info for intitrust review 
W/o end 

8HAPAR.H K Office of the Executive Legal Director 79/06/04 2pp 


Q Inspection reports. IE Bulletins & correspondence 


7907060429 Forwards IE Bulletin 79-il. “Faulty Qvercurrent Trip Device 
in Circuit Breakprs for Engineered Bafety Syt " Licensee 
action required 

ORIER.D H Region i. Philadelphia. Office of the Director 
79/05/22 Ip 


7907030069 Forwards IE Info Notice 79-13. “Indication of Low Water 
Level in Oyster Creak Reactor “ No action required 
ORIER.D H Region 1. Philadelphia. Office of the Director 
79/05/29 Ip 


7907200147 Forwards IE Bulletin 79-12. “Short Period Bcremi at BUR 
Facilities '* No action required 

ORIER.D H Region 1. Philadelphia. Dfflce of the Director 
79/05/31 Ip 


7907190109 Forwards suppl IE Bulletin 79-OlA. “Environ Qualification of 
Class IE Equipment CDeficlendes in Environ Qualification of 
A8C0 Bolenold Valves) " Action required. 

GRIER. B H Region i. Philadelphia. Office of the Director 
79/06/06. Ip 


7907060130 Forwards IE Info Notice 79-15* “Deficient Procedures “ No 
action required. 

GRIER. B H. Region 1. Philadelphia. Office of the Director 
79/06/07 Ip 


7907020034 Forwards lE Info Notice 79-14* "Safety Classification of 
Electrical Cable Support Sys, 

GRIER. B.H. Region 1. Philadelphia. Dfflce of tha Director. 
79/06/11 tp. 


7907240204 Ack receipt of 790611 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/79-05 6 
50-444 /79-05 

CARLSON. R. T, Region 1. Philadelphia. Reactor Construction !< 

Engineering Support Branch 79/06/16 Ip 

—7907240212 Responds to NRC 790514 Itr re violations noted in IE Insp 
Repts 50-443/79-05 & 50-444/79-03 Gorrectlve actions* all 
motors u/spaca heaters were hard wired & electrical 
connections Inspected 

SHEPARD. A N Public Sarvlct Co of New Hampshire, 79/06/11. 2pp. 
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— 7'?072^o;?I 6 Fr>r«ij4rd« IE Injp fifpt« 30-443/79-05 50-444/79-05 oft 

7‘;0403'04 6 fiofcic* of violation 

P T Raglan 1> Phi Mtle Iph Raactor Cohf truck ion 

Enjiraerinj Support Branch 79/05/14 


— 7‘?07a40?20 Watlc* of violation fron in&p or 790403-04 

* Rtgion U Philadelphia. QFi^ica oP the DirBCtor 79/05/09 


— 75&7J40222 IE Insp Rapt* 50-443/79-05 L 50-444/79-05 on 790403-04 
^^onc cmpl lanc* ncted Failure tp 1 1 «ctr i c al lij connect stored 
cquipnent lupplfled Lr/tpace heater* a* reiiuired in 
procedure* 

F0LBQ71 S A MAtTM.J C rtCCAUGH/, R U Reffion 1. Ph i ladelph is. 

Reactor Construction it Engineering Support 0raoch 79/05/09 5pp 


79Q711039J FofuardJ IE Info Notice 79-17. “SQurce Holder Assenbly 
Da'tiage from Nisfit Betuean Aise/^hlv t Reactor Upper Grid 
Plat* 

GRIER. B H Region 1. Philadelphia.. OFFtce of the Director 
79/06/20 ip 


7907120543 Forward* IE Bulletin 79-13. '‘Cracking in Feedwater Sg» 
Piping " No action required 

GRIER. B H Region 1. Phi ladelph ia. OFfica of the Director 
79/06/35 IP 


7907100371 Foruar-dt IE Circular 79-10. “Pip ef tfctlng* Hfg froffl 
Unacceptable Natl No action required 

GRIER. 0 H Region 1 j Phi ladelphia. Office of the Director 
79/06/26 If 


79071C043I Forward* IE Circular 79-tl. "Dengn/Con** Interface 
Problen " No action required 

GRIER. D H Region }, Philadelphia, Office of the Director 
79/06/27 ip 


7907110033 Forward* !£ Circular 79-13, "Potential Diesel Generator 
Turbocharger Problem ” No action required 

GflIHR.g W Region 1. Philadelphia. Office of the Director 
79/06/3D Ip 


7907100010 Forward* l£ Bulletin 79-14, "Seismic Atialqsi* for A*-Bullt 
Safety-Related Piping Sy* " Action required 
ORJEft.fl H Region 1. Phi ladelphi*. office of the Director 
79/07/03 Ip 


7907160131 Request* summarti disposition of Intervernor* Ecologi/ Action 
of Diuego It Northern Thunder. Inc Deficiencies 9 t< 2D re 
Perkliis record Deficiencies do not raise genuine issue of 
matl fact Certificate of Sve end 
BORDEN ICK, B H Branch 4 79/09/25 H'rpp 


79O710<JB70 Motion hq util requesting suirntary disposition of issue t-» 
alternate si te*, assuming plant is requireJ to use cooling 

ftITSHER.J A . DIONAN. T S , OAD, P K Ropes 8. Gray 79/06/06 52pp 


— »79O7l0OB9S Matl fact* relevant to t/tll 790606 motion for tumfnat'U 
dlspotltion If sunk costs may be counted, no superior 
alternate site eilsts Certificate of Sve end 

RITShER.J a . DIGNAN, T Q , GAD. R C Ropes «c Gray 79/06/06 Spp 


7907IS0907 Denies £ Welnhold petition requesting suspension of cori«i 
imposition of high seismic protection std fieistftit question* 
re ALAB-423 aro deferred until 790731. date of issuance of 
dissenting opinion of ABLD member MC Farrar 

CKILK,S J Office of the epcfotary of the Commission 79/06/22 

2pp 


f Financial information 


7907160112 Forwards 790712 final prospectus of F9C of NH re 
offering of 2 million shares of common stock 
RITBNER, JA Ropes *< Gray 79/07/13 54pp 


7907060066 Requests addl financial info to supplement 790423 reiporisB 
to original NRC 730321 request 

VA58ALL0, D B Assistant Director for Light Uater Reactors. 

79/0B/23 llpp 


7907030355 Forwards PBC of NH 790621 preliminary prospectus re two 
million shares of common stock Submittal supplements Info 
forwarded 790633 

ftlTSHER, J A Ropes 6 Gray 79/06/26 54pp 


7907370197 Advises that response date of 790731 for addl financial info 
cannot be guaranteed 

DIGNAN. TO Ropes 8. Gray 79/07/23 Ip 


n Antitrust correspondence 


7907270365 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies 
Aeticfn required 

GRIER. B H Region 1, Ph iladelph ia. Office of the Director 
79/07/11 Ip 

7907310530 Forward* TE Circular 79-13, "Replacement of Diesel Fir* 
Pump Starting Contactor* •' No action required 

Region I. Philadelphia, Office of the Olreelor 

7 t/ 0 7 / 1 & Ip 


DOCKET 50-444 SEASRBOK NUCLEAR STATION, UNIT 2 
0 Ad judicatory (orrespondence 

7907100670 Atk receipt of 790502 petition requesting Director of 
Nuclear Reactor Regulation issue order suspendino or 

‘ CFPR-136 Petition being treated under 

DENTQn.H R Office of Nuclear Reactor Regulation 79/05/24 Ip 

-7907100689 Forward* petition requesting Director of Nuclear Regulatory 
order suspending or revoking CFPR-135 8. ^ 

determination that evacuation of persons 
within 30 *i\«* of sit* i* feasible 

DENTON. H fl Office of Nuclear Reactor Regulation 79/05/24 3pp 

Pursuant to I0CFR2 206 - 

DENTON, H R Office of Nuclear Reactor Regulation 79/04/24 Ip 

Froposad Nuclear 

BAcSSs H S n'v Suspended or Revoked " * 

BACKUS, B A O'Nill, Backu*. Spielman 79/03/02 t4pp 

Antl-FoUuticn League 790502 
CP?RM36 fevaklng CPPB-135 <, 

TOf|,H R Office of Nydear Reactor Regulation 79/05/24 tp 
"»• A„tip.n„.ion 

DENTON.hr Nutl.*. R.«t«r B.jul.tlon. 79/03/24 I, 


7907240454 Requests antitrust advice per Atomic Energy Act Util ha« 
filed info re changes of ownership among ontlties already 
partlclpat ing In pro ject. Forward* info for intitrust review 
W/o encl 

6HAFAR, H K Office of the Esecutiv© Legal Director 79/06/04 Spp 
0 Inspection reports. IE Bulletins t( correspondence 

7907060429 Forwards IE Bulletin 79 -Ue "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety 8ys " Licensee 
action required 

79/05/22^ Ip Philadelphia! Office of the Director 

7907030069 Forwards IE Info Notice 79-i3. "Indication of Low Uater 
in Oyster Creek Reactor '» No action required 
79/05/29*^ Ip Philadelphia, Office of the Director 

if BulUtin 79-12, '‘Short Feriod Scrams at BWR 
Facilities " No action required 

79/05/3i” ip Philadelphia, Office of the Director, 

Dunetm 79-OlA, "Environ Qualification of 
AScS Environ Quail flcatlon of 

S o Valves! " Action required 

79/06/06 Ip " ” Philadelphia. DffU© qf the Director 

'■"•Hci.nt Proc.du... .. No 

79/o 2>07” Ip *' of H. Dlr.ctor 

W04>?i” ,p ■’ Df.IC of thp Dlr.etor 
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*--7907E402l3 Reaponda to KRC 790514 Itr re violations noted in lE Insp 
Rept« 50-443/79“05 It 50-444/79-05 Corrective actions all 
motors u/space heaters uerc hard mired £c electrical 
connections inspected ' 

SHEPARDi A 14 Public Bcrvice Co of Neuj Hampshire 79/OA/ll 3pp 


--7907K40216 Forwards lE Insp fiepts 50-443/79-05 & 50-444/79-05 on 
790403-04 notice of violation 

CARLSDNi R T Region Ph i ladelph ia« Reactor Construction & 

Engineering Support Branch 79/05/14 2pp 


--7907S40220 Notice of violation from insp on 790403-04 

» Region Philadelphia! Office of the Director 79/05/09 
»P- 


--7907240222 IE Insp Repts 80-443/79-05 It 50-444/79-05 on 790403-04 
Noncotnp 1 i ance noted failure to elec tr 1 cal lij connect stored 
equipment supplied u/apace heaters as required in 
proc edures 

FDLSDM.S A , HAITI A, J C ! MCOAUOHY, R W Region 1. Philadelphia! 

Reactor Construction h Engineering Support Branch 79/05/09 5pp 


7907110391 Forwards lE Info Notice 79-17/ "Source Holder Assembly 
Damage from Misfit Between Assembly 2* Reactor Upper Or(d 
Plata " 

ORIERiD H Region i. Philadelphia/ Office of the Director 

79/04/20 1 p 


7907120543 Forwards IE Bulletin 79-13/ "Cracking in Feedwater Bys 
Piping No action required 

ORIERiQ H Region 1. Philadelphia/ Office of the Director 
79/06/25 Ip 


7907100371 Forwards IE Circular 79-10/ "P IpePittings Mfg from 
Unacceptable Matl " No action required 

ORIERrD H Region ir Philadelphia/ Office of the Director 
79/04/24 ip 


7907100431 Forwards IE Circular 79-11/ "Dosi gn/Const Interface 
Problem " Mo action required 

ORlERi D H Region 1. Philadelphia/ Office of the Director 
79/04/27 Ip 


7907110033 Forwards IB Circular 79-12/ "Potential Diesel Generator 
Turbocharger Problem " No action required 

GRlERj D H Region !■ Ph 1 lade Iph la/ Office of the Director 
79/04/28 Ip 


790716OB1S Forwards IE Bulletin 79-14/ "Seismic Analysis for As-Dullt 
Safety-Related Piping Sys " Action required 

ORIERrO.H Region 1/ Ph i lade 1 ph ia/ Office of the Director 

79/07/08 ip 


790727034S Forwards IE Bulletin 79-15r "Deep Draft Pump Deficiencies " 
Action required 

ORlERrD K Region 1/ Philadelphia/ Office of the Director 
79/07/11 Ip 


7907310S3B Forwards IE Circular 79-13/ "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
ORlERiO H Region 1. Philadelphia/ Office of the Director 
79/07/14 Ip 


DOCKET 50-445 COMANCHE PEAK STEAM ELECtRlC STA /UNIT 1 


A Application/construction stage documents correspondence 


7907110112 Summary of progress of OA program review Section 9 5 i will 
be submitted in future amend 

HAA38< W P Quality Assurance Branch 79/05/21 7pp 


7907110144 Forwards second round request for addl info required to 
complete evaluation of application for QL 

BAER<R L Light Water Reactors Branch 2 79/05/31, 3pp 


-7907110174 Second round request for addl info required to complete 
evaluation of application for OL 

• Light Water Reactors Branch 2 79/03/31. 8pp 


7907180892 Forwards request for addl Info as result of Mechanical 
Engineering Branch review of FBAR Requests amend to FBAR to 
Include requested info 

BAERfR L Light Water Reactors Branch 2 79/04/08 6pp 


790^7270389 Notifies that submittal of elec trical » instrumentation 
control drawings is delayed until 7901231 Postponement not 
expected ta Impact projected fuel loading schedule 
BAER^R.L. Light Water Reactors Branch 2 79/04/20. Spp 


7907090247 Notifies of intention to respond to second round questions 
by FQAR amend in Sept 1979 

GARYiR J Texas Utilities Generating Co 79/06/29 Ip 


7907250318 Forwards list of Gibbs ^ Hill & Westinghouse drawings re 
dynamic asymmetric loading review of facility coolant 
supports, per NRC request 

DACKOi B 8 Texas Utilities Services/ Inc 79/07/17 Spp 


0 Adjudicatory correspondence 


7907090062 Notifies that depositions have been taken from RL Bteder of 
PPO Industries EV Sherry of Air Products S* Chemicals 
Central Power t* Light has furnishod NRC-requested 
documents to City of Qrounsv i llei TX 
RYAN/ T 0 Isham, Lincoln tt Deale 79/03/01 Ip 


7907030185 Forwards A9LD orders Arrangements made for inclusion nn svc 
list M/o end 

ULMANi N D Operations it Administrative Division 79/05/09 ip 


7907170843 Motion to suppl petition to intervene submitted by Citiiens 
for Fair Util Regulation Contentions are clarified 
organixad in proper form Certificate of Svc end 
JACOQSON/N H / PaUKE/R L Cltlxens for Fair Utility Regulation 
79/05/22 4pp 


7907180412 First errata to Cltliens for Util Regulation suppl to 
petition to intervene Certificate of Bve end 

JACOBSONiN H / FDUKE.R L Citizens for Fair Utility Regulation 
79/05/22 4pp 


7907180768 Certificate of 6vc for revised page 21 of 790507 suppl to 
petition to intervene Revised page b affidavit of M Stinson 
enc I 

ELLlSi vl Citizens Association for Sound Energy 79/05/23 3pp 


7907160207 Motion to amend suppl to petition to intervene submitted by 
Citizens for Fair Util Regulation Motion supersedes It 
clarifies 790582 motion to amend Restates contentions in 
proper form Certificate of Svc end 

FOUKE/ R L Citizens for Fair Utility Regulation 79/03/29 0pp 


7907170240 Brief re app 1 icab 1 1 ity uf ALAa-349/ submi tted by M & C 
DifihoptO & W Wood 4 Association of Communities for Reform 
Now Standing of late interveners should be judged by 
faIrnesS/not legal technicalities Certificate of Svc end 
OAY/G M . GARRETT. W L West Texas Legal Qervices 79/05/30 6pp 


7907130164 Memorandum confirming applicability of ALA9-549 to 
petitions to Intervene Standing is based on Interests of 
members living in close proximity to facility Petitioners 
should be granted intervenor status Certificate of Svc end 
ULMANi M fl Operations 8< Administrative Division 79/06/04 9pp 


7907060447 Provides proposed corrections to 790528 prehearing 
conference transcript 

REYNOLDS/ N 8 Debevolse &< Lleberman 79/06/12 4pp 


7907060483 Util answer to Citizens for Fair Util Regulation 790529 
second motion to amend petition to intervene No contention 
has been raised which meets requirements of 10CFR2 714(b> 
Certificate of Svc end 

REYNOLDS, N S Debevolse t< Lleberman 79/06/13 4pp 


7907180555 Supports Citizens for Fair Util Regulation 790529 motion to 
amend 790507 suppl to petition to intervene One goad 
contention is set forth to justify admission as intervener 
Good cause has beer shown Certificate of svc end 

CHANDLER, L J Branch 1, ULMAN. H B Operations h Administrative 
Division 79/06/lB Spp 


7907180777 Notice of appearance of BJ Prelstar on hahalf of State of 
TX. Certi f Icate of Svc and 

FRElSTERiD J Texas/ State of 79/04/19 2pp 


7907240300 Order granting Intervenor status to Citizens Association for 
Sound Energy, Citi sens for Fair Util Regulationr State of 
TX It Association of Community Organizations for Reform Now 
Intervenor status is denied to Uest TX Legal Svc 
COLEiR F, , KDRNBLITH, L , BOWERS, E 8, Atomic Safety and Licensing 
Board Panel. 79/04/27 I2pp 


M. Antitrust correspondence 


7907050444 Submits discovery rept for Apr 1979 No discoveries 
initiated or received 

BAtOUOH.fi. C Austlni TX 79/0 5/00 4pp 
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7?a7l902l3 SumjTiariies Public l/tils Ooar^i of City of Brobiinsvl 1 1 Or TX 
diicovery progress for Apr 1979 Certificate of Svc end 
POIRIER, M R Spiegel & Mc&larmlO 79/05/1^ 6pp 


7907Jt0lSa Houston Lijihtlng & Pouier aTiiuier* to NRC 790J15 initial 

1 ritorrodatorlos Affidavit t Certificate of Svc end 
COPELAND. J 0 Deter & Dotts 79/05/24 27pp 


7907180879 TX Utils Osnerating Co U subsidiaries supplemental aosuer 
to NRC initial interrogatories Af f idavl t, Cer t i f icate of Svc 
Sr Apps A t( Q enc 1 

SAMP ELS, M P Horsham, Forsi^the Ic Samp e 1 s KHOTTS. J G Oebevolse h 

Lieberman SCARTH, E D Texas Utilities Co 79/05/23 iSpp 


— 79'07n0i93 IE Insp Repts S0~445/79‘-06 It 30-446/79-0i on 770301 “30 
Noitcomp 1 lance noted failure to follou; QC insp procedures 
of cable trag hangers 

TAVLDR.R'O , HARTINj L E , CROSSMAN, 14 A Region 4i Dallas, Office 
of the Director 79/05/10 Opp 


7907300242 Forwards IE Insp Repts 50*-445/79*'U 8* 30^46/79-11 on 
790402-03 U 13-23 & notice of violation 

BEIDLE/H C Region 3. Ban Francisco, Reactor Construction h 

Engineering Support Branch 79/05/14 2pp 


—7907300250 Notice of Violation from insp on 790402-03 & 13-23 

e Region 3> San Francisco, Reactor Construction |< Engineering 
Support Branch 79/03/14 Ip 


7707180040 DOJ rspt re progress made an diicoverg during Mag 1979 Rept 
submitted per A5LQ 7BQ621 order 
HARRIS, J L Justice, Dept of 79/06/01 6pp 


7907170117 Public Utils Board of City of BroutnsviUD second application 
for lisuance of subpoena for production of documents by £| 

Pa«a Electric Draft of subpoena end 

PQIRIER,M R Gpieget I, McDiarmid 79/06/12 IGpp 


7907170117 Public Utils Board of City of Brownsville second application 
for issuance of subpoena for production of documents by El 
Paso Electric Draft of subpoena end 
POIRIER, M R Spiegel |< McDlarmld 79/06/12 iSpp 


--7907 1 701 34 Public Utils Board of City of Qrouinfiville application for 
issuance of subpoena for production of documents by El Faso 
Electric Certificate of Svc enc I 

POIRlERiM R Spiegel & McDiarmid 79/03/13 lOpp 


7907020003 TX Utils Oenerating Co first set of interrogator! es (r 
production of documents, dlrec ted to TEX-LA Electric 
Cooperative, Seventeen Member Cooperatives & any successor 
entitles Certificate of Svc end 

KNOTTS, J D Debevoise h Lieberman WORSHAM. J I . SAMPEUS, M D 
Horsham, Fprsythe It Sampels 79/06/lB 12gp 


—7907300256 IE Insp Repts 50-443/79-11 h 50-446/79-11 on 790402-03 & 
13-23 ffoncompt aance noted failure to Implement OA Program 
TA7LDR.R 0 , TOMLINSON, D P , CROSSMAN. W A Region 5. San 

Francisco, Reactor Construction 8c Engineering Support Branch 
79/05/1^ I2pp 


7907110656 Forwards 790507 response to IE Bulletin 79-03, re A8ME SA-3I2 
Type 304 piping 

SElDLEcH C Region 4, Dallas, Reactor Construction & Engineering 

Support Branch 79/05/21 Ip 


— 7907110660 Responds to IE Bulletin 79-03 re A8ME 8A-312 Type 304 
stainless steel pipe Pipe planned for use Complete rept 
to be completed 790S31 

OARV, R J Teiai Utilities Generating Co 79/05/07 4pp 


7707310600 Responds to IE Bulletin 79-09 No 0£ Type AK-2 circuit 
breakers planned for- use on any saf ety-related sys 
OARYjR J Texas Utilities Generating Co 79/03/22 Ip 


7907030129 Forwards IE Info Notice 79-13, ".Ind icati on of Low Hater 
Level In Oyster Creek Reactor No action required 
SEYFRlTiR U Region 4, Dallas, Office of the Director 79/09/29 


7907190435 Houston Lighting 6 Power U TX Utils Generating Co joint 
application for issuance of subpoenas calling for production 
of documents re util industry campe t i tion. acce ss to plants It 
Interstate operation Certificate of Svc 6 drafts encj 
COPELAND, J 0 Baker & Ootts BOUKNIOHT, J A Louenst e Inr N«wman« 
ReisiAielrad & Toll 79/06/10 20pp 


7907190431 Order per 790601 conference ruling on motions <« responses 
filed Mar-Apr 1979 by Houston Lighting k Power, TX 
Utils, Gulf States Util, Central Power it Light k NRC Amends 
790404 order re schedule of prooeedings 

H0LF£,3 J Atomic Bafety and Licensing Board Panel NRC. 79/06/25 
4pp 


?907190834 Forwartfs Public Utils Board of City of Drownsvi He. TX 790626 
supplemental response to Houston Lighting 6 Power first 
request for production of documents k first set of 
i nterrogator tea 

HHITE, S G 8plegel k McDiarmid 79/06/36 Ip 


-7907190846 public Utils Board of City of Erownsvi] 1 e, TX supplemental 
response to Houston Lighting tr Power first request for 
production of documents k first set of interrogatories 
Affidavit 6 Certificate of Svc end 
JADLON, R A Teias. State of 79/06/26 I9pp 


907260038 DOJ 6 NRC joint application for issuance of subpoenas 
for testimony 6 production of documents re issue of 
compet 1 ti on, structure of electric util industry it plant 
access H/Carti f Icate of Svc drafts of subpoenas 
LES5Y,R P Anti-Trust Division KAftRlS,U L Justice, Dept, of 
79/07/03 B9pp. 


'07260014 TX Utils Oeneratlng Co discovery rept for June 1979 
Certificate of Svc end 

KNOTTS, J B ' Debevoise 6 Lieberman 79/07/06 5pp. 


Inspection reports, IE DulletlTis i< correspondence 


07310593 Request* extension to license rept due date until 790706 
OARViR U Texas Utilities Generating Co. 79/05/07 Ip, 


071 J 0671 Forwards IE Insp Repts 50-445/79-06 Sc 30-446/79-06 on 
790301-30 b notice of violation 

3ErALE»lir C Region 4. Dallas, Reactor Construction it Engineering 

Support Branch 79/03/10 2pp 


^9-07110681 Notice of violation from insf on 790S01-3G 
* Region 4, Dallas, Office of the Director. 79/03/10 Ip 


7907200365 Forwards IE Bulletin 79-12, '*9i>ort Period Scrams at BWR 
Facilities ' No action required 

SEVFRIT, K V Region 4. Dallas, Office of the Director 79/03/31 
IP 


7907250498 Forwards IE Insp Repts 50-445/79-14 k 50-446/79-14 on 
790315-16 No noncomp L iane e noted 

SEtDLE, H C Region 4, Dallas, Reactor Construction k Engineering 

Support Branch 79/06/01 2pp 


—7907250516 lE Insp Repts 50-445/79-14 k 50-446/79-14 on 790515-10 No 
noncompl lance no-ted Major areas inspected safety-related 
const activities pertaining to installation 6 insp of cable 
tray 4 conduit supports 4 electrical OC insp training 
MARTIN. L E , TAYLOR, R 0 , GROSSMAN, H A Region 4, Dallas, 

Reactor Construction k Engineering Support Branch 79/05/00, 3pp 


7907I904U Forwards suppl IE DulUtln 79-OIA. "Environ Qual i Plcatlon of 
Class IE Equipment (Deficiencies in Environ Oual 1 f Ication of 
ASCO Solenoid Valves) " No action required 

BEYFRIT.HV Region 4, Dallas. Office of the Director 79/06/06 

Jp 


7907060D23 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required 

SEYFRJTiKV. Region 4, Dallas. Office of the Director 79/06/07 
IP 


790726G9S9 Forwards IE Insp Repts SO-445/79-09 k 50-446/79-09 on 
790403-0507 No noncompliance noted 

BEIDLEi (4 C Region 4, Dallas, Reactor Construction 6 EnglnetTlng 

Support Branch 79/06/06 2pp 


—7907260561 IE In*p Repts 5(3-445/79-09 k 50-446/79-09 on 790405-0307 No 
noncomp 1 lance noted Major areas inspected allegations by 
former RM Hunt employees re insp 4 testing Impropr ietie* 
appearing In Fort Worth atar-Telogram on 790404-06 4 OB 
STEWART. R C . CftOaBNAN, W A , HALL, R E Region 4, Dallas, Office 
of the Director 79/06/06 33pp 


79(37090366 Forwards IE Info Notice 79-14, "Safety Classlf ication of 
Electrical Cable Support Bys " No action required 

BEYFRIT.K V Region 4, Dallas, Office of the Director 79/06/11 

Ip 


79O70SOS17 Forwards IE Info Notice 79-17, "Source Holder Aeiembly 
Damage from Misfit Between Assembly fc Reactor Upper Grid 
plate. No action required 

EEYFRlTrK. V Region 4, Dallas, Office of the Director 79/06/S0 

IP 
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pipt of 790i05 Itr informing NRC of stops taken to 
n noted in IE Insp Ropts 50”445/79-06 S< 

Region A> Dallesi Reactor Construction & Engineering 
79/06/20 Ip 


nds to NRC 790510 Itr rc violation noted in IE Insp 

9-06 4c 50-446/79-06 Corrective actions 

ports inspected for luolding 4< 

tlon Instructions revised to ensure insp 

as Utilities Oeneratlng Co 79/06/05 4pp 


s IE Bulletin 79-02 j R ev 1 si on 1< "Pipe Support Base 
ing Concrete Expansion Anchor Dolts " 

Region 4i Dallas, Office of the Director 79/06/21 


7907030219 Foruards PN0-79-67AT 

SEIDLEcW C Region 4/ Dallas, Reactor C<ins true tion ^ Engineering 

Support Dranch 79/06/19 Ip 

790703D3S2 Notifies that subsequeiit evaluation Of problem u/tua 
pressure transmitters has been determined reportable under 
10CFR30 55(e} 

OARY*R J Texas Utilities Generating Co 79/06/2S Ip 


7907130341 Foruords PNO-79-67AU 

SElDLEiW C Region 4, Dallas^ Reactor Construction U Engineering 

Support Branch 79/06/27 Ip 


7907U0346 Advises of completion Of investigation re 770126 telcon 
uf/UA Grossman on apparent ureld metal defects In Unit 1 
reactor vessel noxile Natter determined not reportable 
OARYjR J Texas Utilities Generating Co 79/07/02 Ip 


s IE Bulletin 79-13, "Cracking In Feedwater Sgs 

on required 79071B0690 Forwards PND-79-67AV 

legion 4, DaUasi Office of the Director 79/06/25 BEIDLE.W C Region 4, Dallae. Reactor Construction EnginoerlnQ 

Support Branch 79/07/06 Ip 


B IE Circular 79-10* "P ipef i ttlngs Mfg from 
1 " No action required 

legion 4* Dallas, Office of the Director 79/06/26 


7907100552 Confirms 790910 verbal statement that present pipe supports 
maq not meet seismic requirements Evaluation Is continuing 
GARY, R J Texas Utilities Oenerattng Co 79/07/13 ip 


B IE Circular 79-11, "Deslgn/Const Interface 
ion required 

legion 4* Dallasj OfMce of the Director 79/06/27 


B IE Circular 79-12* "Potential Diesel Generator 
ilem " No action required 

legion 4* Dallas* Office of the Director 79/06/2B 


. IE Bulletin 79-14* "Seismic Analysis for As-Bullt 
Iping Sgs " Action required 

legion 4* Dallas* Office of the Director 79/07/02, 


}ipt of 790612 Hr informing NRC of steps taken to 
It noted in IE Insp Ropts 90-445/79-11 6 

legion 4* Dallas* Reactor Construction S< Engineering 
79/07/09 Ip 


7907190216 Notifies of continued evaluation of possible diesel 
generatar cooling problem reported on 790614 
OARY»H J Texas Utilities Oeneratlng Co 79/07/13 Ip 


7907240921 Forwards PN0-79-67AW 

6EIDLE*14C Region 4* Dallas* Reactor Construction b Engineering 

Support Dranch 79/07/13 Ip 


790723029D Notifies of continuation of investigation to ensure that 
pipe watl thickness for project piping specs meets all 
A6ME stress requirements Condition is considered potentiallg 
reportable under 10CFR50 S5<e) 

OARY*R vJ Texas Utilities Generating Co 79/07/17 Ip 


7907230204 Reports that electrical cable traij hangers found to have 
light partial penetration uolds where full penetration welds 
were required by designer Investigation U evaluation uiU 
continue 

OARYiR J Texas Utilities Generating Co 7^/07/10 Ip 


U Congressional/Executlve Correspondence 


-tds to NRC 790914 Hr re violation noted in IE Insp 
?-ll I* 50-446/79-li Corrective actions 
lined to evaluate inplace condition of portion 
) w/o QA knowledge 

a Utilities Generating Co 79/06/12 Spp 


7907260002 Responds to 790909 Hr no power plant design to resist 
tornadoes Discusses tornado design criteria Forward-s two 
ropts T0 Apr 1979 tornadoes in TX 

GOB01CK*L V Office of the Executive Director for Operations 
79/06/04 3pp 


\ IE Bulletin 79-19* "Deep Draft Pump Deficiencies “ 
legion 4* Dallas* Office of the Director 79/07/U 


—7907260091 "Characteristics of Red River Valley Tornadoes as of 
790410 " 

FUJITA*T Affiliation Unknown 79/04/15 9pp 


I IE Circular 79-13* "Replacement of Diesel Fire 
itactors " No action required 

legion 4* Dallas* Office of the Director 79/07/13 


—7907260127 "Tornado Damage Survey of Nichlta Falls 6 Vernon* TX 
Tornadoes of 790410*" preliminary rept 

MCDONALD* J R * MIMORr U E Texas Tech Unlv, 79/04/20 9pp 


> that written responses to IE Bulletin 79“19*Suppl 
ted to IE Div of Reactor Const Insp 
legion 4* Dallas* Office of the Director 79/07/10 


DOCKET 90-446 COMANCHE PEAK STEAM ELECTRIC STA * UNIT 3 
A Appl lea tion/construc tion stage documents b correspondence 


•rences* LERs t* related correspondence 


7907110112 Summary of progress of OA program review Section 9 9 1 will 
be submitted in future amend 

KAA88*H. P Quality Assurance Branch 79/05/8J 7pp 


, PN0-79-67A0* "Nuclear Incident at TMI '♦ 

legion 4* Dallas* Reactor Construction 6 Engineering 

79/09/31, Ip 


7907110164 Forwards second round request for addl Info required to 
complete evaluation of application for DL 

HAER*R U Light Water Reactors Dranch 2 79/09/31 3pp 


PN0-79-67AR 

'egion 4* Dallas* Reactor Construction I* Engineering 
79/06/05 ip 


— 7907110176 Second rounil request for addl info required to complete 
evaluation of application for DL 

e Light Water Reactors Dranch 5 79/09/31. Bpp, 


PN0-79-67A9* "Nuclear Incident at TMI " 
gion 4* Dallas, Office of the Director 79/06/13 


7907180092 Forwards request for add"! Info as result of Mechanical 
Engineering Dranch review of FSAft Requests adiend to F8AR to 
include requested info 

BAER*R L Light Mater Reactors Branch 2 79/06/08 9pp 


< 790510 verbal communication w/RP Taylor concerning 
ossibility that pipe supports may not meat 
nts Investigation & evaluation continue 
Utilities Oeneratlng Co 79/06/19 ip 


7907270309 Notifies that submittal of elecirica 1 * ins trumentatlon i( 
control drawings is diftlayed until 7901231 Postponement not 
eepected to Impact projected fuel loading schedule 
BAER, R L. Light Mater Reactors Branch 2 79/06/20 Opp 
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DOCKETED ITEMS 


7907090247 of intontlon. to reipontf to secon-d roMnd qo«tt»on» 

bij rSAR Amend in 0ept J979 

OARYiR J Toiat Utilities 0«nerating Co 7?/(}6yS9 Ip 


79O71902I3 Buntnarizes Public Utils DoArd pf City of Drown svl IJ «/ TX 
discovery progress for Apr 1979 Certlficsts of Svc enc 1 
POIRIER; M R Spiegel U McDlarmld 79/05/14 App 


79072^30310 Forwards list of Oibbs e« Hi 11 It Hettinghouse drawings re 
dynatnic Asyditnetrtc loading review of facility coolant 
supports, per KRC request 

DACKO, D S Tejcas Utilities Services, Ir>C 79-/07/17 5p p 


79O71l0tS2 Houston Lighting L Power addl answers to NRC 790115 inttlfll 
interrogatories Affidavit & •Certificate of Sve end 
COPELAND. J 0 flater 6 Betts 79/05/24 27pp 


0 Adjudicatory correspondence 


7907090062 Notifies that depositions have been taken from RL Bteder of 
PPO Industries & EV Sherry of Air Products Chemicals 
Central Power If Light has furnished hlftC'-requesied 
documents to City of Brownsvi 1 1 e, TX 
SYAK>T G Hham. Lincoln. U Deal? 79/05/01 Ip 


790718087? TX Utils Generating Co £< subsidiaries supplemental ansLfOT 
to NRC initial interrogatories Aff idavtt. Certificate of 8vc 
k Appt A & fi encl 

BAHPEL3, Ji D Horsham, Forsythe t< Sampels KNOTTS, J B Debev/olse k 
Lieberman 9CARTH, E I> Tesas Utilities Co 79/05/25 IBpp 


7907180040 DDJ repi re progress made on discovery during hay 1979 flepi 
submitted per ASLD 780631 order 
HARRIS, J,L JusticerDPpt of 79/06/01 6pp 


7907030105 Forwards ABLB orders Arrangements made for inclusion on sve 
1 i St H/o enc ) 

ULNAN.M B Operations Administrative Division 79/05/09 Ip 


7907170243 Motion ta suppl petition to intervene submitted by Citiaans 
for Fair Util Regulation Contentions ere clarified it 
arganlied in proper form Certificate of Sve encl 
JACGBSQNpN H « FOJKE. R L Cltiiens for Fair Utility Regulation 
79/05/22 4pp 


7907170117 Public Util* Board of City of Drownsvillo second application 
for Issuance of subpoena for production of documents by El 
Paso Electric Draft of subpoena encl 
POIRIER.H R flpiegel 8; McDlarmid 79/06/12 lepp 


--79O71701S4 Public Utils Board of City of Brownsville application for 
issuance of subpoena for production of documents by El Paso 
Electric Certificate of Sve encl 

PDIRIER.M ft Spiegel k HcDlarmld 79/03/13 lOpp 


7907180612 First errata to Citiicns for lltll Regulation suppl to 
petition to intervene Certificate of Sve encl 

JACODEONiN K . FOUKE, ft L Cltliens for Fair Utility Regulation 
79/05/22 4pp 


79071B076B Certificate of Sve for revised page 21 Of /90507 suppl to 
petition to Intervene Revised page k affidavit of N Stinson 
anc 1 

ELLIB, J CitlTens Association for Bound Energy 79/05/23 3pp 


7907160207 Kotlon to amond suppl to petition to intervene submitted by 
Citizens for Fair l/til Regulation Notion supersedes -tc 
clarifies 790922 (notion to emend Restates contentions in 
proper form Certificate of Sve end 

FOUKEiR U Cititens for Fair Utility Regulation 79/05/29 Bpp 


790717024B Brief re applicability of ALAB-549, subml tted by H & C 
DishopiO & U Hood Sc Aseoclatioh of Co(nRiuniti e s for Reform 
Now Standing of late Intervenors should be judged by 
fair nose,, not legal technicalities Certificate of Sve end 
GAy#G N I GARRETT* U L West Teia* Legal Services 79/G3/30 6pp 


7907130164 Memorandum confirming applicability of ALAD'*549 to 
petitions to intervene Standing is based on interests of 
members living in dose proilmlty to facility Petitioners 
should be granted intervener status <:ertificate of 8vc end, 

ULiMAW, H D Dperations k Administrative Division 79/06/04. 9pp 


7907060447 Provides proposed corrections to 790522 prehearing 
conference transcript 

REYNOLDS. N S Debevoise !< Lleberman 79/06/12 4pp 


7907020005 TX Otlls Generating Co first set of interrogatories L 
pS'Dituction of doc unents# direc ted to TEX-LA Electric 
Cooperative. Seventeen Hember Cooperatives k any successor 
entitles Certificate of Sve end 

KNOTTS. J 0 Debevolse k Lloberman WORSHAM. J 1 . BAMPELS. M D 
Worshaai. Forsythe k Sampels 79/06/10 I2pp 


7907190435 Heuston Lighting 8e Power k TX Utils Generating Co joint 
application for Issuance of subpoenas calling for production 
of documents re util industry compet ition, access to plants 
interstate operation Certificate of Sve k drafts encl 
C8FELAND, J 0 Baker k llotts BOUKNIOHT, J A Louensteln. Newman. 
Reis, Axel rad L Toll 79/06/18 20pp 


7907190451 Order per 790601 conforoncd ruling on motions 8. respontea 
filed Mar-Apr 1979 by Houston Lighting 4. Power, TX 
Utils, Gulf States C/tl 1. Centra 1 Power k Light k NftC. Amends 
790404 order re schedule of proceedings 

WOLFE, 3 J Atomic Safety and Licensing Board Panel NRC 79/06/25 
4pp 


7907190634 Forwards Public Utils Board of City of Drownsvi 1 le. TX 790626 
supplemental response to H-ouston Lighting k Power first 
re.guost for production of documents k first set of 
interrogator! as 

WHITE. 8 0 Spiegel t< HcOlarnid 79/06/86 Ip 


— 7907190B46 Public Utils Board of City of Drownsvi 1 le. TX supplemental 
response to Houston Lighting & Power first request for 
production of documents L first set of interrogatories 
Affidavit L Certificate of Sve end 
JABLOM.R A Texas. State of 79/06/26 I9|}p 


7907060493 Util answer to Citizens for Fair Util Regulation 790529 
second motion to amend petition to intervene No contention 
has be«n raised ublch meets requirements of lOCFft2 714{bl 
Certificate of Sve encl 

REYNOLDfiiN S Debevolse k Lleberman 79/06/13 4pp 


7907IB053S Support* Cltljens for Fair Util Regulation 790529 motion to 
amend 790S07 suppl to petition to Intervene One good 
Contention Is set forth to justify admission as intervenor 
Good cause has been shown Certificate of sve encl 

CHANDLER. L O Branch 1 ULMAff. M D, Operations k Administrative 
Division 79/06/lB 5pp 


7907180777 Notice of appearance of 03 Prelster on behalf of State of 
TX Certificate of 8vc end 

PRErSTER.D J Texas, State of 79/06/19 3pp 


7907240300 Order granting intervenor status to Citizens Association for 
Sound Energy. Citl zana for Fair Util Regulati on. State of 
TX t( Association of Community Orpanl zatl ons for Reform Now 
Intervenor status Is denied to West TX Legal Sve 
CDLE.R F . KORNBLITH, L . BOWERS. E. 8 Atomic Safety and LlcansJnp 
Board Panel 79/06/27 ISpp 


M Antitrust correspondence 


7907260038 DOJ k HR'C joint application for issuance of subpoenas 
for testimony k production of documents re Issue of 
competition* structure of electric util industry k plant 
access U/Cer t 1 f ica te of 8vc b drafts of subpoenas 
LESSY. R P Anti-Trust Division HARRIS, J L Justice, Dept of 
79/07/03 B9pp 


79G7260OI4 TX Utils Generating Co discovery rept for June 1979 
Certificate of Bve encl 

KNOTTB, J B Debevolse k Lieberetan 79/07/06. 5pp 


Q Inspection reports, IE Bulletins b correspondence 


7907310595 Requests extension to license rept due date until 790706. 
GARY. R. J Texas Utilities Oanerating Co 79/03/07 ip 


7907110671 Forwards IE Insp Rept* 30-445/79-06 k 30-446/79-06 on 
790301-30 4c notice of violation. 

8EIALE, H C Region 4. Dallas, Reactor Construction 4< SngineerlnG 

Support BraraclJ, 79/05/10 2pp 


—7907110681 Notice of violation from insp on 790501-30 

« Region 4# Della** Office of the Director 79/05/10 Ip 


— 7907110693 I£ Insp Rept* 50-445/79-06 St 50-446/79-06 on 79030J-30 
Noncoinp llanc * noted j fa 1 lure to fellow QC Insp procedures 
of cable tray hangers 

TAYLOR. R 0 * MARTIN. U E , GROSSMAN. W A Region 4. Palla*. Office 
of the Director 79/09/10, dpp, 


7907090444 flubmlts discovery rept fop Apr 1979 No rflacoveries 
initiated or recitved 

aALOUOH,R.C Austin, TX 79/05/08. 4pp 
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790730024S FOT^tjards IE Inap Rapt* 50-445/79-11 L 50-446/79-11 on 
7904O2-O3 & 13-23 it notice of violntlon 

8E1Dl.E<V7 C Region 5t San FranclscOi Reactor Consfaruction it 

Engineering Support Dranch 79/05/14 2pp 


— 7907300290 Notice of violation from in»p on 790402-03 <t 13-23 

e Region 5 j San Franclscoi Reactor Construction i< Engineering 

Support Dranch 79/09/14 Ip 


— 7907300256 IE Insp Repts 90-449/79-U 6 50-446/79-11 on 790402-03 & 
13-23 Noncoirp 1 lane e noted failure to implement OA Program 
TAYLDR.R 0 t TOMLINSON. D P , CROSSMANt W A Region 5. San 

Francisco* Reactor Construction i< Engineering Support Branch 
79/05/10 12pp 


7907110696 Forwards 790507 response to IE Uolletln 79-03. re ASME SA-312 
Tgpe 304 piping 

8EIDLE.V4 C Region 4. Dallasi Reactor Construction it Engineering 

Support Branch 79/05/21 Ip 


— 7907110660 Responds to IE Bulletin 79-03 re A8ME BA-312 Type 304 
stainless steel pipe Pipe planned for use Complete rept 
to b-e completed 790531 

OARVt R J Teias Utilities Generating Co 79/03/07 4pp 


7907310600 Responds to IE Bulletin 79-09 No OE Typo AK-2 circuit 
breaJere planned for use on any saf ety-related sys 
GARYiR J Texas Utilities Oeneratlng Co 79/05/22 Ip 


7907030129 Forwards IE Info Notice 79-13. "Indication of Lou Mater 
Level in Oyster Creek Reactor " No action required 
8EYFRIT. K V Region 4» Dallas. Office of the Director 79/03/29 
Ip 


7907200365 Forwards IE Bulletin 79-12. "Short Period Scrams at BMR 
Facilities '• No action required 

SEYFRITtK V' Region 4. Dallas. Office of the Director 79/05/31 
IP 


79Q72S0498 Forwards IE Insp Repts 50-443/79-14 i. 50-446/79-14 on 
790Si5-lB No noncomp I iance noted 

SEIOLEi M C. Region 4. DaUas. Reactor Construction 6 Engineering 

Support Branch. 79/06/01 2pp 


— 7907250510 IE Insp Repts 50-445/79-14 4t 50-446/79-14 on 790515-18 Mo 
none ompl lance noted Major areas inspected safety-related 
const activities pertaining to installation S* insp of cable 
tray le conduit supports electrical OC insp training 
MARTIMiU E . TAYLOR. R 0 > CROSSMAN. W A Region 4# Dallas, 

Reactor Construction tt Engineering Support Branch 79/05/30 3pp 


7907190411 Forwards luppl lE Bulletin 79-OlA, "Environ Oualiflcatlon of 
Class IE Equipment {Deficiencies In Environ Dual If Ication of 
ASCO Solenoid Valves) " No action required 

SEYFRITiK V Region 4< Dallas. Office of the Director 79/06/06 
IP. 


7907060023 Forwards IE Info Notice 79-15. "Deficient Procedures ” No 
action raqulred 

SEYFRIT.K V Region 4» Dallas, Office of the Director 79/06/07 
ip 


7907260559 Forwards IE Imp Repts 50-443/79-09 l< 50-446/79-09 on 
790405-0507 No noncomp 1 iance noted 

SEIDLErU C. Region 4. Dallas, Reactor Construction 6 Engineering 

Support Branch 79/06/00 2pp 


— 7907260561 I£ Insp Repts 50-445/79-09 << 50-446/79-09 on 790405-0507 No 
noncomp 1 iance noted Major areas Inspec bed. al legations by 
former Rid Kunt employees re insp tt testing improprieties 
appearing In Fort Worth Star-Telegram on 790404-06 l< OB 
ETEWARTiR. C , CROSSMANt W A , HALL, R E> Region 4, Da 11 as. Office 
of the Director. 79/06/06 35pp 


7907050566 Forwards IE Info Notice 79-14. "Bafety Classification of 
Electrical Cable Support Sys." No action required, 

SEYFRITfK.V. Region 4/ Dallas, Office of the Director. 79/06/11 
ip* 


7907050517 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damege from Misfit Between Assembly Reactor Upper Grid 
Plate ” No action required ' 

8EYFAlTfK V Region 4i Dallas, Office of the Director, 79/06/20. 

Ip 


7907300229 Ack receipt of 790605 Itr informing NRC of steps taken to 
correct violation noted in lE Insp Repts 50-445/79-06 ft 
50-446/79-06 

SElDiE, W. C Region 4, Dallas, Reactor Construction !< Engineering 

Support Branch 79/06/20 Ip 


—7907300236 Responds to NRC 790310 Itr re violation noted in IE In«p 
Repts 50-445/79-06 6 50-446/79-06 Corrective actions 
cable tray supports Inspected for welding 
location/el evatlon Instructions revised to ensure imp 
OARY.R J Texas Utilities Generating Co 79/06/05 4pp 


7907090489 Forwards IE Bulletin 79-02. Re vis ion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " 

Action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/21 

Ip 


7907120604 Forwards IE Bulletin 79-13. "Cracking In Feedwater Sys 
Piping " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/25 
ip 


7907110236 Forwards IE Circular 79-10. "P Ip e f 1 t t ing s Mfg from 
Unacceptable Mail “ No action required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 79/06/26 

ip 


7907100266 Forwards IE Circular 79-11. "Dosign/Const Interface 
Problem " No action required 

BEYPRlTiK V Region 4. Dallas. Office of the Director 79/06/27 
IP 


7907100520 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " Mo action required 

SEYFRlTiK V Region 4. Dallas, Office of the Director 79/06/20 
ip 


7907110300 Forwards IE Bulletin 79-14. ‘'Seismic Analysis for As-Built 
Safety-Related Piping Bye " Action required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/07/02 

Ip 


7907270294 Ack receipt of 790612 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-445/79-11 it 
SO-4 46/79-1 I 

SElDLEiW € Region 4. Dallas. Reactor Construction b Engineering 

Support Branch 79/07/05 Ip 


— 7907870305 Responds to NRC 790514 Itr re violation noted in IE Insp 
Repts 50-445/79-11 6 50-446/79-11 Corrective actions, 
consultant retained to evaluate Inplace condition of portion 
of dome altered w/o QA knowledge 

GARY, R J Texas Utilities Generating Co 79/06/12 3pp 


790719050B Forwards IE Bulletin 79-lS» "Deep Draft Pump Deficiencies " 
Action required 

GEVFRtT,K V Region 4. Dallas. Office of the Director 79/07/11 

Ip 


7907240410 Forwards IE Circular 79-13i "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

8EYFRIT, K V Region 4f Dallas. Office of the Director 79/07/13. 

Ip 


7907270398 Notifies that written responses to IE Bullatln 79-13r8uppl 
1, should be directed to IE Div of Reactor Const Insp 
8EYFRIT, K V Region 4, Dallas. Office of the Director 79/07/18 
Ip 


8 Reportable occurrences, LERs b related correspondence 


7907030262 Foruierds PN0-79-67AQ. "Nuclear Incident at TMI *' 

SElDLEiW. C Region 4, Dellesi Reactor Construction Sc Engineering 

Support Brmnch 79/05/31. ip 


7907020309 Forwards PN0-79-67AR 

SEIDLE.N.C Region 4*> Dallas, Reactor Construction Sc Engineering 

Support Branch 79/06/05, ip. 

7907030575 Forwards PNO-79-67A0. "Nuclear Incident at TMI." 

8EIDLE.WC Region 4, Dallas, Office of the Dirsetor 79/06/13 

Ip. 


7907260647 Confirms 790318 verbal c ommunicatl on w/RG Taylor concerning 
potential RO re posilbllity that pipe supports mag not meet 
seismic requlremints. Invest! gatlon & evaluation continue 
GARY,R J, Texas Utilities Generating Co 79/06/J5. Ip, 


7907030215 Forwards PN0-79-67AT 

BEtDLE, N C Region 4, Dallas, Reactor Construction Si Engineering 

Support Branch 79/06/19, Ip, 
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7907030302 NotlMei that sub»«<iUffnt evaluation of problem Lz/iMO 
presBure tranan i btera has been determined reportable under 
1OCFR50 55<el 

OARViR J Texas Utilities Qeneratinj Co 79/0&/8S Lp 


7907130341 Forwards ^’N0-79-^7AU 

SEI&LEj U C Region 4« Dallas^ Reactor Construction Se Engineering 

Support Branch 7*?/(J&/27 Ip 


7907110346 Advises of cQznpletion of investigation re 790126 tatcon 
liT/lJA Crossman on apparent ue 1 d metal defects in Unit 1 
reactor vessel norrle Hatter determined not reportable 
GARV, R J Texas Utilities Generating Co 79/07/02 Ip 


79071BG690 Forwards PN0-79-67AU 

SElOLEi U C Region 4v DallaSi Reactor Construction L Engineering 

Support Branch 79/07/06 ip 


7907100552 Confirms 790510 verbal statement that present pipe supports 
not meet seismic r equirements Evaluation Is continuing 
GAR/<n J Texas Utilities Generating Co 79/07/13 ip 


7907190216 Notifies of continued evaluation of possible diesel 
generator coaling problem reported on 790614 
OARYiR J Texas Utilities Oonerating Co 79/07/13 Ip 


7907240521 Forwards PNO- 79-67 AW 

SFIDUE^W C Region 4» Oallast Reactor Construction 6 Engineering 

Support Branch 79/07/13 Jp 


79O723029B Notifies of con t xnuat ioti of investigation to ensure that 
pipe uall thickness for project piping specs meets all 
ASHE stress r ei^uirements Condition is considered potentiallij 
reportable under J0CFR50 SSiel 

GARYiR U Texas Utilities Generating Co 79/07/17 Ip 


7907230234 Reports that electrical cable trag hangers found to have 
light partial penetration uields where full penetration welds 
were required by designer Investigation evaluation will 
continue 

GARYrR J Texas Utilities Generating Co 79/07/10 Ip 


U Congressional/Execut i ve Correspondence 


79072600B2 Responds to 790509 1 tr re power plant design to resist 
tornadoes Discusses tornado design criteria Foryards fcyo 
repts re Apr 1979 tornadoes in TX 

GOSSICK^L V Office of the Executive Director for Operations 
79/06/04 2pp 


DOCKET 50“44a DOUGLAS FOINT NUCLEAR BTATJCN, UNIT 1 


A App 1 i c at 1 on/c onstruc t i on stage documents Ir correspondence 


7907060289 Forwards questions r« ecological monitoring site Requests 
response by 790716 

0RO-CKSEN«fl M Electric Fower Research Institute 79/06/25 2pp 


DOCKET BO-449 DOUGLAS POINT NUCLEAR BTATIONi UNIT 2 


A Applicatl on/construc ti on stage documents t< correspondence 


7907-060209 Forwardf questions re ecological monitoring site Requests 
response by 7907 J 6 

DROCKSENzR W Electric Foyer Research Institute 79/06/25 2pp 


7907090062 Notifies that depositions have been taken from RL fiteder of 
PPG Industries h EV Sherry of Air Products U Chemicals 
Central Power Ic light has furnished NRC-’requested 
documents to City of Srounsvll lez TX. 

RVANzT 0 tshamz Lincoln 8t Beale 79/OS/Ol Ip 


DOCKET 50-451 SUMMIT NUCLEAR POWER STATION. UNIT 2 


Q InSipection reports. IE Oulletins ilf correspondence 


7907180429 Forwartfs lE Itisp Rept 50-431/79-03 on 790410-12 «f notice of 
violation 

FIORELLIiG Region 3i Chicago. Reactor Construction 4 Engineering 

Support Branch* 79/05/09 2pp 


—7907130449 Notice of violation from tnsp on 790410-12 

* Region 3r Chicago* Office of the Director. 79/05/07 Ip 


— 79071S0451 IE Insp Rept 90-431/79-03 on 790410-12 None omp I i ance noted 
failure to properlij control tools used in activities 
affecting quality 

VANDEL.r E f UESCDT7, H H . KNOP.R C Region 3. Chicago. Offics 
of the Director 79/05/07 lOpp 


DOCKET 50-432 GREENWOOD ENEROY CENTER. UNIT 2 


A App J icotion/confi truct 1 on stage documents & correspondence 


7907100665 Forwards request for addl info to complete review of 
Sections 13 2 & 13 5 of PEAR through Amend 14 
COLLINSj P F Operator Licensing Branch 79/05/16 3pp 


0 Adjudicatory correspondence 


7907190139 Advises of change of address for counsel. as of 79052J 
VOIGT. H H UeDoeufr Lamb, Lplby 8i MacRae 79/05/22 2pp 


DOCKET 50-453 OREENWOllD ENERGY CENTER. UNIT 3 


A Appl ica t ion/constr uc tion stage documents N correspondence 


7907100665 Forwards request for arfdl Info to complete review of 
Etfctlons 13 2 & 13 S of PSAR through Amend 14 
CDLLJNS. P F Operator Licensing Branch 79/05/16 3pp 


0 Adjudicatory correspondence 


7907190139 Advises of change of address for counsel. as of 790521 
VOIGT. N N LeDoeof. Lamb. Leiby l( MacRae 79/05/22 2pp 


ODCKET 50-454 BYRON STATION. UNIT 1 


A Application/construction stage dacuments t< correspondence 


7907110051 Forwards request for addl info re application for OL 
VARGA. 3 A Light Water Reactors Branch 4 79/06/01 I6pp 


7907050374 Advises of decision to delay fuel load dates by one year as 
result of NRC suspension of licensing revieu until Jan 1900 
REED, C Commonwealth Edison Co 79/06/27 App 


7907170038 Notifies that A5KE Code Case N-240 will be referenced in 
F8AR Code exempts certain piping from hydrostatic testing 
NAUGHTON. W F Commonwealth Edison Co 79/07/09 Ip 

G Adjudicatory correspondence 


7907130037 Notice of r ec onst itiftlon of ASLU ME Miller & RF Col* replace 
E Luton l< FC Dai ber. respec tl vely 

LA20*R M Atomic Safety and Licensing Board Panel 79/06/07 Ip 


7907100044 Comm Ed motion requesting Board to establish reasonable 
schedule for filing contentions U responses Suggests 790702 
for contentions & 790720 for responses Certificate of Sve 
encl 

MURPHY. P M , DIELAWSKI.A P I sham. Lincoln it Beale 79/06/07 6pp 


7907IB0373 NotifUatton of 790725 special prehearing conference Suppls 
to ifitervenors petitions must be filed 15 days before 
conference Members of public may request to make limited 
appearance 

LuroN.F Atomic Safety and Licensing Board Panel 79/06/08. 2pp 


7907190645 Not 1 f i cat lort of inability to continue as intervention 
chairman D Von Zellen will receive future Info re 
proceeding Certificate of Sve encl 

9H1NEFLU0,M DeKalb Area Alliance for Responsible Energy 79/06/14 

2pp 

K Utility Final Safety Analysis Report (FSAR) b amends 


7907230158 Forivards F8AR Amend 21 revising CP OL 
REED, C> Commonwealth Edison Co 79/07/20 2pp 


— 7907230173 FSAR Amend 21 revising CP OL 

« Commonwealth Edison Co 79/07/20 6S0pp 

Q Inspection reports. lE Bulletins & correspondence 


7907100336 Forward* IE Insp Rept* 50-454/79-07 1« SO-455/79-07 on 
790501-03 No none ompl lance noted. 

FIORELLl.O Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch 79/05/17 2pp, 



DOCKETED ITEMS 


251 


--7907ia0357 IE Insp Repta 50’-454/79-07 & 30“455/79-07 on 790301-03 No 
noncompliance noted Major areas inspected Pittsburgh Testing 
Lab nondestructive examination proceduresi tiior k actlvitiesr 
personnel certifications & radiographs of urelds 
14ARI).K D . DANIELSON, D H Region 3. Chicago. Reactor 

Construction It Engineering Support Branch 79/05/15 Spp 


79071i0i33 Responds to IE Qulletin 79-04* "Incorrect Weights for Buino 
Check Valves Kfg by Velan Engineering Corp " Some valves 
have -been identified Correct ueights nil 1 1 be used in 
piping analijsis It addl supports ui 1 1 be added 
REED. C Commonuealth Edison Co 79/09/29 2pp 


7907200287 Forwards IE Qulletin 79-12. "Short Period Scrams at BUR 
Facilities " No action reciuired 

KEPPLER, J O Region 3. Chicago. Office of the Director 79/09/31 
IP 


7907160264 Ack receipt of 790917 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-494/79-06 & 

30-499/79-06 

FIDRELLIiD Region 3. Chicago. Reactor Construction t* Engineering 

Support Branch 79/06/06 ip 


—7907160273 Responds to NRC 790420 Itr re violations noted in IE Insp 
Repts 90-494/79-06 l< 90-499/79-06 Corrective actions storage 
surveillance increased 

REEDiC Commonuiea 1 th Edison Co 79/05/17 Spp 


7907190224 Forwards suppl IE Bulletin 79-OlA* "Environ Qualification of 
Class IE E-guipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valves) " Action required 

KEPPLEiR, J O Region 3. Chicago. Office of the Director 79/06/06 

Ip 


7907240241 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

KEFPLERi J 0 Region 3. Chicago* Office of the Director 79/06/07 

ip 


7907060007 Advises that IE Info Notice 79-15* "Deficient Procedures" 
forwarded to listed utils » 

PAPPA8.H Region 3. Chicago. Office of the Director 79/06/00 


7907020237 Forwards JE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support Sys " 

KEPPLER. J 0 Region 3. Chicago* Office of the Director 79/06/11 
ip 


7907190010 Responds to IE Dulletln 79-09 OE Type AK-2 circuit breakers 
ere not used at LaSalle, but are used at Byron (< Braiduood 
as main supply air operated circuit breakers 
REED. C Commonwealth Edison Go 79/06/18 3pp 


7907020409 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate " 

KEPPLERi J 0 Region 3* Chicago. Office of the Director 79/06/20 

ip 


7907120198 Forwards IE Bulletin 79-02. Revi sion 1. "Pipe Support Base 
Plata Designs Using Concrete Expansion Anchor Dolts " Action 
required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director. 79/06/21 

ip 


7907120660 Forwards IE Bulletin 79-13. "Cracking In Feedwater Sys 
Piping " No action required 

KEPPLER,^f 0 Region 3. Chicago. Office of the Director 79/06/23 

ip 

7907060303 Forwards IE Circular 79-10. "Ptpef 1 ttlng s Mfg from 
Unacceptable Matl " No action required 

KEPPLER.J, 0 Region 3. Chicago. Office of the Director 79/06/26 

ip. 


7907090466 Forwards IE Circular 79-11. "Dee ign/Const Interface 
Problem " No action required 

KEPPLER. U. 0 , Region 3. Chicago. Office of the Director 79/06/27 

Ip. 


7907JQ0392 Forwards IE Circular 79-12. "Potential Diesel Qvnerator 
Turbocharger Problem " No action required 

KEPPLER.J.O, Region 3. Chicago, Offica of the Director 79/06/20 
Ip^ 


7907130236 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Built 
Safety-Related Piping Sys " Action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/02 

Ip. 


79073l03lt Forwards IE Dulletln 79-i5, "Deep Draft Pump Deficiencies " 
Action required 

KEPPLER. J 0 Region 3* Chicago. Office of the Director 79/07/11 
IP 


7907310403 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors •’ No action required 

KEPPLER, J O Region 3. Chicago, Office of the Director 79/07/13 
IP 


7907260193 Notifies that written responses to IE Bulletin 79-15, BuppI 
1. should be directed to IE Dlv of Reactor Const Insp 
KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/07/18 

IP 


7907260336 Forwards IE Info Notice 79-19. "Pipe Cracks in Stagnant 
Borated Water Sys at PUR Plants *’ No action required 
KEPPLER. J O Region 3, Chicago* Office of the Director 79/07/18 
IP 


7907250217 Forwards IE Bulletin 79-14. Revi s i on 1. "Seismic Analysis for 
As-Built Safety-Related Piping Sys " Action required 
KEPPLER* JO Region 3* Chicago* Office of the Director 79/07/20 

IP 


DOCKET 30-495 BYRON STATION. UNIT 2 


A App 1 ication/construc tlon stage documents & correspondence 


7907110091 Forwards request for addl info re application for QL 
VAROAiS A Light Water Reactors Branch 4 79/06/01 16pp 


7707050374 Advises of decision to delay fuel load dates by one year as 
result of NRC suspension of licensing review until Jan 1980 
REED. G Commonwealth Edison Co 79/06/27 4pp 


7907170038 Notifies that ASHE Code Case N-240 will be referenced in 
F8AR Code exempts certain piping from hydrostatic testing 
NAUOHTON.W F Commonwealth Edison Co 79/07/0? Ip 


0 Adjudicatory correspondence 


7907130037 Notice of reconstitution of ASLB HE Hiller RF Cole replace 
E Luton S. FC Dai ber. respect! vely 

LAZO. R M Atomic Safety and Licensing Board Panel 79/06/07 Ip 


7907160844 Comm Ed motion requesting Board to establish reasonable 
schedule for filing contentions Sc responses Suggests 790702 
for contentions S* 790720 for responses Certificate of Sve 
• nc 1 

MURPHY. P M , BIELAWSKI.A P Isham, Lincoln S< Beale 79/06/07 6pp 


7907180373 Notification of 790729 special prehearing conference Suppls 
to Interveners petitions must be filed 15 days before 
conference Hembers of public may request to make limited 
appearance 

LUTON. E. Atomic Safety and Licensing Board Panel 79/06/08 2pp 


7907170645 Notification of inability to continue as intervention 
chairman B Von Zellen will receive future info re 
proceeding Certificate of 6vc end 

SHINEFLUOiM DeKalb Area Alliance for Responsible Energy 79/06/14 
2pp 


K Utility Final Safety Analysis Report CFBAR) & amends 


7907230198 Foruards F8AR Amend 21 revising CP & OL 
REED, C. Commonwealth Ed 1 eon Co 79/07/20 2pp 


>7907230173 F8AR Amend St revising CP k OL. 
e Convmonweal th Edison Co 79/07/20 650pp 


Q, Inspection reports. IE Bulletins it correspondence 


7907100336 Forwards IE Insp Repts 90-494/79-07 k 30-459/79-07 on 
790501-03, No noncomp I lance noted 

FEORELLl.O Region 3, Chicago, Reactor Construction Engineering 

Support Branch. 79/05/17 2pp 


— 79071B0337 IE Insp Repts 50-454/79-07 k 30-495/79-07 on 790901-03 No 
noncompliancc noted Major areas Inspected Pittsburgh Testing 
Lab nondestructive examination procedures. work activities, 
personnel certifications k radiographs of welds 
WARD.K D . DANIELSON* D. H Region 3. Chicago. Reactor 

Construction k Engineering Support Branch. 79/09/15, Spp 
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79071^0159 Reiponds to IE DMiletin 79-04# Wtl(^htt for 

Check ValvBS Mfg Velan Engineering Corp " Some valves 
have been identified CarTect ueJghts tdill be used in 
piping anaiv^ic Ic addl sirpparts i»il 1 1 be added 
REEOi C COHi-ntonuea 1 bh Edison Co 79/05/29 Spp 


79072002S7 Forwards IE lluUetiti 79-12# "Short Period Scrams at DWR 
FacilJties " Mo action raguired 

KEPPLERj<J 0 Region 3i CMcajo# Office oP the Director 79/DS/3J 

Ip 


7907iA03h^ Atk receipt of 770917 Jtr Infomlng NRC of steps taken to 
Correct violations noted in IE Insp Repts 50-4S4/79-0& & 

50-4 55/79-0i> 

FlORELLr.O Region 3* Chicago^ Reactor Constroctlon 4« Engineering 

Support Branch 79/06/06 ip 


— 7907160273 Responds to KRC 790420 Itr re violations noted In IE Insp 
Repts 50-494/79-06 -Ir 50-455/79-06 Corrective actions storage 
surveillance increased 

REEDi C CofiimonwEalth Edison Co 79/09/17 3pp, 


7907190224 Forwards suppJ IE Bulletin 79-OiA# "Environ Ouallf icatlon of 
Class IE Equipment (Def Ic i enc les in Environ Qua 1 if icatl on of 
A5CD SoJenoid Valves) " Action required 

KEPPLER# J 0 Region 3# Chicago# Office of the Director 79/06/06 
Ip 


7907240241 Forufards IE Info Notice 79-15. "Deficient Procedures " flo 
action required 

hEPPLER.J 0 Region 3. Chicago. Office of the Director, 79/06/07 

Jp 


7907060007 Advises that IE Info Notice 79-15# "Deficient Procedures" 
forwarded to listed utils 

PAPPAa.H Region 3# Chicago# Office of the Director. 79/06/08 

app 


7907020237 Forwards lE info Notice 79-l4i "Eafetg Classification of 
Electrical Cable Support Sgs " 

KEPPLERrJ <f Region 3. Chicago# Office of the Director 79/06/11 

Ip 


't7l9O0tD Responds to IE bulletin 79-09 G£ Type AK-2 circuit breakers 
'e not used at UaSaile^but are used at O^ron tc Braldwood as 
In lupplg air operated circuit breakers 
ED*C Commonwealth Edison Co 79/06/18 Dpp 


!>20409 Forwards IB Info Notice 79-17. "Source Holder Aisemblg 
aage from Misfit Between Assembly t# Reactor Upper Orld 

ate " 

PFLERiU 9 Region 3# Chicago# Office of the Director 79/06/20 
19 


J71SO190 Forwards IE Bulletin 79-03# Bevl t i on I# "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts," Action 
required 

KEPPt-ER.J © Region 3# Chicago. Office of the Director 79/06/21 

Ip. 


7907120600 Forwards IE Bulletin 79-13* "Cracking In Feedwater 8ys 
Piping " h/o action required, 

^EPPUER.U & Region 3# Chicago# Office of the Director. 79/06/25. 


060303 Forwards IE Circular 79-10# '^Plp e fittings Mfg from 
acceptable Matl. " No action, required 

PPLER,U. 0 Region 3. Chicago- Office of the Director 79/06/26 
P 


^030466 Forwards IE Circular 79-11* "Uvsign /Const Interface 
'oblem ■" Mo action required. 

PPLERjU 0 Region 3# Chicago. Office of the Director, 79/06/27 
P- 


180392 Forwards IE Circular 79-12# "Potential Diesel Oenerator 
rbocharger Pro61efl> " No action required, 

PPLERiJ 0, Region 3* Chicago. Office of the Director 79/06/28 
P* 


130236 Forwards IE Dplletln 79-14* "9elsmic Analysis for Af-Bullt 
*fety-Ri lated Piping Sys " Action required 

£PfLER*J D Region 3# Chicago# Office of the Director, 79/07/02 
^P* 


707310311 Forwards lE Bulletin 79-iS# "Deep Draft Pump Deficiencies," 
Action required 

KEPPLEBiU, 0 Region 3. Chicago* Office of the Director. 7^/07/11. 


7907310403 Forwards IE Circular 79-13# "Replacement of Diesel Fire 
Pump Starting Contactors. " No action required 

KEPPLER. J 0 Region 3* Chicago. Dfflce of the Director 79/07/13 

Ip 


7907260133 Notifies that written responses to IE Bulletin 79-l5<fluppl 
1# should be directed to IE Div of Reactor Const Jnsp 
KEPPLER# U 0 Region 3. Chicago# Office of the Director 79/D7/10 

£p 


7907260336 Forwards IE Info Notice 79-19# "Pipe Cracks in Stagnant 
Borated Mater Sgs at PWR Plant* " No action required, 

KEPPLERjJ 0 Region 3* Chicago. Office of the Director 79/07/19 
Ip 


7907250217 Forwards IE Bulletin 79x14# Revl si on 1# "Seismic Analysis 
As-Dulit Safety-Related Piping Sys " Action required 
KEPPUER#J. D Region 3# Chicago# Office of the Director 79/07/2II- 
ip 


DOCKET 50-496 DRAIDWCOD STATION# UNIT 1 


A Afp 11 cation/construct Ion stage documents & correspondence 


79Q7110Q31 Forwards request for addl info re application for OU 
VARDA# 8 A tight Nater Reactors Branch 4 79/06/01 I6pp. 


7907050374 Advises of decision to delay fuel load dates by one year ai 
result of NRC suspension of licensing review until Jan 19Q0 
REED. C Commonwealth Edison Co 79/06/27 4pp 


7907170030 Notifies that ASNB Code Case N-240 Will be referenced In 
FSAR Code exempts certain piping from hydrostatic testing 
NAVOHTON.M F Commonwealth Edison Co 79/07/09 Ip 


0 Adjudicatory correspondence 


7907130037 Notice of reconstitution of ASLB ME Miller 8- RF Cole replac* 
E Luton U PC Dalber# resp ect 1 vely 

LAZOiR M Atomic Safety and Licensing Board Panel 79/06/07 Ip 


7907190028 Comma nwea 1 th Edison motion requesting Board to establish 
schedule for filing contentions 8< responses Buggestt 7907D2 
for contentions 8- 790720 for responses Certificate of Svc 
«nc 1 

MURPHY.P M , B1EUAW8KI#A P Isham# Lincoln it Beale 79/06/07 6pp 


7907060246 Notice of 790726 special preherlng conference In Joliet* IL 
Supple to intervener petitions must be filed no later than 
15 days prior to conference Limited appearance may be 
requested at time of conference 

LUTON# E Atomic Safety and Licensing Board Panel 79/06/08 Sop 


K Utility Final Safety Analysis Report (F8AR) 8c amends 


7907230158 Forwards F&AR Amend 21 revising CP 8c OL 
RE£D#C Commonwealth Edison Co 79/07/80 2pp 


—7907230173 FBAR Amend 21 revising CP 8c OL 

« Commonwealth Edison Co 79/07 /SO 650pp 


0, Inspection reports. IE Bulletins It correspondence 


7907160159 Responds to IE Bulletin 79-04# "Incorrect Weights for Ruing 
Check Valves Mfg by S/slan Englnearlng Corp " Some valves 
have been identified Correct weights will be used in 
piping analysis it addl supports will be added 
REEDfC CommoniWea 1 th Edison Co 79/05/89 2pp. 


7907230741 Forwards lE Imp Repts 50-456/79-05 8t S0-457/79-0S on 
790419-20 8( 26-27 No noncomp llanct noted, 

FI0RELLr*0 Region 3. Chicago* Office of tbs Director 79/05/30 

8pp 


—7907230746 IE Insp Repts 50-4 56/79-05 8c 50-457/79-05 on 790419-80 l< 
16-27. No ncncompliance noted. Major areas inspected 
electrical contractor OA program* including organirational 
structure, 

JONES* C E # BARRETT, P A # MAXWELL* O.F Region 9# Chicago* Office 
of the Director 79/09/30 |4pp 


7907200287 Forwards IE Bull* tin 7?'i2f "Short Period Scrams at BWR 
Facilities " No action rsqulrsd 

KEfPLERfJ, 0 Region 3* Chicago* Office of the, Director 79/05/31 
ip 
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7907190284 Fnruiai'dfi «uppl IE Dullfitin 79“01Ai ''Environ dual 1 f icAti on of 
Cla«« lE Eq.uipment (Def Ic i^nc i in Environ Quel if Lcat ion of 
A6C0 Golonold Velvet) " Action required 

KEPPLER. J G Region 3# Chicegoi Office of the Director 79/0&/0i 

Ip 


7907240241 Forwards IE Info Notice 79-15. "Deficiont Procedures " No 
action required 

l^EPPLERi J G Region 3. Chicago. Office of the Director 79/06/07 

Ip 


7907060007 Advises that IE Info Notice 79-13, "Deficient Proceduroa" 
forwarded to listed utils 

PAPPAS. H Region 3. Chicago, Office of the Director 79/06/00 

2pp 


7907080S37 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys " 

KEPPLER. J O Region 3. Chicago. Office of the Director 79/06/11 

Ip 


7907100322 Requests that end cover sheet replace current cover sheet 
for IE insp Rept 30-456/79-05 

FIORELLIrO Region 3. Chicago, Office of the Director 79/06/13 
BPP 


7907190010 Responds to IE Bulletin 79-09 OR Type AK-2 circuit breakers 
are not used at LaSalle, but are used at Byron ti Braiduood as 
main supply air operated circuit breakers 
REEDf C Cofnmonweal th Edison Co 79/06/10 3pp 


7907020409 Foruiards IE Info Notice 79-17. "Source Holder Assembly 
Datrage from Misfit Between Assembly Reactor Upper Grid 
Plate " 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/06/20 
IP 


7907120190 Forwards IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts "«Actlon 
required 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/06/21 

Ip 


79071206SO Forwards IE Bulletin 79-13, "Cracking in Feedwater Bys 
Piping *' No action required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/06/25 

ip 


7907060303 Forwards IE Circular 79-10. "Pipefi things Mfg Prom 
Unacceptable Matl " No action required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/06/26 
Ip 


7907030466 Forwards IE Circular 79-11, "Design/Const Interface 
Problem '• No action required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director' ,*9/06/27 
IP 


79071B0392 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/06/2B. 

Ip. 


7907130236 Forwards IE Bulletin 79-14. "Seismic Anelysis for As-Bullt 
Safety-Related Piping Sys '* Action required 

KEPPLER, J G Region 3, Chicago, Office of the Director. 79/07/02. 
Ip. 


79073103U Forwards IC Bulletin 79-15, "Deep Draft Pump Deficiencies »' 
Action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/07/11 

Ip 


7907310403 Forwards lE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required. 

KEPPLER. J G Region 3, Chicago, Office of the Director. 79/07/13 

Ip. 


7907260193 Notifies that written responses to IE Bulletin 79-13, Suppl 
lishould be directed to IE Dlv of Reactor Const Inep 
KEPPLER, J G Region 3. Chicago. Office of the Director 79/07/10 
Ip. 


7907260336 Forwards IE Info Notice 79-19, "Pipe Cracks in Stagnant 
Boratad Water Sys at PHR Plants. " No action required 
KEPPLER, d.G. Region 3, Chicago, Office of the Director 79/07/lS. 
Ip 


7907250217 Forwards IE Bulletin 79-14. Revl slon 1. "Seismic Analysis for 
As-Dullt Safety-Related Piping Sys " Action required 
KEPPLER. J G Region 3, Chicago, Office of the Director 79/07/20 
Ip^ 


DOCKET 50-457 DRAIDWODD STATION, UNIT 2 


A Application/construction stage documents L correspondence 


7907110091 Forwards request for addl info re application for OL 
VARGA, a A Light Uater Reactors Branch 4 79/06/01 16pp 


7907050374 Advises of decision to delay fuel load dates by one year as 
result of NRC suspension of licensing raview until Jan 1900 
REED. C Commonwealth Edison Co 79/06/27 4pp 


7907170038 Notifies that ASME Code Case N-240 will be referenced In 
FSAR Code exempts certain piping from hydrostatic testing 
NAUGHTONiU F Commonwealth Edison Co 79/07/09 Ip 


G Adjudicatory correspondence 


7907130037 Notice of reconstitution of AaLB ME Miller & RF Cole replace 
E Luton L FC Datber, r esp«c tl vely 

LAZOrR M Atomic Safety and Licensing Board Pane) 79/06/07 Ip 


790718082B Commonwealth Edison motion requesting Board to establish 
schedule for filing contentions L responses Suggests 790702 
for contentions L 790720 for responses Certificate of 8vc 
end 

MURPHY, P M . DIELAWSKI.A P Isham. Lincoln U Beale 79/06/07 6pp 


7907060246 Notice of 790726 special preherlng conference in Joliet. IL 
8uppls to Intervenor petitions must be filed no later than 
IS days prior to conference Limited appearance may be 
requested at time of conference 

LUTON, E Atomic Safety and Licensing Board Panel 79/06/00 Spp 


K Utility Final Safety Analysis Report (FSAR) L amends 


7907230158 Forwards FSAR Amend 21 revising CP U OL 
REED, C Commonwealth Edison Co 79/07/20 2pp 


—7907230173 FSAR Amend 21 revising CP L DL 

» Commonwealth Edison Co 79/07/20 6d0pp 


0 Inspection reports, IE Dullotins L correspondence 


7907160155 Responds to IE Bulletin 79-04. "Incorrect Weights for Swing 
Check Valves Mfg by Valan Engineering Gorp " Some valves 
have been Identified Correct weights will be used in 
piping analysis 6 addl supports will be added 
REED. C Commonwealth Edison Go 79/05/29 2pp 


7907230741 Forwards IE Insp Repts 50-436/79-05 «. 50-457/79-05 on 
790419-20 U 26-27 No noncompliance noted 

FIORELLl.O Region 3, Chicago. Office of the Director 79/05/30 
2pp, 


—7907230746 IE Insp Repts 50-456/79-05 U 30-457/79-05 on 790419-20 L 
16-27 No noncomp 1 lance noted Major areas inspected 
electrical contractor OA program. inc luding organizational 
structure 

JONES, C.E . BARRETT, P A , MAXWELL. 0 F. Region 3, Chicago, Office 
of trie Director. 79/05/30, 14pp 


79072002S7 Forwards IE Bulletin 79-12. "Short Period Scrams at DWR 
Facilities *' No action required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/05/31 

Ip 


7907190224 Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class XE Equipment (Deficiencies In Environ Qualification of 
A8C0 Solenoid Valves)." Action required. 

KEPPLER.J Q Region 3. Chicago, Office of the Director 79/06/06 

Ip 


7907240241 Forwards IE Info Notice 79-15. "Deficient Procedures." No 
action required * 

KEPPLER, J.O, Region 3, Chicago. Office of the Director. 79/06/07. 
Ip. 


7907060007 Advises that IE Info Notice 79-15. "Deficient Procedures" 
forwarded to listed utils. 

PAPPAS, H. Region 3, Chicago, Office of the Director 79/06/OS. 

2pp. 
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790705'0237 f^orwarirfs lE InFo Notice 79— J4i ''8oFety C lass ( F 1 oF 

EJectricaJ Cable Support Sys “ 

K£PPLE/»i J O Region % Chicago* Office of the Director 79/06/U 

Ip 


7907(60-922 Requests that enc] cov-er sheet replace current cover sheet 
far IE Insp Kept 50-456/79-05 

FJORELLIiO Region 3, Chicago^ Office of the Director 79/06/13 
2fP 


7907190010 Responds to IE I?ullietln 79-09 QE Typo AH— S cir-cuit brealeers 
are not uted at LaSalleibut are used at Syron It Sralduiood ae 
main supply air nperatod circuit breakers 
REED. C Commornijea 1 th Edison Co 79/06/18 3pp 


7907020409 Roro/ards IE Info Notice 79-17* "Source Holder Asse<f^b]g 
Daniage from Misfit BetuJeen Assembly l« Reactor Upper Orld 
Plate " 

HEPPLERfv) Q Region 3* Chicago* Office of the Director 79/06/20 

Jp 


79071SO-19S Roruards IE Dulletin 79-02. Revision 1 . "Pipe Support Dase 
Plate Deaifm Using Concrete Eipansion Anchor Dolts ” Action 
raqui r ed 

JiEPPLER, J 0 Region 3. Chicago* Office of (he Director 79/06/21 
Ip 


7907120&B0 Roruiardi lE Duklctifi 79-13, "Craclrlng lr» Feeduiater Syi 
Piping " Ho action required 

KEPPLER.J (? Region 3* Chicago, Office of the Director 79/06/25 

Ip 


7907060303 Foruards IE Circular 79-l0« "Pipef 1 1 tings Mfg froai 
linac c ep tab ) e Nati " No action required 

KEPPLEfti J 0 Region 3* Chicago* Office of the Director 79/06/26 

ip 


7907050466 Rorwardfi 16 Circular 79-H* "Oat 1 gn/Coni t Interface 
Problem " Ha action required 

KEPPUER, vl 9 Region 3. Chicago* Office of the Director 79/06/27 

Ip 


7907180398 Fort/arda IE Circular 79-l2» "Poteriklel Djesel Generator 
Turbocharger Problejn " No action required 

KEPPLEiR.J G Region 3. Chicago* Office «f the Director 79/06/28 

Ip 


7907130236 Rorufards lE DuMetin 79-14* "SeUnic Analysis for As.-Built 
9af ety-Re 1 ated Piping Sys " Action required 

KEPPLER.J 0 Ileglon 3* Chicago. Office of the Director 79/07/02 
if 


790731031! Forwards lE Duiletin 79-15* "Deep Praffc Pump Deficiencies •' 
ActioTi required 

KEPPLER,J Q Region 3, Chicago* Office of the Director 79/07/U 

ip 


/9073i0403 Paruerds IE Circular 79-13* “Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLERjtJ 0 Region 3. Chl<a()o, Office of the Director 79/07/13 

Ip 


907260153 Hotifles that written responses to Ig flulletln 79<-!5/Suppl 
1, should be directed to lE Dlv of Reactor Const Insp 

KEPPLERiJ 0 Region 3# Chicago, Office af the Director 79/07/18 

ip 


907360336 Forwards IE Info Notice 79-19, "Pipe Cracks in Stagnant 
Borated Water Sys at PNR Plants ” No action required 
KEPPLERtJ 0 Region 3* Chicago* Office of the Director 79/07/13 
ip 


07250217 Forwards It Bulletin 79-14* Revl sion 1. “Seismic Analytic for 
As-Built Saf e ty -Re la t e rf Piping Sys " Action required. 

KEPFLERiJ 0 Region 3, Chicago* Office of the Director 79/07/20 

Ip 


:KET 50-4 53 river BEND BTATrON, UNIT 1 

Apf I i catl en/c ons t p uc t Ion stage -documents l< correspondence 


>7050136 Responds to 790328 request for withholding of r*p t* 
Accelerated Aging Procedure (cc-323 74-3A) « Review based 
n 10CFfi2 790 indicates insufficient fustlf 1 cation for 
i thholdlng, 

ARGO* S A Light Water Reactors Branch 4 79/05/17. Dpp 


7907030131 Forwards comments re justification for continued llceniing t 
Qparation for each Category A task action plan 
Necessary for SER to Include statement of status of 
resolution in each Category A generic item 

BRENNER, L Office of the Eiecutive Legal Director 7D/03/1D aSpp 


Q Inspection reports. I£ Bulletins Ir correspondence 


7907030(22 Forwards IE Info Notice 79-13* "Indication of Low Hater 
Level In Oyster Creek Reactor " No action required 

SEVFRITjK V Region 4* Dallas* Office of the Director 79/05/29 

IP 


7907200345 Feru*ards IE Bulletin 79-12. "Short Period Scrams at BNfI 
Facilities " No action required 

aEVFRlT*K V Region 4* Dallas, Office of the Director 79/D9/3I 
IP 


7907190393 Forwards supp 1 IE Bulletin 79-OlA. "Environ Qualification of 
Class 1C Equipment f Def ic ienc Ics in Environ Qualification of 
ASCO Solenoid Valves) " Ho action required 

S6YFRfT*K V Region 4, Dallas, Office of the Director 79/06/06 

Ip 


7907060013 Foruiardp IE Info Notice 79-15* "Deficient Procedures " No 
action required 

seVFfilT*K V Region 4* Dallas* Office of the Director 79/06/07 
Ip 


79D7050560 Forwards lE Info Notice 79-14* "Safety Class i f icatlon of 
Electrical Cable Support Sys " No action required 

seVFRlT.K V Region 4* Dallas. Office of the Director 79/D6/11 
ip 


7907050506 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly 6 Reactor Upper Grid 
Plate " No action required 

SEVFRrTiK V Region 4. Dallas* Office of the Director 79/06/20 

Ip 


7907050403 Forwards IE Bulletin 79-02* Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts '* 

Action reouired 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/06/21 
Ip 


7907120996 Forwards IE Bulletin 79-13* "Cracking in Feedwater 6gs 
Piping " No action required 

SEYFRIT.K V Region 4, Oallasi Office of the Director 79/06/25 
Ip 


7907110242 Forwards lE Circular 79-10* "Pipef i tt Ings Mfg from 
Unacceptable Matl '* No action required 

BEVFRIT, K V Region 4, Dallas* Office of the Director 79/06/26 
If 


7907IQ024<f Forwards IE Circular 79-11* "Design/Const Interface 
Problem " No action required 

8EYFRfT»K V Region 4* Dellas* Office of the Director 79/06/27 

Ip 


7907100514 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Frobleni " No action required 

SEYFflIT, K V Region 4* Dallas* Office of the Director 79/06/20 
Ip. 


7907110289 Forwards IE Bulletin 79-14, "Seismic Analysis for As-8uiU 
8af e ty-Rel ated Piping Sys " Action required 

8EYFR1T/K V Region 4* Dallas* Office of the Director 79/07/02 
Ip 


7907190493 Forwards IE Bulletin 79-^15* "Deep Drhft Pump Deficiencies ** 
Action required 

eEYFR|T*K V. Region 4, Dallas* Office of the Director 79/07/11 

Jp 


7907240302 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
pump Starting Contactors " No action required 

SEYFRIT.K. V Region 4. Dallas. Office of the Director. 79/07/i3. 
If 


79D7270391 Notifies that written responses to 16 Bulletin 79-15. Suppl 
1. should be directed to IE Dlv of Reactor Const Jntp. 

SEYFRIT.K V, Region 4*. Dallas, Office of the Director 79/07/18 

Ip 
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5 Reportable occurrences^ LERs & related correspondence 


79D72&O760 Oeficlencij re cadeleeve welds mfg by Graver Energy 9ys & 
produced by semiautomatic uJelding procedure All 
defective cadsleeves will be replaced using manual welding 
process u/increased inprocess controls 
# Qulf States l>tilities Co 79/06/27 5pp 


7907030259 Forwards PN0-79-67AQi •‘Nuclear Incident at TMI " 

SElDLEiVJ C Region 4i Dallasi Reactor Construction Engineering 

Support Branch 79/03/31 ip 


7907020303 Forwards PN0-79-67AR 

SEIDLEiU C Region Oallasi Reactor Construction Engineering 

Support Branch 79/06/05 Ip 


7907050570 Forwards PN0-79“67AQ« ’’Nuclear Incident at THI '» 

SEIDLE. M C Region 4. Dallasi Office of the Director 79/06/13 

IP 


7907030205 Forwards PNa-79-67AT 

BEIDLE^U C Region 4 j Dallasj Reactor Construction U Engineering 

Support Branch 79/06/19 ip 


7907130334 Forwards PN0-79-67AU 

SElDLEiN C Region 4> Dallasi Reactor Construction & Engineering 

Support Branch 79/06/27 Ip 


7907260763 Forwards deficiency ropt re cadsleeve weldsi orig insl ly 
reported 790531 All cadsleeves will be rejected tt replaced 
WEIOAND.JO Gulf States Utilities Co 79/06/27 Ip 


7907180683 Forwards PN0-79-67AV 

SEIDLEtU C Region 4< Dallasi Reactor Construction 6 Engineering 

Support Branch 79/07/06 Ip 


7907240S14 Forwards PN0-79-67AW 

SEIDLEiW C Region 4* Dallas* Reactor Construction Engineering 

Support Branch 79/07/13 Ip 


DOCKET 50-439 RIVER BEND STATION* UNIT 2 


A App 1 Icatlon/constructlon stage documents St correspondence 


7907030136 Responds to 790320 request for withholding of rept* 
"Accelerated Aging Procedure icc-323 74-3A) " Review based 
on 10CFR2 790 Indicates insufficient justification for 
withholding 

VARGOi S A Light Mater Reactors Branch 4 79/05/17 3pp 

7907030131 Forwards comments re justification for continued licensing 6 
operation for each Category A task action plan 
Necessary for 8 ER to include statement of status of 
resolution in each Category A generic item 

ORENNERrL Office of the Executive Legal Director 70/03/10 22pp 
Q Inspection reportsi IE Bulletins t< correspondence 


7907030122 Forward 5 IE Info Notice 79"i3* "Indication of Low Mater 
Level in Oyster Creek Reactor ’* No action required 
SEYFRITiK V Region 4* DallaSi Office of the Director 79/03/29 
Ip 


7907200345 Forwards IE Bulletin 79**l2i "0hort Period Scrams at DWR 
Facilities '* No action required, 

BEYFRIT»K V Region 4* Dallas* Office of the Director 79/05/01 

Ip. 


7907190393 Forwards suppl IE Bulletin 79-OlA* "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qual 1 f Icatlon of 
ASCO Bolenold Valves) ” No action required 

BEYFRITi-K V Region 4# Dallas* Office of the Director. 79/06/06 
Ip. 


7907060013 Forwards IE Info Notice 77-134 "Deficient Procedures " No 
action required 

BEYFRIT»K V Region 4* Dallas* Office of the Director 79/06/07 
ip. 


7907050560 Forwards IE Info Notice 79-14* "Safety Claisl flea t ion of 
Electrical Cable Support 8 ys •' No action required 

8 EVFRIT 4 K V Region 4* Dallas, Office of the Director 79/06/11 
Ip 


7907050506 Forwards lE Info Notice 79-17* "Source Holder Assembly 
Damage from Klsflt Between Assembly |c Reactor Upper Grid 
Plate. '* No action required 

BEYFRITtK V Region 4* Dallas, Office of the Director 79/06/20 
Ip. 


79070S04S3 Forwards IE Bulletin 79-02. Revi s ion 1* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required , 
SEYFRITrK V Region 4, Dallas. Office of the Director 79/06/21 
ip 


7907120596 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping " No action required 

8 EYFRIT*K V Region 4* Dallas, Office of the Director 79/06/23 
if 


7907110242 Forwards IE Circular 79-10, "P i p 0 f I t t i ng s Mfg from 
Unacceptable Matl " No action required 

BEYFRIT. K V Region 4, Dallas* Office of the Director 79/06/26 
ip 


79071B0249 Forwards IE Circular 79-11, "Design/Const Interface 
Problem •' No action required 

BEYFRIT, K V Region 4* Dallas* Office of the Director 79/06/27 

ip 


7907100314 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required 

BEYFRIT, K V Region 4* Dallas. Office of the Director 79/06/2B 

ip 


7907110289 Forwards IE Bulletin 79-14, "Belsmic Analysis for As-Dullt 
Safety-Related Piping Sys " Action required 

BEYFRIT, K V Region 4, Dallas. Office of the Director 79/07/02 

ip 


7907190493 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

8 EYFRIT,K V Region 4* Dallas, Office of the Director 79/07/11 

Ip 


7907240302 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

BEYFRIT, K V Region 4. Dallas, Office of the Director 79/07/13 
ip 


7907270391 Notifies that written responses to IE Bulletin 79-iS*8uppl 
1, should be directed to IE Div of Reactor Const Insp 
BEYFRIT,K V Region 4, Dallas* Office of the Director 79/07/10 
ip 


8 Reportable occurrences. LERs b related correspondence 


7907030259 Forwards PND-79-67AQ, "Nuclear Incident at TMI '• 

BEIDLEiM C Region 4, Dallas* Reactor Construction & Engineering 

Support Branch 79/05/31 Ip 


7907020303 Forwards PN0-79-67AR 

BEIDLE.W C Region 4. Dallas. Reactor Construction t. Engineering 

Support Branch 79/06/05 tp 


79070S0570 Forwards PN0-79-67A8. "Nuclear Incident at TMI " 

BEIDLE.W C Region 4, Dallas* Office of the Director 79/06/13 
ip 


7907030205 Forwards PN0-79-67AT 

BEIDLE.W C Region 4, Dallas* Reactor Construction b Engineering 

Support Branch 79/06/19 1^ 

7907130334 Forwards PN0-79-67AU 

BEIDLE.W C Region 4, Dallas, Reactor Construction & Engineering 

Support Branch 79/06/27 tp 


7907160603 Forwards PN0-79-67AV 

8 EIDLE 1 M C Region 4* Dallas, Reactor Construction li Engineering 

Support Branch 79/07/06 Ip 


7907240514 Forwards PN0-79-67AW 

6 EIDLE 1 W C Region 4, Dallas, Reactor Construction U Engineering 

Support Branch 79/07/13 Ip. 

DOCKET 50-460 WPP 88 NUCLEAR PROJECT, UNIT 1 


G, InapecttDn reports, IE Bulletins & correspondence 


7907120396 Forwards IE Insp Repts 50-460/79-02 it 50-513/79-02 on 
790212—16 & notice of violation 

SPENCER, 0.8 Region 5. San Francisco, Reactor Construction It 

Engineering Support Branch 79/04/03 2 pp 


— 7907120406 Notice of violation from Insp on 790212-16 

* Region 5, San Francisco, Office of the Director 79/03/30 

2 pp 
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--7907ia041'! IE In<|i ««pt» 30-440/79-03 4c 30-313/79-02 on 790213-14 
NancompllsncB noted ^Failure to follav procedurei rc 
^detign control tt document control & failure to Include 
applicable requirement! in procurement documents 
HAYNES. R C . KlfiSCH. D F . ECKHARDT. J H Region 3. San 

Francisco. Reactor Construction U Engineering Support Dratich 
79/04/03 33pp 


— 7907120436 Responds to tfRC 790403 1 tr re violation! noted in IE Insjj 
Repti 30-460/79'-02 8« 30-313/79-02 Coi'rective actions field 
change notice 257-1-79^026 revised to reflect correct 
quality class QA revl eued t< approved 

RENBEROER. D L Washington Public Power Supply System 79/03/09 
6pp 


— 7907120471 Ac k 790509 1 tr informing NRC of steps taken to correct 
Items listed in NRC 790403 1 tr 

ENOEUKEN.R H Region 3. San Francisco. Office of the Director 
79/OS/ai 2pp 


7907090237 Responds to IE Bulletin 79-04 Ko Velan owing check valve* 
used Nine testable check valves will be provided by Velan 
to be used in HPC8. UPCQ. reactor core isolation cooling !» RHR 
Gaismlc Category 1 piping sgs 

flENDEROEn.D L Washington Public Power Supply System 79/05/25 
3pp 


790709027S Responds to IE Dulletins 7e-l2i IPA R 120 No reason to 
suspect atypical weld wire was used in fabrication of 
reactor vessel* 

RENDERGER.D L Washington Public Power Supply System 79/05/29 
IP 


7907200379 Forwards It Bulletin 79-12. "Short Period Scrams at BWR 
Facilitias " No action required 

ENOELKEN. R K Region 5. San Francisco. Office of the Director 
79/05/31 ip 


7907190436 Forward* supp 1 IE Bullatln 79-OlA. "Environ Qualification of 
Class IE Equipment {Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " No action required 

ENOELKEN. R H Region 3. San Francisco. Office of the Director 
79/06/06 ip 


7907060036 Forward* IE Info Notice 79-15. "Deficient Procedures. " No 
action required 

ENOELKEN. R H Region 9. fian Francisco. Office of the Director 
79/06/07 Ip 


7907020271 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys " 

ENOELKEN. R H Region 5« San Francisco. Office of the Director 
79/06/11 Ip 


7907020453 Forwards IE Info Notice 79-17. "Source Holder Assemblv 
Damage from Nisfit Between Assembly &< Reactor Upper Grid 
Plate " 

ENOELKEN. R H Region 9. San Francisco. Office of the Director 
79/06/20 Ip 


7907120017 Forwards IE Bulletin 79-02. Revl slon 1. "Pipe Support Date 
Plate Designs Using Concrete Expansion Anchor Balts " Action 
required 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
79/06/21 Ip 


7907120630 Forwards IE Bulletin 79-13. "Cracking In Feedwater Sy* 
Piping " No action required 

ENOELKEN. R H Region 9. San Franc isco. Office of the Director 
79/06/23 Ip, 


7907060226 Forwards JE Circular 79-10. "Pipefitting* Mfg from 
Unacceptable Matl " Np action required 

ENOELKEN. R.K Region S. San Francisco. Office of the Director 
79/06/26, Ip 


7907090497 Forwards lE Circular 79-11. "Design/Const Interface 
Problem " No action required 

ENOELKEN. R H Region 5. San Franciseoi Offlca of the Diractor 
79/06/27. ip 


7907100534 Forwards IE Circular 79-12i "Potential Diesel Generator 
Turbocharger Problem." Ho action required 

ENOELKEN. R H Region 5. Ban Franc iscoj Office of the Director 
79/06/20 ip 


7907130222 Forwards IE Bulletin 79-14. "Seismic Analysts for Ai-Bullt 
Safety-Rel ated Piping By*." Action required 

ENOELKEN. R H Region 5. San Franc tcco. Office of the Director 
79/07/02, ip 


7907160711 Forwards IE Duliotin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

ENQELKENi R H Region 5. San Francisco. Office of the Director 
79/07/1 i ip 


7907310401 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

ENOELKEN.R H Region 9. San Francisco. Office of the Director 
79/07/13 Ip 


7907260296 Notifies that written responses to IE Bulletin 79-13. Supp I 
li should be directed to IE Div of Reactor Const Insp 
ENOELKEN.R H Region 3. Ban Franc 1 sc Oi Office of the Director 
79/07/ IB Ip 


5 Reportable occurrences. LERs & related correspondence 


7907020291 Forwards PN0-79-67AR 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
79/06/03 Ip 


7907030200 Forwards PN0-79-67AB 

ENOELKEN.R H Region 5. Ban Francisco. Office of the Director 
79/06/11 Ip 


7907030244 Forwards PN0-79-67AT. "Nuc lear Incident at TMI " 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
79/06/19 Ip 


7907050343 Forwards PN0-79-67AII 

ENOELKEN.R H Region 5. Ban Francisco. Office of the Director 
79/06/26 Ip 


7907130390 Forwards PN0-79-67AV 

ENOELKEN.R H Region 3. Ban Francisco. Office of the Director 
79/07/03 Ip 


DOCKET 50-461 CLINTON POWER STATION. UNIT 1 


A Application/conitructlon stage documents 1. correspondence 


7907030116 FO! A request far docU'ments re plant safety, generic safety of 
DWRs 6 GE DWRs.NRC list of generic unresolved safety 
problems for DWRs 6 OE DWRs U documents re instruction of 
designers. engineers, builders or operators of OE DWRs 
FENNER. P Prairie Alliance 79/05/04 Ip. 


7907190t66 FOIA request far documents pertaining to safety of facility 
& generic tafatg of DWRs 

FENNER. P Prairie Alliance 79/05/04 ip 


7907050200 Raipandi to 790426 Itr re radioactive release* from 
coal-fired power plant*. Forward* OHNL-5315. "Radiological 
Impact of Airborne Effluents of Coal-Fired 6 Nuclear Power 
Plant*, “ 6 FEB W/o end 

REOAN.H H Environmental Projects Branch 2 79/05/31. 2pp 


7907240373 Notlficetlon of 790612-13 meeting Ut/IL Power Co at Clintoni 
IL to aeiest const statu* 

SUCKLEYiB C Light t)ater Reactors Branch 1, 79/06/00 4pp. 


790703011V Responds to FOIA request for document* released to public 
re facilities not included in docket files Forward* list 
of documents it sources from which they may be obtained 
FELTON. J N Division of Rules and Records 79/06/il 3pp, 


79D7tB0i99 Notification of 790629 moating w/util in BethesdaiMD to 
discuss findings of caseload forecast panel during 
790612-13 site visit 

DUCKLEViB C Light Mater Reactors Branch 1. 79/06/26 2pp 


7907190171 Responds to 790504 FOIA request for documents pertaining to 
facility safety it three other categories of documents 
Forwards list of documents re Rasmussen rept available for 
public insp in POR 

FELTON. J M. Division of Rules and Records. 79/06/30 3pp 


Q. Inspection reports. IE Dulletins in correspondence 


7907190250 Responds to IE Bulletin 79-04 re improper weights for check 
valves mfg by Velan Engineering No Velan check valves are 

used 

WULLER.OG Illinois Power Co 79/03/29 Ip 
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25j 


7907200310 Foruaril» IE Bulletin 79‘^l3t "Ohort Period Ocr^ms at DWR 
" No action requirttf 

KEPPLERjJ 0 Region 3i Chicagoi Office of the Director 79/0S/31 

Ip 


7907190269 Forwards supp 1 IG Bulletin 79-'01A» “Environ Qualification of 
Clasi Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valves) ■' Action required 

KEPPLERiJ Q Region 3* Chicagoi Office of the Director 79/06/Qh 
IP 


7907261011 IE Insp Rept SO-461/77-03 on 790500-11 iHa nonconpl lance 
noted Major areas InspO'Cted review replacement nozzle inlet 
safe-ends h procedures for safety-re lated structures 

WESTCOTTrK M < ERDi C . KNOPi R C Region 3^ Chicago^ Office of the 

Director 79/06/06 9pp 


7907240425 Forwards lE Info Notice 79-lS, "Deficient Procedures " No 
action required 

KEPPLER,JO Region 3 j Chlcagoi Office of the Director. 79/06/07< 

ip 


7907260999 Forwards IE ln*p Rept 50-461/79-C3 on 790309-11 No 
noncompl lance noted 

FIDRELLIjO Region Ot Chicago^ Reactor Construction & Engineering 

Support Branch 79/06/07 2pp. 


7907060007 Advises that lE Infn Notice 79-13^ "Deficient frocedures" 
forwarded to listed utils 

PAPPASjH Region 3» ChlcagOf Office of the Director. 79/06/00. 

2pp 


7907020254 Forwards lE Info Motice 79-t4r "Bafoty Classification of 
Electrical Cable Support Sys " 

KEPPl-BRiJO Region 3/ Chicago* Office of the Director 79/06/il 
IP 


7907020429 Forwards IE Info Notice 79-17* "Source Holder Aseemhlg 
Damage from Misfit Between Assembly S< Reactor Upper Orld 
Plate » 

KEPPLBR*J, 0 Region 3* Chicago, Office of the Director 79/06/20 

ip 


7907120233 Forwards IE Oulletin 79-02* Revis i an i', "Ftpe Support Base 
Plate Designs Using Concrete Expansion Anchor Salts " Action 
required 

KEPPLBRiJO Region 0. Chicago* Office of the Director 79/06/Bi. 
IP 


7907130125 Forwards IE Bulletin 79-13* "Crack ing in Feedsinter 8ys 
Piping " No action required 

KEPPLERrJ 0 Region 3* Chicago* Office of the Director. 79/06/BS 

Ip 


7907060314 Forwards IE Circular 79-10i "Pi pef I tting* Mfg from 
Unacceptable Matl " No action required 

KEPPLER*J. 0 Region 3* Chicago* Office of the Director. 79/06/26 

Ip 


7907050474 Forwards IE Circular 79-11*. "Design/Const Interface 
Problem " No action required 

KEPPLER.J 0 Region 3* Chicago* Office of the Director 79/06/27 
Ip. 


7907130418 Forwards IE Circular 79-12* "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER.J 0 Region 3* Chicago* Office of the Director. 79/06/2B 

Ip 


7907130270 Forwards IE Bulletin 79-14. *'8eismlc Analysis for As-Bulkt 
Qaf ety-Related Piping 8ys " Action required' 

KEPPLERfJ 0 Region 3, Chicagoi Office of the Director. 79/07/02 
Ip, 


7907310337 Forwerds IE Bulletin 79-13, "Deep Draft Pump Deficiencies " 
Action required, 

KEPFLER.J, 0 Region 3* Ghicego, Office of the Director 79/07/H 

ip 


7907310411 Forwards IE Circular 79“i3* "Replacement of Diesel Fire 
Pump Starting Contactors *' No action required 

KEPPLER.J 0 Region 3, Ghicagot Office of the Director, 79/07/13 
Ip * 


7907260189 Notifies that written responses to IE Bulletin 79-43, Suppl 
Irshould be directed to IE Dlv of Reactor Const Inep. 

KEPPLERiv) Q Region 3* Chicago, Office of the Director 79/07/10 
Ip. 


7907260394 Forwards IE Info Notice 79-19* “Pipe Cracis in Stagnant 
Derated Hater 8ys at PHR Plants " No action required 
KEPPLERfJ 0 Region 3, Chicago* Office of the OtractoT 79/07/18 
Ip 


DOCKET 50-462 CLINTON POWER STATION* UNIT 2 


A App 1 1 cat i on/construction stage documents & correspondence 


7907030116 FdIA request for documents re plant safety* generic safety of 
DWRs 1( OE DWRs.NRC list of generic unresolved safety 
problems for BWRs OE QWRs & documents re instruction of 
designers, eng Ineers I bull ders or operators of GE DNRs 
PENNER.P Prairie Alliance 7^/05/04 Ip 


7907190166 FDIA request for documents pertaining to safety of facility 
S( generic safety of BWRs 

PEHNER*P Prairie Alliance 79/05/04 Jp 


7907030200 Responds to 790426 1 tr re radioactive releases from 
coal-fired power plants Forwards 0RNL-S3IS* "Radlolog leal 
Impact of Airborne Effluents of Coal-Fired ic Nuclear Power 
Plants, " ti FES W/o end 

REGAN* W H Environmental Projects Branch 2 79/05/31, 2pp 


790703DII7 Responds to FOlA request for documents released to public 
re facilities not included in docket files Forwards list 
of documents t, sources from which theg mag be obtained 
FELTON* vl M Division of Rules and Records. 79/06/11 9pp 


79D7I90171 Responds to 790504 FOIA request for documents pertaining to 
facility safety & three other categories of documents 
Forwards list of documents re Rasmussen rept available for 
p ubl ic inep in PDR 

FELTON* J ft Division of Rules and Records 79/06/30 3pp 


Q Inspection reports* IE Bulletins it correspondence 


7907190250 Responds to IE Bulletin 79-04 re improper weights for check 
valves mfg bg Velan Engineering No Velan cheek valves are 
used 

UULLERrO e Illinois Power Co 79/03/29 Ip 


7907200318 Forwards IE Bulletin 79-12. "Short Period Scrams at BUR 
Facilitlee " No action required 

KEPPLER*J 0 Region 3* Chicago* Office of the Director 79/05/31 
If 


7907190269 Foruiarde suppl lE Bulletin 79-OlA, "Environ Oualiflcatlon of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valves)," Action required 

KEPFLER,J 0 Region 3. Chicago* Office of the Director 79/06/06 
IP 


7907840425 Forwards IE Info Notice 79-15, "Deficient Protedurei " No 
action required 

KEPFLER.vl 0. Region 3* Chicago* Office of the Director 79/D6/07 

4p. 

7907060007 Advises that IE Info Notice 79-15. “Deficient Procedures" 
forwarded to listed utils 

PAPFA8*H Region 3* Chicago, Office of the Director 79/06/OB 

2pp 

7907020254 Forwards IE Info Notice 79-14* "Safety Classl f leat i on of 
Elactrlcal Cable Support 8yi " 

KEPPLERj J, 0 Region 3* Chltego* Office of the Director 79/06/11 

Ip 

7907020429 Forwards IE Info Notice 79-17* "aource Holder Assembly 
Damage from Misfit Between Assembly 6 Raactor Upper Drld 
Plato « 

KEPPLER, J 0 Region 3* Chicago* Office of the Director. 79/06/20. 

Ip 

7907120233 Forwards IE Bulletin 79-02* Revision 1* "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required, 

KEPPLERtJ 0 Region 3, Chicago, Off let of the Director 79/06/21 

Ip 

7907130125 Forwards IE Bulletin 79-13* "Crecking in Feedwater Bye 
Piping." No action required 

KEPPLER* J 0 Region 3, Chicago* Office of the Director 79/06/25- 

Ip. 

7907060314 Foruards IE Circular 79-10, "Plpef l ttlngs Kfg from 
Unacceptable Metl " No action required 

KEPPUER*J 0. Region 3. Chicago* Office of the Director 79/06/26 

*p. 
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7907050474 Poruards IE Circular 79'n. “Deslgn/Const Interlace 
Prabl^m “ No action rat^uircd 

KGPPLER.J G Region 3. Chicago. Office of the Director 79/06/27 

Ip 


7907160418 Foruards IE Circular 79-12. ’'Potential Dletel Generator 
Turbocharger Problein “ No action required 

KEFPLER.J 0 Region 3. Chicago. Office of the Director 79/06/28 

Ip 


7907130270 Forwards lE GulUtin 79-14. ’’SeiefflU Analyiift for Ai-Qullt 
Safety-Related Piping Sys ” Action required 

KEPPLeR.J 0 Region 3. Chicago. Office of the Director 79/07/02 
Ip 


7907310337 Formardi IE Bulletin 79-15. “Deep Draft Pump Deficiencies '' 
Action required 

KEPPLER.O G Region 3. Chicago. Office of the Director 79/07/11 

Ip 


DOCKET 50-464 FULTON GENERATING STATION. UNIT 2 
6 Adjudicatory correspondence 


7907180600 Util ansuer to Save Bolanco Environ Conaervatlon Fund 7905J4 
motion to terminate docket Requests response due date of 
790604. due to delay in receipt nf petition Certificate of 
8 vc sncl 

IRNIN.D P Honton Nil Hams 79/03/25, 4pp 


790713016! Response to Save Solanco Environ Conservation Fund 7905i4 
motion to terminate docket Ruling on application for early 
site revletvi should be deferred pending NRC revleu Seeks 
denial of certification Certificate of 9vc end 
GRAY. JR Branch 1 79/06/04 iDpp 


7907130056 Philadelphia Electric Co motion to file motion out of time 
In opposition to petition to terminate docket 
IRUIN.D P Kunton & Williams 79/06/05 Ip 


907310411 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPUER. J 0 Region 3. Chicago. Office of the Director 79/07/13 

ip 


79072601B9 Notifies that written responses to IE Bulletin 79-i5i8uppl 
I. should be directed to IE Siv of Reactor Const Insp 
KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/07/18 
Ip 


7907260394 Forwards IE Info Notice 79-19. "Pipe Cracks in Stagnant 
Oorated Water Sys at PWR Plants " No action required 
KEPPLER.O 0 Region 3, Chicago. Office of the Director 79/07/10 
ip 


DOCKET 30-463 PULTON GENERATING STATION. UNIT I 
G Adjudicatory correspondence 


— 7907130070 Opposition by util to intbrvonor Bavo Bolanco Environ 
Conservation Fund 790524 motion to terminate docket Petition 
presents no legal basis for releif Arguments are outside 
A 6 LQ jurisdiction & are premature 
IRWIN. D P Hunton U UilllaMs 79/06/05 22pp 


—7907130077 Responds to 7B0130 Ur re site info Intondi to file amand to 
CP application for adjudicatory early site ravieu 
Terminating proceedings uould waste applicable work alroadu 
completed, 

EVERETT. JU Philadelphia Electric Co 7G/03/0Q 4 pp 


7907160284 Response to util 790605 motion to file out of time Since one 
day delay in util response will not prejudice proeaedings. 

NRC does not oppose motion Gertiflcata of 6 vc end 
GRAY.J R Branch 1 79/06/il 3 pp 


Q Inspection reports. IE Bulletins I. correspondence 


7907160600 Util answer to Save Solanco Environ Conservation Fund 790514 
motion to terminate docket Requests response due date of 
790604. due to delay in receipt of petition Certificate of 
Sve end 

IRWIN. D P Hunton t Williams 79/05/25 4pp 


7907130161 Response to Save Solancp Environ Conservation Fund 790514 
motion to terminate docket Ruling on application for early 
site review should be deferred pending NRC review Seeks 
denial of certification Certificate of Sve end 
GRAY. J R Branch J 79/06/04 15pp 


7907130036 Philadelphia Electric Co motion to file motion out of time 
in opposition to petition to terminate docket 
IRWIN. D P Hunton 8 . Williams 79/06/05 Ip 


—7907130070 Opposition by util to intervenor Save Solanco Environ 
Conservation Fond 790324 motion to terminate docket Petition 
presents no logal basis for releif Arguments are outside 
A5LB jurisdiction are prematura 
IRWIN. 0 P Hunton $< Williams 79/06/05 28pp 


‘7907130077 Responds to 760130 Ur re site Info Intends to file 
CP application for adjudicatory early site review 
Terminating proceedings would waste applicable work already 
cofflplttcd ^ 

EVERETT. J L Philadelphia Electric Co 78/03/08 4 pp 


amend 


to 


7907030446 Supplemants response to IE Qulletln 79-OD Review under wbu 
No Tech Spec changes anticipated 

DALTROrpi S L Philadelphia Electric Co 79/05/14 ip 


U Congressional /Executive Corrospondonco 


requests for facility End result of review will bo staff 
position paper on site su I tahi 1 i ty. not CP Regulations 

oihicb proper application has been made. 
0 D 88 ICK.L V Office of the Executive Diiector for Operations 
79/06/29 2pp 


—7907310104 Urges NRC to deny any early site 
facility 

8CHWE1KER.R 8 Senate. 79/05/29 Ip 


review requests 


for 


DOCKET 50-466 ALLENS CREEK NUCLEAR 9TAT1DN. UNIT I 
0 Adjudicatory correspondence 


ATKINRGN.J R Affiliation Unknown 


hearing 

79/04/24 


Ip. 


“‘l' 7™40 s cotton t. fll. out of ti«o Slnoo 
dou dolog to util rttponse uill not prejudlci pnocoodingi, 
oppose motion Certificate of Sve end 
CRAY, JR Branch I 79/06/11 3pp 


Bulletins i correspondence 


7907030446 Supplements response to IE Bull 
No Tech Spec changes anticipated 
DALTROFF.S L Philadelphia Electric Co 


etin 79-00 
79/03/14, 


Review under 


way 


U^ Congresslonal/Executlve Correspondence 


79073.009. Rotpondo to 790529 It. urolng denial o. 

..,u..t, fo. End ro.u.l o? 2.,““ 

'*?*'■ !" **J* •““•mitt, not CP R.pulotlon. 

OOSSJCE L'r*"o«? "I’l'l' ;P“P*P •PPliiotion hoi boon node 
79/04/29 2,p Of.ctor fo. apo..tt.n. 


7907260003 Forwards 8 ER M/o end 
8 OHINKI 18 M Branch 3 79/04/26 Ip 


of •««nc 9 vlouo Cirtlflcnto 

80HINK1.8 M Branch 3, 79/05/02. 6pp 


ad-290 " 


procIIdJnJ/*’'' by TX PIRO counsel at 

DQHERTVjU, F Texas Public Interest Research Oroup 79/05/10 


Qpp 


ECHWElKERtR S Senate 79/05/29 ip 


requests for 


f)arlficafcian of Van ami motion for reconsideration I 

ttinviohr ALAO-535. responses to util 790412 

BCOTT/J motion memo on due process notice 

BBOrr.J H T„n. PuhKc Intop.it Ri.o.rch oJoup 79?05/i2. 



DOCKETED ITEMS 


*'-7907090499 TX pmo motion for reconsiderat ion c 1 Ar 1 f ica tl on^ refipon&o 
to util 790412 motion for reconsideratloni r« spons ^ to NRC 
79041B motion for clarification & memo on doe proceti 
noticcj r« ALAB-529 

aCOTT* J M Public Interest Research Oraup 79/0-4/2S 6pp 


790711049A TX PIRO addl contentions per ASLAD 790412 order PEB Is not 
suffictentlg detailed (* must be rejected 

SCDTTr J H Texas Public Interest Research Group 79/09/12 I9pp 


7907100640 NRC apposition to FH Potthoff motions served on 790309 
re 790412 order Request for extension of time in which to 
file amends to contentions should be denied Certificate of 
Svc end 

SDKINKirS M Dranch 3 79/05/10 4pp 


7907020002 State of TX response In support of Houston Lighting & Power 
790921 motion far supplementary notice of intervention 
procedures Certificate of Svc end 
LOHERRC.R U Texasi State of 79/03/21 3pp 


7907050366 Requests admission to proceedings as Intervenor Asserts 
standing based on personal economic & health Impact of 
operation 

KAMRABrJ Affil iatlon Unknoun 79/05/22 2pp 


7907110590 Brief by intervenor D Marrack in support of Marrack 
Contentions 2-4 & 6 Alternative sites not adequately 
discussed secondary impacts of plant not exemined 
Certificate of Bvc end 

MARRACK.D Marrack.D ► Intervenor 79/03/24 Bpp 


7907110073 Submits addl contentions per ALA0-539d s sued 790411 
DQHERTVnJ F Intervenor J F Doherty 79/03/25 ISpp 


7907110342 Houston Lighting & Power request bo dismiss TX PIRO 790312 
addl contentions for untimely filing Submits Individual 
responses to contentions to be considered If A8LD rules 
otherwise 

COPELANOiJ 0 I THRASHrC 0 Baker h Botts 79/05/31 :?7pp 


—7907110353 Notification of appearance on behalf of Houston Lighting te 
Power Certificate of Svc end 
BIDDLE, C T Baker & Botts 79/03/31 3pp 


7907240462 Responds to 790512 Itr re procedure for submissions to NRC 
during pendancy of ALAfl“S3S Intervenor 790428 motion on file 
U/A8LAB NRC will request addl submissions as NRC deems 
appropriate 

ENOBLHARDT, T F Deputy Executive Legal Director 79/06/01 S'pp 


— 7907240503 Notifies of uncertainty of delivery of 790420 motion to all 
concerned parties All NRC commissioners should have copies 
of entire record 

SCOTT, J M Texas Public Interest Research Group 79/05/12. ip 


7907240512 Motion by intervenor TX PIRO for reconsideration 
«< clarification of ALAB-SSO 

SCOTT, 0 M Texas Public Interest Research Oroup 79/04/28 6pp 


7907100679 Orders extension until 790618 for Commission to elect 
to review ALAB-944 

CKILK, a J Office of the Becretary of the Commission. 79/06/04 
IP 


7907130933 Response to TX PIRO 790512 addl contentions filed per A8LD 
790412 order Contentions 15,22,30,32,34 t< 46-49 should be, 
admitted A8LB should require justification of Contention 25 
Other contentions should be dismissed W/Certi f icate of Svc 
80HINK!,B M Branch 3 79/06/03 42pp 

7907160036 TX PIRO response to Houston Lighting & Power second set of 
interrogatories 

SCOTT, J M Texas Public Interest Research Group 79/06/06 5pp, 

7907190658 Second set of interrogator its directed to Houston Lighting 6 
Power Co re installation of charcoal filters in radwaste 
bldg. 

DOHERTY, vl F Intervenor J, F Doherty 79/06/06, Ip. 

— 7907190664 Request for production of documents directed to NRC. 
DOHERTY, J F, Intervenor J F. Doherty. 79/06/06 ip. 


— 7907190671 Third set of interrogatories directed to NRC. 
DOHERTY, J F Intervenor JF Doherty 79/06/06 Ip 


■7907190736 Request for production of documents directed to Houston 
Lighting 8, Power Co 

DOHERTY, J F Intervenor J, F Doherty, 79/06/06, ip 


7907130336 NRC motion for extension until 790627 to respond to JF 
Doherty 790525 addl contentions filed per ALAD-533 
Consultation ui/ technlca 1 staff necessary Certificate of Svc 
end. 

SOHiNKI.a M Branch 3 79/06/07 3pp 


7907310120 NRC opposition to JR Plepmelar 790601 petition to Intervene 
In proceeding for failure to address timcl inesa, standing 6 
contentions Certificate of Svc end 
BDHINKI.S M Branch 3 79/06/07 3pp 


7907130346 Houston Lighting t Power response to FH Potthoff 790525 
contentions filed per 790411 memo U order Contentions should 
be denied since subject matter is Inadmissible Certificate 
of 8vc end 

COPELAND, J 0 , BIDDLE, C T Baker & Botts C'1;LP,R H 
Loweneteln, Newman, Rai Si Axelrad U Toll 79/06/08 5pp 


7907130560 Houston Lighting & Power opposition to J Kamras petition to 
intervene as full party in proceeding Petition is untimely & 
does not demonstrate standing Certificate of Svc end 
COPELAND, J O. « BIDDLEiC T Baker L Botts NENMAN, J R 
Lowenstein, Newman, Reis, Axdrad k Toll 79/06/00 4pp 


7907190701 Houston Lighting & Power responses to Harrack 790S24 
contentipns filed per A8LB 7904li order Contentions 
2(b> 4< 2(c). 3,4 L 6 should be dismissed Certificate of 
8vc end 

CDPELAND. J 0 , DIDDLE, C T . THRASH, C 0 Baker & Botts 79/06/08 

8pp 


7907130530 NRC opposition to FH Potthoff 790523 contentions submitted 
per ASLB 790412 tnemo L order Contentions are irrelevant or 
not based on scientific data Certificate of Svc end 
aOHINKl,8 M Dranch 3 79/06/11 7pp 


7907190823 Houston Lighting 6 Power response to JF Doherty addl 
contentions Certificate of Svc end 

COPELAND, J 0 , THRASH, C 0 Raker L Botts NEWMAN, J R 
Lowenstein, Newman, Re 1 s, Axelrad 6 Toll 79/06/11 25pp 


7907310110 NRC response to DR Marrack 790824 amends to original 
Contentions 2,3,4 6, submitted per 7904)1 & 0501 

orders Certificate of Gvc end 
80HWKI,8 M Branch 3 79/06/11 9pp 


7907020009 Order granting NRC 790607 motion for extension until 790627 
to respond to J Doherty contentions 

WDLFE, 8 J Atomic Safety and Licensing Board Panel 79/06/12 ip 


7907190114 Order denying three suggested mods proposed by interested 
party State of TX to applicant Houston Lighting L Power 
790309 motion for supplementary notice of Intervention 
procedures 

LINENSERGER, G A, UOLFE, 8 J Atomic Safety and Licensing Board Panel 
79/06/12. 4pp 


7907190386 Houston Lighting tc Power response to JF Doherty second set 
of interrogatories Certificate of Svc end 

COPELAND, J O paker tc Dotts NEWMAN, J R Louensteln, Newman, Re 1 s, 
Axelrad S, Toll WHITE, J O Houston Lighting t< Power Co 79/06/12 
9pp 


7907190696 TX PIRO amends & rsplies to NRC 790603 responses l« Houston 
Lighting & Power 790531 responses to TX PIRO 790516 
contentions submitted per ALAD-335 Certlficete of Svc end 
SCOTT, J M Texas Public interest Research Oroup 79/06/15 Spp 


7907170251 Response in opposition to FH Potthoff 790601 addl 
contentions re conservation program in util svc area I* 
assertion that biomass production is superior alternative 
to proposed facility Certificate of Bvc end 
80HINKI,8M Branch 0 79/06/18 6pp. 


7907020001 Order denying JH Kamras 790524 petition to intervene 

WDLFEf 8 J Atomic Safety and Licensing Board Panel 79/06/20 2pp 


7907270073 Advises that NRC will not respond to TX PIRG 790615 
amends & replies to Houston Lighting U Power & NRC 
contentions submitted per ALAB-S33 
80HINHI,8 M Branch 3 79/06/20 Ip. 


7907190419 Houston Lighting L Power opposition to FH Potthoff addl 
contentions re conservation program it biomass production 
alternat ive, Certif Iceta of Svc end 

COPELAND, J 0., DIDDLE, C T Baker L Botts NEWMAN, J R 
Louensteln, Newman, Rel s, Axe 1 rad & Toll 79/06/21. 5pp 
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DOCKETED ITEMS 


7907230069 Houston Lishting & Pouer motion to tompel furthor ansuors to 
certain 1 nterrog stor i 99 lubnittfd to intervenor TX P2RG 
Rptjy»it» that all TX PIRC answers to interrogatories be 
resubmitted under oath U/Certl f Itate of Svc £< documentation 
COPELAND, J 0 , BIDDLE, C T Dater «. Dotts NEWMAN. J R 
Louenste in, Newnan. Re i s, Aielrad & Toll 79/06/21 49pp 


7907190490 Order requesting NRC 6 Houston Lighting fc Power to respond 
to TX PJRO 790615 amend Contentions 35.38,40.42 & 28 on or 
before 790711 Urges TX PIRG to submit other amends to 790516 
contenti ons 

WOLFEiS J Atomic Safety and Licensing Board Panel 79/06/25 2pp 


7907200497 Houston Lighting 6 Power response to Intervenor JF Doherty 
third set of interrogatories Affidavit 6 Certificate of Bvc 
enc 1 

BIDDLE, C T , COPELAND. U 0 Baker tr Botts NEWMAN r J R 
Lowenitein, Newman. Rei s, Aielrad & Toll 79/06/25 5pp 


7907250525 Requests to make limited appearance statement at licensing 
prehearing 

DEOREGORI.C Affiliation Unknown 79/06/26 Ip 


7907200240 Response to intervenor JF Doherty 790525 amended 
contentions Certificate of Svc enc 1 
WGODHEAD. C P Branch 3 79/06/27 2lpp 


H General correspondence 


7907060473 Eipresses concern re impact of plant const Requests E19 
Asks to be made party to CP proceedings 
PITTMAN. J D Affiliation Unknown 79/05/10 Ip 


Q Inspection reports, IE Bulletins 6 correspondence 


79073IOU9 Forwards TE Insp Rept 50-466/79-02 on 790508-11 No 
noncompliance noted 

SEIDLE.W C Region 4, Dallas, Reactor Construction l< Engineering 

Support Branch 79/05/16 2pp 


—7707310126 IE Insp Rept 50-466/79-02 on 790508-11 No noncompliance 
noted Major areas inspected procurement, vendor survei 1 lance, 
aud i ts, d eve 1 opment of site procedures I. preparation for site 
civil activities 

HUBACEK.W G , BEACH, A Q , HALL. R E Rogion 4, Dallas. Reactor 

Construction 6 Engineering Support Branch 79/05/16 4pp 


7907050561 Forwards lE Info Notice 79-14, “Safety Classif ication of 
Electrical Cable Support Sys “ No action required 

SEYFRIT.H V Region 4. Dallas. Office of the Director 79/06/11 


7907180255 Forwards IE Circular 79-11, “Deslgn/Const Interface 
Problem " No action required 

SEVFRlTrK U Region 4. Dallas. Office of the Director 79/06/27 


DOCKET 5TN-50-470 CESSAR SYSTEM 00 

K Utility Final Safety Analysis Report (FSAR) 6 amends 


7907160282 Forwards nonproprietary Amend 3 to FSAR 
SCHERER, A E Combustion Engineering. Inc 79/06/29 Jp 

—7907160289 Amend 3 to FSAR Overswed drawings end 
■* Combustion Engineering. Inc 79/06/29 226pp 


— 7907240440 Final suppl to FES re facility const 

• Office of Nuclear Reactor Regulation 79/05/15 ISDpp 


— 7907240446 NRC suppl testimony re alternative sites Professional 
qualifications of TL Johnson. JC Lehr, JR Levine, LM Dykoski 
h MT Hasnlk end 

SCALETTIiD Division of Site Safety Environmental Analysis 
79/05/14 3Spp 


O Adjudicatory correspondence 


7907050303 Confirms 790508 deliery of “Metropolitan Siting - Hietorlcal 
Perspective" (NUREO-0478. Oct 1978) 

SMITH, D H Branch 2 79/05/09 Ip 


7907050507 Testimony of PD Herr re population density & other site 
character! sties in support of State of MA Contention 12 
Alternative of locating facility at more suitable site not 
considered by applicant Resume tt Certificate of Svc end 
HERR.P D Massachusetts, State of 79/05/14 38pp 


7907090467 Motion for addl hearing dates h for 790629 deadline to flla 
testimony re need for power issue Financial qua 1 1 f icaions. 
alternate site issues U other matters wil be discussed 
during hearing W/Certi f i cate of Svc 
MEVER.M B Massachusetts, State of 79/05/17 4pp 


7907110695 Forwards prof qualifications of 0 LaRoche.F Kantor, L Soffer, 
P Sobel {( MU Karloulcz 

SMITH, B,H Branch 2 79/05/18 llpp 


7907110653 Intervenors Cleetans' motion for reconsideration of 
emergency planning issue Requests participation In wording 
of contention t, introduction of evidence Certificate of Svc 
enc 1 

ABBOTTfW 8 Intervenors Gleeton 79/05/21 5pp 


7907250144 Forwards NUREO/CR-0250 "Regional Econometric Model for 
Forecasting Electricity Demand by Sector & Stats “ W/o 
enc 1 

SMITH, 0 H Branch 2 79/05/21 Ip 


7907180366 Notice of appearance on behalf of MA Ofe of Energy 
Resources 

3EL0RADE. E L Massachusetts, State of 79/05/23 Ip 


—7907180374 MA Ofc of Energy Resources petition to participate as 
interested state agency or to make limited appearance In 
proceeding Certificate of Svc, J8 Fitipatrick affidavit it 
EJ King directive end 

BELGRADE, E L Massachusetts. State of 79/08/23 lOpp 


7907020004 NRC response in support of MA Governor Ofc of Energy 
Resources petition to Intervene as interested state agency 
Certificate of Svc end 

SMITH, D H , MULKEYiM E Branch 2 79/05/29 4pp 


7907110125 Commonwealth of MA response to MA Governor Dfc of Energy 
Resources petition to participate as interested state 
agency in proceeding Expresses some remarks, but does not 
object participation Certificate of Svc end 
MEYER, M Illinois, State of. 79/06/01 4pp 


7907110165 MA Governor Ofc of Energy Resources support of 790524 
petition to participate as interested state agency or. in 
alternative, to make limited appearance Certificate of Bvc 
end 

SELGRADE. E L Illinois, State of 79/06/01 8pp 


ROCKET 50-471 PILGRIM NUCLEAR POWER STATION. UNIT 2 

etage documents & correspondence 


JOHNSON, T L Hydrology Meteorology Branch 79/06/19 2pp 


7907290.13 Aclr r.c.lpt; of 790622 6 26 FOIA r.nu.st. for r.c.l-d. 

FELTOn'j'm “'°I J*'"**'' .valUbl. in LFDH 

FELTON J M Division of Rules and Records 79/07/13 4pp 


7907180324 Response of intervenor Cleetons In opposition to MA Ofc of 
Energy Resources 790524 petition for leave to participate as 
interested state agency Certificate of five end 
ABBOTT, W 8 Abbott, W, 8 79/06/0i 12pp 


7907180334 Boston Edison response to MA Ofc of Energy Resources 790523 
petition to participate as interested state agency 
Petitioners participation is encouraged appropriate as 
matter of policy Certificate of Bvc end 

79/06/01 ” 7..°'"’' STOPOLEY.D 0 Bo.ton Edl.nn Ca 


.“PfU «■ E9rr..pon..nc. 




SHITH.S H 


Branch 2 79/05/14 Ip 


objections to admission of Boston Edison 
780802 legal opinions during 790611 hearing Certificate of 
Bvc OTIC 1 

BURT, L Massachusetts, Btate of 79/06/07 Spp 


Inb.rrog.torl.. .Ir.ct.d 

CO NRC re need for power issue 

MEYER, M.D Massachusetts, state of 79/06/07 Ip 


DOCKETED ITEMS 


2 


—7907100024 CommonL/eal th of MA interrogatoi'ios dlrocted to NflC to need 
fdT polucr issue Certificate of Svc end 
MEYER, « □ Massachusetts, State of 79/06/07 7pp 


7907100829 Doston Edison memo in support of admission of expert npinion 
evidence in proceeding 

UEWALDi O H Ropes &, Grog STOODLEVi D O Doston Edison Co 
79/06/08 6pp 


7907190643 Foruards Commonuoalth of MA 790608 Interrogatories directed 
to Doston Edison re need for power issue 
MEYERiM D Massachusetts, State of 79/06/00 Ip 


— 7907190651 Commonwealth of MA interrogatories directed to Boston Edison 
re need for power issue Certificate of Bvc end 
NEYERjM 0 Massachusetts! State of 79/06/08 iApp 


7907190582 Forwards Dostun Edison 790611 motion to talte official notice 
of certain state statutes if court decisloris of NHiCT,VT if 
Rl 

8T0DDLEY, D 0 Doston Edison Co 79/06/11 Ip 


— 7907190587 Boston Edison motion to take official notice of certain 
state statutes court decisions of NHiCTiVT if R| Certificate 
of Svc end 

LEWALD, G H Ropes & Orag STOODUEY, 0 0 Boston Edison Co 
79/06/11 5pp 


7907190630 Forwards Commonwealth of MA & Interveners Clectons 7906J3 
stipulation re emergencg planning issue 
eURT.L Massachusetts, State of 79/06/14 ip 


Q Inspection reportsi IE Bulletins 8, correspondeinee 


79O7UO600 Forwards IE Inap Rept 30-471 /79*'0 1 on 790207-09 No 
noncompliance noted 

CARLfiONrR T Region I. Philadelphia, Reactor Construction if 

Engineering Support Drench 79/03/04 5pp 


— 7907110703 IE Insp Rept 30-471/79-01 on 790307-09 No noncompliance 
noted Major areas inspected QA activities re receivingi 
handling i< storage of tafetg-r elated components it licensee 
action on previous insp findings 

MATTIA.J Region li Phi 1 ade Iphta. Office of the Director 
MC0Ai/0HY,R W Region !■ Philadelphia! Reactor Construction Ec 

Engii>Berlng Support Branch 79/03/19- 4pp 


7907020042 Forwards IE Info Notice 79-14, "Eofetg Classification of 
Electrical Cable Support 8gs " 

GRIER, B K Region 1, Philadelphia, Office of the Director 
79/06/11 Ip 


7907100413 For wards IE Circular 79-11, "Dea Ign/Coni t Interface 
Problem ” No action reguired 

GRIER, D H Region li Philadelphia, Office of thd Director 
79/06/27 Ip 


T Hearing transcripts on non-antltrui t matters 


7907300144 Transcript of 790716 hearing in Plgriouth,MA Pp 10j34a- 
lOi 493 Applicant testimong end 

GOODKOPEfA C , COLE, R F , CALLIHAN. D Atomic aafetV and LlceTtBing 
Board Panel 79/07/16 207pp 


— 7907190730 Stipulation betuieen Commonwealth of MA fc Intervonors 
Cleetons adopting contention on emergency planning issue 
Stipulated contention is subj to A8LD approval 

LEONARD, S M Massachusetts, State of ABBOTT, W 9 Abbott, U B 
79/06/13 2pp 


7907190438 Doston Edison motion for ettenslon until 790709 to answer 
Commonwealth of MA interrogatories re need for power issue 
LEklALO, 0 H Ropes 6 Gray BTOQDLEY, D 0 Doston Edison Co 
77/06/22 2pp 


7907190494 NRC response to Cotnmonwealth of MA 790607 interrogatories 
re need for power issue Affidavit Certificate of 8vc end 
FELD, 8 E Cost Doneflt Analysis Branch 79/06/25 23pp 


7907250194 Transcript of 7907i7 hearing In Plymouth. MA Pp 10,494- 
10,651 Testimony of 6 Feld end 

ODODHOPErA C , COLE, R F . CALL I HAN, 0 Atomic Safety and Licensing 
Board Panel 79/07/17 182pR 


7907310044 Transcript of 790718 hearing in PlyfnDuth,MA Pp 10,652- 
10,747 restlmony of J8 Fltipatrick & JO Dudley end 
OQQDHOPE, A C , COLE. R F , CALL I HAN, D Atomic Bafety and Licensing 

Board Panel 79/07/10 33lpp 


79073100S4 Transcript of 790719 hearing in Plymouth.MA Pp J0,94Q- 
11,224 Testimony of PL Chernick & BC Geller end 

OOODHDPErAC , COLE. R F , CALL 1 HAN, D Atomic Safetg and Licensing 
Board Panel 79/07/19 343pp 


79D712D009 Doston Edison motion for protective orders L objections to 
Commonwealth of MA Interrogatories 33,34,35(4} 6 39-41 re 
need for power issue 

LEWALD. G H Ropes 6 Gray STOODLEY. D 0 Doston Edison Co 
79/06/26 6pp 


7907190499 Order granting extension until 790709 for Boston Edison to 
answer Commonwealth of MA interrogatories 

GOODKOPE, A C Atomic Safety and Licensing Board Panel 79/06/26 

Ip 


7907240314 Forwards revised supplemental testimony on need for power 
issue for A9LD 790716 hearing Testimony supersedes 790518 
filing Certificate of Svc encl 

STODDLEY, D G Boston Edison Co, 79/06/29 Opp 


'7907240317 Revised supplemental testimony on need for facllty Penallst 
BH Weiner, PA Legrow, DV Dourcler,AW Darstow, FC Turner, 

N Godleyilc D Hanna Re* Commonweal th of MA Contention 6. 

Cleeton Contention H, 6 Ford Contention M Documentation end 
WEINER, B H Boston Edison Co 79/06/29. 32Rpp. 


7907240417 Forwards util 790629 second motion that A0LD take official 
notice of certain state statutea 4 court decisions 6 documents 
re otil Exhibit 15 Motion corrects 6 supercedes 790611 
motion 

STODDY, D 0 Boston Edison Co. 79/06/29 Ip 


— 7907240423 Second motion submitted by util that A9LB take official 
notice of certain state statutes, court decisions it 
documents from states of VTiNH. RI 8< CT. Certificate of Svc 
end 

LEWALD, G H Ropes !< Ofay STOODLEY, D, 0 Boston Edison Co 
79/06/29 6pp 


H, General correspondence 


7907050471 Reauests NRC deny permit to construct Unit 2 it institute 

more stringent safety requirements for Unit 1. '' 

BARLETT, R M , DARLETTiS Affiliation Unknown 79/05/31 tp, 


7907300133 Transcript of 790720 hearing in Plymouth, MA Pp 11,225- 
11,352 

GaODHQPC.A C . COLE, R F. » CALL I HAN, D Atomic Safety and Licensing 
Board Panel 79/07/B0 i2Bpp 


DOCKET 8TN-SO-40J D-9AR-241 


8 Reportable occurrences, LERs 6 related correspondence 


7907050573 forwards PNa-79-67AQ, "Nuclear Incident at TMI '• 

eEIDLE, W C Region 4, Dallas, Office of the Director 79/06/13 
IP 


DOCKET BTN-50~4B2 WOLF CREEK GENERATING STATION 


A Application/construction stage documents 6 correspondenc e 


7907U0625 Requests addl info re concrete strength evaluation 
PARR,D D Light Water Reactors Branch 3 79/05/30. 4pp 


790713004J Notification of 7906J2 meeting w/BNUPPB util repr es erta tlves 
in iethesda,MD to discuss plans for tendering & content of 
OU aepl icatioiis & related administrative matters 
LICITRA.C A Light Water Reactors Branch 3 79/05/30 4pp, 


7907110057 Summary of 790929 talcon u/0 Koester re status of review of 
facility base met matter 

LICITRA, E. A Llyht Water Reactors Branch 3 79/06/01. fipp. 


7907030097 Summary of 790515 meetiny w/applicants in Bur 1 ington, KA re 
concrete strength of reactor bldg base mat 

LICITRA, E A Light Water Reactors Branch 3 79/06/07, 5pp. 


7907-050369 Advlsti of new doterminatlo-ns re aeismSc character of area 
it renews request for partial suepenslon nf CP. 

WARD,W H. Hid-Amarlca Coalition for Energy Alternatives 79/06/29. 
6pp 
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DOCKETED ITEMS 


7907300582 Summary of 790tia mcfiting (it/utll9 re plant for tubmittal of 
8NUPP8 GL applicationt 

LICITRA^E A Light Water Reactort Qranch 3 79/07/10 7pp 


7907310327 Fori/ards util application for amend of CPPR-147 to include 
KB Electric Pouer Cooperative at co-auiner of facility 
aiLDERO.J e Shaw, Pittman. Potts, h Trowbridge 79/07/30 Ip 


-"7907310397 Application for amend of CPPR"t47 to Include KB Electric 
Power Cooperative as co-oujner of facility 
CADMAN, U K Kansas Oas U Electric Co 79/07/11 lOpp 


-"7907310365 Examination rop t for FY7B 

* Affiliation Unknown 7B/12/3I llpp 


■0 Adjudicatory correspondence 


7907100701 Opposes facility const 

DOANE, J APfi 1 lat ion Unknown 79/05/10 Ip 


7907060008 Endorses rovneation of CP 

MCDQWEULiM Affiliation Unknown 79/05/20 2pp 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego !« Northern Thunder, Inc Deficiencies 9 & 20 re 
Perkins record Deficiencies do not raise genuine issue of 
matl fact Certificate of Sve end 
DDRDENICK.Q Dranch 4 79/05/2S 29pp 


7907060099 Forwards KB Bldg & Const Trades Council request for order to 
show cause why CP should not be revoked 

STELLDi V Division of Operating Reactors 79/06/10 Ip 


—7907060102 Forwards KS Qldy h Const Trades Council request for order to 
show cause why CP should not be revoked 
DUKATY,8 A Blake U Uhiig 79/05/15 Ip 


—7907060107 Request by KS Dldg S( Const Trades Council for order to show 
cause why Gp should not be revoked Const work on plant is 
sub stdj operat ion endangers public health 6 safety 
DUKATY,8 A BJako Uhlig 79/06/10 2pp 


— 7907060113 Ack receipt of petition requesting order to show cause why 
CP should not be revoked Request has been consolidated 
Separate FR notice will not be made Notice of petitions from 
790301 FR and 

8TELLD. V Division of Operating Reactors 79/06/10 2pp 


H Oeneral correspondence 


7907050S67 Requests foundation at facility be reconstructed 
COTTON. M Afpillatlon Unknown 79/06/00 2pp 


7907310441 Addresses comments of 790510 Itr re quality of concrete In 
bbse mat Site to acceptable u/regard to seismologlcal 
considerations 8a fety^relatad structures designed to 
withttand wind speed of 360 miles/h 

VASBALLO* D D Assistant Director for Light Mater Reactors 
79/06/14 4pp 


7907090321 Reaffirms 790119 request to suspend facility CP for 
Inadequate OC of containment bldg basemat New info re 
seismic disturbances should also be considered 

WARD, W H Mld'-America Coalition for Energy Alternatives 79/06/29 

6pp. 


7907240354 Requests substitution of HH Voigt for AE Upton on NRC 790713 
distribution list 

VOtOTiH H LeDoeuf, Lamb, Lelby 6 MacRae 79/07/lB Ip 


0 Impaction reports, IB Qulletlns & correspondence 


7907130126 Forwards IE Insp Rapt 50-482/79-04 on 790305-08 8. 15 S, 
notice of violation 

SEYFRIT, K V Region 4, Dallas, Office of the Director. 79/04/11 
3pp. 


— 7907130135 Notice of violation from insp on 790305-08 l< 15 

» neplon 4. Dallas, Office of the Director, 79/04/10 Ip 


—7907130139 IE Inip ftept 50-482/79-04 on 790305-00 «< 15 Noncompliance 
noted’ failure to follow procedures re spectrographs of 
chemical & physical properties 

ODERO, C R , RDSENDEROr A> a ^ GROSSMAN. M. A Region 4, Dallas, 
Office of the Director. 79 /04/10, I5pp 


7907050104 Forwards IE Insp Rept 50-482/79-06 on 790402-04 No 
noncompl lance noted 

BIEDLE.WC Region 4, Dallas, Reactor Construction it Engineering 

Support Branch 79/04/24 2pp 


— 7907050107 IE Insp Rapt 50-402/79-06 on 790402-04 No none omp I i anc c 
noted Major areas Inspected const activl t les, review of 
audits performed for concrete activities fc preparation for 
repairs to equipment hatch 

CR03SMAN, W A , STEWART, R C Region 4, Dallas, Office of the 
Director HANSEN, W A Region 3, Chicago, Office of the 
Director 79/04/24 6pp 


79071 J0619 Forwards IE Insp Rept 50-482/79-07 on 790409-12 No 
noncompUance noted 

SEIDLE/U C Region 4, Dallas, Reactor Construction & Engineering 

Support Branch 79/05/11 2pp 


— 7907110628 IE Insp Rept 50-402/79-07 on 790409-12 No noncompliance 
noted Major areas inspected reactor pressure vessel, 
safety-related concrete, polar crane supports It licensee 
action on previous items 

OBERO.C R , MARTIN, L E , CERNE, A C' Region 4, Dallas, Reactor 

Construction 6 Engineering Support Branch 79/05/11 I3pp 


7907110511 Confirms 790629 deadline for response to IE Bulletins 
78-12, 70- 12A J. 70-1211 

PETRlCKrN A 8NUPPS-8tandard 1 led Nuclear Unit Power Plant System 
79/05/17 Ip 


7907110732 Forwards IE Insp Rept 50-482/79-00 on 790416-19, notice of 
violation ft notice of deviation 

SEIDLE*W C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Branch 79/05/17 2pp 


—7907110735 Notice of violation from insp on 790416-19 

* Region 4, Dallas, Office of the Director 79/05/17 2pp 


--7907110740 Notice of deviation from Insp on 790416-19 

* Region 4, Dallas, Office of the Director 79/05/17 Ip 


—7907110747 IE Insp Rept 50-482/79-00 on 790416-19 Noncomp I lance noted 
failure to follow approved concrete curing procedures tt 
failure bo establish proper document controls for blasting 
procedure 

BEACH, A 0 , ROSENOERO, A D , HAUL, R £ Region 4, Dallas, Office 
of the Director 79/05/16 lOpp 


7907110602 Forwards 7905U response to IE Bulletin 79-03 

8EI0LE,W C Region 4, Dallas. Reactor Construction 6 Engineering 

Support Branch 79/05/21 tp 


—7907110690 Responds to IE Bulletin 79-03 re ASMS aA-3iS Type 304 
stainless steel pipe spools Interim rept re use or potential 
use to be sent by 790810 

KOEBTeR,K V Kansas Oat ft Electric Co 79/05/11 13pp 


7907030124 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level In Oyster Creek Reactor 

BEYFRlT, K V Region 4, Dallas, Office of the Director 79/05/29 

Ip 


7907260079 Responds to lE Bulletins 79-04 ft 79-07 Correct Velan valve 
weights used in piping analyses All computer codes used in 
seismic street analysis of safety-related piping verified 
KOESTER,© L Kansas Oas ft Electric Co 79/05/29 3pp 


7907200356 Forwards IE Bulletin 79-12, ''Short Period Scrams at BWR 
Facilities " No action required 

8EYFRIT,K,V Region 4. Dallas, Office of the Director 79/08/31 

Ip, 


7907250479 Forward* IE Insp Rept 50-482/79-10 on 790428 No 
noncompliance noted 

BElDLEfW C Region 4, Pallas, Reactor Conttructlon ft Engineering 

Support Branch 79/06/04 ip 


—7707280480 IE Intp Rept 50-402/79-10 on 790428 No noncompliance noted 
Major areas Inspected ’ record of items of noncomp 1 iance (< 
ef fac t Ivenets of site QA program it current li projected 
manning level of site QA organization 

DDERO, C. R , CROSBMANiW A Region 4, Dallas, Office of the 
Director 79/05/21. 3pp 


7907190399 Forward* tuppl IE Bulletin 79-OiA. "Environ Qualification of 
Glass IE Equipment {Deficiencies In Environ Qual 1 f icatlon of 
A6C0 Solenoid Valves) " No action required 

SEYFRIT, K, V. Region 4, DalUs, Office of the Director 79/06/06 

Ip 



DOCKETED ITEMS 


7907060016 Fflrujard& IE Info Notice 79''15i '^Deficient Procedures " No 
action ro<iulrB{i 

SEYFRITrK V Region 4. Dallasi Office of the Director 79/06/07 
IP 


7907250221 Foruards IE Insp Kept 50-4B2/79-’09 on 790423-26 & notice of 
violation 

SEIDLE.W C Region 4f Dallas* Reactor Construction l< Engineering 

Support Branch 79/06/07 2pp 


— 7907B70S91 Responds to NRC 790S17 1 tr re violations noted in IE lT»a( 
Rept 80-482/79-00- Corrective actions area supervisors 
directed to perform addl training of personnel 
KOESTER-O L Kansas Cas & Electric Co 79/06/16 3 pp 


7907190498 Forwards IE DoMotin 79-i8» "Deep Draft Pump Deflcianclps 
Action required 

8 EYFRIT. K V Region A. Dollas, Office of the Director 79/07/Jl 

IP 


—7907250232 Notice of violation f'rom insp on 790423-26 

* Region 44 Dallas> Reactor Construction & Engineering Support 
Branch 79/06/04 2pp 


—7907230226 IE Insp Bept 50-482/79-09 on 790423-26 Noncompl lanes noted 
failure to follow storage procedures for reactor vessel 
internals k failure to conduct QC Insp 

OBERO 4 C R * TONLINSONi D P i CROESMAN. U A Region 4* Dallas. 

Reactor Construction* k Engineering Support Branch 79/06/04 
13pp 


7907230347 Ac k receipt of 790323 0531 Itrs informing NRC of stops 

taked to correct violation noted in IE Insp flept 
50-402/79-01 

EEIDLEiN C Region A, Dallas. Reactor Construction k Englneoring 

Support Branch 79/06/00 Ip 


—7907230353 Responds to NRC 790426 Ur re violation noted in IE Insp 
Rept 50-499/79-01 Corrective actions when only one placement 
being made, truck following text load will be held at point 
of placement 

KOE 8 TER 4 O L Kansas Oas k Electric Co 79/06/08 Spp 


7907030563 Forwards IE Info Notice 79-14. "Bafety Classification of 
Electrical Cable Support Sy s “ No action required 

SEYFRIT.K V Region 4i Dallas. Office of the Director 79/06/11 

Ip 


7907310598 Forwards IE Insp Rept 30-482/79-12 on 790814-17 No 
noncompl lance noted 

SElDLEiU C Region 4 r Dallas. Reactor Construction 6 Engineering 

Support Branch 79/06/14 2pp 


—7907310603 IE Insp Rept 80-482/79-12 on 790314-17 Mo noncompliance 
noted Major areas inapected licensee action on previous 
insp findings, essentia 1 sve water sys earthwork Si 
welding program 

DBERO. C R I CROSSMAN. U A . HALL. R E Region 4. Pallas. QffUa of 
the Director 79/06/13 18pp 


7907050312 Forwards lE Info Notice 79-17* "Baurce Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/20 

Ip 


79070304B7 Forwards IE Bulletin 79-02. Revisl on l» "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts '* 

Action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/21 

Ip 


7907120600 Forwards lE Bulletin 79-13. "Cracking in Feerfuater 8 ys 
Piping " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/23 
ip 


7907110249 Forwards IE Circular 79-10. "Pipef ittlngs Hfg from 
Unacceptable Matl No action required 

SEYFRIT.K V Region At Dallas. Office of the Director 79/06/26 
IP 


7907180237 Forwards IE Circular 79-11. "Deii gn/Const Interface 
Problem " No action required 

SEYFRIT.K V Region At Dallas. Office of the Director 79/06/27 
IP 


7907100317 Forwards lE Circular 79-12. "Potential Dieael Oenerator 
Turbocharger Problem " No action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 79/06/28 
IP 


7907110293 Forwards IE Bulletin 79-14. "Batimlc Analysts for As-Bullt 
Safety-Related Piping 8 gs, '* Action required 

SEYFRIT.K V Region 4. Dallas. Office of the Dirsetor. 79/07/03 
IP 


7907240309 Forwards IE Circular 79-J3. "Rop I a c emen t of Diesel Fire 
Pump Starting Contactors " No action required 

SEVFfllT.KV Region 4. Dallas. Offito of the Director 79/07/13 

ip 


7907270395- Not t PI es that written responses to IE Bulletin 79-13. Buppl 
1. should be directed to IE Div of Reactor Const Insp 
SEYFRIT.K V Region 4. Dallas. Office of the Director 79/07/lQ 

IP 


8 Reportable occurrences. LERs k related corr eipofidence 


7907300037 Revises status of deficiency rept re essential sve water 
pump anchor bolts Investigation revealed bnlisias presently 
spec i Pled. are of sufficient length to provide safe design 
KOESTER.O L Kansas Oas 8 . Electric Co 79/05/29 Ip 


7907030366 Forwards PNO-79-67AO. "Nuclear Incident at TMl ** 

8 EIDL£.W C Region 4i Dallas. Reactor Construction k Engineering 

Support Branch 79/05/3I ip 


7907020306 Forwards P NO-7 9- 67 A B 

SEIDLE.N C Region 4* Dallas. Reactor Cdns truct I on I. Engineering 

Support Branch 79/06/05 Ip 


7907030210 Forwards PN0-79-67AT 

8E1DLE.M C Region 4. Dallas. Reactor Construction h Engineering 

Support Branch 79/06/19 ip 


7907260607 Forwards addl info to 79042S Itr re preassemblg welds 
Observed condition was documented in Nonconformance Rept 
18N0e63N Problem caused by interior diameter counter bore 
ridge Parts were replaced 

KOEBTER. OL Kansas Oas jr Electric Co 79/06/20 Qpp 


7907130337 Forwards PND-79-67AU 

SEIDUE.H C Region 4. Dallas. Reactor Construction tr Engineering 

Support Branch 79/06/37 Ip 


7907100608 Forwards PN0-79-67AV. 

SEIDtE. U C Region 4. Dallas. Reactor Construction (1 Engineering 

Support Branch 79/07/06 Ip 


7907100530 Forwards interim significant deficiency rept on flood 
damage. 

KOESTERrO L Kansas Oas k Electric Co 79/07/13 Ip 


— 7907180337 Interim significant deficiency rept on 770600 re flood 
damage equipment Mater entered power block bldg during heavy 
rains causing flood damage Caused by unflnlihed const Mill 
be eliminated when bldg is roofed 
e Kansas Oas k Electric Co 79/07/13 4pp 


7907240518 Forwards PN0-79-67AM. 

BEIDLEi M C Region 4. Dallas. Reactor Construct i on 8 . Eng i near i no 

Support Branch 79/07/13 Ip 


DOCKET eTM-»0-4a3 CALLDWAY PLANT. UNIT 1 


A. Appllcation/construc tlon stage documents k correspondence 


7907130041 Notification of 790612 meeting bi/SNUPP 8 util representatives 
In Bcthesda.ND to discuss plans for tendering k content of 
OL applications i< relatad adml nl stratlve matters, 

LICITRA. E A Light Water Reactors Branch 3 , 79/03/30. 4 pp 


7907300383 Summary of 790613 meeting w/utlls re plane for submittal of 
SNUFPS OL applications 

LICITRA. E. A Light Water fteactori Branch 3 79/07/10. 7 pp 

H Qeneral correspondence 


7907270288 Ac k receipt of 790610 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-402/79-00. 

SEIDLE. W C. Region 4. Dallae* Office of the Director, 79/07/03 

Ip 


7907120046 Ack receipt uf recant Itr re careless plant cunst. State govt 
has little author i ty*. due to pre-emptions by NRC. as 
mandated by Congress. Forwards Itr to HO Senators Eagleton 
Danforth. Representative Volkner NRC. 

TEA 8 DALE 1 J P Missourir State of. 79/05/22 2 pp, 
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DOCKETED ITEMS 


7907240354 Rfqufttts lui^at i tUt Ion of HH Voijt for AE Upton on NHC 790713 
distribution li«t 

VOlOTiH H LeBoeuft Lomb« Leiby b HacRoe 79/07/iQ ip 


Q Inspection reports* IE Bulletins correspondence 


7907110311 Confirois 790*29 deadline for response to IE Bulletins 
76-12* 7B-12A & 7B-12I1 

PETRICHjN a SNUPPS^Standard 1 z ed Nuclear Unit Power Plant System 

79/05/17 Ip 


7907250212 Forwards IE Insp Ript 50-403/79-04 On 790424-26 6 notice of 
Violation 

FlORELUlfO Region 3, Chicagoi Reactor Construction tt Engineering 

Support Branch 79/05/30 2pp 


■““7907850213 Notice of violation froffi insp on 790424-26 

♦ Region 3* Chicagoi Reactor Construction t Engineering Support 
Branch 79/05/25 ip 


7907130293 Forwards IE Bulletin 79-14< "Seismic Analysis for As-Oullt 
Safety-Related Piping 8ys " Action required 

KEPPLER*jO Region 3* Chlcagoi Office of the Director 79/07/02 
IP 


7907310349 Forwards IE Bulletin 79“13< "Deep Draft Pump Deficiencies " 
Action required 

KEPPLER* J 0 Region 3* Chicogoi Office of the Director 79/07/11 

tp 


7907310418 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Btarilng Contactors ’* No action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/13 
Ip 


7907260217 Notifies that written responses to IE Bulletin 79-13, Suppl 
1. should be directed to IE Div of Reactor Const Insp 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/07/10 
Ip 


—7907230216 IE Insp Rept 50-4B3/79-04 on 790424-26 Noncompl lance noted 
failure to use proper penelrameter for radiography of 
containment liner plate 

SCHWglBlNZ.E fi . HANSEN. W A . KNOP.fl C Region 3. Chicago. 

Reactor Construction 8» Engineering Support Branch 79/05/25 7pp 


7907200334 Forwards IE Bulletin 79-12. “Short Period Scrams at BWR 
Facilities “Noactiunrequired ^ 

KEPPLER.J 0 Region 3. Chicago. Office a*f the Director 79/05/31 
IP 


7907190295 Forward# suppl IE Bulletin 79-OlA. "Environ Qualification of 
Glass ]E Equipment (Deficiencies in Environ Qualif Ication of 
ASCO Solenoid Valves) “ Action required 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/06/06 

ip 


7907240444 Forwards IE Info Notice 79-15. "Deficient Procedures “ No 
action required 

KBFPLEr.J 0 Region 3. Chicago. Office of the Director 79/06/07 


7907060007 Advises that IE Info Notice 79-15. '‘Deficient Procedures*' 
forwarded to listed utils 

PAPPAS. H Region 3. Chicago. Office of the Director 79/06/00 

2pp 


7907260410 Forwards JE Info Notice 79-19. "Pipe Cracks in Stagnant 
Borated Mater Bys at PWR Plants ** No action required 
KEPPLERiJ 0 Region 3. Chicago. Office of the Director 79/07/lS 
ip. 


8 Reportable occurrences. LERs l< related correspondence 


7907130187 Ac k receipt of 790510 interim rept re emergency sve 
watsr pump anchor bolts 

FIORELLI.o Region 3. Chicago. Reactor Construction 6 Engineerlna 

Support Branch 79/06/01 !p 


docket 0TN- 50-484 TYRONE ENEROY PARK, UMiT 1 
A Application/construction stage documents it correspondence 


790/130041 Notification of 790612 mooting ui/BNUPPB util representatives 
in Bethesda.hD to discuss plans for tendering 8< content of 
OU applications 4* related administrative matters 
LICITRA. E A eight Water Reactors Branch 3 79/05/30 4pp, 


79073005B2 Bummary of 790612 meeting w/utils re plans fur submittal of 
8NUPP8 OL applications 

LICITRA, E A Light Water Reactors Branch 3 79/07/10 7pp 


7907240238 Forwards IE Info Notice 79-14. '‘Safety Classification of 
Electrical Cable Support Sy# '* No action required 

KEPPLER, J 0 Region 3. Chicagoi Office of the Director. 79/06/ii 
If 


7907300516 Responds to IB Bulletin 79-09 GE Type AK-2 circuit 
are not uird in safety-related sys 
BRYAN, J K Union Electric Co 79/06/14 Ip 


breakers 


790702009 F,r«.ri, IE in.» NoUc. 79-17, “Soort. Hold.F A...,nbl„ 
Pl"te*“^*^”*'' Between Assembly 6 Reactor Upper Grid 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/06/20 
ip 


7907120262 Forwards IE Bulletin 79-02, Revis ion I, ''pipe Support Base 
required**^”* Concrete Expansion Anchor Bolts ■■ Action 

KEPPLER, U 0 Region 3. Chicago. Office of the Director 79/06/2] 


KEPPUERi U 0 Region 3. Chicago. Office of the Director 79/06/25 


0 Ad/udicatpry correspondence 


i X ^ »i.n.in«ry oisposzsjon Of intervornon Ecol 

of Qsuieqo «< Northern Thunder. Inc Deficiencies 9 20 re 

Perkins record Deficiencies do not raise genuine issue of 
matl fact. Certificate of 8vc end 
BORDENICK. D M Branch 4 79/05/25 29pp. 


7907090171 Notifies of typographical errors in licensees joint 
motion for summary disposition re radon issues NUtakes 
were in accompanying affidavits 

SILBEROiUE Shaw. Pittman. Potts. & Trowbridge, 79/06/05 9pp, 


71.x V ””1*'''"'“ vu mpvtan ror summary disposition r 

Issues Twenty-one alltged deficiencies in Perkins record 

*uhportBd in part 6 apposed in 

part Certificate of Bve end 

BORDENICKjB II Branch 4 79/06/14, 29pp 


H, Oantral correspondence 


VOlOT, H H LeDoeuf. Lamb. Lelby It MacRae, 79/07/10 Ip 
Bulletins St correspondence 


7907060003 Forwards IE Circular 79-10. "Ploefittlnas MSo 
Un.cc„t.bl. M.» - N. r.qbi^.d ' " 

HeenER.JO. R.gl.n 3, chic.gb, o. (h. Dll-.ctor 7»/0i/l 


to ie Ouiiitln. 

wosm'* SNUPPB-Bt.n..rdi„d Nucitqr Unit Pouir Plant Sgttrm. 


KfPP/.e«,Jfl 3, cblc.jo, o..ic. 0. tht Dir.ttor, 79/06/37. 


bop... .* bmp 

KEPPLER. JO Region 3. Chicago, Office of the Director. 79/05/31. 


KWtES.Jfl R„<,„ 3, cbitaj., Of.it, a. tb. Dir.ttar, 7?/0A/a8. 


I * ’ .Region 3. Chicago. Office of the Director, 79/06/06 



DOCKETED ITEMS 


7907240'?35 Forwards IE Info Notice 79-lS, "Deficient Procodurei " No 
action required 

KEPPUER, J O Revlon 3» Chicfi^oi Office of the Director 79/0fr/07 
ip 


7907-060007 Advises that IE Info Notice 79’'|5» ''Deficient Procedure-^" 
forwarded to listed utils 

PAPPASi H Region 3i Chicago, Office of the Director 79/06/00 

app 


7907240SS6 Foru/ards IE Info Notice 79-t4. "Safety Classification of 
Electrical Cable Support 8ya " No action required 

KEPPLERiJ O Region 3* Chicago, Office of the Director 79/0&/II 

ip 


7907300549 Responds to IE Dullotln 79~09 No GE Type AK-^a circuit 
breaker are used or planned for use at facility 
OIENHART;A V/ Northern States Power Co 79/06/M Ip 


7907020433 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly Ic Reactor Upper Grid 
Plate " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/0A/20 

Jp 


7907120244 Forwards IE Bulletin 79^02, Revl s 1 on 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts ” Action 
required 

KEPPLER,JO Region 3, Chicago, Office of the Director 79/06/21 
ip 


7907130142 Forwards IE Bulletin 79-13, "Cracking In Feedwater 6gs 
Piping " No action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/06/23 

Ip 


O Adjudicatory c orresp ond ence 


7907160131 Requests sum.mary disposition of Intervernors Ecology Action 
of ostuega 6 Northern Thunder, Inc Deficiencies 9 6 20 re 
Perkins record Doflcicncio* do not raise genuine issue of 
matl fact Certificate of Bvc end 
BORDEN 1 C K, D H Branch 4 79/05/25 a9pp 


/9O709Dl7i Notifies of typograph i ca 1 errors In licensee# joint 
motion for sum^mary disposition re radon issues Mistakes 
tjere in accompany i ng affidavits 

SILOERG, J E Bhaw, Pittman, Potts* U Trowbridge 79/06/05 9p p 


79O718O10B Responds to util* motion for summary disposition re radon 
Issues Twenty-one alleged deficiencies In Perkins s'oeord 
advanced by intervenor# are supported In part 6 opppsod In 
part Certificate of 8vc encl 

DORDENICK. BM Branch 4 79/06/14 29pp 


7907240393 Order granting intervener Ec-ology Action of Oswego 
request for extension until 790716 to submit affidavit of 
R Pohl Affidavit is part of Inlurvenor response to util 
motion for summary disposition on radon issue. 

BISHOP* C U Atomic Safety and LlconsiriB Appeal Panel 79/07/02 
Ip 


H General corr eapondetic e 


7907240354 Requests substitution of HN Voigt for AE Upton on WRC 790710 
distribution list 

VOIGT^H II LeBoeuf, Lamb, Lelby & hacnae 79/07/10 Ip 


0 Inspectian reports, IE Bulletins St correspondence 


7907060317 Forwards IE Circular 79-10, "Pi pePl ttihgs Mfg from 
Unacceptable Matl " No action required 

KEPPLEft.J G Region 3, Chicago, Office of the Director 79/06/26 

Ip 


7907H0914 Confirms response by 790629 to IE Bulletins 7D'"i2, 12A ti I2n 
PETRICI<., N A SNUPPS-atandordl sed Nuclear Unit Powar Plant System 
79/03/17 Ip 


7907080478 Forwards IE Circular 79-11, "Design/Const Interface 
Problem " Mo action required 

KEPPUER,J 0 Region 3, Chicago, Office of the Director 79/06/27 

Ip • 


7907180423 Forwards IE Circular 79-12, "Potential Olesal Generator 
Turbocharger Problem ^ No action required 

KSPPUER.J 0 Region 3, Chicago, Office of the Director 79/06/28 

Ip 


7907130261 Forwards IE Bulletin 79-14, "Belsmic Analysis for As-Dul 1 t 
Sofety-Rolatod Piping Bye " Action required. 

KEPPUERiJ 0 Region 3, Chicago, Office of the Dlractor. 79/07/02 

Ip 


7707310341 Forwards IE Bulletin 79-15, "Deep Draft Pump Daf icienc ies. " 
Action required 

KEPPLER,J 0 Region 3, Chicago, Office of the Director 79/07/11 

Ip 


7907310413 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER, U O Region 3, Chicago, Office of the Director 79/07/13 

Ip 


7907260201 Notifies that written responses to IE Bulletin 79-15, Suppl 
r, should be directed to IE Olv of Reactor Const Insp 
KEPPLERrU 0 Region 3, Chicago, Office of the Director 79/07/lE 
Ip 


7907260407 Forwards IE Info Notice 79-19, "Pipe Cracks in Stagnant 
Boratfd Water 8y& at PUR Plants " No action required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/07/lS 
Ip 


DOCKET STN-5O-40S STERLING POWER PROJECT NUCLEAR, UNIT I 


A Appi icatlon/conetruction stage document* !< correspondence 


7907110302 Respond* to IE Bulletin 79-04 Component cooling b aisential 
»vc water sys, roactor coo lant, oux 1 1 tar y feoduater, Poedwatar, 
eompresed air & auxiliary torblno* sy* will u»e 3 4 or 
6-inch Vatan owing check valve* 

ARTHUR. J e, Rochester Oa* S, Electric Corp 79/03/10 2pp 


7907100110 Responds to lE Bulletin 79-03 Submit* ref listing of 
Youngstown 8A-312 Type 304 welded piping apoals which was 
Inadvertently omitted In 790510 response 

ARTHUR, J E Roebester Oas U CUctrlc Corp 79/05/10 llpp 


7907060432 Forwards 16 Bulletin 79-11* "Faulty Overturrent Trip Device 
in Circuit Dreafeers for Engineered 8afoty By* " Licensee 
action required, 

GRIER, P H Region t* Philadelphia, Office of the Director 
79/05/22. Ip 


7907020487 Responds to IE Bulletin 79-07 re seismic stress 
analysis of safety-related piping. All analyses properly 
gerfdrmed it methods spoclfled In faullatln not used 
ARTHUR* J E Rochester Oa* & Electric Corp 79/05/2? 2pp 


7907030072 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " 

DRIER, D,M Region 1, Philadelphia, Office of the Oirectur 
79/08/S9 Ip 


7907200150 Forwards IE Bulletin 79-12i "Short Ferioif Scrams at BWR. 
Facilities " No action required 

GRIER, D H Region I, Ph i tadel pM a, Office of the Director. 
79/05/31 Ip 


7907190113 Forwards suppl IE Bulletin 79-01 A, "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A0CD Bolenold Valves). " Action required 

GRIER, B H Roglon 1« Ph 1 lade 1 pbla. Office of the Director 
79/06/06 Sp 


7907130041 Notification of 790612 meeting w/BNWPPB util representative* 
in Bethesda, MD to discuss plan* for tendering & content of 
OL applications U related administrative matters 
LrOITRA, E A Light Water Reactors Branch 3 77/05/30 4pp. 


7907300502 aummary of 790612 meeting u/utils re plans for submittal of 
SNUPP6 OL applications 
app 1 Icatton. 

LICITRApE a, Light Water Reactors Branch 3 79/07/10. 7pp, 


7907060133 Forwards 1C Info Notice 79-13, "Deficient Procedure* " No 
action required 

DRIER, B H Region 1* Ph 1 ladelp hla* Office of the Director 
79/06/07. Ip 


7907020056 Forward# 16 Info Notice 79-14, "Safety Clas*lf i e atlon of 
Electrical Cable Support Bys. " 

GRlERiB^H Region 1, Phi ladelph 1 a* Dfflcr of the Director. 
79/06/1 i ip. 
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7907U0392 Foruards IE Info Notice 79-17. "Source Holder Aisemfalfj 
Damagf from Misfit Detueeo Asiemblg |< Reactor Upper Grid 
Plate ” 

0R1ER« B H Region J« Phi lade Iph la. Office of the Director 
79/06/20 Ip 


7907830709 Forwards IE Duiletin 7‘?-02f Revi » 1 on 1/ "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts '* 

Action required 

ORlERiB H Region J. Phi Udejph la. Office of the Director 
79/06/81 Ip 


79071S0591 Forwards IE Bulletin 79-13* ^’Cracking in Feedwater 8ys 
Piping " No action required 

GRIER.B H Region 1/ Phi ladelph ia* Office of the Director 
79/06/S5 Ip 


7907100373 Forwards lE Circular 79-l0i "Pipef i ttihgs Mfg from 
Unacceptable Matl " No action required 

GRIERi Q H Region 1. Phi ladelphia. Office of the Director 
79/06/26 Ip 


7907100434 Forwards lE Circular 79-11. “Oesign/Const Interface 
Problem " No action required 

ORlERjD H Region 1. Philadelphia. Office of the Director 
79/06/27 Ip 


7907110039 Forwards IE Circular 79-12. “Potential Diesel Generator 
Turbocharger Problem '* No action required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/06/28 Ip 


79071B0823 Forwards IE Bulletin 79-14, “Seismic Analysis for As-Dullt 
Safety^Related Piping Sys " Action required 
GRIER.B H Region 1. Philadelphia. Office of the Director 
79/07/02 ip 


79D7270369 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

GRIER.B H Region 1. Philadelphia. Office of the Director 
79/07/11 Ip 


7907310539 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump gtartlng Contactors " No action required 
GRIER.B H Region 1. Philadelphia. Office of the Director 
79/07/16 Jp 


DOCKET STN-90-486 CALLOWAV PLANT. UNIT 2 


A Appl icatlon/construc ti on stage documents correspondence 


7907130041 Notification of 790612 meeting w/SNUPPS util representatives 
In Bethesda.MD to discuss plans for tendering h content of 
OL applications & related administrative matters 
LICITRA. E A Light Water Reactors Branch 3 79/05/30 4pp 


7907300592 Summary of 790612 meeting u/utils re plans for submittal of 
9KUPP8 at applications 
appl icatlon 

LICITRA. E A Light Water Reactors Branch 3 79/07/10 7pp 


H General correspondence 


7907120046 Ack receipt of recent Itr re careless plant const State govt 
has little authonlty. due to pre-emptions by NRC.as 
mandated by Congress Forwards Itr to MO Senators Eagleton & 

Danforthr Representative Uolkner ^ NRC 

TEA8DALE. v) P Misiou i, State of 79/05/22 2pp 


7907240334' Requests substitution of HH Voigt for AE Upton on NRC 790713 
distribution list 

VOIGT. H H LeBoeufi Lamb; Leiby tc MacRae 79/07/18 Ip 
0, Inspection reports, le Bulletins & correspondence 


7907110511 Confirms response by 790629 to JE Bulletins 78-12. I2A & 12fi 
PETRICK. N A SNUPPS-Standardi led Nuclear Unit Power Plant System 
79/05/17 ip 

7907200334 Forwards IE Bulletin 79*'l2i "flhort Period Scrams at BWR 
Facilities No action required 

KEPFLER, U 0 Region 3. Chicago; Office of the Director* 79/05/31 


907190295 Forwards luppl IE Bulletin 79-OlA; “Environ Qual i f icat ion of 
Class IE Equipment <Dcf iclincies in Environ Quail ficatlon of 
ASCD Solenoid Valves) " Action required 

KEPPLER. J 0 Region 3, Chicago. Office of the Director. 79/06/06 


7907240444 Forwards IE Info Notice 79-15; “Deficient Procedures " No 
action required 

KEPPLER; J 0 Region 3* Chicago* Office of the Director 79/06/07 

ip 


7907060007 Advises that IE Info Notice 79-15. "Deficient Procedure*" 
forwarded to listed utils 

PAPPAS. H Region 3. Chicago, Office of the Director 79/06/08 

2pp 


7907240230 Forwards lE Info Notice 79-14. “Safety CUssl f Ication of 
Electrical Cable Support 5ys “ No action required 

KEPPLER, JO Region 3* Chicago. Office of the Director 79/06/11 

ip 


7907300516 Responds to IE Bulletin 79-09 OE Type AK-2 circuit breakers 
are not used in saf ety-rolated sys 
BRYAN; J K Union Electric Co 79/06/14 Ip 


7907020438 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly 8. Reactor Upper Grid 
Plate ■■ 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/06/20 

ip 


7907180262 Forwards IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts “ Action 
required 

KEPPLER, J G Region 3. Chicago. Office of the Director 79/06/21 
ip 


7907130155 Forward* IE Bulletin 79-13. "Cracking in Feedwater Sys 
piping " No action required 

KEPPLER; J 0 Region 3; Chicago; Office of the Director 79/06/25 

ip 


7907060003 Forwards IE Circular 79-10. "Pipeflttlngs Mfg from 
Unacceptable Matl “ No action required 

KEPPLER, J 0 Region 3; Chicago; Office of the Director 79/06/26 

ip 


79070S04B1 Forwards IE Circular 79-11. "Desl gn/CoRst Interface 
problem " No action required 

KEPPLER; J G Region 3; Chicago. Office of the Director. 79/06/27 

ip 


7907100528 Forward* IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 

KEPPLER, JO Region 3. Chicago, Office of the Director 79/06/20 
ip 


7907130293 Forwards IE Bulletin 79-14; “Belimlc Analysis for As-Bullt 
Safety-Related Piping Sys “ Action required 

KEPPLER; J 0 Region 3, Chicago, Office of the Director 79/07/02 

ip 

7907310349 Forwards IE Bulletin 79-15. “Deep Draft Pump Deficiencies “ 
Action required 

KEPPLER. J.O Region 3; Chicago, Office of the Director 79/07/11 

ip 


7907310418 Forwards IE Circular 79-13, “Replacement of Diesel Fire 
Pump Starting Contactor* " No action required 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/07/13 

Ip 


7907260217 Notifies that written response* to lE Bulletin 79-15, BUppl 
l.should be directed to IE Dlv of Reactor Const Insp 
KEPPLER; J G Region 3, Chicago. Office of the Director 79/07/18 
ip 


7907260418 Forwards IE Info Notice 79-19. “Pipe Cracks In Stagnant 
Bprated Water Sys at PWR Plants “ No action required 
KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/07/18 
ip 

B Reportable occurfences. LER* related correspondence 


7907130187 Ack receipt of 790510 Interim rept re emergency svc 
water pump anchor bolts 

FIORELLIjO Region 3. Chicago, Reactor Construction Engineering 

Support Branch 79/06/01 Ip 


DOCKET BTN-50-499 PERKINS NUCLEAR STATION. UNIT 1 
0 Adjudicatory correspondence 


7907200247 Mod of 790419 opposition to Intervenor 790305 motion to 
reopen record defer indefinitely Isiuanci of Initial 
decision Deferral of Initial decision it advised until THI 
review Is completed 

REIS.E, J Branch 3 79/06/26 2pp, 
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--7907200253 Notice of appearance on behalf of NRC Certificate of 3vc 
enc 1 

ftEIBiE J Branch 3 79/06/26 3pp 


0 In«p«ctlan reports* IE Bulletins t* correapondente 


7907020367 Forwards IE Oullctln 79-03fl/ "Nuclear Incident at 
TMl - Suppl » 

O'REJLLYiJ P Region 2* Atlanta* Office of the Director 
79/04/21 2pp 


79071 10310 Forwards IE Info Notice 79-11* "Lower Reactor ^/essel Head 
Insulation Support Probleni " No action required 
O'REILLY* J P Region 2* Atlanta. Office of the Director 
79/05/07 2pp 


7907050118 Discusses schedule of response to IE Bulletin 78-12. ia-12A & 
70-lSB C-E reator vessel manufac turcr* 1 s engaged in 
requested records search Final response to bulletin will be 
made by 790629 

DAIL*L C Duke Power Co 79/05/16 Ip 


7907100167 Forwards lE Circular 79-00. "Attempted Extortion - Low 
Enriched U " No action required 

D'HE2LLY*J P Region 2* Atlanta, Office of the Director 
79/0S/18 2pp 


7907060353 Forwards IE Bulletin 79~1I, "Faulty Qvercurrent Trip Device 
in Circuit Breakers for Engineered Safety 5ys " Licensee 
action required 

O'REILLY* J P Region S* Atlanta* Office of the Director 
79/0S/22 Ip 


7907190176 Responds to IE Bulletin 79-07 8UPERPIPE computer program 
used on piping analysis Primary coolant loop analysis will 
be performed by C-E Hill not be used Algebraic summation 
methods for combining responses 
DAlLiL C Duke Power Co 79/05/29 2pp 


79072D0170 Forwards IE Dolletin 79-12, "Short Period Scrams at BWR 
Facilities " No action required 

□ 'REILLY, JP Region 2, Atlanta, Office of the Director 
79/0 5/31 Spp 


7907190159 Forwards suppl IE Oulletin 79-OlA, "Environ Oual t f lea tl on of 
Class IE Equipment (Deficiencies In Environ Qualification of 
A8C0 Bolenoid Valves) " Action required 

O'REILLY* P Region 2* Atlanta* Office of the Director 
79/04/06 Spp 


7907060048 Ferwards IE Info Notice 79-15* "Deficient Procedures " No 
action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/06/07 2pp 


7907020198 Forwards IE Info Notice 79-14* '*Bafety Class if 1 cation of 
Electrical Cable Support 8ys " 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/06/11, Ip 


7907020379 Forwards IE Info Notice 79-17* "Source Holder Assemblij 
Damage from Nisfit Between Assembly t* Reactor Upper Grid 
Plate " 

O'REILLY, JP Region 2* Atlanta* Office of the Director 
79/06/20 Ip 


7907120051 Forwards IE Bulletin 79-'02( Revi sion 1* "Pipe Support Base 
plate Designs Using Concrete Expansion Anchor Dolts " Action 
required, 

O'REILLY* J P Region 2* Atlanta* Office of the Director, 
79/06/21 Ip. 


7907310012 Forwards IE Bulletin 79-13* "CracklTig In Feedwater 8ys 
Piping. '• No action required 

O'REILLYiJ P. Region 2* Atlanta* Office of the Dlrfictor, 
79/06/25 2pp 


7907180268 Forwards IE Circular 79-11* "Oes ign/Const Interface 
Problem," No action required 

O'REILLVrU P Region 2* Atlanta* Office of the Director 
79/06/27. 2pp 


79D71B0431 Forwards IE Circular 79-12, "Potential Diesel Oenerator 
Turbocharger Problem, " No action required. 

O'REILLY* J P Region 8* Atlanta, Office of the Director 

79/06/28 2pp, 


7907310245 Forwards IE Bulletin 79-14* "Seismic Analysis for As-Duilt 
Safety-Related Piping Sys " Action required 
O'REILLY, J P Region 2, Atlanta* Office of the Director 

79/07/02 2pp 


7907310371 Forwards lE Bulletin 79-13, "Deep Draft Pump Deficiencies " 
Action 'required 

O'REILLY, J P Region 2* Atlanta, Office of the Director 

79/07/11, ip 


U Congressional /Exec utlve Correspondence 


7907050380 Requests delay in granting CP until all safety questions 
raised by TMI incident ore adequately addressed Ltr to ASLB 
and 

NEAL, 3 L House of Rep 79/06/01 Ip 


—7907050383 Requests assurance that licensing decision will not be made 
until all facts of nuclear safety have been addressed it , 
moratorium has ended 

NEAL*0 L House of Rep 79/05/11 ip 


V Operator Examinations 


7907250394 FOIA request for summary sheet of power plant operator 
exam results presented to NRC on 790420 It license exams it 
test results for Duke Power Co employees from 750101 to 
present 

AHRENDTt B Jefferson Pilot Broadcasting 79/06/20 2pp 


7907850408 Responds to FOIA request fer summary sheet of power plant 
operator oxam results presented to NRC on 790420, Forwards 
documents listed on App A 

FELTON* J. N Division of Rules and Records 79/07/10 3pp 


DOCKET 8TN-S0-489 PERKINS NUCLEAR STATION* UNIT 2 


0 Adjudicatory correspondence 


7907200247 Mod of 790419 opposition to Intervenor 790305 motion to 
reopen record & defer indefinitely Issuance of Initial 
decision Deferral of Initial decision is advised until TMI 
review is completed 

REIS, E J Branch 3 79/06/86 2pp 


— 7907200253 Notice of appearance on behalf of NRC, Certificate of Sve 
end 

REIS,E J Drench 3 79/06/26 3pp 


0 Inspection reports, IE Bulletins it correspondence 


7907020367 Forwards IE Bulletin 79-05B, "Nuclear Incident at 
TMI -Suppl " 

O'REILLY* J P Region S, Atlanta, Office of the Director 
79/04/21. 8pp, 


7907110318 Forwards IE Info Notice 79-1 J, "Lower Reactor Vessel Head 
Insulation Support Problem " No action required. 

O'REILLY* J.P Region 2* Atlanta* Office of the Director 
79/05/07 2pp 


7907O3011S Discusses schedule of response to IE Bulletin 7B-12* 10-12A b 
78-18B C-E reator vessel manufacturer* Is engagsd in 
requested records search Final response to bulletin will be 
made by 790629 

DA1L*L C Duke Power Co 79/05/16 ip 

7907100167 Forwards IE Circular 79-08* "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY, J P Region 2, Atlanta* Office of the Director 
79/03/16 2pp 


7907060393 Forwards IE Bulletin 79-11* "Faulty Dvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

O'REILLY, J P Region 2* Atlanta* Office of the Director 
79/05/28 Ip 


7907190176 Responds to IE Bulletin 79-07 BUPERPIPE computer program 
used on piping analysis Primary coolant loop analysis will 
be performed by C-E. Mill not be used. Algebraic summation 
methods fcir combining responses 
DAIL*L C Duke Power Co 79/05/89 2pp 


7907200170 Forwards lE Bulletin 79-12* "Short Period Scrams at DWR 
Facilities." No action rRq.ulred 

O'REILLY* J P Region 8* Atlanta* Office of the Director, 
79/09/31 2pp 
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7907190159 Forwards luppl IE Bulletin 79-0lA< "Environ Qualification of 
Class lE Equipment (DeMcieneJes in Environ Qualification of 
ABCO Qol&noid Valvesl " Action required 

O^REILLYjJ P Region 2, Atlanta. Office of the Director. 

79/0B/06 2pp 


79070bQOAQ Forwards IE Info Notice 79-1 5, '‘Deficlont Procedures " /Jo 
action required 

0'R££LL.YiJ P Region 2. Atlanta^ Office of the Birector 

79y0ii/07 2pp 


7907030190 Forwards IE Info Notice 79’-14. "Safetq Classification of 
Electrical Cable Support Sgs “ 

O^REILUY. J P Region 2. Atlanta.. Office of the Director 
79/06/11 ip 


7907020379 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Qetueen Assembly & Reactor Upper Qrid 
Plate " 

0 'RElLLVi J P Region 2. Atlanta. Office of the Director 
79/06/20 Ip 


7907130051 Forwards IE Bulletin 79-02, Revi sion 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
r«quired 

Q^RElULYrJ P Region 2, Atlanta^ Office of the Birector 
79/06/BJ Ip 


7907310012 Forwards IE Bulletin 79-134 "Craclclng in Feedwater Bgs 
Piping " tfo action required 

O'REILLY* J P Region S. Atlanta, Office of the Director 
79/06/25 2pp 


7907100289 Forwards lE Circular 79-11. “Design/Cons t Interface 
Problem No action required 

□ 'REILLY. J P Begion 2. Atlanta. Office af the Director 
79/06/27 8pp 


7907180431 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem ” No action required 

O'RElLLY.sl P Region 2. Atlanta, Office of the Director 
77/06/20 2pp 


7907310345 Forwards IE Bulletin 79-i4, "Seismic Analysis far As-Dullt 
Safety-Related Piping Sys " Action required 
O'REILLYr J P Region 2. Atlanta. Office of the Director 
79/07/02 2pp 


7907310371 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies 
Action required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/07/11 Ip 


li Congress lo-nal/Ex acutiva Correspondence 


790705-0380 Requests delay In granting CP until all safety questions 
raised bq THt incident are adaquatsly addressed Ltr to A&LD 
encl- 

NEALj 8 L House of Rep 79/06/01 ip 


— 7907050305 Requests assurance that licensing decision will not be made 
until all facts of nuclear safety have been addressed & 
moratorium has ended 

NEAL. S, L House of Rep 79/05/U Ip 


\f Operator Examinations 


7907330394 FOIA request for summarif sheet of power plant operator 
exan results presented to NRC on 790420 & license exams & 
test results for Duke Power Co eoiployees from 750101 to 
present 

AHRENDT, B Jefferson Pilot Broadcasting 79/06/20 3pp. 


790725040B Responds to FOlA request for summary cheat of power plant 
operator exam results presented to NRC on 790420 Forwards 
documents listed on App A 

PELTON. J, M Division of Rules and Records 79/07/18, 3pp, 


DOCKET 8TN-gO“4i90 PERKINS NUCLEAR STATIDM. UNIT 3 
8. Adjudicatory correspondence 


7907200247 Mod of 790419 opposition to Intervenor 790305 motion, to 
reopen record u defer indefinitely issuance of Initial 
decision Deferral of initial decision is advised until THI 
reylaw Is completed. 

RElSrE J Branch 3 79/06/36 Epp 


—7907200233 Notice of appearance on behalf of NRC Certificate of Sve 
encl 

REIS. E J Branch 3 79/06/26 3pp 


Q Inspection reports. IE Bulletins & correspondence 


7907020367 Forwards IE Bulletin 79-03B, "Nuclear Incident at 
THI -Sup pi " 

O'REILLY/J P Region 2. Atlanta. Office of the Director 
79/04/21 2pp 


7907110318 Forwards It Info Notice 79-11. "Lower Roactor Vessel Head 
Insulation Support Problem " No action required 
O'REILLY.J P Regidn 3. Atlanta. Office of the Director 
79/05/07 2pp 


79070S0118 Discusses schedule of response to IE Bulletin 78-13. lB-i3A tr 
78-i2B C-E reator vessel moituf ac turer. is engaged in 
requested records search Final response to bulletin will be 
made by 790637 

DAIL. L C Duke Power Co 79/05/16 ip 


7907100167 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched U, " No action required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/05/ IB 2pp 


7907060353 Forwards IE Bulletin 79-11* "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 

79/05/22 Ip 

7907200170 Forwards lE Dulletin 79-12, "Short Period Scrams at DWR 
Facilities No action required 

O'REILLY, J P Region 2, Atlanta. Office of the Director. 

79/05/31 app 


7907190159 Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCQ Solenoid Valves! " Action required 

O'REILLY. J P Region 2. Atlanta, affKe of the Director, 

79/06/06 2pp 


7907060048 Forwards IE Info Notice 79-13, "Deficient Procedures " No 
action required 

□ 'REILLY. J P Region 2. Atlanta, Office of the Director 
79/06/07 2pp 


7907020198 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys " 

O'REILLY.J P Region 3. Atlanta. Office of the Director 
79/06/11 ip 


7907030379 Forwards IE Info Notice 77-17, "Source Holder Assembly 
Damage from Misfit Between Assembly St Reactor Upper Grid 
Plate “ 

O'REILLY, J P Region 2» Atlanta. Office of the Director 
79/06/80 ip 


7907120(J51 Forwards IE Bulletin 79-02< Revl slon t. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

O'REILLV.J P Region 3. Atlanta, Office of the Director 
79/06/21 Ip 


7907310012 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping *' No action required 

O'REILLY, vf P Region 2. Atlanta, Office of the Director 
79/06/25 3pp 


7907180288 Forwards IE Circular 79-11. "Oesign/Const Interface 
Problem " No action required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/06/27 3pp 


7907180431 Forwards IE Circular 79-i3, "Potential Diesel Generator 
Turbocharger Problem '* No action required 
O'REILLY. J.P, Region. 2. Atlanta, Office of the Director 
79/06/28 2pp 


7907310345 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Boilt 
Saf ety-Related Piping Sys " Action required. 

O'REILLY. J.P Region 2, Atlanta. Office of the Director 
79/07/02 2pp 


7907310371 Fors/ards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required, 

O'REILLY, J. P. Region 2. Atlanta* Office of the Director, 

79/07/i 1 Ip 


I 
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U Cangres« i Dnal /Executive Correepondenc e 


7907090300 Requests delay In granting CP until all safety questions 
raised by TMl incident are adequately addressed Ltr to A5LD 
enc 1 

NEALES L House of Rep 79/06/01 Ip 


— 79O7OSO309 Requests assurance that licensing decision ulll not be aiade 
until all facts of nuclear safety have been addressed & 
morator iunt has ended 

WEAL, 9 L House of Rep 79/OS/lt Ip 


Operator Examinations 


7907230394 FOIA request for summary sheet of pouer plant operator 
exam results presented to NRC on 7904S0 it license exams U 
tv-st results for Duke Power Co employees from 700101 to 
present 

AHRENDT, B Jefferson Pilot Broadcasting 79/06/30 3pp 


79072S040Q Responds to FOIA request for summary sheet of power plant 
operator exam results presented to NRC on 790430 Forwards 
documents listed on App A 

FELTDN, J M Division of Rules and Records 79/07/lB 3pp 


DOCKET 9TN-50'49I CHEROKEE NUCLEAR BTATlONi UNIT 1 


O. Adjudicatory correspondence 


7907160131 Requests summary disposition of IntervernPrs Ecology Action 
of Oswego 6 Northern Thundari Inc Deficiencies 9 & 20 re 
Perkins record Deficiencies do not raise genuine issue of 
mail fact Certificate of Svc enci 
BDRDENICK, D M Branch 4 79/09/29 89pp 


Q Inspection reports. IE Bulletins b correspondence 


79070S0367 Forwards IE Bulletin 79-OSfii "Nuclear Incident at 
TMI-8uppl '* 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/04/31 3pp 


79073 10316 Forwards IE Info Notice "Lower Reactor Vessel Head 

Insulation Support Problem " No action required 
O'REILLY. J P Region S. Atlanta. Office of the Director, 
79/09/07 2pp 


7907050118 Discusses schedule of response to IE Bulletin 78-12. 70- i2A It 
73-13D C-E reactor vessel manufacturer is engaged in 
requested records search Fianl response to bulletin will be 
made by 790629 

OAIL. L C, Duke Power Co 79/09/16. Ip 


7907100167 Forwards lE Circular 79-OB, "Attempted Extortion - Low 
Enriched 0 '* No action required 

O^REILLY. J P Region 2. Atlanta. Office of the Director 
79/09/18 2pp 


7907060393 Forwards IE Bulletin 79-111 "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 8yc " Licensee 
action required 

O'ReiLLYiJ P Region 2. Atlanta. Office of the Director. 

79/03/22 Ip 


7907190176 Rasponds to IE Bulletin 79-07 SUPERPIPE computer program 
used on piping analysis Primary coolant loop analysis will 
be performed by G-E Hill not be used Algebraic summation 
methods for combining responses 
DAlLiL C. Duke Power Co. 79/09/29 2pp 


7907200170 Forwards IE Bulletin 79-12, "Short Period Scrams at BWR 
Facllltlei " No action required 

O'RElLLYiJ. P Region 2, Atlanta, Office of the Director, 
79/09/31 2pp 


7907090420 Ack receipt of IE Insp Repts 30-491/79-09. 30-492/79-09 6 
SO-493/79-09 on 790300-10 No proprietary info 
DAILi L. C Duke Power Co 79/06/06. Ip. 


—7907090426 Forwards IE Insp Repts 30-491/79-09.30-492/79-09 tf 
30-493/79-09 on 790509-i0. No noncomp 1 iance noted. 

MURPHY. C E Region 2. Atlanta, Reactor Construction It 

Engineering Support Branch 79/08/23, 2pp. 


—7907090433 IE Insp Repts 50-491/79-09. 90-492/79-09 it 30-493/79-09 on 
790308-10 No none o-mpl iance noted Major areas Inspected dam 
const OA/OC c ontr o-ls. work perf ormanc e. qual 1 ty records 6 
licensee actions re previous insp findings 
LENAMAN. J J Region 2, Atlanta. Office of the Director 

BRYANT.J C Region 2. Atlanta. Reactor Construction 6 

Engineering Support Branch 79/03/23 9pp 


7907190199 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment (Def Ic ienc i as in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 

79/06/06 2pp 


790706004B Forwards IE Info Notice 79-15, "Deficlont Procedures " No 
action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/06/07 2pp 


79070201901 Forwards IC Info Notice 79-14, "Safety Classification of 
Electrical Cable Support Sgs " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/06/11. ip 


7907020379 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Orid 
Plate *' 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/06/20 Ip 


7907120051 Forwards IE Bulletin 79-02. Revision 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts '* Action 
requ ired 

O'REILLY, JP Region 2. Atlanta. Office of the Director 

79/06/81 Ip 


7907310012 Forwards IE Bulletin 79-lS. "Cracking in Feedwater Sgs 
Piping *' No action required. 

O'REILLYjJ P Region 2. Atlanta, Office of the Director 

79/06/25 2pp 


7907100800 Forwards IE Circular 79-11. "Design/Const Interface 
Problem, " No action required 

0'REILLV»J.P Region 2. Atlanta. Office of the Director 
79/06/27. 3pp 

7907100431 Forwards JE Circular 79“12i "Potential Dietal Generator 
Turbocharger Problem " No action required 
O'REILLY. JP Region 2. Atlanta. Office of the Director 
79/06/20 2pp 


7707310245 Forwards IE Bulletin 79-14. "Seismic Analysis for As-Built 
Safety-Ralatad Piping Sys " Action required 
O'REILLY, JP. Region 2. Atlanta. Office of the Director 
79/07/02. 8pp, 


7907310371 Forwards IE Bullotin 79-19. "Deep Draft Pump Deficiencies 
Action raquired 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/07/11, Ip 


V Operator Examlnatipns 


7907230394 FOIA request for summary sheet of power plant operator 
exam results presented to NRC on 790430 t( license exams b 
test results for Dufte Power Co employees from 790101 to 
present 

AHRENDTf 0. Jefferson Pilot Droadcaiting. 79/06/20 2pp. 


7907390400 Responds tp FOIA request for summary sheet of power plant 
operator exam rasults presented to NRC on 790430 rorwards 
documents listed on App A 

FELTON* vT. M, Di Vis’! on of Rules and Records 79/07/10 3pp 


DOCKET 8TN-90-492 CHEROKEE NUCLEAR aTATIDN. UNIT 2 


0, * Adjudicatory correspondence 


7907160131 Requests summary dlspoettion of intervernors Ecology Action 
of Oswego Northern Thunder, Inc Deficiencies 9 l< 20 re 
Perkins record Deficiencies do n-ob raise genuine issue of ! 
eiatl fact. Certificate of 8yc one 1 
BORDENICK.BM Branch 4. 79/09/29. 29pp 


Q Inspection reports. IE Bulletins S< correspondence 


7907020367 Forwards ZE Bulletin 79-09B, "Nuclear Incident at 
TMl-auppl " 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/04/21. 2pd. 
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DOCKETED ITEMS 


7907U0318 Forwar<Js lE Info Notice 79-11, '►Layer Reactor Vestel Head 
Insulation Support Problem '■ No action required 
O'REILLYiJP Region S, Atlanta, Office of the Director 
79/05/07 


7907050110 Oitcusses schedule of response ta IE Bulletin 7a''ia» 7B-12A & 
7B-iaB C”E reactor vessel manufacturer Is engaged in 
requested ricords search Plan! response to bulletin ulll be 
made bg 790629 

DAIL,L C * Dute Pemer Co 79/05/16 Ip 


79071001^7 Foruards IE Circular 79-00, "Attempted Extortion ** Lou 
Enriched U " No action required 

O'REtttV.J P Region 2, Atlanta.- Office of the Director 
79/05/18 8pp 


7907060353 Forwards IE Bulletin 79-il, "Faulty Qvercurrent Trip Device 
in Circuit Breakers for Engineered Bafoty Sys *' Licensee 
octloTi required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/22 Ip 


7907190176 Responds to IE Bulletin 79-07 SUPERPIPE computer program 
used on piping analysis Primary coolant loop analysis will 
be performed by C-E uho will not use algebraic summation 
methods for combining responses 
DAIL. L C Duke Power Co 79/05/29 2pp 


7907200170 Forwards IE Bulletin 79-12, "Short Period Scrams at BUR 
Facilities " No action required 

O'REILLY. JP Region 2. Atlanta. Office of the Director 
79/05/31 2pp 


7907090420 Ac k receipt of lE Insp Repti 50-491/79-09.50-492/79-09 U 
50-493/79-09 on 790500-10 No proprietary info 
DAIL«L C Duke Power Co 79/06/06 Ip 


—7907090426 Forwards IE Insp Repts 50-491/79-09,50-492/79-09 ti 
50-493/79-09 on 790508-10 No noncompliance noted 
HURPHYrC E Region 2, Atlanta. Reactor Construction C< 

Engineering Support Branch 79/05/23 2pp 


—7907090433 IE Insp Rapts 50-491/79-09.50-492/79-09 tt 50-493/79-09 on 
' 790500-10 No none ompl lance noted Major areas inspected dam 
const BA/ac controls, work perf ormanc e. qua 1 Ity records t< 
licensee actions re previous insp findings 
LENAHAN. J J Region 3. Atlanta, Office of the Director 

BRYANT. vl C Region 2. Atlanta. Reactor Construction t. 

Engineering Support Branch 79/05/83 Spp 


7907190159 Forwards luppl IE Bulletin 79-OlA, "Environ Ouali f leat Ion of 
Class IE Equipment (Deficiencies in Environ Oua 1 i f Icati on of 
ASCO Solenoid Valves) " Action required 

O'REILLYjJ P Region 2, Atlanta, Office of the Director 
79/06/06 2pp 


79D706D048 Forwards lE Info Notice 79-15# "Deficient Procedures " No 
action required 

0''nElLLViJ P Region 2, Atlanta. Office of the Director 
79/06/07 Spp 


7907080199 Forwards lE Info Notice 79-14. "Safety Clacst f 1 cation of 
Electrical Cable Support Byi " 

O'REILLV.J P Region 2. Atlanta, Office of the Director. 
79/06/11 ip 


7907020379 Forwards IE Info Notice 79-17. "Bource Holder Assembly 
Damage from Misfit Between Assembly tc Reactor l/pper Grid 
Plate " 

O'REILLY. J P Region 2, Atlanta. Office of the Directo-r 
79/06/80 Ip 


7907120051 Forwards IE Dulletin 79-02, Revis i on 1. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts. " Action 
required 

O'REILLY.U P. Region 2. Atlanta. Office of the Director 
79/06/81 Ip 


79073100112 Forwards IE Bulletin 79-13, "Cracking In Feedwater Sys 
Piping-'' No action required. 

O'REILLY. J, P. Region 2, Atlanta. Office of the Director 
79/06/85. 3pp. 


7907180208 Forwards IC Circular 79-11. "Daslgn/Const Interface 
Problem " No action required 

0 'REILLY< vF, P, Region 2. Atlanta. Office of the Director 
79/06/37. 2pp, 


7907180431 Forwards IE Circular 79-i2, "Potential Diesel Oenerator 
Turbocharger Problem. " No action required 

O'REILLY. J P. Region 2. Atlanta. Office of the Director. 
79/06/88 3pp- 


7907310245 Forwards lE Dulletin 79-14. "Belsmlc Analysis for As-Built 
Safety-Related Piping Sys " Action required 
G'REILLV. J P Region 8. Atlanta. Office of the Director 

79/07/02 3pp 


7907310371 Forwards IE Bulletin 79-15. "Deep Draft Pump Deficiencies " 
Action required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/07/11 ip 


V Operator Examinations 


7907250394 FOIA request for summary sheet of power plant operator 
exam results presented to NRC on 790420 & license exams & 
teat results for Duke Power Co employees from 750101 to 
present 

AHRENDTj B Jefferson Pilot Broadcasting 79/06/20 2pp 


7907250400 Responds to FDIA request for summary sheat of power plant 
operator exam results presented to NRC on 790420 Forwards 
documents listed on App A 

FELTON. J H Division of Rules and Records 79/07/lB Spp 


oaCKET 8TN-50-493 CHEROKEE NUCLEAR STATION. UNIT 3 


& AiTjud Icatory correspondence 


7907160131 RoquestS summary disposition of Intervernors Ecology Action 
of Oswego k Northern Thunder, Inc Deficiencies 9 6 20 re 
Psrklns rec ord. Def i cioncies do not raise genuine issue of 
matl fact. Cert if icate of 8vc end. 

DORDENICK, 2 li Branch 4 79/05/25 29pp. 


0 Inspection reports. IE Bulletins L correspondence 


7907020367 Forwards IE Bulletin 79-05D. "Nuclear Incident at 
TMl-Buppl - 

O'REtLLYiJ P Region 2, Atlanta. Office of the Director 
79/04/21 2pp. 


7907110318 Forwards IE Info Notice 79-11. "Ldwer Reactor Vessel Head 
Insulation Support Problem " No action required 
O'REILLV.J P Region 2, Atlanta, Office of the Director. 
79/05/07 2pp 


7907050118 Discusses schedule of response to IE Bulletin 78-12. 12A U 
13D.C-E raaetor vessel manuf ac tureri Is engaged in requested 
records search Final response to Bulletin will be made by 
790629. 

DAIL.L C- Duke Power Co 79/05/16 Ip 


7907100167 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLVtJ P Region S' Atlanta. Office of the Director 
79/05/18. 3pp 


7907060353 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
In Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

0'RE1LLY,J P. Region 2, Atlanta. Office of the Director 
79/05/22 Ip. 


7907190176 Responds to IE Dulletin 79-07 SVPERPlpE computer program 
used on piping analysis Primary coolant loop analysis will 
be performed by C-E who will not use algebraic fummation 
methods for combining responses 
DAIL, L C Duke Power Co 79/05/29 2pp 


7907800170 Forwards lE Dulletin 79-12, "Short Period Scrams at BHR 
Facilities." No action required, 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director, 
79/05/31 2pp. 


7907090420 Ack receipt of IE Insp Repti 50-491/79-09,50-498/79-09 Si 
50-493/79-09 an 790508-10 No proprietary info 
DAIL.L C Duke Power Co 79/06/06 Ip 


—7907090426 Forwards IE Insp Repts 50-491/79-09.50-492/79-09 i* 
50-493/79-09 on 790500-10 No noncompliance noted 
MURPHY. C £ Region 2, Atlanta. Reactor Construction & 

Engineering Support Branch 79/05/23 2pp 


—7907090433 IE Insp Repts 50-491/79-09.50-492/79-09 L 50-493/79-09 on 
790500-10. No noncompliance noted, Major areas inspected dam 
const QA/QC con trol s, work performance, quail ty records L 
licensee actions re previous Insp findings. 

LENAHAN.J J Region 2. Atlanta. Office of the Director. 

BRYANTtJ C Region 2. Atlanta. Reactor Construction I, 

Engineering Support Branch 79/05/23. 5pp. 


DOCKETED ITEMS 


7907190159 Forwards suppl IE Bulletin 79-OlA, "Environ Qua 1 1 Pi tot Ion oP 
Class IE Equipment <Def ic i enc ies in Environ Qualification of 
A8C0 Solenoid Valves) " Action required 

0 'RElLLYi J P Region 2m Atlantai Office of the Director 

79/06/06 2pp 


7907060040 Forwards IE Info Notice 79“l&* "Deficient Procedures " No 
action required 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/06/07 3pp 


7907020190 Forwards lE Info Notice 79-i4i "Safety Classl f 1 cation of 
Electrical Cable Support Sys " 

O ^REILLY, J P Region 2, Atlanta, Office of the Director 

79/06/11 ip 


“••7907330374 Amend 40 to BBAR» BWEBB AR-P I Amend addreeie* extent to 
which de-sign complies wi/reg u) at ary requirements review 
committee Category I items 
« Stone i* Ulebster, Inc 79/07/16 37pp 


DOCKET STN“SO“49e SOUTH TEXAS PROJECT. UNIT 1 


0 Adjudicatory correspondence 


7907090062 Notifies that depositions have been taken from RL Qteder i 
PPO Industries & £V Sherry of Air Products tc Chemicals 
Centra) Power 8c Light has furnished NRC-requested 
documents tc City of Drounsvl 1 Ic, TX 
RYAN, TO Isham, Lincoln b Beale 79/05/01 Ip 


7907020379 Forwards IE Info Notice 79—17. "Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Orid 
Plate " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/20 Ip 


7907120051 Forwards IE Bulletin 79-02, Revis 1-on 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts '■ Action 
required 

O'REILLYrJ P Region 2, Atlanta, Office of the Director 
79/06/21 Ip 


7907310012 Forwards IE Bulletin 79-13, "Craclclng in Feedwater 6ys 
piping " No action required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/25 2pp 


79O716O2B0 Forwards IE Circular 79-11. "Design/Const Interface 
Problem " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/27 2pp 


7907180431 Forwards IE Circular 79-12, "Potential Diesel Oenerator 
Turbocharger Problem " No action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/28 2pp 


7907310245 Forwards IE Bulletin 79-M, "Solstnic Analysis for As-Dollt 
flafety-Related Piping Bys " Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/07/02 2pp 


7907310371 Forwards IE Bulletin 79-15, "Deep Draft Pump Daflcienclet " 
Action required 

O'REILLY, 0 P Region S, Atlanta, Office of the Director 
79/07/11 Ip 


V Operator Examinations 


7907250394 FOIA request for summary sheet of power plant Operator 
exam results presented to NRC on 790420 h license exams 8c 
test results for Duke Power Co employees from 750101 to 
present 

AKRENDTjB Jefferson Pilot Broadcasting 79/06/20, 2pp 


7907250400 Responds to FOIA request for summary sheet of power plant 
operator exam results presented to NRC on 790420 Forwards 
documents listed on App A 

FELTONfJ M Division of Rules and Records 79/07/10 3pp, 


DOCKET 8TN-50-495 SWE88AR-P1 


A Appl Icatl on/construction stage documents 8c correspondence 


7907050029 Forwards Amend 3 to preliminary design approval |< 
notice of issuance 

eOVD, R a. Division of Project Hanagement 79/06/01. 2pp 


7907 120002 Ci t 1 zens Concerned About Nuclear Power motion for 
reconsideration of ASLD 790507 order in which former's 
motion to strike 790501 notice of appeal 8< preceding brief 
was denied Certificate of Bvc end 

SINKtNfBA Citizens Concerned About Nuclear Power. Inc, 79/05/1^ 
3pp. 


— 7907120004 Citlrans Concerned About Nuclear Power response to- Houst 
Lighting &■ Power brief on appeal from prehearing conference 
ruling upon Intervention petitions Certificate of 8vc end 
SINK!N,0 A Citireiis Concerned About Nuclear Power* Inc 
79/09/14 20pp 


79071101B6 Supplements Citizens for Equitable Utils original petition 
to Intervene in proceeding Certificate of 6vc end 
BUCHDRN,P Affiliation Unknown. 79/09/29 9pp 


7907130442 Ac k by Houston Lighting U Power re receipt of NUC 790929 1 
suggesting addl time for further negotiations Opposes 
request 8( urges ASLD to rule on pleadings in order ta 
commence discovery 

NEIIMAN,JR. , REI8*H F Lowenstei n, Newman. Rel s. Azal rad 8, Toll 
BCHNARZ,H D Daker U Botts 79/06/05 4pp 


— 7907100471 Houston Lighting 8, Power response to Intervenor Citizens 
Concerned About Nuclear Power Reformulated Contentions 
2 l( 3 Urges dismissal of Reformulated Contention 2 except 
Paragraphs d bi f 8* acceptance of Reformulated Contention 3 
NEUMAN, J R p R£18,H F Lowenstelnp Newman, Re i s, Ax e Irad 8< Toll 
8CHUARZ,M D Daker & Ootts 79/06/05 6pp 


— 7907J304B6 Houston Lighting b Power response to Intervino-r Citizens 
Equitable Utils 790329 suppl to original petition Urges ASLB 
to act on open Issues tt partially dismiss Contentions 1 U S 
Certificate of Bvc end 

NEUMAN, J R p REIB.H F Lawenst eln, Newman, Re I s. Ax e Irad l< Toll 
SCHWARZ, M D Baker 8< Dotts 79/06/05 12pp 


7907100674 Memo 8( order granting NRC, Cl 1 1 leni Concerned About 
Nuclear Power & Citizens for Equitable Utils 790329 request 
for extension until 790702 for NRC to file rept re status of 
negotiations on various contentions 

DECHHOEFERp C Atomic Safety and Licensing Board Panel 79/06/0Q 

4pp. 


H Oeneral correspondence 


7907190124 Approves 790507 request to establish second LPDtt at Austin 
Public Library. Reprodue ti on of records to be forwarded is 
In progress 

FELTON, J.M Division of Rules and Records 79/06/13 Ip 


—7907190130 Rsquests LPDR for Austin Public Library. 
MCCLELLAN, C K Austin, TX 79/05/07 2pp 


K Utility Final Safety Analysis Report IFBAR) 8, amends 


7907170147 Forward* Amend 7 to F8AR 

TURNER, E A. Houefeon Lighting 8, Power Co 79/07/16 Ip 


7907030034 Amend 3 to preliminary design approval ixtendlna date 
from 790603 to 790016 » rK e 

BOYD, R. 0 Division of Project Management. 79/06/01. 3pp, 


—7907170191 Amend 7 to FBAR 

e Houston Lighting 8< Power Co, 79/07/16, 347pp 


7907030036 Notice of issuance of Amend 3 to preliminary design 
approval 

HELTEMEB.C J Btandardi zat ion Branch 79/06/01 3 pp. 

K Utility Final Safety Analysia Report tF9AR> 8< amends 


iM Antitrust correspondence 


7907D90444 Bubmits discovery rapt for Apr 1979. No discoveries 
Initiated or received 

BALQUOH,R. C Austin, TX 79/05/OQ. 4pp. 


7907S30330 Forwards Amend 40 to SSAR, 8ME0SAR-Pi 

KENNEDY, W J L Stone 8( Hebster, Inc, 79/07/16 2pp, 


7907190213 Bummarizes Public Utils Board of City of Braunsvl lie, TX 
discovery progress for Apr 1979 Certificate pf Bvc end 
POIRIER, M R. Spiegel 8, McDiarmld 79/05/14. 6pp. 
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DOCKETED ITEMS 


790705031*? Foruardt KRC 790914 document* per requcKt H/d enc 1 
LESSy.R P Anti-Trust Division 79/09/17 ip 


790709047 1 Forward* US District Court #or Northorn District of TX 
790519 order denging plaintiff*' motion to amend judgment in 
West TX Util* vs TX Electric Svc. CAa-7fc-A33-F 

FUYWN*P 0 Louensteln, Newnani Reis, Aielrad l^Toll 79/05/23 llpp 


7907J 10152 Hooston Lighting U Power addl answers to NRC 790U5 Initial 
interrofl^ ttiT-ies Affidavit l< Certificate of Svc end 
CDPELANDrJ Q Baker & Botti 79/05/24 27pp 


7907090056 Summariiei dtscoverg matters per 790A01 prehearing 
c onf ertnce 

COPELAND. J G Baker & Botts 79/05/25 9pp 


—7907110612 IE Insp Repts 90-490/79-05 & 90-499/79-05 on 790402-06 
Noncomp 1 lance noted failure to follow procedoro* for storage 
of matl 6 for preparation of nonconf ormanc o rept 
HUBACEK. N 0 , NARTIN, L E , CROSSHAN, N A Region 4, Dallas, 

Reactor Construction 6 Engineering Support Branch 79/04/25 7pp 


7907050174 Forwards IE Insp Repts 50-498/79-06 & 90-499/79-06 on 
790417-20 No noncompliance noted 

aiEDLE.W C Region 4. Dallas. Reactor Construction Engineering 

Support Branch 79/09/01 2pp 


—7907050179 IE Insp Repts 50-490/79-06 8« 90-499/79-06 on 790417-20 No 
noncomp 1 lance noted Major areas inspected const activities) 
records review, houskeep ing tt equipment storage 
HUQACEK.N 0 > CROSSMAN. W A Region 4, Dallas. Office of the 
Director 79/04/30 4pp 


79O7180B79 TX Utils Generating Co t subsidiaries supplemental answer 
to NRC Initial Interrogatories Af f i rfavl t, Certt f Icate of 8vc 
& Appt A % B end 

SAMPELS. M D Worsham, Fqrsgtbe h fiampeU KNOTTS, J B Debevotse & 
Lioberman SCARTH,E D Teras Utilities Co 79/05/25 IBpp 


790’7lS0040 DDJ rept re progress made on discovery during May 1979 Rept 
submitted per ASLB 7B0621 order 
HARRIS, J L Justice, Dept of 79/06/01 6pp 


7907310618 Responds to IE Bulletin 79-04 Investigation Indicates that 
no Velan swing check valves are being used No action 
necessary 

TURNER, E A Houston Lighting 6 Power Co 79/09/21 Ip 


7907310607 Responds to IE Bulletin 79-07 Investigation indicates 
that no methods listed in Item 1 of bulletin were used in 
seismic piping analysis 

TURNER. E A Houston Lighting & Power Co 79/05/24 2pp 


7907170117 Public Utils Board of City nf Brownsville second application 
for issuance of subpoena for production of documents by El 
Paso Electric Draft of subpoena end 
POrRlER, M R, Spiegel h McDiarmid 79/06/12 IBpp 


7907030123 Forwards IE Info Notice 79-13, "Indication of Low Hater 
Level in Oyster Creek Reactor " 

BEYFRlTiK V Region 4, Dalles, Office of the Director 79/09/29 
IP 


— 7907170IS4 Public Utils Board of City of Brownsville application for 
Issuance of subpoena for production of documents by El Paso 
Electric Certificate of Bvc end 

POIRIER, M R Spiegel & McDiarmid 79/03/13 lOpp 


7907020005 TX Utils Generating Co first set of interrogatories & 
production of documents, direc ted to TEX-LA Electric 
Cooperative, Seventeen Member Cooperatives 1, any successor 
entitles Certificate of Svc end 

KNOrTB, vl B Debevolse 6 Lieberman WORSHAM, J I , 8AMPELS, M D 
Worsham, Forsythe 6 Sampels 79/06/18 I2pp 


790719C435 Houston Lighting 1< Power L TX Utils Generating Co joint 
application for issuance of subpoenas calling for production 
oF documents re util Industry competition, access to plants & 
Interstate operation Certificate of Bvc b drafts and 
COPELAND, J 0 Baker & Botts BDUKNIGHT.JA Louenstein, Neuman, 
Rels.Aselrad 6 Toll 79/06/18 20pp 


7907190451 Order per 790601 conference ruling on motions & responses 
filed Mar-Apr 1979 by Houston Lighting 1 Power, TX 
Utili,Oulf States Util, Central Power 6 Light ic NRC Amends 
790404 order re schedule of proceedings 

WOLFE, 8 U Atomic Safety and Licensing Board Panel NRC 79/06/25 
4pp. 


79O7190B34 Forward* Public Utils Board of City of Drownsvi 1 le, TX 79062^ 
supplemental response to Houston Lighting U Power first 
request Pop production of documents 6 first set of 
intarrogator 1 es 

WHITE, 8 Spiegel 6 McDiarmid 79/06/26 Ip 


7907200354 Forwards IE Bulletin 79-12, "Bhort Period Scram* at BWR 
Facilities " No action required 

BEVFRITjK V Region 4, Dallas, Office of the Director 79/05/31 

Ip 


7907260477 Forwards IE Insp Repts 50-498/79-00 8, 50-499/79-00 on 
790515-10 tt notice of violation 

SEtOLE.W C Region 4, Dallas. Reactor Construction Engineering 

Support Branch 79/06/04 2pp 


—7907260405 Notice of violation from insp on 790515-10, 

• Region 4, Dallas, Reactor Construction 8, Engineerlno Bupoqrt 
Branch 79/06/04 ip 


—7907260492 IE Insp Repts 50-498/79-00 ti 50-499/79-00 on 790515-10 
Noncomp 1 lance noted lack of procedure for monitoring 
welding operations 

CROSSMANiW A , HALL, R E , GILBERT, L D Region 4, Dallas, 

Reactor Construction l< Engineering Support Branch 79/06/01 4pp 


7907190395 Forwards suppl IE Bulletin 79-OlA, "Environ Oual 1 f Icatlon of 
Class IE Equipment (Deficiencies in Environ Ouallfication of 
A6C0 Solenoid Valves)." No action required 

8EYFRIT, K V Region 4, Dallas, Office of the Director 79/06/06, 


7907060DI5 Forwards IE Info Notice 79-15, "Deficient Protedurei " No 
action required 

BEYFRIT,K V Region 4, Dallas, Office of the Director 79/06/07 


•79O7190B46 Public Util* Hoard of City of Brownsvil It, TX 
rosponao to Houston Lighting 8c Power first request for 
production of documents 8c first set of interrooatori o* 
Affidavit 8r Certificate of Bvc end 
JAHLONr R A Texas, State of 79/06/26 t9pp 


supplemental 


7907240047 Ack receipt of 790525 Itr informing NRC of steps taken to 
correct violations noted in IB insp Repts 50-490/79-05 Sc 
50-499/79-05 

SEIDLE.W C Region 4, Dallas, Reactor Construction 8< Engineering 

Support Branch, 79/06/08 ip. 


790726003a DO J Ic NRC joint application for issuance of subpoena* 
for testioiony & production of document* re issue of 
competiti on, structure of electric utli Industry !< plant 
^ drafts of subpoenas 

79/07/03 g^^Jtl-Trust Division HARRIS.JL Justlce,Dept of 


—7907240125 Responds to NRC 790430 Itr re violations noted in IE Insp 
Rept* 50-498/79-05 8< 50-499/79-05 Corrective ae tion*. boron ^ 

recycle evaporator covered w/tnterim structure which meets 
storage requirements 

TURNER, E A Houston Lighting 8c Power Co, 79/05/25 2pp, 


7907260014 TX Utils Generating Co dl 
Certificate of Svc end 
KNOTTS, J B- Dtbevoise 8c Heberman 


scovery rept for June 1979 
79/07/06 5pp 


790513-10 ii 22-23, No noncomp 1 lance noted 

Reactor Construction 8c Enplnetrlng 

Support Branch 79/06/0B 2pp 


reports, IE Bulletins ic correspondence 

«■ En.ln..rin, 

— 79071 1060A Notice Of violation from Imp on 790402-06 

•»lon 4, Dallas, Office of the Director 79/04/25 2 pp, 


22-23 No noncompllance noted Major areas inspected. 

«tWitim* Irregularities in OA program for civil const 

7907050848 Foru.rd. IE Info Notlc. 79-M. CIa,.l,lcation o, 

" No action 

BEYFRIT.K V. Region 4. Dal la., Dfflca o, tU Dlractor. 79/06/11 
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7907310361 Foruards IE Insp Rapts SO-498/77-07 tt 30-499/79-07 on 
790507-09 No none omp 11 iit>c e noted 

SEIDLEiIJ C Raglon A. Dalla&i Reactor Construction Ct Engineering 

Support Branch 79/06/lB Spp 


— 7707310374 IE Insp Repts S0-49S/79-07 8« 30-499/79-07 on 790507-09 Nc 
noncompl iance noted Major areas inspected const phase 
environ control program# audi tsi transml ss 1 on line utorki 
special studies it monitoring programs 

EVERETT#R J Region 4i Dallas# Office of the Director 

BRQNN# 0 D Region 4# Dallas# Fuel Facility it Materials Safety 

Branch 79/06/14 Spp 


7907030309 Forwards IE Info Notice 79-17# "Source Holder Assembly 

Damage from Misfit Between Assembly it Reactor Upper Grid «v 

Plate " No action required 

BEYFfilTiK V Region 4# Dallas# Office of the Director 79/06/20 

Ip 


7907050485 Forwards IE Bulletin 79-02i Revision l» "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " 

Action required 

SEVFRIT#K V Region 4, Dallas# Office of the Director 79/06/2i 
Ip 


79071S099B Forwards IE Bulletin 79-13# “Cracking in Feedwater Bys 
Piping. No action required 

SEYFRlTfK V Region 4# Dallas# Office of the Director 79/06/25 

ip 


7907110246 Forwards IE Circular 79-10# "P Ipef 1 ttings Mfg from 
Unacceptable hfatl " No action required 

8E9FRIT#K V Region 4# Dallas# Office of the Director 79/06/26 


7907180252 Forwards IE Circular 79-11# “Dos I gn/Const Interface 
Problem *' No action required 

SEVFRIT.K V Region 4# Dallas# Office of the Director 79/06/27 

Ip 


7907100316 Forwards IE Circular 79-12. “Potential Diesel Generator 
Turbocharger Problem “ No action required 

BEYFRIT.KV Region 4, Dallas. Office of the Director 79/06/28, 
ip. 


7907110292 Forwards JE Bulletin 79-14. “Beismic Analysis for As-Duilt 
Baf ety-Related Piping 8y« “ Action required 

EEVFfilT.K V Region 4# Dallas# Office of the Director 79/07/02 

tp 


7907190493 Forwards IE Bulletin 79-13# “Deep Draft Pump Deficiencies * 
Action required 

BEYFRlTiK V Region 4# Dallas# Office of the Director 77/07/11 


7907S40305 Forwards IE Circular 79-13# “Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

S£YFR1T#K, V Region 4# Dalles# Office of the Director 79/07/13 

Ip 


7907270394 Notifies that written response# to IE Oulletln 79-i5#9uppl 
1# should be directed to IE Div of Reactor Const Insp. 
aEYFRlT.K V Region 4# Dallas, Office of the Director, 79/07/10 
Ip 


8 ifeportable occurrenceor LER* it related correspondence 


790703026B Forwards PN0-79-67AQ# “Nuclear Incident at TMI “ 

8EIDLE1N C, Region 4# Dallas# Reactor Construction it Engineering 
Support Branch 79/05/31 Ip 


7907020305 Forwards PN0-79-67AR 

8EI0LE#H, C Region 4« Dallas# Reactor Construction & Engineering 

Support Branch. 79/06/OS Ip 


7907030572 Forwards PN0-79-67A8# “Nuclear Incident at TMI “ 

SEIDLEiInf. G Region 4# Dallas# Office of the Director 79/06/13, 

Ip. 


7907030209 Forward* PN0-79-67AT 

aElOLEiN C Region 4# Dallas, Reactor Construction it Engineering 

Support Branch 79/06/19, Ip 


7907130336 Forwards PN0-79-67AU. 

8E IDLE, Inf. C Region 4i Dallas# Reactor Conetruction Engineering 

Support Branch. 79/06/27 Ip. 


7907180685 Forwards PN0-79~67AV 

SEIDLE# N C Region 4# Dallas# Reactor Construction & Engineering 

Support Branch 79/07/06 Ip 


7907240317 Forwards PN0-79-67AN 

BEIDLEtM C Region 4# Dallas# Reactor Construction t# Engineering 

Support Branch 79/07/13 ip 


7907260637 Submits Interim deficiency rept re concrete voids In eighth 
lift of Unit 1 reactor containment bldg Detailed plan for 
investigating entire eighth lift has been prepared 6 
complete rept will be available 790813 

TURNER# E A Houston Lighting it Power Co 79/07/16 2pp 


U Congresslonal/Executlve Correspondence 


79072600S2 Responds to 790309 Itr re power plant design to resist 
tornadoes Discusses tornado design criteria Forwards two 
repti re Apr 1979 tornadoes in TX, 

GDB9ICK# L U Office of the Executive Director for Operations 
79/06/04 2pp 


DOCKET BTN-30-499 SOUTH TEXAS PROJECT# UNIT 2 


0 Adjudicatory correspondence 


7907120002 Citizens Concerned About Nuclear Power motion for 
reconsideration of A8LB 790307 order in which former's 
motion to strike 790301 notice of appeal preceding brief 
was dented Certificate of 8vc end 

SINKINGS A Citizens Concerned About Nuclear Power# Inc 79/05/14 
3pp 


—7907120004 Citizens Concerned About Nuclear Power response to Houston 
Lighting Power brief on appeal from prehearing conference 
ruling upon intervention petitions Certificate of Bve end 
8INKIN. 9 A Gltliens Concerned About Nuclear Poeler# Inc 
79/05/14 20pp 


7907110166 Bupplements Citizens for Equitable Utils original petition 
to intervene in proceeding Certificate of 8vc end 
DUCKORN#P Affiliation Unknown 79/03/29 9pp 


7907130442 Ack by Houston Lighting it Power re receipt of NRC 790529 Itr 
suggesting addl time for further negotiations Oppose* 
request & urges A8LD to rule on pleadings in order to 
commence discovery 

NHNMANiJ R . REIS.K F Lowensteim Newman# Rel s. Axelrad 6 Toll. 

SCHWARZ# M D Baker it Batts 79/06/03 4pp 


— 7907130471 Houston Lighting it Power response to intervener Citizens 
Concerned About Nuclear Power Reformulated Contentions 
2 tc 3, Urges dismissal of Reformulated Contention 2 except 
Paragraphs d I, f Ic acceptance of Reformulated Contention 3 
NEWMAN# J R , REI8#H F Louenstein# Newman# Reis# Axolrad b Toll 
SCHWARZ# M D Baker it Batts 79/06/65 6pp 


— 7907130406 Houston Lighting it Power response to intervenor Citizens for 
Equitable Utils 790529 suppl to original petition Urges ABLD 
to act on open issues & partially dismiss Contentions 163, 
Certificate of Sve end 

NEWMAN# J R # nElB#H F Lowensteln# Neuman, Reis, Axelred it Toll 
BCHWARZ,M D Baker it Dotts 79/06/05 12pp 


7907100674 Memo 8< order granting NRC, Citizens Concerned About 
Nuclear Power t< Citizens for Equitable Utils 790529 request 
for extension until 790702 for NRC to fil», rept re status of 
negotiations on various contentions 

BECHHOEFEBiC Atomic Safety and Licensing Board Panel 79/06/08 
4pp 


H General correspondence 


7907190124 Approves 790507 request to establish second !LPDR at Austin 
Public Library Reproductlpn of records to be foruarde^'^ is 
In progress 

FELTON. J M Division of Rule* and Record* 79/06/13 ip 


— 7907190130 Requests LPDR for Austin Public Library 
MCCLELLAN, C.K. Austin# TX 79/05/07 2pp 


K Utility Final Safety Analysis Report <F8AR> it amends 


7907170147 Forwards Amend 7 to FBAR 

TURNERrE A Houston Lighting Si Power Co 79/07/16 Ip 
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—7907170151 Am«nil 7 to F8AR 

• Hoiiston Lighting Power Co 79/07/lA S47pp 


H Antitrust correspondence 


7907090444 Discovery rept for Apr 1979 No discoveries initiated or 
received 

BALOUOHi R C Austin- TX 79/05/oa 4pp 


7907190213 Summarlaes Public Utils Dosrd of Cltij of Q rownivi 11 e- TX 
discovery progress for Apr 1979 Certificate of Svt end 
POIRIER, H R Spiegel & McDlarmld 79705/14 6pp 


7907050319 Forwards NRC 790514 documents per rei^uest Vf/o end 
L£ESY,R P Anti-Trust Division 79/09/17 Ip 


7907090471 Forwards US District Court for Northern District of TX 
790315 order denylnn plaintiffs' motion to amend judgment in 
West TX Utils vj TX Electric Svc, CA3-*7fD-6a3-F 

FUYNNiP 0 Lowenstein, Newman, Reis, Axelrad Toll 79/05/33 llpp 


7907110152 Houston Lighting & Pouer addl ansuiers to NRC 790115 initial 
Interrogatories Affidavit & Certificate of Svc encl 
COPELAND, JO Baier ft, Botts 79/0S/24 27pp 


7907090056 Summariies discovery matters per 790601 prehearing 
confarenc e 

COPELAND, J 0 Baker ft, Datts 79/05/25 9pp 


7907100879 TX Utils Generating Co &< subsidiaries supplemental answer to 
NRC initial interrogatories Af f i davi t. Car tl flea fee of Svc ft< 

Apps A ft, B encl < 

8AMPELS, h D Worsham, Forsythe ftc Sanpels KNDTTd, J B Debevoise S, 
Lieberman SCARTH, E D Texas Utilities Co 79/05/35 IBpp 


79071B0040 DOJ rept he progress made on dlsco>very during Mey 1979 Rept 
submitted per A8LD 700621 order. 

HARR IS, J U Justice, Dept of 79/06/01 6-pp 


7907170117 Public Utils Qnard of Cit,| of Brownsville second application 
for issuance of subpoena for production of docutnents by El 
Paso Electric Draft of subpoena end 
POIRIER, H R Spiegel ft, HcDiarmld. 79/06/1^ IBpp 


‘'-790717D194 Public Utils Board of City of Brownsville application for 
Issuance of subpoena for production of documents by El Paso 
Electric Certificate of Svc encl 

POIRIER, MR Spiegel ft, McDlarmld 79/03/13 lOpp 


7907020009 TX Utils Generating Co first set of interrogatories ft, 
production of documents, d irected to TEX-LA Electric 
Cooperative, Seventeen Member Cooperatives ft, any successor 
entities Certificate of Svc end 

KNOTTEiJ B Debevoise ft, Lieberman 79/06/lB £2pp 

7907190435 Houston Lighting ft. Power ft, TX Utils Generating Co joint 
application for issuance of subpoenas calling for production 
of documents re util industry compet i t ion, access to plants ft. 
Interstate operation Certificate of 8vc & drafts encl 
COPELAND, J 0 Sater ft, Ootts 79/06/18 SGpp 


7907190451 Order reflecting 790601 conferonce ruling on several motions 
ft, responses filed Mar-Apr 1979 by Houston Lighting I, 

Power, TX UtilirOulf States, Central Pouar & Light ft< NRC 
Amends 790404 order re schedule of proceedings 

WOLFE, B J Atomic Safety and Licensing Board Panel WRC 79/06/25, 
4pp 


7907190834 Forwards Public Utils Board of City of Brownsvll iBi TX 790626 
supplemental response to Houston Lighting L Power first 
request for production of documents tt first net of 
interrogatories 

WHiTEiB.O Spiegel ft, McDlarmld 79/06/36 Ip 


— 7907190046 Public Utils Board of City of Brou/nsvll le, TX supplemental 
response to Houston Lighting ft. Power first request for 
pro-ductlon of documents 8, first set of Intarroga tor 1 as 
Affidavit ft, Certificate of Bve encl 
JABLONrR A. Texas, State of 79/06/26 I9pp 


7907360038 DOJ ft, NRC joint application for issuance of subpoenas 
for tsitlmony ft, production of documents re issue of 
compet 1 tion, structure of electric util Industry V plant 
access W/Certlf icate of &vc ft, drafts of subpoenas, 

LESSY^ft P. Anti-Trust Division, 79/07/03 89pp. 


7907260014 TX Utlli Generating Co discovery rept for June 1979, 
Certificate of Svc encl 

KNOTTS. J B. Debtypl St ft, Lieberman. 79/07/06. Spp 


Q Inspection reports, IE Bulletins ft, correspondence 


7907110603 Forwards IE Insp Ropts 30-498/79^05 ft, 50-499/79-05 on 
790403-06 6 notice of violation 

BEIDLE.W C Region 4, Dallas, Reactor Construction ft. Engineering 

Support Branch 79/04/30 2pp 


—7907110606 Notice of violation from insp on 790402-06 

a Region 4, Dallas, Office of the Director 79/04/25 2pp 


—7907110612 IE Insp Repts 50-490/79-05 ft, 50-499/79-05 on 790402-06 
Moncompliance noted failure to follow procedures for storage 
of matl & for preparation of nonconformance rept 
HUDACEK, W 0 , MARTIN, L E , CRDSSMAN, W A Region 4, Dallas, 

Reactor Construction ft, Engineering Support Branch 79/04/25 7pp 


7907050174 Forwards IE Insp Repts 50-490/79-06 ft, 50-499/79-06 on 
790417-30 No noncamp 1 lane e noted 

SIEDLEjW C Region 4, Dallas, Reactor Construction it Engineering 

Bupport Branch 79/05/01 3pp 


—7907050179 IE Insp Repts 50-490/79-06 ft, 50-499/79-06 on 790417-20 No 
■noncompliance noted Major areas Inspected const activities, 
records review, houskeep ing ft, equipment storage 
HUBACEK, W G . CRDSSMAN, W A Region 4, Dallas. Office of the 
Director 79/04/30 4pp 


7907310610 Responds to IE Bulletin 79-04 Investigation indicates that 
no Velan swing check valves are being used No action 
necessary 

TURNER, £ A Houston Lighting ft, Power Co 79/05/81 Ip 


7907310607 Responds to IE Bulletin 79-07 Investigation Indicates 
that no methods listed in Item 1 of bulletin were used in 
seismic piping analysis 

TURNER, E A Houston Lighting ft. Power Co 79/05/24 3pp 


7907030123 Forward# IE Info Notice 79-13. “Indication of Low Water 
Level In Oyster Creek Reactor *' 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/05/89 
Ip, 


7907200354 Forwards IE Bulletin 79-12, “Short Period Scrams at OWR 
Facilities *' No action required 

SEYFRIT^K U Region 4, Dallas, Office of the Director 79/05/31 
Ip. 


7907260477 Forwards IE Insp Repts 50-490/79-08 ft< SO-499/79-08 on 
790515-18 ft, notice of violation 

BEIDLE.VJ C Region 4, Dallas, Reactor Construction ft. Engineering 

Support Branch 79/06/04 2pp 


—7907260485 Notice of violation from Insp on 790515-10 

s Region. 4, Dallas, Reactor Construction ft. Engineering Support 
Branch 79/06/04 Ip 


—7907860492 ip Insp Repts 50-498/79-08 ft, 50-499/79-00 on 790515-18 
Noncoffipliance notod lack of procedure for monitoring 
welding operations 

CR08SMAN, W A , HALL, R E , GILBERT, L D Region 4, Dallas, 

Reactor Construction ft. Engineering Bupport Branch 79/06/01 4pp 


7907190393 Forwards suppl IE Bulletin 79-OlA, “Environ Qualification of 
Class IE Equipment IDef 1 c lenc 1 es In Environ Qualification of 
AfiCO Bolenold Valves) “ No action required 

SEYFRlTiK V Region 4, Dallas, Office of the Director. 79/06/06 

Ip 


7907060015 Forwarde lE Info Notice 79-19i “Deficient Procedures, ** No 
action required 

eEYFRIT,K, V Region 4, Dallas, Office of the Director 79/06/07 
IP 


7907240047 Ack receipt of 790S25 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-498/79-05 ft, 
50-499/79-09 

8EIDLE,H. C Region 4, Dallas, Reactor Construction ft. Engineering 

Support Dranch 79/06/08 Ip 


—7907240125 Responds to NRC 790430 Itr re violations noted In IE Imp 
Repts 50-490/79-05 ft, 50-499/79-05 Corrective actions boron 
recycle evaporator covered u/tnterlm structure which meets 
storage requirements 

TURNER, E A Houston Lighting ft, Power Co. 79/05/25 2pp 


7907300055 Forwards IE Insp Repts 50-490/79-09 «< 50-499/79-09 on 
790315-10 8, 28-83 No noncomp I lance noted 

SEIDLE, W C, Region 4, Dallas, Reactor Construction ft, Englnetfing 

Support Branch, 79/06/08, Spp, 
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— 7907300030 IE Inap Repts 50-490/79-09 & 90-499/79-09 on 79O9t5~l0 b 
22-23 Ni> nancompl iance noted Major areas inapectad 
allegations of irregularities in OA program for civil const 
activities 

HUOACEKj W Q * CROSSMANi W A Region 4, Pallaa> Office of the 
Director 79/06/00 8 pp 


79-07050362 Foruiards IE Info Notice 79-l4i ’’Safety Clasi i f icatton of 
Electrical Cable Support Sys '* No action result*-®** 

BEYFRITjK V Region 4. Dallas^ Office of the Director 79/06/11 
Ip 


7907310561 Forwards lE Insp Repts 50-498/79-07 6 50-499/79-07 on 
790507-09 Nd noncamp 1 ianc b noted 

SElDLEiM C Region A, Dallasi Reactor Construction & Engineering 

Support Branch 79/06/lB 2pp 


--7907310574 IE Insp Repts 50-498/79-07 & 50-499/79-07 on 790307-09 No 
noncompliance noted Major areas inspected const phase 
environ control programi aud 1 tsi trans ml ss ion line work# 
special studies & monitoring programs 

EVERETT# R J Region 4, Dallas# Office of the Director 

DROWN# 0 D Region 4# Dallas# Fuel Facility 6 Materials Safety 

Branch 79/06/14 3pp 


7907050509 Forwards lE Info Notice 79-17# ’"fiource Holder Assembly 
Damage from Misfit petueen Assembly it Reactor Upper Grid 
Plate “ No action required 

SEYFRIT#K V Region 4# Dallas, Office of the Director 79/06/S0 

IP 

7907050405 Forwards IE Bulletin 79-02# Revi s Ion l< "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts '* 

Action req.uired 

aEVFRIT#K V Region 4. Dallas# Office of the Director 79/06/21 

Ip 

7907120590 Forwards IE Bulletin 79-13# ’’Cracking in Feedwater 89 s 
Piping.” No action required 

SEYFRIT.K V Region 4# Dallas# Office of the Director 79/06/25 

IP 


7907110246 Forwards IE Circular 79-10# "Pipef 1 ttings Mfg from 
Unacceptable Matl " No action required 

6 EyFRIT#K V Region 4# Dallas# Office of the Director 79/06/26 

Ip 

7907100252 Forwards IE Circular 79-11# "Deslgn/Const Interface 
Problem " No action required 

BEYFRITiK V Region 4# Dallas# Office of the Director 79/06/27 

ip 


7907100516 Forwards IE Circular 79-12# "Potential Diesel Oonerator 
Turbocharger Problem " No action required 

BEYFRITiK V Region 4# Dallas, Office of the Director 79/06/20 

ip 

7907110292 Forwards IE Dullekin 79-14# "Seismic Analysis for At“0«ilt 
Safety-Related Piping 8 ys " Action required 

SEYFRIT, K V Region 4# Dallas, Office of the Director. 79/07/02 

ip. 

7907190495 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

SEYFRITiK V. Region 4# Dallas# Office of the Director 79/07/H 

ip 


7907240305 Forwards IE Circular 79-13# "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

8EYFR1T#K V Region 4# Dallas, Office of the Director 79/07/13 

ip 


7907270394 Notifies thet written responses to IE Bulletin 79-15«8uppl 
1# should be directed to IE Dlv of Reactor Const Insp 
8£YFR1T#K V Region 4# Dallas# Office of the Director. 79/07/10, 
Ip. 


8 . Reportable occurrences# LER* it related correspondence 


7907030260 Forwards PN0-79-67A(l4 "Nuclear Incident at TMI. '* 

SEIDLEiW G, Region 4# Dallas# Reactor Construction & Engineering 

Support Branch. 79/05/31, Ip 


7907020305 Forwards PNQ-79-67AR. 

BE I DUE, W, C Region 4# Dallas# Reactor Construction !< Engineering 

Support Branch 79/06/05, ip. 


7907050572 Forwards PN0-79-67A8, "Nuclear Incident at TMI « 

BEIDLE. W C Region 4# Dallas# Office of the Director, 79/06/13 
ip 


7907030209 Forward s PND-79-67AT 

BEIDLE, W C Region 4# Dallas# Reactor Construction & Engineering 

Support Branch 79/06/19 Ip 


7907130336 Forwards PN0-79-67AU 

8 EIDLE#W C Region 4# Dallas, Reactor Construe tion It Engineering 

Support Branch 79/06/27 Ip 


7907190605 Forward* PN0-79-67AV 

BEIDLE, U C Region 4# Dallas, Reactor Construction it Engineering 

Support Branch 79/07/06 Ip 


7907240317 Forwards PNa-79-67AW 

BEIDLE, W C Region 4, Dallas# Reactor Construction 6 Engineering 

Support Branch 79/07/13 ip 


7907260657 Submits interim deficiency rapt re concrete voids In eighth 
lift of Unit I reactor containment bldg Detailed plan for 
investigating entire eighth lift has been prepared b 
complete rapt will be available 790915 

TURNER, E A Houston Lighting fc Power Co 79/07/16 2pp 


U Congresiional/EKecutlvB Correspondence 


7907260002 Responds to 790509 Ur re power plant design to resist 
tornadoes Discusses tornado design criteria Forwards two 
repts re Apr 1979 tornadoes in TX 

OOSSlCKiL V Office of the Executive Director for Operations 
79/06/04 2p p 


DOCKET 50-500 DAVIS-DEBSE NUCLEAR POWER BTATION# UNIT 2 


A App 1 icetlan/donstruction stage documents b correspondence 


7907110340 Suggests careful execution of maint program outlined 
In Diamond Power control rod drive control sys vendor 
manual Pracedures should prevent trip breaker problems 
FAI 8 T#F. R Babcock i, Wilcox Co 78/06/12 Ip, 


7907130465 Expresses satisfaction that 790501 meeting provided info 
requested re operation of nuclear power plants in OH 
DENTON, H R Office of Nuclear Reactor Regulation 79/05/24 Ip 


—7907130474 Requests briefing be arranged on 790501 or 790502 re safe 
operation of nuclear power plants in OH 
MCAVOY#J F Ohio, State of 79/04/16 ip 


— 7907130479 Requests comments# in View of TMI, re adequacy of facility 
staff tra Lntng , safety b emergency procedures tn plant design 
Also seeks info re sys it produce* safety reviews planned for 
facilities In OH 

MCAVOY#J F Ohio# State of. 79/04/12 Ip 


0 Adjudicatory correspondence 


7907050395 Forwards request for Board notification re nonsaf ety-grade 
equipment to mitigate transients 

ULMAN. M B Operations 8 < Administrative Division, 79/05/07 Ip 


—7907050399 Board notlf Icatlon recommends Boards of Allens Creek# Davis 
Ocsst 2 It 3 New England should be notified re 
nansafety-grad B equipment to mitigate transients 
VASBAULO# D Q Division of Project Management 79/04/30 ip 


— 7907050401 Forwards 790316 memo recommending Board notification of 
assessment to be made re nonsafety-grade equipment to 
mitigate transients 

VAS8ALL0, D 0 Division of Project Management 79/03/29, 2pp 


79070S0405 Recofflinendt Board notification of assessment to be made ra 
recant issue on nonsaf ety-grade equipment to mitigate 
transients. 

TEOESCOfR. L. Assistant Director for Reactor Safety 79/03/16 
3pp. 


7907160131 Bequests summary disposition of Intervernors Ecology Action 
of Oswego li Northern Thunder# Inc Deficlcndet 9 & 20 re 
Perkins record. Def ic iincles do not raise genuine issue of 
matl fact Certificate of 8 vc end 
BORDENlCKr B. M Branch 4. 79/05/25 29pp 
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l^DCKET SO-301 DAVIS-E£3SE MJCLEAft POWEff BTATlD^i UNIT 3 
A App 1 i catl on/cariBtroc tion stajie itofirnqen^s & corre*pond«nc« 


7907110340 Suggests careful Bsecutlon of malht program ai/tllneif 
In Diamond pourer cgntrdl rad drive control tys vendor 
manual Procedures tAould prevent trip breaker problems 
FAlBTiF ft flabcock 8f Wilcoi Co 7ay06/l& Ip 


7907ia04'65 Expresses satisfaction that 790S01 /neetlng provided Imfo 
requested re operation of nuclear pouer plants in OH 
DENTON* H R Office of Nuclear Reactor Regulation 79‘/05/24 Ip 


--7 907 1304 74 R»-qu>ests briefing be arranged on 790301 or 790302 re safe 
operation of nuclear pouer plants in OH 
«CAVaY*J-F Qhloi State of 79/04/U Ip 


— 7907130479 Requests comments In vleu of 7Hl*re adequacy of facility 
staff tra Inlngi safety & emergency procedures L plant design 
Alio seeks Info re sye & produces safety revleius plonned for 
facilities In QH 

MCAi/OY*U F Ohio. State of 79/04/12. Ip 


3 Adjudicatory correspondence 


7907030393 Forwards request for Hoard notification re nontaf e tV'^grade 
equipment to nittgate transients 

ULMAN. 11 D Operations «r Admi nlstratlve Division 79/03/07 Ip 


‘"7907090399 Hoard notification recommends Hoards of Allens CreekfOavls 
Dessa 2 !< 3 l< New England should be tiotifled re 
nonsaf et y-grade equipment to mitigate transients 
VASSALLOj 0 0 Division of Project Manageffli-nl 79/04/30 ip 


-7907050401 Forwards 790316 nemo PecOBinendlitg Hoard notification of 
assecsment ta be made re nnnsaf e ty*-grade equipment to 
mitigate transients 

VASSAL LOi D 0 Division of Project Management 79/03/29 2pp 


‘‘79'070S04O3 Recommends Doard r-o ti fl cation of assesinent to be mads re 
recent issue on nonsaf ety-grada equipment to mitigate 
transients 

TEDESCOiR L Assistant Director for Reactor Safety 79/03/16 
3PP 


'07160131 Requeatf suiTidiary tf 1 epos 1 tlon of intervarnors Ecology Action 
of Oswego 6 Northern Thunder* Inc Deficiencies 9 l< 20 re 
Perkins record Deficiencies do not raise genuine Issue of 
mat! feet Certificate of 9vc end 
BaRD£NlCK«D N Hraneh. 4 79/05/25. 29pp, 


Inspection reportsi IE Dulletlns 6 correspondence 


D7100322 Bubmits summary uf discussion u/JS CreswilL rt safety 
concerns influenced by TNI Incident Requests review of 
concerns by Ofc of Nuclear Reactor Regulation It update -of 
status or resolution 

IftVAMfB E Division of Reactor Operations Ins pec 1 1 one. 79/D5/17 

2pp 


:ket arN-so-502 haven nuclear plant# unit j 


utility Environmental Report CER)# amende U correspondence 


^7100333 Forwards eddl Info re environ rept* In response to NRC 790515 
equest 

AY* C N Hi icons in Electric Power Co. 79/06/SD. 135pp. 


Insurance & indsmnlty information 


7100605 Forwards monthly rept re expenditures 6 commitments 
oncernlng Haven nuclear p lant^ Enrichment prepayment dat« 
emovad Prom Exhibit G 

JRSTElN* Q Uisconein Electric Power Co 79/06/29. 5pp. 


lET STN-50-903 HAVEN NUCLEAR PLANT* UNIT 2 


[nsurance tr Indemnity Information 


’100605 Forwards monthly rept re e ipand 1 tures I* commitments 
incerning Haven nuclear plant, Enr I chment prepayment data 
moved from Exhibit C. 

'RBTEiNj B. Hisconsln Electric Power Co 79/06/29 5pp. 


DOCKET DTN-SO-804 KOSHKONONO NUCLEAR PLANT, UNIT 1 


J Insurance 6 indemnity information 


7907100605 Foruardi monthly rapt re expenditures b commitments 
concerning Havon nuclear plant Enrichment prepayment data 
removed from Exhibit C 

BURBTElNiS Wiaconaln Electric Power Co 79/06/29 5pp 


DOCKET 8TN-50-505 KOSHKONONO NUCLEAR PLANT* UNIT 2 


J Insurance ft Indemnity information 


7707100603 Forwards monthly r«pt of info re expenditures & commitments 
concerning Haven nuclear plant Enrichment prepayment removed 
from Exhibit C 

8URSTEIN*S Mlecanein Electric Power Co 79/06/29 3pp 


DOCKET STN-5 0-506 KOSHKONONO NUCLEAR PLANT* UNIT 3 


J Insurance & indemnity information 


7907100605 Forwards monthly rept of info re expenditures b commitments 
concerning Haven nuclear plant Enrichment prepayment removed 
from Exhibit C 

BURSTEJN*S Nlsconsln Electric Power Go 79/06/29 3pp 


DOCKET STN-50-507 HOSHKONONO NUCLEAR PLANT* UNIT 4 


J Insurance & Indemnity information 


7907100605 Forwards monthly rept of Info re expenditures 6 commitment! 
conciTtiing Haven nuclear plant Enrichment prepayment removed 
from Exhibit C 

DURSTEIN, 8 Wisconsin Electric Power Co 79/06/29 5pp 


DOCKET 8TN-50-509 WPPS3 NUCLEAR PROJECT# UNIT 3 


A App I tcation/construc tion stage documents & correspondence 


7907110308 Forward f* under separate cover* "Evaluation of Faults 6 
Landslides* Orays Harbor CoUTxty* WA" & "Evaluation of Joints 
In Astoria Formation# WPPfiS Nuclear Project 3 It 5 geologic 
Happing Project" re supplemental faulting studies 
TILLSONiD D Washington Public Power Supply System 79/07/03 Ip. 


0 Inspection reports* IE Dulletlns tt correspondence 


7907300090 Forwards IE Insp Repts SO-300/79-04 fit 30-509/79-03 on 
790417-20 t< notice of violation 

SPENCER* 0 S Region 9* San Francisco* Reactor Construction & 

Engineering Support Branch 79/03/32 2pp 


— 7907300101 Notice of violation from inep on 790417-20. 

» ftcglon 9* Ban Francisco# Office of the Director 79/05/22 

Ip 


—7907300107 IE Insp Repts 30-508/79-04 fc 30-5Q9/79-03 on 790417-20 
Non compliance noted, fal lure to perform in-prpeess test on 
grout used for structural purposes. 

KIRSCH. DF . HUTSON# T.W.* HAYNES, R. C. Region 3, Ban Francisco* 
Reactar Conatruction t» Engineering Support Branch 79/05/22 
12pp. 


— 7907300110 Ack receipt of 790619 Itr informing NRC of steps taken to 
Correct violatiptia noted in IE Insp Repts 50-50B/79-04 6 
30-309/79-03 

SPENCER# 0 8 Region 5. 8an Francisco* Reactor Construction I* 

Engineering Support Branch 79/07/10. Ip 


— 7907300114 Rasponrfs to NRC 790322 Itr re violations noted In IE Insp 
Rapts 50-508/79-04 it 50-509/79-03 Corrective actions grout 
placement w/o flow cone dacumented. Task force to Increase 
surveillance of testing. 

STRAND* N O. Washington Public Power Supply System 79/06/i9 
3pp# 


7907090237 Responds to IE Bulletin 79-04 No Velan swing check valves 
used Nine testable chock valves will be provided by Velan 
to be used 1-n HPC6#i.PC8j rcactuT core Isolation cooling 6 RHR 
Seltailc Category l piping ays. 

RENBEROERi D L Washington Public Power Supply System. 79/05/85. 

app* 



DOCKETED ITEMS 


2j 


7907100076 Responds tc? IE Dulletin 7a-12< 12A (c 12& Raactar vevsel mfg 
fdr VINP-a/5 requested to perform records search Mfg plant to 
submit generic rept covering all reactoi vestels bn <:*"£ 

Vendor certifies app 1 1 cab i 1 1 tg of rept 

REHCEROERrD L Hashington Public Pouer Supply System 79/09/25 

Ip 


7907200379 Forwards IE Bulletin 79'12, "Short Period Scrams at BMR 
Facilities '* No action required 

Ei^OELKENr R H Region 9« San Franc iscoi Office of the Director 

79/05/31 IP 


7907190436 Forwards suppl IE Bulletin 79-OlA, "Environ Dual 1 f lea t ion of 
Class IE Equipment <Def Ic ienc les in Environ Qualification of 
A8C0 Solenoid Valves! " No action required 

ENOELKEN) R H Region 3* San Franc lecof Office of the Director 
79/06/06 ip 


7907060036 Forwards IE Info Notice 79-l5i "Deficient Procedures '* No 
action required 

ENOELKENj R H Region 9i San Franciscoi Office of the Director 
79/06/07 ip 


7907020271 Forwards IE Info Notice 79‘*14 j "Safety Classification of 
Electrical Cable Support Sys " 

ENOELKENfR H Region 9; 8an Francisco^ Office of the Director 
79/06/11 ip 


7907020493 Forwards IE Info Notice 79'-t7# "Source Holder Astombig 
Damage from Misfit Betuieen Assembly & Reactor Upper Grid 
Plate '* 

ENOELKENjR H Region 9 j San Franciscoi Office of the Director 
79/06/80 ip 


7907120017 Forwards 1C Bulletin 79-0S» Revl s ion li "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
r eqw i red 

EMOELKEN*R H Region 5, San Francisco. Office of the Director 
79/06/21 Ip 


7907270296 Forwards IE Inap Repts 90-908/79-09 90-309/79-04 on 

790514-17 No noncamp 1 ianee noted 

SPENCER. 0 8 Region 9i 6an rranclscoi Reactor Construction << 

Engineering Support Branch 79/06/21 2pp 


—7907270306 IE Insp Repts 50-308/79-09 8< 90-909/79-04 on 790514-*! 7 No 
noncomp I lance noted Major areas inspected licensee action on 
IE bulletins I* c irculars. previous Insp findings b QA 
procedures 

DODOS. R T I KIRBCH. D F . HUTSON. T U Region 9. San Francisco. 

Reactor Construction Engineering Support Branch 79/06/^1 
12pP 


7907120630 Forwards IE Dulletin 79“t3. "Cracking in Feedwater Sys 
Piping " No action required 

eNOEUKENrR, H Region 9. Ban Franciscoi Office of the Diractor. 
79/06/89. Ip 


7907060286 Forwards IE Circular 79-10. "Plpef tttlngs Mfg from 
Unacceptable Matl " No action required 

ENOEUKEN. R H Region 3. San Francisco. Office of the Director 
79/06/26 Ip 


7907030497 Forwards IE Clrculai? 79-11. "Design/Const Interface 
Problem " No action required 

ENOELKENrR K Region 9. Ban Francisco. Office of the Director. 
79/06/27, ip, 


7907100534 Forwards IE Circular 79~12. "Potential Diesel Generator 
Turbocharger problem ** No action required, 

EMOELKEN. R H Region 9* Ban Francisco. Office of the Director 
79/06/88 ip 


7907130228 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Bullt 
Safety-Related Piping Sys " Action required 

ENGELKENiR H. Region 5, Ban Francisco. Of flea of ttia Director, 
79/07/08 Ip 


7907180711 Forwards 1£ Bulletin 79-19. "Deep Draft Pump Deficiencies " 
Action required. 

ENOELHEN, R. H Region 9, 6an Francisco. Office of the Director. 
79/07/11, ip 


7907310401 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors, " No action required 

ENOELKEN.R H Region 9. San Francisco. Office of the Director 
79/07/13. ip 


7907260206 Notifies that written responses to IE Bulletin 79-13.Stippl 
1. should be directed to IE Dlv of Reactor Const Insp 
ENGEL KENi R H Region 9> Ban Francisco. Office of the Director 
79/07/ IS Ip 


9 Reportable occurrencae. LERs & related correspondence 


7907020291 Forwards PND-79-67AR 

ENOELKEN. R. H Region 5. San Francisco. Office of the Director 
79/06/09 Ip 


7907030200 Forward s PN0-79-67AS 

ENOELKEN. R H Region 5, San Francisco. Office pf the Director 
79/06/11 ip 


7907030244 Foritfards PNa-79-67AT. "Nuc lear Incident at THI ■' 

ENOELKEN. R H* Region 5. San Ffonclsco. Office pf the Direetar 
79/06/19 ip 


7907050343 Farwards PND-79-67AU 

ENOELKEN.R H Region 5. Ban Francisco. Office of the Director 
79/06/26. Ip 


7907130390 Forwards PN0-79-67AV 

ENOELKGNfR H Region 5. San Franciico. Office of the Director 
79/07/03 ip. 


DOCKET 8TN-B0-309 WPPSS NUCLEAR PROJECT. UNIT 5 


A Appl ication/canf tructlon stage documents & correspondence 


7907110303 Forwards. under separate cover, "Evaluation of Faults b 
Landslides. Grays Harbor County. kfA" 6 "Evaluation of Joints 
in Astoria Formation. HPP89 Nuclear Project 3 6 5 Geologic 
Hopping Project" re supplemental faulting studies 

TILL80N, D D Washington Public Power Supply System 79/07/03 Ip, 


<1 Inspection reports. IE Dultetini 6 correspondence 


7907300098 Forwards IE Insp Repts 30-308/79-04 b 90-509/79-03 on 
790417-20 b notice of violation 

SPENCER. 0 9 Region 9. Ban Francisco. Reactor Construction & 

Engineering Support Branch 79/03/88 2pp 


—7907300101 Notice of violation from insp on 790417-80 

* Region 5. San Francisco, Office of the Director 79/09/28 
Ip 


—7907300107 IE Insp Repts 9O-S0B/79-04 80-309/79-03 on 790417-20 

None ompl lance noted failure to perform in-process test on 
grout used for structural purposes 

KIRSCH.D F , HUTSON. T W. * HAYNES. R C Region 9. Ban Francisco. 

Reactor Construction U Engineering Support Branch 79/03/82 
12pp 


—7907300110 Ack receipt of 790619 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-508/79-04 tc 
90-909/79-03 

SPENCERiO S Region San Francisco. Reactor Construction L 

Engineering eupport Branch 79/07/10 Ip 


—7907300114 Responds to NRC 790328 Itr rs violations noted in IE Insp 
Repts 50-508/79-04 & 50-509/79-03 Corrective actions grout 
placement w/o flow cone documented Task force to Increase 
surveillance of testing 

STRAND. N □ Washington Public Power Supply System 79/06/19 
3pp 


7907090237 Responds to IE Bulletin 79-04 No Velan swing check valves 
used Nine testable check valves will be provided by Velan 
which will be used in HPC9i LPC8. reactor core Isolation 
cooling |4 RHR Beismic Category 1 piping sys, 

RENBERGER. D L. Washington Public Power Supply System 79/05/89 

2pp. 


79071S0076 Responds to IE Bulletin 78-18.186 b 18D. Reactor vessel mfg 
for WNP-3/3 requested to perform recora* search Itfg plans to 
submit generic rept covering all reactor vessels by G-E 
Vendor certifias applicability of rept 

RENBEROER/D L Washington Public Power Eupply Bystem, 79/03/23. 

Ip. 


7907800379 Forwards IE Bulletin 79-18. "Short Period Scrams at SNR 
Facilities " No action required, 

ENOELKEN. R. H. Region 9> San Frencltco. Office of the Director. 
79/09/31 ip. 
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DOCKETED ITEMS 


7907l^043ii PoTwardi suppl IE JJiftletin 79-014 j “Environ tiual 1 f icai ion of 
Class IE Eciuip<m«nt {Deficiencies in Environ (?ual i f teat 1 on of 
ASCO Solenoid Volvesl Mo action required 

EWOELKEM^ R H Region »» San Franclscoi Office of the Director 

79/06/06 tp 


7907060036 Forwards JE Info Notice 79-15. ''Deficient Frocedurei " No 
action required 

ENOELKENfR H Region 5ir San Francisco. Office of the Director 
79/C6/07 1 p 


7907020271 Foruiardi IE Info Notice 79-14. “Safety Classification of 
Electrical Cable Support Sgs “ 

EMOEUKEM. R N Region 5. San Francisco. Office of the Director 

79/06/11 ip 


7907020453 Forieards IE Info Notice 79-I7i “Source Holder Assen>bly 
Damage from Mlafit Between Assembly tc Reactor Upper Grid 
Plate 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
79/06/20 Ip 


7907J200I7 Forwards IE DulJetln 79-02. Rev 1 s ion I, “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

ENOELKEN.ft H Region 3. Sah Francisco. Office of the Director 

79/D6/2J Ip 


7907270296 Forwards IE Insp Repts S0-50fi/79~05 & 50-509/79-04 on 
790314-17 No noncomp I lance noted 

SPENCER. 0 S Region 5. San Francisco. Reactor Construction ?< 

Engineering Support Branch 79/06/21 2pp 


“7907270306 IE fnsp Repts 90“50a/79-03 & S0-SO9/79-O4 on 790914-17 No 
noncomp 1 1 ance noted Major areas Inspected licensee action on 
lE bulletins & circ u lars. prevl ous Insp findings Si OA 
PTocf dure* 

DDDDSiR T . K1R8CH.D F * HUTSON. T W Region 5i Sen Francisco* 

Reactor Construction Sc Engineering Support Drench 79/06/21. 

I2pp 


707120630 Forwards IE Duiletin 79-J3. “Cracking in Feeduater Sys 
Piping “ No action required 

EN^EUKEN. ft H Region 5. San Franciscoj Office of the Director 
79/06/25. ip 


07060226 Forwards IE Circular 79-JO. “Plpef itt i ng s Mfg from 
Unacceptable Hat! No action required 

ENGELKENiR M Region 9, Ban FranclBco. Office of the Director 
79/06/26 Ip 


D7050497 Forwards IE Circular 79-11. "Design/Const Interface 
’roblem " No action required 

INOELKENrR.H Region 5. San Francisco. Office of the Director 
^9/06/27 Ip 


17100334 Fdrwards IE Circular 79-12. "Potential Diesel Oenerator 
urbocharger Problem *' Mo action required 

NOELKEN.R H Region 3x San Francisco. Office of the Director 
9/06 /2a Ip, 


7130222 Forwards JE Sulletin 79-14. “SeUmic Anolysls for As-Bullt 
af ety-Rrlated Piping Sys " Action required 

'iCELKEN. R H Region 5. San Francisco. Office of the Director 
7/07/02 Ip 


M90711 Forwards IE Dulletlo 79-15. “Deep Draft Pump Deficiencies 
tlon required. 

{QELKEN.R H Region 5. San Francisco. Office of the Director 
V07/11 ip 


310401 Forwards IE Circular 79-13, ■'Replacement of Diesel Fire 
np Starting Contactors " No action required 

9ELKEM, Ft H Region 5/ San Francisco, Office of the Director. 
/07713 Ip 


?6O206 Notifies that written responses to lE Bulletin 79-15 j S uppl 

ihould be directed to lE Dlv of Reactor Const Insp 

3ELKEN«R H Region 3r San Francisco. Office of the Director 

' 07 / i a ip 


portable occurrences! LERs %t related correipondance 


20291 Forwards PN0-79-67AR 

ELKEN, R H Region 5. San Franc ItcOt Office of the Director. 
06/05. Ip 


30200 Forwards PN0-79-67A8 

iLKENfR H Region S* Dan Francisco, Office of the Director 
36/li Ip 


7907030244 Forwards PN0-79-67AT, “Nuclear Incident at THI “ 

ENOELKEN.R H Region 5, San Francisco, Office of the Director 
79/06/19 Ip 


7907050543 Forwards PN0-79-67AU 

ENOELKEN.R. H Region 5, Ben Francisco. Office of the Director 
79/06/26 Ip 


7907130390 Forwards PN0-79-67AV 

ENOELKEN. R K Region 5> San Francisco, Office of the Director 
79/07/03 Ip 


DOCKET 50-510 BLUE HIULS STATION, UNIT 1 


H Oeneral correspondence 


7907180458 aubmits changes to distribution list for FES (NURE0-0449> 
erra ta 

RICHARDSON. K W Oulf States Utilities Co 79/07/11 Ip 


DOCKET 50-511 BLUE HILLS STATION. UNIT 2 


H Oeneral correspondence 


7907180459 Submits changes to distribution list for FES {NUREO-0449) 
errata 

RICHARDSON, K U Oulf States Utilities Co 79/07/11 Ip 


DOCKET 50-513 WFP69 NUCLEAR PROJECT, UNIT 4 


A Applieation/censtruction stage documents & correspondence 


7907200331 Requests approval of application of ASHE Code Case N-242 to 
four atmospheric dump valves Valves will be made for D&W by 
Control Components, Inc Forwards Certificate of Conformance 
from mfg 

RENBEROER. D L Washington Public Power Supply System 79/07/13 
4pg 


O Adjudicatory correspondence 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego it Northern Thunder, Inc Deficiencies 9 t 20 re 
Perkins record Deficiencies do not raise genuine issue of 
mail fact Certificate of Sve end 
BORDENICK. BH Branch 4 79/05/25 29pp 


0. Inspection reports, IE Bulletins & correspondence 


7907120396 Forwards IE Insp Repts 90-460/79-02 U 50-913/79-02 on 
790212-16 tt notice of violation 

SPENCER, 0 5 Region 5. San Francisco, Reactor Construction &< 

Engineering Support Branch 79/04/03 Spp 


—7907120406 Notice of violation from Insp on 790212-16 

« Region 3, San Francisco, Office of the Director 79/03/30 
2PP 


—7907120419 IE Insp Repts 50-460/79-02 6 50-913/79-02 on 790212-16 
Noneompl iance noted. fal lure to follow procedures re 
design control it document control h failure to Include 
applicable requirements In procurement documents 
HAYNES, R C , KIR6CH. D F , ECKHARDT, J. H Region 9, Ban 

Francisco. Reactor Construction t* Engineering Support Branch 
79/04/03 33pp 


—7907120456 Responds to NRC 790403 Ur re violations noted in IE Insp 
Repts 50-460/79-02 U 50-513/79-02 Corrective actions field 
change notice 257-1-79-028 revised to reflect correct 
quality class OA reviewed 6 approved 

RENDERGER. 0 L Mashing ton Public Power Supply System 79/05/09 
6pp 


— 7907120471 Ac k 790509 Itr informing NRC of steps taken to correct 
ite/ns listed In NRC 790403 Itr 

ENOELKEM,R H Region 5, Ban Francisco, Office of the Director 
77/05/31 2pp. 


7907090237 Responds to IE Bulletin 79-04 No Velan swing check valves 
used Nine testable check valves will be provided by Velan 
which will be used In HPCS, LPCS, reactor core isolation 
cooling <« RHR Seismic Category 1 piping sys 

RENBEROER, D L. Washington Public Power Supply Bystem 79/05/25 
2pp. 



DOCKETED ITEMS 


7907090375 Respond* to IE Bulletin* 7Q-l2«12A & ISO No rooson to 
luspffct atypical itield wire uta* used in fabrication of 
reactor vessels 

RENBEROERt D L Washinflton Public Power Supplg Sgstem 79/0S/29 

ip. 


7907200379 Forward* IE DuUatin 79-12i "Short Period Scrams at SWR 
Facilities " No action required 

ENOELKENfR H Region 9i Ban Francisco* Office of the Director. 
79/09/31 Ip 


7907190436 Forwards suppl IE Bulletin 79-OlA* "Environ Dual i f tea t ion of 
Class IE Equipment (Deficiencies in Environ Qua 1 if teat i on of 
ASCO Solenoid Valves) " No action required 

ENOELKENiR H Region 9i Ban Francisco* Office of the Director 
79/06/06 Ip 


7907030294 Forward* PN0-79-67AT, "Nuclear Incident at THJ " 

ENOEUKEN* R H Region d« San Francisco* Office of the Director 
79/06/19 Ip 


7907090343 Forwards PND-79'67AU 

ENOELKEN* R H Region 9. Ean Francisco* Off lea of the Director. 
79/06/26 ip 


7907130390 Forwards PND~79-'67AV 

ENGEL KEN, R H Region 9, San FranciscOi. Office of the Director 

79/07/03 ip 


DOCKET 30-914 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 
A Appl Icatlon/constroctloTi stage dflcoment* & c orrespond encf 


7907060036 Forwards IE Info Notice 79-13, '^Deficient Procedures " No 
action required 

ENOELKENrR H Region 5, Ban Franclscoi Office of the Director 
79/06/07 Ip 


7907020230 Forwards meteorological monitoring program annual rapt, 
1974-1^77 End available In Central Files only 
UINDDLAD. U J Portland General Electric Co 79/06/27 ip 


7907020271 Forwards IE Info Notice 79-14, "Safotg Classification of 
Electrical Cable Support Bgs 

ENOELKEN, R H Region 9, San Francisco. Office of the Director 
79/06/11 Ip 


7907020493 Forwards lE Info Notice 79-17, "Gource Holder Assemblg 
Damage from Misfit Between Assemblg l( Reactor Upper Grid 
Plate. " 

ENOELKEN, R H Region 9, Ban Francisco, Office of the Director 
79/06/20 Ip 


7907I20017 Forwards IE Bulletin 79'’02. Ravi s 1 on i, "Pipe Bupport Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

ENOELKEfJrR H Region 9, San Francisco, Office of the Director, 
79/06/21 Ip 


7907120630 Forwards IE Bulletin 79-13, "Cracking in Feedwater 
Piping " No action required 

ENOELKEN, R H Region 9. San Francisco, Office pf the Director 
79/06/29 Ip 


7907060226 Forwards IE Circular 79-10, "P i pe f i tt Ings Mfg from 
Unacceptable Matl *' No action required 

ENOELKENiR H Region 9, San Francisco, Office of the Director 
79/06/26. Ip 


0 Adjudicatory correspondence 


7907030091 Discusses proposal to reschedule 6 improve flexibility of 
DOE enrichment sve for facllltg Proposes convorslon from 
current long-term fixed commitment contract to new 
adjustable fixed commitment contract 

HASTINOa, W Portland Oeneral Electric Co 79/04/27 2pp 


7907060370 Notifies of change of address, ef fee k Ive 79060J 

YORE, J, R Atomic Safety and Licensing Board Panel 79/06/01 Ip 


79D7060472 Cancel* 790620 conference in Portland, PR Conferanc* will be 
reschffdu I ed 

RE,vf R Atomic Bafetg and Licensing Board Panel 79/06/14 Ip 


7907240364 Notifies of change of counsel effective 79061G UW Durham 
replaces HH Phillips 

DURHAM, ,xfW Portland Oeneral Electric CO 79/06/10 Ip 


R Periodic operating reports 6 related correspondence 


7907100408 Forward* "Prec onstr uct I on Ecological Studies for Bite." 
suppl to flag 1970 final rapt 

LINLAD, N J Portland Oeneral Electric Co 79/04/IS 2pp 


7907030497 Forwards IE Circular 79-11, "Daslgn/Const Interface 
Problem." No action required 

ENGELK^Nr R H Region 9, San Francisco, Office of the Director 
79/06/27 Ip 


—7907100414 “Preconstruction Ecological Studies for Bite," suppl to N. 
1978 final rept 

* Portland Oeneral Electric Co 79/02/H8 l'07pp 


7907100534 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 

ENOELKEN, R H Region S, San Francisco, Office of the Director 
79/06/20 Ip 


7907130222 Forwards lE Bulletin 79-14, “Belsmic Analysis for As-Built 
Baf ety-Fte la ted Piping figs " Action required 

ENOELKEN, R H Region 3, San Francisco, Office of the Director. 
79/07/02 ip 


7907180711 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficlenclas " 
Action required 

ENOELKEN, R.H Region S, Son Francisco, Office of the Director 
79/07/11. Ip 


7907310401 Forwards IE Circular 79-13, "Replacement of Diesal Fire 
Pump Starting Contactors " No action required 

ENOELKEN, R H Region 3. Ban Francisco, Office of the Director 
79/07/13 Ip 


7907260206 Notifies that Written responses to IE Bulletin 79-13, Bupol 
1, should be directed to IE Div of Reactor Const Insp 
ENOELKEN, R, H. Region 3# Ban Francisco, Office of the Director, 
79/07/10. Ip. 


B. Reportable occurrences, LERs releted correspondence 


7907020291 Forwards PNa-79-67AR. 

ENOELKEN, R H. Region 3, San Francisco, Office of the Director 
79/06/03, Ip. 


7907030200 Forwards PN0-79-67AS 

ENOELKEN, R, H Region 5, San Francisco, Office of the Director, 
79/06/11. Ip. 


DOCKET 30-5J3 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 2 
A Appl 1 cotlon/construc tion stage documents 6 correspondence 


7907020230 Farwerds meteorological monitorinfl program annual rept, 
1974-1977. Enc I available In Central Files only 
LJNBDLAD, N. U Portland General Electric Co 79/06/27 Ip 


0 Adjudicatory correspondence 


7907030051 Discusses proposal to- resched-ule 8i improve flsxibllltg of 
DDE enrichment sve for facility Proposes conversion from 
current long-terai fixed commitment contract to new 
adjustable fixed commitment contract 

HABTINOa. W Portland (General Electric Co, 79/04/27 2pp. 


7907060370 Notifies of change of addr ess, ef f ec ti ve 790601 

YORE, J R Atomic Safety and Licensing Doard Panel 79/06/01 Ip. 


7907060478 Cancels 790620 ccTiforenco In Pur tland, OR. Confer ence will be 
rescheduled. 

RE, U R. Atomic Sefet-g and Licensing Bciard Panel. 79/06/14 Ip 


7907240364 Notifies of change of counsel effective 790610 JM Durham 
replaces HH Phillips. 

DURHAM, ,J W. Portland Oeneral Electric Co 79/06/18 ip, 


R Periodic operatitig reports &< related correspondence 


790710040B Forwards "Preconstruction Ecological Btudles for Bite," 
suppl to Hay 1978 final rept. 

LINLAO, N. J Portland General Electric Co. 79/04/lff ppp 
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DOCKETED ITEMS 


— 7907100414 “Preconfitructlon Ecological 8tudi«s for Slto, " suppl to Hay 
197B final rfrpft 

* Portland Oeneral Electric Co 7'77Oa/20 I07pp 


DOCKET STN-90-316 JAMES PORT NUCLEAR STATlDWi UNIT 1 


0 Adjudicatory correspondence 


790720D152 Notiflat that Suffolk CountyiNY leglelatura passed 
resolution oppo-sing CP sought by util 
LIKE, 1 Reilly. Lite Sc Schneider 79/03/10 Ip 


— 7907200143 Uneiceciited Resolution 1490-'79 passed by Suffolk County, NV 
legislature opposing CP sought by util Nuclear facility 
uould represent unacceptable safety risk to population 
MRAZEK. DEVINE. FOLEY New York. State of 79/D5/I0 2pp 


790712011-9 Forwards Suffolk County, NY legislature opposing facility 
RQ^JERS. W H Suffolk County, NY 79/03/23 ip 


-“7907120129 Resolution opposing const of facility 
* Suffolk County, NY 79/04/26 Ip 


7907160196 Req^uests ASLAD grant extension of time to evaluate Ipfo 
rf TMI event & relevance of info to proceeding Bequest 
granted on condition that NRC file monthly status rept 
DORDEf^lCK.D hi Branch 4 79/06/07 2pp 


Q Inspection reports, IE Bulletins 6 correspondence 


7907060307 Forwards IE Dulletin 7V-11. "Faulty Overcurrent Trip Device 
in Circuit Dreakers for Engineered Safety Sys “ Licensee 
action required 

ORIER.0 H Region 1. Philadelphia, Office of the Director 
79/05/22 Ip 


7907030033 Forwards IE Info Notice 79-i3r "Indication of Loti» Water 
Level in Oyster Creek Reactor " No action required 
GRIER, B H Region I, Phi lade 1 p hia, Office of the Director 
79/05/29, 1 p 


7907200107 Forwards IE Bulletin 79-lS. "abort Period Scrams at SWR 
Facilities " No action required. 

DRIER, D W Region 1, Philadelphia. Office of the Director 
79/03/ 31 Ip 


7907I900S7 Forwards supp 1 IB Bulletin 79~01A, "Environ Dual If 1 cation of 
Class IE Equipment (De f i c ienc ies in Environ dual { f ication of 
ASCO Solenoid Valves) " Action required 

GRIER, B H Region l« Philadelph i a, Office of the Director. 

79/06/06 ip 


7907D60101 Forwards IE Info Notice 79-15, "Deficient Procedures “ No 
action required 

DRlERrD H Region 1, Phi lade 1 phia, Office of the Director 
79/D6/07 Ip 


f9O7Oa0O46 Forwards IE Info Notice 79-^14, "Bafety Class t f lea tlon of 
Electrical Cable Support Syi " 

ORlERi B H Region 1. Philadelphia* Office of the Director 
79/06/11 ip 


'907300312 Responds to IE Bulletin 79-09 Purchase orders for circuit 
breakers in safety-related sys have not been placed If -OE 
Type AK-2 circuit breakers are used, preventive malnt 
program will bo conductad 

PLADKCN, R E Long Island Lighting Co 79/06/12. Ip. 


907100471 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Getwee-n Assepibly U Reactor Upper Orld 
Plate " 

ORlERrB.H Region i; Philadelphia, Office of the Director 
79/06/aO. Ip. 


907230674 Forwards IE Bulletin 79-02, Revision 1* "Pipe Support Gass 
Plate Designs Using Concrete Expansion Anchor Golte *' 

Action required. 

ORlEft,0 H Region 1, Phi ladelph la* Office of the Director. 
79/06/21 ip, 


f07l20500 Forwards IE Bulletin 79-i3< "Cracking in Feedwater Eye 
Piping " No action required 

GRIER* B.H Region 1, Phllad • loh la. Office of the Director 
79/06/25. Ip, 


7907100300 Forwards IE Circular 79“10> "Pipef i ttlngs Mfg from 
Unacc ep tab 1 e Matl " No action required 

GRlERiD H Region 1, Philadelphia, Office of the Director 
79/06/26 Ip 


7907100410 Forwards lE Circular 79-11, "De s i gn/Cons t Interface 
problem '* No action required 

DRIER, DH Region 1, Philadelphia, Office of the Director 
79/06/27 1 p 


7907100302 Forwards IE Circular 79-12, "Potential Diesel Oenerator 
Turbocharger Problem " No action required 

DRIER, B M Region 1, Ph i ladelp h ia. Office of the Director 
79/06/28 Ip 


7907180775 Forwards IE Bulletin 79-i4i "Seismic Analysis for As-Built 
Safety-Related Piping Sys '* Action required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/07/02 Ip 


7907270337 Forwards IE Bulletin 79-15, "Deop Draft Pump Deficiencies " 
Action required 

GRIER>B N Region 1* Philadelphia, Office of the Director 
79/07/11 ip 


7907310502 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump atarting Contactors " No action required 
ORIERrP K Region 1* Philadelphia, Office of the Director 
79/07/16 Ip 


DOCKET aTN-50-517 JAMESPORT NUCLEAR STATION, UNIT 2 


0 Adjudicatory correspondence 


7907200IS2 Notifies that Suffolk County, NY legislature prfssod 
resolution opposing CP sought by util 
LIKE, I Reilly, Like Ic Schneider 79/05/10 Ip. 


—7907200145 Uneiecuted Resolution 1450-79 passed by Suffolk County. NY 
Legislature opposing CP sought by util Nuclear facility 
would represent unacceptable safety risk to population 
MRAZEK, DEVINE, FOLEY New York, State of 79/05/10 2pp 


7907120119 Forwards Suffolk County, NY legislature opposing facility 
const 

RDGERa,W H Suffolk County, NY 79/05/20 Ip 


*^-7907120129 Resolution opposing const of facility 
# Suffolk County, NY 79/04/26 Ip 


7907160196 Requests ASLAB grant extension of time to evaluate info 
re TMI event 6 relovanco of info to proceeding Request 
granted on condition that NRG fHo monthly status rept 
BORDENICKiQ M Branch 4 79/06/07 2pp, 


Q. Inspection reports, IE Bulletins b correspondence 


7907060337 Forwards 1£ Bulletin 79-11, "Faulty Dvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Sys " Licensee 
action required 

GRIER, B N Region 1, Philadelphia, Office of the Director. 
79/05/22 Ip. 


7907030033 Forwards IE Info Notice 79-13, "Indication of Low Water 
Level in Oyster Creek Reactor " No action required 
GRIER, D H Region 1, Philadelphia, Office of the Director 
79/05/29 Ip 


7907200107 Forwards IE Bulletin 79-12* "Short Period Scrams at BWR 
Facilities " No action required 

GRIER. D H Region 1, Philadelphia, Office of the Director 
79/03/31. Ip 


7907190057 Forwards suppl IE Bulletin 79-OlA, "Environ Qualification of 
Class IE Equipment IDef ic i enc 1 es In Environ Oual t f ication of 
A8C0 Solenoid Valves) " Action required 

ORIERiB H Region i, Phi ladelphla. Office of the Director 
79/06/06 Ip 


7907060101 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required 

ORIERfD H Region 1, Philadelphia. Office of the Director 
79/06/07. Ip 


7907020046 Forwards IE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support Sys " 

ORIER.B H Region 1, Philadelphia, Office of the Director. 
79/06/11 Ip 



DOCKETED ITEMS 


7907300312 Responds to IE Bulletin 79-09 Purchsso orders for circuit 
breakers in aa f e tg-ro 1 at e d sgs have not been placed If OE 
Type rtK-2 circuit breakers are usedi preventive maint 
program uiill be conducted 

PLASKGK. R E Long Island Lighting Co 79/06/12 Ip 


7907100471 Forwards IE, Info Notice 79-17» "Source Holder Assembly 
Damage from Misfit Between Assembly S< Reactor Upper Grid 
Plate " 

DRIER, D H Region 1. Philadelphia. Office of the Director 
79/06/20 Ip 


7907230674 Porwards IE Bulletin 79-02, Revi slon 1, '‘Pipe Oupport Base 
Plate Designs Using Concrete Expansion Anchor Dolts " 

Action reciuired 

DRIER, B H Region 1, Philadelphia, Office of the Director 
79/06/21 Ip 


7907120300 Forward* IE Bulletin 79-13, "Cracking In Feedwater Sy« 
Piping " No action required 

ORIER.B H Region i, Ph 1 ladel phia, Office of the Director 
79/06/23 Ip 


790710030a Forwards IE Circular 79-10. "Pi pef 1 ttlngs Kfg from 
Unacceptable Matl " No action required 

ORfERj □ H Region 1, Philadelphia, Office of the Director 
79/06/26 Ip 


790710041B Forwards IE Circular 79-11, "Doe ign/Const Interface 
Problem " No action required 

DRIER, 6 H Region 1, Philadelphia, Office of tho Director 
79/06/27 Ip 


7907100302 Forwards IE Circular 79-12, "Potential Diesel Qenerator 
Turbocharger Problem " No action required 

GRIER, B H Region 1, Phi lad elp h la, Office of the Director 
79/06/20 tp 


7907100773 Forwards IE Bulletin 79-14, "Seismic Analysis for As-Dullt 
Safety-Related Piping Sys " Action required 
GRIER, B H Region 1* Philadelphia, Office of the Director 
79/07/02 Ip 


79D7270337 Forwards IE Bui 1 etin *79-13, "Deep Draft Pump Deficiencies " 
Action required 

DRIER, B H Region 1, Philadelphia, Office of the Director 
79/07/11 ip 


7907310302 Forwards IE Circular 79-13, "Replacemont of Diesel Fire 
Pump Starting Contactors " No action required 
DRIER, B H Region 1, Philadelphia, Office of the Director, 
79/07/16 Ip 


DOCKET 8TN-30-318 HARTBVILLE NUCLEAR PLANT, UNIT 1 
0 Adjudicatory correspondence 


7907160131 Requests summary dlspasltlon of Intervernors Ecology Action 
of Dswego it Northern Thunder, Jnc Deficiencies 9 8c 20 re 
Perkins record Deficiencies do not raise genuine issue of 
matl fact Certificate of Svc end 
BORDENICKiO M, Branch 4 79/03/23 29pp 


0 Inspection reports, IE Bulletins 8c correspondence 


7907020343 Forwards lE Bulletin 79-058, "Nuclear Incident at 
Trtl-Suppl, " 

Q'REILLViJ P Region 2, Atlanta, Qfflco of the Director. 
79/04/21 3pp 


7907110333 Forwards IE Info Notice 79-11, "Lower Reactor Vessel Head 
Insulation Support Problem, " No action required 
O'REILLV, J P Region 2, Atlanta# Office of the Director^ 
79/03/07 3pp, 


7907030140 Forwards IE Info Notice 79-12, "Attempted Damage to New 
Fuel Assembllai, " No action required, 

Q'REILLV, J p Region 2, Atlanta, Office of the Director. 
79/03/10, 3pp 


7907130432 Forwards IE Imp Repts 30-318/79-09,30-319/79-09, 
50-320/79-07 & 30-921/79-09 on 790417-20, No noneomp Uance 
noted, 

MURPHY, C E. Region 2, Atlanta, Reactor Construction it Engineering 
auppgrt Branch 79/03/10, 2pp 


— 7907130443 I£ Insp Repts 50-31 B/79-09, 50-SI9/79-09, 30-320/79-09 & 
30-321/79-09 on 790417-20 No noncompliance noted Major area* 
inspected Category I concrete, spray ponds 8, steel structures 
& support* 

8NANi.H B , BRYANT, J C Region 2, Atlanta, Reactor Constr uct 1 Dti 

& Engineering Support Branch 79/03/09 6p p 


7907100207 Forward* IE Circular 79-08. '►Attempted E^itortion - Lou 
Enriched U " No action required 

O'REILLY, J P Region 2, Atlanta, Office af the Director 
79/03/ia app 


7907240004 Forward* IE Insp Repts 30-31 B/79- 10, 30- -31 9/79-10. 
30-330/79-10 & 30-521/79-10 on 790907-10 No npneomp 1 lance 
noted 

MURPHY, C E Region 2, Atlanta, Reacter Canstructien 1, Engineering 

Support Branch 79/03/18 app 


— 7907240099 IE Insp Repts 30-518/79-10,30-319/79-10.30-320/79-10 & 
30-321/79-10 No none 0 /np 1 lance noted Major area* inspected 
const activi tiosi prevl oLiB 1 y Identified 1 tams. lOCFROO SSIel t 
10CFR21 items, 1C circulars 8< preventive maint program 
BURDETTE, T E , HERDT. A R Region 2. Atlanta, Reactor 

Construction 8i Engineering Support Branch 79/03/10 4pp 


79O71I01OB Forwards IE DoUetin 79-11, "Faulty Dvercurrent Trip Device 
In Circuit Breakers for Engineered Safety Sy* " Action 
required 

O'RElLLViJP Region 2, Atlanta, Office of the Director 
79/03/22 3pp 


7907030103 Forwards IE Info Notice 79-t3, "Indication of Lou Natar 
Lsvet in Oyster Greek Reactor " No action required 
O'REILLY, JP Raglon 2, Atlanta, Office of the Director 
79/03/29 3p p 


7907190207 Respond* to IE Bulletin 79-04 Specified Velan suing 
check valves have not been Installtd or scheduled for 
Installation In any Belsmlc Category 1 piping sy*. 

GILLELAND, J E Tennessee Valley Authority 79/05/31 3pp 


7907200210 Forwards IE Bulletin 79-12, "Bhort Period Berams at PWR 
Facilities " No action required 

O'REILLY* J.P Region 2, Atlanta, Office of the Director 
79/03/31. 2pp 


7907310170 Forwards response to IC Bulletin 77-07 re teiimic stress 
analysts of saf ety-rela ted piping Investigation of non-NSSB 
sys revealed no dynamic seisntic piping analysis was 
performed titiilring algebraic summation of components 
OILLELANOfJE Tennessee Valley Authority 79/09/31 Upp. 


7907190191 Forwards suppl IE Bulletin 79-OlAi "Environ QubUflcation of 
Class IE Equipment <Def ic i enc 1 es In Environ Quali f icat 1 on of 
ASCO SolenoldT Valves) '* Action required 

O'REILLY, JP Region 2» Atlanta, Office of the Director 
79/06/06 3pp 


7907060064 Forward* IE Info Notice 79-15. "Deficient Procedures " No 
action required 

O'REfLLYi J, P Rogion 2, Atlanta, Office of the Director, 
79/06/07 2pp 


/9D7020220 Forwards IE Info Notice 79-14, "Safety Classification of 
Electrical Cable Support Qys ** 

O'REILLY, O P Region 2, Atlanta, Office of the Director 
79/06/11. Ip 


7907020393 Forwards IE Info Notice 79-17, "Bpurce Holder Assembly 
Damage from Misfit Between Assembly & Reactor Uitper Grid 
Plate '*■ 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 
79/06/20. Ip. 


7907120104 Forwards IE Bulletin 79-02, Revt slon 1, "pipe Bupporb Base 
Plate Designs Using Concrifce Expansion Anchor Dolts " Action 
required, 

O'REILLY, J P Region Hi Atlanta, Office of the Director 
79/06/21. ip. 


7907310029 Forwards IE Bulletin 79-13, "Cracting In Feedwater Bys 
Piping. " No action required 

O'REILLY, J.P, Region 2, Atlanta, Office of the Director. 
79/06/23 3pp 


7907180321 Forwards IE Circular 79-U, "Des Ign/Const Interfaca 
Problom. " No action required 

O'REILLV, J, P Region 2» Atlanta, Office of the Director 
79/06/27. Spp. 
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7?07iB0443 Forwards IE -Circular 79-12. "Potsntlal Oanerat^ 

Turb ochars or Prohlam ” No action required 

O'flEILLV. J P Region 2. Atlsntai Office of the Director 
79/0A/2a 3pp 


79D7310263 Foruarda IE Dulletin 79-i4« *'-Geiifnlc Analysis for As^Quili 
S^af etg-Reloted Piping Ggs Action required 
0'RElCt,yiJ P Region Atlanta, Office of the Director 
79/07/02 3pp 


7907240281 Forwards IE Circular 79-13« “Replacement of Oiesel Fire 
Pump Starting Contactors " No action required 
O'REILLYiJ P Region 2# Atlanta# Office of the Director 
79/07/13 app 


S Reportable occurrences. LERS b related correspondence 


7907120299 Submits rapt re incorrect UBlding of structural steel used 
in reactor pressure vessel shield wall Corrective action 
includes radiographing all joints Incorrectly cut b repaired 
bg welding 

SEROHUlSrP C Industrial Engineering Narks 79/04/30 2pp 


79070903Q& Forwards deficiency rapt re spray pond central support 
oarttiflll moisture content being outside of acceptable 
1 imi ts 

OILLELAHD, JE Tennessee Valley Authority 79/06/01 Ip 


—7907090395 Deficiency rept during period 7S0705-09i 9# essential svc 
water sprag pond centra) support earthfill placed 
u/fflol«ture content outside acceptable limits Caused by 
ma themat i cal errors in computation QC manual revised 
* Tennessee Valley Authority 79/06/01 19pp 


DOCKET STH-90-S19 HABTSVILLE NUCLEAR PLANT. UNIT 2 


D Adjudicatory correspondence 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oibiego b Northern Thunder# Inc Deficiencies 9 Ic 20 re 
Perkins record Deficiencies do not raise genuine issue of 
'inatl fact. Certl f icate of Svc end 
BORDENICK.D M Branch 4 79/0-5/25 29pp 

0 Inspection reports^ IE Dulletins & correspondence 


7907080343 Forwards IE Dolletin 79-05B. "Nuclear Incident at 
TMI-Suppl " 

Q'REILLYiJ P Raglon 2* Atlanta# Office of the Director 
79/04/31 3pp 


790711033S Forwards IE Info Notice 79-11# "Lower Reactor Vessel Ktad 
Insulation Support Problem " No action required 
Q'REILLV. J P Region 2i- Atlanta# Office of the Director 
79/05/07 3pp 


7907030140 Forwards IE Info Notice 79-18i "Attempted Damage to New 
Fuel Assemblies " Mo action required 

O'REILLV^J P Region 2# Atlanta# Office of the Director. 
79/OS/lO 3pp 


7907130432 Forwards IE Insp Repts SO-SlB/79-09# 50-Si 9/79-09, 
50“520/79’'09 b 50-931/79-09 on 790417-20 No noncomp) lance 
noted 

MURPHY# C E Region 2, Atlanta. Reactor Construction L Engineering 

Support Branch 79/05/10 8pp 


— 7907J30443 IE Insp ftepts 50-910/79-09, 50-519/79-091 50-520/79-09 8# 
50-92.1/79-09 an 790417-20 Np none ompl 1 ance noted Major areas 
inspected Category I concrete, spray ponds It steel structures 
V supports 

OMAN, W D » BRYANTiJC Region 3# Atlanta# Reactor Construction 

S( Engineering Support Branch 79/09/09 6pp 


7907100207 Forwards lE Circular 79-OBi "Attempted Estortlon - Low 
Enriched If " No action required. 

O^RElLLYiJ P. Region 2, Atlanta# Office of the Director 
79/09/lfl 2pp 


7907240004 Forwards IE Insp ftepti 30-510/79-10.50-319/79-10, * 

50-920/79-10 it 50-921 /79“10 on 790907-10 No none ompl iance 
noted 

MURPHY.C#E Region 3. Atlanta# Reactor Coni truct i,an Si Engineering 

Support Branch. 79/05/10. 2pp. 


—7907240099 IE Intp Repts 90-918/79-10,90-319/79-10,30-580/79-10 Si 
90-521/79-10 No nancompl i ante noted Major areas inspected, 
const ac tlvit 1 esi previous 1 y identified i temsi lOCFRSO SSle) Si 
10CFR2i ItemulE circulars b preventive malnt program 
BURDETTEiT. E . HERDT, A R. Region 2, Atlanta, Reactor 

Construction Si Engineering Support Branch, 79/05/1&. 4pp 


7907110100 Forwards IE Bulletin 79-lli "Faulty Dvarcurrent Trip Device 
in Circuit Qrsakers for Engineered Safety Sys " Action 
required 

0^tlElLLY,J P Region 2# Atlanta, Office of the Director 
77/05/22 3pp 


7907030105 Forwards IE Info Notice 79-13# "Indication of Low Water 
Level In Oyster Creek Reactor " No action required 
0'REILLY#J P Region 2# Atlanta, Office of the Director 
79/09/29 3pp 


7907190207 Responds to lE Bulletin 79-04 Specified Velan suing 
check valves have not been Installed or scheduled for 
installation in any Seismic Category I piping sys 
OlLUELANDi J E Tennessee Valley Authority 79/05/31 3pp 


7907200210 Forwards IE BuUotin 79-12, "Bhort Period Scrams at QWR 
Facilities " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/05/31 2pp 


7907310170 Forwards response to IE Bulletin 79-07 re seismic stress 
analysis of safety-related piping Investigation of non-NS55 
sys revealed no dynamic seismic piping analysis was 
performed utilizing algebraic summation of components 
OILLELANOiJE Tennessee Valley Authority 79/05/31 llpp 


7907190191 Forwards supp) IE Bulletin 79-OlA# "Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ABCO Solenoid Valves) " Action required 

□ •'REILLY, %l P Region 2, Atlanta# Office of the Director 
79/06/06 3pp 


7907060064 Forwards IE Info Notice 79-lS, "Deficient Procedures " No 
action required 

0'REILLY,J P Region 2# Atlanta, Office of the Director 
79/06/07 8pp 


7907020220 Forwards IE Info Notice 79-14, "Safety Clatsif icatlon of 
Electrical Cable Support Sys " 

O'REILLY, J P Region 2# Atlanta, Office of the Director 
79/06/11 Ip 


7907020393 Forwards IE Info Notice 79-17# "Source Holder Assembly 
Damage from Misfit Between Assembly Si Reactor Upper Grid 
Plate " 

O'REILLY, J P Region 2, Atlanta# Office of the Director 
79/06/20 ip. 


7907120104 Forwards IE Bulletin 79-02, Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
require d 

O'REILLY, J.P Region 2# Atlanta, Office of the Director 
79/06/21 Ip 


7907310029 Forwards IE Bulletin 79-13, “Cracking in Feedwater Sys 
Piping " No action required 

0'REILLY#J P Region 2, Atlanta# Office of the Director 
79/06/25 3pp 


7907100321 Forwards IE Circular 79-11, "Deslgn/Const Interface 
Problem. " No action required 

O'REILLY, J P Region 2, Atlanta# Office of the Director, 
79/06/27 2pp 


7907100443 Forwards IE Circular 79-12# "Potential Diesel Generator 
Turbocharger Problem " No action required. 

O'REILLY# J.P Region 2# Atlanta# Office of the Director 
79/06/20 3pp 


7907310263 Forwards IE Bulletin 79-14# "Seismic Analysis for As-BulU 
Safaty-Related Piping Sys " Action required 
O'REILLY# J P Region 2# Atlanta, Office of the Director 
79/07/02 3pp 


7907310387 Forwards IE Bulletin 79-15# “Deep Draft Pump Deficiencies " 
Action required 

O'REILLYiJ. P Region 2# Atlanta, Office of the Director 
79/07/U 2pp. 


7907240201 Forwards IE Circular 79-13# "Replacement of Diesel Fire 
Pump starting Contactors " No action required 
O'REILLY, J.P Region 2# Atlanta# Office of the Director 
79/07/13 3pp 


DOCKETED ITEMS 
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S Reportable occurrencest LERe & related correspondence 


7907120S99 Submits rept re incorrect uielding of structural steel used 
in reactor pressure vessel shield wall Corrective action 
Includes radiographing all joints incorrectly cut & repaired 
by ueldlng 

BERDHUlSiF C Industrial Engineering Works 79/04/30 2pp 


7907090389 Forwards deficiency rept re spray pond central support 
earihfill moisture content being outside of acceptable 
1 1ml tff 

0ILLELAND< J E Tennessee Valley Authority 79/06/01 Ip 


— 7907090399 Deficiency rept during period 700709-0915* essential *vc 
water spray pond central t support earthfill placed 
w/malsture content outside acceptable limits Caused by 
math ernat leal errors in contputation QC manual revised 
* Tennessee Valley Authority 79/06/01 iQpp 


DOCKET BTN-50-520 HARTSVFLLE NUCLEAR PLANT* UNIT 3 


0 Adjudicatory correspondence 


7907160131 Requests summary disposition of Intarvernors Ecology Action 
of Oswego & Northern Thunder* Inc Deficiencies 9 20 re 

Perkins record Deficiencies do not raise genuine issue of 
mail fact Certificate of Sve end 
OORDBNICK*Q M Branch 4 79/03/29 29pp 


0 Inspection reports* IE Dulletins & correspondence 


7907020343 Forwards IE Dulletin 79-0911* "Nuclear Incident at 
THI-Suppl *' 

□'REILLY*U P Region 2* Atlanta* Office of the Director 
79/04/21 3pp 


7907110335 Forwards IE Info Notice 79-11* "Lower Reactor Vessel Head 
Insulation Support Problem " No action req^uired 
O'RElLLYfJ P Region 2* Atlanta* Office of the Director 
79/09/07 3pp 


7907030L40 Forwards IE Info Notice 79-12* "Attempted Damage to New 
Fuel AssembliBs " No action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/05/10 3pp 


7907130432 Forwards IE Insp Repts 90-918/79-09* 50-519/79-09. 
50-520/79-09 l< 90-521/79-09 on 790417-20 No noncomp I ian.ce 
noted 

MURPHY* C E Region 2* Atlanta* Reactor Construction t* Engineering 

Support Dranch 79/05/10 2pp 


—7907130443 IE Insp Repts 50-910/79-09* 50-519/79-09* 50-920/79-09 t* 
90-921/79-09 an 790417-20 No noncompliance noted Major areas 
inspected Category I concrete* spray ponds It steel structures 
4( supports 

SWAN* W D I QRYANr*U C Region 2* Atlanta* Reactor Construction 

& Engineering Support Branch 79/09/09 6pp 


7907100207 Forwards IE Circular 79-00* "Attempted Eictortipn - Low 
Enriched U " No action required. 

O'REILLY* J P Region 2* Atlanta* Office of the Director. 
79/09/ia 2pp 


7907240004 Forwards IE Insp Repts 50-518/79-10,50-919/79-10* 
50-520/79-10 It 50-521/79-10 on 790507-10 No noncompliance 
noted. 

MURPHY* C.E Region 2* Atlanta* Reactor Construction l« Engineering 

Support Branch 79/05/18 2pp 


— 7907240099 IE Insp Repts 90-910/79-10*50-519/79-10.90-520/79-10 Ic 
50-921/79-10 No noncomp 1 lance noted Major areas Inspected, 
const actl vl ties* prevl ous ly identified Items* lOCFRSO 55<el I* 
10CFR21 Items* IE circulars 8c preventive maint program. 
BURDETTE*! E * HERDT* A R Region 2, Atlanta* Reactor 

Construction & Engineering Support Branch. 79/05/10. 4pp, 


7907110100 Forwards IE Bulletin 79-11, ''Faulty tJyorcurrent Trip Device 
in Circuit Breakers for Engineered Safety 8ys. " Action 
required 

O'REILLY, J P Region 2* Atlanta* Office of the Director 
79/05/22. 3pp 


7907030105 Forwards IE Info Notice 79-13* "Indication of Lou Water 
Laval in Oyster Creak Reactor." No action required 
O'REILLY, J.P Region 2* Atlanta, Office of the Director. 
79/05/29. 3pp 


7907190207 Responds to lE Bulletin 79-04 Specified Velan suing 
check valves have not been Installed or scheduled for 
Installation In any Seismic Category I piping sys 
OILUELAND.JE Tennessee Valley Authority 79/05/31 3pp 


7907200210 Forwards IE Bulletin 79-12* "Short Period Berams at DWR 
Facilities " No action required 

O'REILLYiJ P Region 2* Atlanta* Office of the Director 

79/09/31 2pp 


. 7907310170 Forwards response to IE Bulletin 79-07 re seismic stress 
analysis of sa f aty-related piping Investigation of non-NSS0 
sys revealed no dynamic seismic piping analysis was 
performed utilizing algebraic summatiqn of components 
OILLELAND. J E Tennessee Valley Authority 79/09/31 lipp 


7907190191 Forwards suppl IE Bulletin 79-OlA. "Environ Qualification of 
Class IE Equipment (Deficiencies In Environ Qua 1 i f icatlon of 
A8CQ Solenoid Valves! '' Action required 

O'RElLLVtJ P Region 2* Atlanta* Office of the Director 

79/06/06 3pp 


7907060064 Forwards IE Info Notice 79-15. "Deficient Procedures " No 
action required 

O'RElLLVrJ P Region 2* Atlanta* Office of the Director 
79/06/07 2pp 


7907020220 Forwards IE Info Notice 79-14* "Safety Classification of 
Electrical Cable Support Sys " 

O'REILLY* J P Region 2. Atlanta* Office of the Director 
79/06/11 Ip 


7907020393 Forwards lE Info Notice 79-17. "Qource Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Grid 
Plate " 

O'RElLLYiJ P Region 2* Atlanta, Office of the Director 

79/06/20 ip 


7907120104 Forwards IE Bulletin 79-02. Revision I, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

O'REILLY, J P Region 2* Atlanta, Office of the Director 

79/06/21 Ip 


?907310029 Forwards IE Dulletin 79~J^. "Cracking in Feedwater Gys 
Piping *' No action required 

O'REILLY* JP Region 2* Atlanta* Office Of the Director 

79/06/23 3pp 


7907IB0321 Forwards IE Circular 79-11, "Design/Const Interface 
Problem *■ No action required 

O'REfLLYi J, P Region 2* Atlanta* Office of the Director 

79/06/27 2pp. 


7907100443 Forwards IE Circular 79-12, "Potential Diesel Generator 
Turbocharger Problem " No action required 
O'RElLLYiJ P Region 2* Atlanta* Office of the Director 
79/06/28 3p p 


7907310263 Forwards IE Dulletin 79-14* "Belsmit Analysis for As-Suilt 
Safety-Re lated Piping Sys " Action required 
O'RElLLYiJ P Region 2* Atlanta* Office of the Director 
79/07/02 3pp 


7907310307 Forwards IE Bulletin 79-15* "Deep Draft Pump Deficiencies " 
Action required 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/07/11. 2pp. 


79O'784028l Forwards IE Circular 79-13# "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
D'RElLLYtJ P. Region 2* Atlanta* Office of the Director 
79/07/13, 3pp 


8. Reportable occ urreiices* LERs L related correspondence 


7907120299 Submits rept re incorrect welding of structural steel used 
in reactor pressure vetevl shield wall, Corrective action 
includes radiographing all joints incorrectly cut it repaired 
by welding 

BERGHUlSrF.C Industrial Engineering NorkS 79/04/30 2pp 


JOCKEf STM-S0-52i HART3VIULE NUCLEAR PLANT, UNIT 4 


0 Adjudicatory correspondence 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego It Northern Thunder, Inc Deficiencies 9 l« 20 re 
Perkin* record Deficiencies do not raise genuine Issue of 
mail fact. Certificate of Sve end. 

BDRDENICK.BH Branch 4 79/05/25 29pp. 
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DOCKETED ITEMS 


Q Impcction reports. IE Bulletins & corrs^pondenc c 


7907020343 Foruards IE GuUetln 79-05B. "Nuclear Iiicldefit at 
TMI-Suppl “ 

O'RElLLYiJ P Region 2. Atlanta. Office of the Director 
79/04/21 3pp 


7907110335 Forwards 1£ Info Notice 79-11. '‘Lower Reactor Vessel Head 
Insulation Support Problem " No action required 
□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/07 3pp 


7907030140 Forwards IE Info Notice 79-12. "Attempted Dareage to New 
Fuel Assemblies " No action required 

Q'REILLYrJ P Region 2. Atlanta. Office of the Director 
79/05/10 3pp 


7907130432 Forwards IE Insp Repts 30-318/79-09, 50-319/79-09. 

SO-520/79-09 & 30-521/79-09 on 790417-10 No noncoaip l iatice 
noted 

MURPHY. C E Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch 79/OS/lO 2pp 


—7907130443 IE Insp Rapts 30-518/79-09.50-519/79-09.50- 520/79-09 «< 
50-521/79-09 on 790417-20 No noncompliance noted Major areas 
inspected Category I concrete, spray ponds k steel structures 
k supports 

8NAN.U B Region 2. Atlanta. Reactor Construction k Engineering 

Support Branch 79/05/09 fspp 


7907100207 Forwards 1£ Circular 79-08. "Attempted Extortion - Lou 
Enriched U '* No action required 

O'RElLLYrJ P Region 2. Atlanta. Office of the Director 
79/05/lB 2pp 


7907240084 Forwards IE Insp Repts 50-518/79-10.50-319/79-10. 

30-520/79-10 k 50-521/79-10 on 790507-10 No noncopip 1 lance 
noted 

MURPHYrC E Region 2. Atlanta. Reactor Construction k Engineering 

Support Branch 79/05/18 2pp 


—7907240099 IE Insp Repts 50-318/79-10.50-519/79-10.50-320/79-10 k 
30-521/79-10 No noncompliance noted Major areas inspected 
const activities previously identified i terns. 10CFR50 SS(e) k 
10CFR21 items. IE circulars k preventive maint program 
BURDETTE. T E Region 2. Atlanta. Reactor Construction k 
Engineering Support Branch 79/05/18 4pp 


7907110108 Forwards IE Bulletin 79-11. "Faulty Overcurrent Trip Device 
in Circuit Breakers for Engineered Safety 6ys " Action 
required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/05/22 3pp 


790703010S Forwards lE Info Notice 79-13. "Indication af Low Water 
Level in Oyster Creek Reactor " No action required. 

O'REILLY.J P Region 2, Atlanta. Office of the Director 
79/05/29 3pp 


7907190207 Rtsponds to IE Bulletin 79-04 Specified Velan suing 
check valves have not been Installed or scheduled for 
installation in any Belsmic Category 1 piping sys. 

OILLELAND. J E Tennessee Valley Authority 79/03/31 3pp 


7907200210 Forwards IE Bulletin 79-12. "Short Period Scrams at BWR 
Facilities " No action required 

□ 'REILLY. V P Region 2. Atlanta. Office of the Director 
79/05/31 2pp 


7907310170 Forwards response to IE Bulletin 79-07 re seiemlc stress 
analysis of safety-related piping Investigation of ren-N8fi9 
sys rivealed no dynarnic seismic piping analysis was 
performed utilizing algebraic summation of components 
OILLELAND. JE Tennessee Valley Authority 79/03/31 llpp 


7907190191 Forwards suppl IE Bulletin 79-OlA. "Environ Ouallf lea tlon of 
Class IE Equipment <Def Ic icnc Its in Environ Qualification of 
A8CO Bolenold Valves) " Action required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/0&/0& 3pp 


79O70A0OA4 Forwards IE Info Notice 79-15. "Deficient Procaduras, " No 
action required 

□ 'REILLY, J P Region 2, Atlanta. Office of the Director. 

79/6^/07 2pp. 


7907020220 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Bupport Sys " 

D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/11. Ip 


7907020393 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly k Reactor Upper Grid 
Plata " 

D'REILLY.J P Region 2. Atlanta, Office of the Director 

79/06/20 Ip 


7907120104 Forwards IE Bulletin 79-02. Ravi si on 1. "Pipe Support Bate 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/21 Ip 


7907310029 Forwards IE Bulletin 79-13, "Cracking in Feedwater Sys 
Piping " No action required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/06/25 3pp 


79071B0321 Forwards IE Circular 79-11. "Deslgn/Const Interface 
Problem " No action required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/27 2pp 


7907100443 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 
D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/2B 3pp 


7907310263 Forwards lE Bulletin 79-14. "Belsmic Analysis for As-Dullt 
Safety-Related Piping Sys " Action required 
D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/07/02 3pp 


7907310367 Forwards IE Bulletin 79-13. "Deep Draft Pump Deficiencies " 
Action required 

O'REtLLY.J P Region 2. Atlanta. Office of the Director 
79/07/11 2pp. 


7907240281 Forwards IE Circular 79-13. "Replacement of OUsel Fire 
Pump starting Contactors " No action required 
D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/07/13 3pp 


B Reportable occurrences, LERs & related correspondence 


79071S0299 Submits rapt re incorrect welding of structural steoL used 
in reactor pressure vessel shield wall Corrective action 
includes radiographing all joints incorrectly cut k repaired 
by uelding by util 

BER0HU18.F c Industrial Engineering Horks 79/09/30 2pp 


DOCKET BTN-SO-322 8KA0IT NUCLEAR POWER PROJECT. UNIT I 


A> App 1 Ication/construc tlon stage documents k correspondence 


7907060196 Forwards Amend 4 to application for CP k QL Affidavit k 
Certificate of 8vc end 

ELLI6. J W Puget Bound Power k Light Co 79/07/02 5pp 


—7907060201 Amend 4 to application for CP k OL Forwards Annual Rept 
1976 for pacific Power Co^WA Water Power Co. Puget Sound 
Power k Light Co k Portland Oeneral Electric Co end, 

ELl-IA.J W Puget Bound Power k Light Co 79/06/30 73pp. 


—7907060205 Annual Financial Rept 1978. suppl 

e Washington Water Power Co 76/12/31 22pp 

7907120632 Forwards draft case study re protection of wild k scenic 
rivers. to bo used in faetbook being prepared under contract 
w/DOE 

WEINSTEIN. 8, Urban By stems Research k Engineering. Inc 79/07/02 
3pp. 


7907170042 Affidavit of «vc for Amend 14 to application. 
LAFLEUR. J, Puget Sound Power k Light Co, 79/07/02, 2pp 


0 Adjudicatory correspondenca 


7907110733 Forwards Apr 1979 "Interpretation Rept on Aeromagnetlc 
Coverage of Skagit Nuclear Power Project " Rept constitutes 
Interpretation of aeromagnetlc data. in response to June i97B 
request. W/o enc 1. Corti f Icata of 8vc end 

LITTLE. D. 6 Perkins. Cole. Stone. Olsen k Williams 79/05/03 3pp 


7907060518 Motion by Upper Bkagit Indian Trib e. Sauk-Sulattle Indian 
Tribe k Swinomith Tribal Community that A8LB expedite 
issuance of written decision denying intervention Delay may 
prejudice position on appeal 

DU8CH.R.W. Evergreen Legal Services, MEANS. D. 8. Means. Donald 8 
79/03/13. 3pp. 
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7^0626033^ Opposes Skog i ton i^ns Concerned About Nuclear Pouer 790427 
fflotlon re meeting procedures regarding contentions Meetings 
between N/?C & applicants are to facilitate excbange of addl 
info Certificate of 8 vc end 
BLACKER L Branch 1 79/05/17 7pp 


7906260^36 Responds to 8 kag 1 ton 1 a ns Concerned About Nuclear Power 
790427 motion re Class 9 accidents Requests denial of supp 1 
to FES &( deferral of proposed mod of issues pending further 
NHC submission Certificate of Svc encl 
BLACKER L Branch 1 79/05/17 7pp 


7907060499 Interrogatories h document requests for Puget Sound Power 6 
Light Co submitted bv Skag itonlans Concerned About Nuclear 
Ppuer Questions concern Bechtel ro investigation of site area 
84 evacuation plans 

LEEDi R M Skagitoniana Concerned About Nuclear Plants 79/0S/29 
9pp 


7907130038 Interrogatories & document requests to NA Power Go* submitted 
bg inksrvenors Skagitonians Concerned About Nuclear Power 
Requests include info re const costsi operation costs li 
fistlirated cost of power Certificate of Bvc end 
LEEO. R » Leedi Roger M 79/03/29 5pp 


7907130045 Interrogatories & document requests to NRC« subml tied bg 
Interveners Skagitonians Concerned About Nuclear Power 
Requests include Info re thermal pollution S< salmonlds* 
earthquakes b generic safety Issues raised by TMI 
LEEQ.R M Leedi Roger M 79/03/39 6 pp 


7907130024 Interrogatories 8 i document requests to pacific Power & 
Llg h bi subml tted by Bkag intonlans Concerned About Nuclear 
Power Requests include info re Form iO-K for 1978# environ 
effects of plant 8 ( activities of employees it consultants 
LEEDiR. M Leedi Roger H 79/03/30 9pp 


7 9 07130029 Interrogatories it document requests to Portland Ooneral 
Elec tr Ic I submi tted by Skagitonians Concerned About 
Nuclear Power Requests include info re 790227 prospectusi 
coal contrac tsi bank credit it activities of employees 
LEEDt R M Leed. Roger M 79/05/30 Epp 


7907090D09 Interrogatories fc document requests# submitted for intervenor 
Skagitonians Concerned About Nuclear Power by uill Questions 
concern geological f eaturesj desi gn it const of planti names of 
uiltnesses it emergency plans Certificate of Svc end 
THOMSENiF T # LITTLE# I) 8 Porklns# Cole. Stone# Olsen it Uilliams 
79/03/31. I4pp 


7907090001 Forwards suppl testimony of DL Schreibor it affidavits of 
■W3 Bivens it BM Ooldstoln re Impacts of delivery of reactor 
pressure vessels Impact Is insignificant it unchanged 
from evaluation in FES it Final Buppl 
BLACK# R L Branch 1 79/06/01 2pp 

—“7907090002 Testimony re Rannoy Collector 8 ys 8 ys is sufficient to 
provide plant water needs under varying conditions 
w/mininial impact on water resources 

QCHRElHERiD L Puget Sound Power it Light Co 79/06/01 t2pp 


—■“7907090003 Assessment of impacts re delivery of reactor pressure 
vessel submitted In response to 8 M Jensch# Chairnian of A 8 LD# 
79060B Itr Delivery will affect aquatic sye In Skagit 
River It have minor terrestrial impacts 

QlVENSiN 8 Hydrology Meteorology Branch 0DLD8TEIN#R M 

Argoitne National Laboratory 79/06/01 19pp 


7907250204 Submits joint testimony of RE Olson# ME CoberleyiLS Pack it 
JM Cooflibs.Utll does not have reasonable assurance of 
obtaining funds for const it fuel cycle costs Prof 
qualifications it Certificate of Svc encl 

OLSON* R E Puget Bound Power ic Light Co COBERLEY# N E Portland 
General Electric Co PACKi L 8 Pacific Gas it Electric Co 
79/06/01. 54pp. 


7907060516 Request by Skagit CoyntyiNA that A 8 LB grant intervenor 
status Local govt should be fully represented 
MCMULLEN# PR. Bcagll# County, WA, 79/06/05 fipp. 


7907130344 Puget Bound Power & Light does not object to Bkaglt County# 
WA 790605 petition to intervene before ASLD. Partic ipatlon 
must not delay completion of hearing issuance of initial 
dec i slon. Certificate of Bvc encl. 

THOMSEN#F.T, Perkins# Cole, atone, Olsen i, Willlami 79/06/07 

6 pp, 


7907060185 Answers to Bkagltonians Concerned About Nuclear Power 790324 
& 30 discovery requests, submi tted by WA Water Power Co, 

Responds to questions re cash flow forecast S< proposed 
cnal“flred plants 

THOMaENiF.T Perkins, Cole# Stone, Olsen i< Williams O^KELLY,A P 
Palnei Lowe, Coffin, Herman & O'Kelly 79/06/13 lOpp, 


79071B036S Answer to Siagltoniani Concerned About Nuclear Power 790330 
interrogatories <# document requests Util has no documents 
containing info on min capacity for spent fuel for 1978 
SMITHiR. H pacific Power !< Light Co 79/06/14 2pp 


7907190B18 Notice of appeal of ASLD 790601 order not to entortaln 
nontimely petition to intervene Forwards brief of Bwlnomlsh 
Tribal Community* Upper Skagit Indian Tribe & Sauk^Sulattle 
Endian Tribe in support of appeal 

BUSCH# R 'W Evergreen Legal Services MEANS, D 8 Keans# Donald 9 
79/06/14 2 pp 


— 7907190324 Brief of Swinomish Tribal Communl ty# Upper Skagit Indian 
Tribe 4, Sauk^Su iattle Indian Tribe in support of appeal of 
ASLD 790601 order denying Intervention ASLD failed to 
examine reasans advanced by Tribes under 10CFH2 7 4 <a>li) 

DUBCK*fl M Evergreen Legal Services MEANS# D 8 Means# Donald 8 
79/06/14 26pp 


79O'710O539 Answer to Skagitonians Concerned About Nuclear Power 790530 
Interrogatories & document Tequests Responds to questions re 
financial matters. Certificate of Svc encl 

HASTINGS. U Portland General Electric Co 79/06/18 lOpp 


7907180619 Answers submitted by Puget Bound Power Sc Light Co to 
Skagitonians Concerned About Nuclear Power 790324 document 
requests interrogatories Submits Info re Bechtel site 
investigation* f Inane lal matters h geological surveys 
THOMSEN# F T Perkins# Cole, Stone# Olsen & Williams 79/06/19 
I3pp 


7907180629 Answers submitted by Puget Sound Power & Light Co to 
Skagitonians Concerned about Nuclear Power 790350 document 
requaats 6 Interroga torles for Pacific Power 6 Light Co 
Certificate of Svc encl 

THOMSEN# F T Perkins# Cole, Stone# Olsen 6 W1 1 U ams 79/06/19 
I3pp 


7907180611 No objection to Bkagit County 790605 petition to Intervene 
ASLD must require interveners to Ind icate# prior to hearings# 
subj matters on which they will participate Certificate of 
Svc cne 1 

BLACK* R L Branch I 79/06/S5. 4pp 


7907860490 Responds to 790530 Itr requesting updated accident rates for 
aircraft operating at Whldey Island Naval Air Station 
Accident rate Increased In recent years 
BLACK# R L Branch 1 79/06/29 Spp 


H General correspondence 


7907170138 Forwards affidavit of bvc far Amend 4 to application W/o 
end 

THOMSEN# F T Perkins. Cole# Stone. Olsen & Williams 79/07/10 Ip 


T Hearing transcripts on non^antl trus t mattars 


7907020494 Forwards page 336 of 760810 transcript in joint proceeding 
re WL Hallmark 760818 application fo-r subpoena duces tecum 
Subpoena granted orally on 760B18 but never confirmed by 
written order 

BLACK# R L Branch 1 79/05/02. 3pp 


7907300113 Transcript of 790717 hearing In Seattle. WA Pp Ur 954-12# 146 
OEALE. V. B # LINENDEROER, 0 A# HOOPER. F F Atomic Safety and Llcanslng 
Board Panel 79/07/17 I73pp 


7907270285 Transcript of 790718 hearing in Seattle.WA Pp 12,147-12,354 
Testimony I, exhibits encl. 

DEALE# V.B # LINENBERGER# G A. HOOPER# F, F, Atomic Safety and Licensing 
Board Panel. 79/07/18 225pp 


7907270265 Transcript of 790719 hearing In Beattie. WA Pp 12, 355-12# 543 
Testimony & exhibits encl. 

DEALE# V.B # LINENDEROER# 0 A, HOOPER# F F Atomic Safety and Licensing 
Board Panel 79/07/19 400pp 


DOCKET eTH-50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A Appl Icat 1 on/cons true tlan stage documents h correspondence 


7907060196 Forwards Amend 4 to application for CP l< OL. Affidavit S< 
Certificate of Svc encl. 

ELLIS, J.W Puget Bound Power U Light Co 79/07/02 5pp. 


— 7907060201 Amend 4 to application for CP OL Foruards Annual Rapt 
1978 for Pacific Power Co, WA Water Power CorPuget Sound 
Power Si Light Co tk Portland General Electric Co encl. 

ELLlAf^ W Puget Sound Power Light Co 79/06/30. 75pp 
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— 7907060205 Anru-al Financial Rapt 1975isuppl 

« Washington Viator Pouer Cp 70/12/31 S2pp 


7707130632 Fopuards draft casa >tudij re protection of ulld it scenic 
rivers-i to be used in factboolt being prepared under contt^ect 
ui/DOE 

MEINSTEINj S Urtan Systems Research fc EnglneeriPig * Inc 79/07/02 
3pp 


7907170042 Affidavit of svc for A/ranrf 14 to application 
LAFLEUS* J Puget Sound Power 1« Light Co 79/07/02 2pp 


0 Adjudicatorg correspondence 


7907110733 Forwards Apr 1979 "Interpretation Rept on Aeronnagnetle 
Coverage of Skagit Nuclear Power Project " Rept constitutes 
interpretation of aeromagnetic -data* in response to June 1970 
request W/o end Certificate of Svc end ♦ 

LITTLC-i D & Perkinsj Coiei Stone* Olsen & Williams 79/05/03 3pp 


79O7O6O3J0 Motion Upper Skagit Indian Tribe* Sauk-s^uiatt le Indian 
Tribe & Swlnomish Tribal Cocnmunitg that ASLO expedite 
Issuance of written decision denglng intervention Delag mag 
prejudice position on appeal 

DU8CH* R U Evergreen Legal Services MEANS. D a Means* Donald 9 
79/115/15 3pp 


7906260534 Opposes SkagltoAlans Concerned About Nuclear Power 790427 
motion re meeting procedures regarding contentions Meetings 
between NRC t< applicants are to facilitate exchange of addl 
info Certificate of 8vc end 
SLACK* R L Branch 1 79/05/17 7pp 


7906260536 Responds to Slragitonlans Concerned About Nuclear Power 
790487 motion re Class 9 accidents Requests denial of suppl 
to FES li deferral of proposed mod of issues pending further 
NRC submission Certificate of Svc end 
BLACK*R L Branch 1 79/05/17 7pp 


7907060489 rnterroga tori » s 6 document requests for Puget Sound Power 6 
Light Co submitted bg Skegitonians Concerned About Nuclear 
Power Questions concern Bechtel re Investigati on of site area 
& evacuation plans 

LEED* R. M Shagltonlans Concerned About Nuclear Plants 79/05/29 
9pp 


790713D038 Interrogatories 6 document requests to WA Power Co* submitted 
bg Intervanors Skagi tonlans Concerned About Nuclear Power 
Requests Include info re const costs* operation costs 6 
estimated cost of power Certificate of Svc end 
LEEDifi M Lead. Roger M 79/05/89 Spp 


790^7130043 Interrogatories U document requests to NRC* submi tted bq 
Intervenors Skagltonians Concerned About Nuclear Power 
Requests include Info r* thermal pollution 6 ialnanids> 
earthquakes 6 generic safety issues raised by THt 
LEED*RM Leedx Roger M 79/0S/29v 6pp. 


7907130084 rnterrogatar les t< document requests to Pacific Power & 
Ligh t* tubml tted by Rkegi ntonians Concerned About Nuclear 
Poiirer Requeste include info re Form lO-K for 1978, environ 
effects of plant & activities of employees fc consultants 
LEEDiR M Laed* Roger H 79/05/30 9pp 


79O7130D29 Interrogatories it document requests to Portland General 
Elec tr ic* submitted by Skegitonians Concerned About 
Nuclear Power Requests include info re 790227 prospectus* 
coal contracts* bank ersdi t tc ac tl vlt 1 as of employees 
LEEDrR M Lead* Roger H 79/05/30. 0pp 


7907090009 Interrugator i es & document reques ts* submitted for intervenor 
Skagiionlans Concerned About Nuclear Power bq util Duestlons 
concern geological fea tures* design St const of plantmames of 
ul tnesses it emergency p lens. Certl f icate of Svc end 
THOMSEN, FT.* LITTLE* D. S Perkinii Coie, Stone* Olsen Sc W1 U lams. 
79/05/31 I4pp 


7907090001 Forwards suppl testimony of DL Schrelber it affidavlte of 
WS Bivens S< DM Goldstein re Impacts of delivery of reactor 
pressure vessels Impact Is insignificant it unchanged 
from evaluation in FEB Be Final Suppl 
BLACK* R L. Branch t 79/06/01- Zpp. 


— 7907090002 Testimony re Ranney Collector Bgs fiys Is sufficient tu 
provide plant water needs under varying conditions 
w/mlhlmal Impact on water resources 

aCKRElBER* D U Puget Sound Power it Light Co 79/06/01. 12pp 


— 7907090003 Assessment of impacts re delivery of reactor pressure 
vessel submitted in response to SW Jensch, Chairman of ASLD* 
790608 Itr Delivery will affect aquatic sys in Skagit 
River it have minor terrestrial impacts 

BlVENg. WS Hydrology Meteorology Branch 00L0BTEIN,R M 

Argonne National Laboratory 79/06/01 19pp 


7907230204 Submits joint testimony of RE Olson* ME Coberley.LB Pack 6 
JM Coombs Util does not have reasonable assurance of 
obtaining funds for const 6 fuel cycle costs Prof 
qualifications & Certificate of Svc end 

DU80N*R E Puget Bound Power 6 Light Co CODERLEY* M E Portland 
Oenaral Electric Co PACK. L S Pacific Gas 6 Electric Co 
79/06/01 54pp 


7907060516 Request by Skagit County* WA that A8LB grant intervenor 
status Local govt should be fully represented 
MCMULLEN* P R Scagit County* WA 79/06/05 2pp 


7907130344 Puget Sound Power Sc Light does not object to Skagit County. 
WA 790605 petition to Intervene before A0LD Parttc i patl on 
must not delay completion of hearing Issuance of initial 
decision Certificate of Svc end 

THOMSEN.F T Perkins* Coie* Stone* Olsen & Williams 79/06/07 

6pp 


7907060125 Answers to Skegitonians Concerned About Nuclear Power 790524 
6 30 discovery requests* submitted by WA Water Power Co 
Responds to questions re cash flow forecast t< proposed 
coal-fired plants 

THOMSEN, F T Perkins* Cole* Stone* Olsen it Williams O'KELLV.AP 
Paine* Lou/e* Coffin* Merman It Q'Kelly 79/06/13 lOpp 


79071Q036B Answer to Skagltonlans Concerned About Nuclear Power 790330 
interrogatories it document requests Util has no documents 
contalnlnfl info on min capacity for spent fuel for 197fl 
SMITH* R.M Pacific Power l< Light Co 79/06/14* 2pp 


7907190318 Notice of appeal of ASLB 790601 order not to entertain 
nontimely petition to intervene Forwards brief of Bwlnomish 
Tribal Community* Upper Skagit Indian Tribe b Saok-Suiattl e 
Indian Tribe in support of appeal 

BUSCH. R.W Evergreen Legal Services MEANS* D S Means* DDnald 8 
79/06/14 2pp 


— 7907190324 Brief of Swtnomish Tribal Communl ty, Upper Skagit Indian 
Tribe & 9auk-Sulat tl e Indian Tribe in support of appeal of 
ASLB 790601 order denying intervention ASLD failed to 
examine reasons advanced by Tribes under lOCFRQ 7 4 (aXl) 

BUSCH* R* M Evergreen Legal Services MEANS* P B Means, Donald S 
79/06/14 26 pp 


7907180539 Answer to Skagltonlans Concerned About Nuclear Power 790530 
interrogatories U document requests Responds to questions re 
financial matters Certificate of Bve encl 

HASTINGS, W Portland General Electric Co 79/06/10 lOpp 


7907180619 Answers submitted by Puget Sound Power Light Co to 
Skagltonlans Concerned About Nuclear Power 790524 document 
requests & interrogatories Submits info re Bechtel site 
Inyestlgatlonf f Inane lal matters 6 geological surveys 
THOMSEN* F T Perkins* Cole* Stone* 01-en it Williams 79/06/19 
13pp 


7907180629 Answers submitted by Puget Sound Power ii Light Co to 
Bkagitonians Concerned about Nuclear Power 790530 document ' 
requests- S* Interrogatories for Pacific Power it Light Co 
Certificate of Svc end 

THOMBENrF T Perkins, Coie* Stone* Olsen 6 Williams 79/06/19 
13pp 


7907180611 No objection to Skagit County 790605 petition to Intervene 
ASLD must require interveners to Indicate* prior to hearings* 
oubj matters on which they will participate Certificate of 
8vc end 

black, R L Branch 1 79/06/25 4pp 


7907260490 Responds to 790530 Itr requesting updated accident rates for 
aircraft operating at Whldey Island Naval Air Station 
Accident rate increased in recent years 
BLACK* R L. Branch 1, 79/06/29 2pp 


H Oeneral correspondence 


7907170130 Forwards affidavit of svc for Amend 4 to application W/o 
end. 

THOMSEN* F.T Perkins* Coie* Stone* Olsen it Williams 79/07/10. Ip 
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T Hearing transcripts on non-ant i trus t matterB 


79O70SO494 Foruards page 336 of 760810 transcript In joint precoading 
re iJL Hallmark 760018 application Par subpoena duces tecum 
Subpoena granted orally on 760816 but never confirmed by 
Li^ritten order 

BLACK. R L Branch 1 79/05/02 3pp 


7907300113 Transcript of 790717 hearing In Seattle. WA Pp 11,934-12.146 
DEALEiV 0 , LINENBEROER, 0 A# HOOPER, F F Atomic Safety and Licensing 
Board Panel 79/07/17 193pp 


7907270285 Transcript of 79071B hearing In Seattle. MA Pp 12,147-12.354 
Testimony It eihibits enc 1 

deale. V 0 . LINENBEROER. G A. HOOPER, F F Atomic Safety and Licensing 
Board Panel 79/07/10 225pp 


7907270263 Transcript of 790719 bearing In Seattle. WA Pp 12,335-12.343 
Tft&tlniony It exhibits enc 1 

DEALE. V B , LINENBEROER. 0 A, HOOPER. F F Atomic Safety and Licensing 
Board Panel 79/07/19 40Dpp 


docket STN-50-32B PALO VERDE KUCUEAR STATION, UNIT t 


A Ap p 1 Icatl on/CDnstruc tlon stage documents It correspondence 


7907110724 Ack receipt of 790410 Itr transmitting design groundwater 
levels for facility Finds levels acceptable Const of mater 
storage reservoir it evaporation ponds can proceed 
BOVS. R 8 Division of Project Hanagoment 79/06/11 3pp 


B Utility Preliminary Safety Analysis Report, amends 


7907120561 Forwards errata pages to list of effective pages to Amend 20 
to P8AR 

VAN0RUNT, E B Ariiona Public Service Co ANPP~1334S-dMA 79/06/27 

2pp 


—7907120564 Errata pages for list of effective pages to Amend 20 to 
PSAR 

# Ariiona Public aerviee Co 79/06/27 25pp 


Q In'spactlon reports. IE Bulletins 6 correspondence 


79O7S7040S Responds to IE Bulletin 79-04 Swing check valves mfg by 
Velan Engineering Corp are not in use in saf ety-related sys 
VANBRUNT. E E Ariiona Public Service Co 79/05/21 Ip 


7907090239 Responds to IE Bulletin 79-07 No methods specified in 
bulletin used for seismic analysis of safety-related piping 
Piping computer programs for seismic stress analysis 
vertfiad by NSS8 

VAN BRUNT, E E Ariiona Public Service Co 79/05/25 2pp 


7907200367 Forwards IE Bulletin 79-12, "Short Period Bcrani at BUR 
Facilities " No action required 

ENOELKENi R H Region Si Ban Francisca. Office of the Director 
79/05/31, Ip 


7907190416 Forwards suppl IE Bulletin 79-OlA. “Environ Qual 1 f Icatlon of 
Class IE Equipment (Deficiencies in Environ Qualification of 
A8C0 Solenoid Valves) " No action required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/06/06, Ip 


7907060027 Forwards IE Info Notice 79-15. "Deficient Proceduret " No 
action required 

ENGELKEN, R. H Region 5, Ban Francisco. Office of the Director 
79/06/07. Ip. 


7907020262 Forwards IE Info Notice 79-14. “Safety Classification of 
Electrical Cable Support Sys “ 

ENOELKEN. R H Region 5. San Francisco, Office of the Dii'cctor, 
79/06/11. Ip. 


7907020447 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Klsflt Between Assembly |< Reactor Upper Orid 
Plate. " 

ENOEUKEN, R H Region 5, Ban Franc! icoi Office of the Director 

79/06/20 1 p 


7907120005 Forwards IE Bulletin 79-02, Revision 1, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts “ Action 
required, 

ENOELKEN, R H, Region 9, San Francisco, Office of the Director. 
79/06/21 Ip 


7907120615 Forwards IE Bulletin 79-13, "Cracking in Feedwater Sys 
Piping “ No action required 

ENGELKEN. R H Region 5, San Francisco, Office of the Director 

79/06/25 ip 


7907060213 Forwards IE Circular 79-10, "Pipef 1 tt ingi Nfg from 
Unacceptable Hatl " No action required 

ENQELKEN,R H Region 5, San Francisco. Office of the Director 

79/06/26 Ip 


7907030491 Forwards IE Circular 79-11, "Design/Const Interface 
Problem “ No action required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/06/27 Ip 


7907110019 Forwards IE Circular 79-12. “Potential Diesel Generator 
Turbocharger Problem " No action required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 

79/06/20 1 p 


7907130198 Forwards IE Bulletin 79-14, "Seismic Analysis for Ae-Bullt 
Safety-Related Piping Sys *' Action required 

ENOELKEN.R H Region 5. San Francisco, Office of the Director 
79/07/02 Ip 


7907100699 Forwards IE Bulletin 79-15. “Deep Draft Pump Deficiencies 
Action required 

ENOELKEN,R H Region 5. San Francisco. Office of the Director 
79/07/ 11 ip 


7907310395 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

ENOELKEN.R H Region 5, San Francisco, Office of the Director 
79/07/13 Ip 


7907260267 Notifies that written responses to IE Bulletin 79-15, Suppl 
li should be directed to IE Div of Reactor Const Insp. 

ENOELKEN,R H Region 5, Ban Francisco, Office of the Director. 
79/07/10 Ip 


S Reportable occurrences. LERs It related correspondence 


79070202B0 Forwards PN0-79-67AR 

ENOELKEN.R H Region 5, San Francisco, Office of the Director. 
79/06/05 Ip 


7907030106 Forwards PND-79-67Ag 

ENOELKEN.R H Region 5, San Francisco, Office of the Director 
79/06/11 Ip 


7907030229 Forwards PN0-79-67AT, “Nuclear Incident at TMI " 

ENGELKEN/R H Region 5, San Francisco, Office of the Director 
79/06/19, Ip. 


7907050528 Forwards PNO-79-67AU 

ENOELKEN.R H Region 5* San Franc Uco, Office of the Director, 
79/06/26, Ip 


7907130303 Forwards PN0-79-67AV 

ENOELKEN.R H Region 5, San Francisco, Office of the Director. 
79/07/03 ip 


DOCKET aTN-50-529 PALO VERDE NUCLEAR STATION. UNIT 2 


A App 1 ication/cons true tion stage documents L correspondence 


7907110724 Ack receipt of 790410 Itr transmitting design groundwater 
levels for facility Finds levels acceptable. Const of water 
storage reservoir !< evaporation ponds can proceed 
BOYD, R 8 Division of Project Management 79/06/11 3pp 

B Utility PrellmSnarij Safety Analysis Report, amends 


7907120561 Forwards errata pages to Hit of effective pages to Amend 20 
to P6AR 

VANBRUNTiE. E Ariiona Public Service Co ANPP-13345-JMA 79/06/S7 
2pp 

— 7907120564 Errata pages for list of effective pages to Amend 20 to 
PSAR 

* Arlidna Public Servlet Co. 79/06/27 25pp 
Q Inspection reports, IE Bulletins fit correspondence 


7907270405 Responds to IE Bulletin 79-04 Swing check valves mfg by 
Velan Engineering Corp are not in use In safety-related sys 
VANBRUNT, E E Arizona Public Service Co 79/05/21, Ip, 
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7907090S39 Responds to IE Bulletin 79*'07 No methods specified in 
bulletin used for seismic enelijsis of saf e t^-’re leted piping 
Piping ccmpyier programs for seismic stress analf/sls 
verified by N55S 

VAN BRUNT, e E Ariiona Public Service Co 79/05/S3 2pp 


7907300367 Forwards IE Byllotin 79-12. “Short Period Scrams at BUR 
Facilities *• No action required 

ENOEUl^ENiR H Region 5. San Franclscor Office of the Director 
79/03/31 Ip 


7907190416 Forwards suppl IE Bulletin 79-OlAi “Environ Qualification of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCD Solenoid Valves) “ No action required 

ENOELKENiR H Region 3. San Francisco. Office of the Director 
79/06/06 ip 


7907030229 Forwards PN0-79-67AT# "Nuclfiar Incident at TMI *' 

ENOELKEN.R H Region 5* Ban Francisco. Office of the Director 
79/06/19 Ip 


7907030520 Forwards PN0-79'-67AU 

ENQELKEN. R H Region 5< San Francisco, Office of the Director 
79/06/26 Ip 


7907130333 Forwards PN0-79"67AV 

ENOELKEN, R H Region 3. San Francisco, Office of tho Director 
79/07/03 Ip 


DOCKET eTN-50’-330 PALO VERDE NUCLEAR STATION, UNIT 3 
A App 1 icat lan/construc tion stage documents 8< correspondoncs 


7907060027 Forwards lE Info Notice 79-13. “Deficient Procedures *' No 
action required 

ENGELKEN.R H Region 5. San Francisco, Office of the Director 
79/06/07 Ip 


7907110724 Ac k receipt of 790418 Itr transmitting design groundwater 
levels for facility Finds levels acceptable CoAst of water 
storage reservoir & evaporation ponds can proceed 
OOVD.R 8 Division of Project Management 79/06/11 3pp 


7907020262 Forwards IE Info Notice 79-14, “Safety Class! f Ication of 
Electrical Cable Support Sys " 

ENGELKEN.R H Region 5. San Francisco, Office of the Director 
79/06/11 Ip 


7907020447 Forwards JE Info Notice 79-17. “SourcB Holder Assembly 
Damage from Misfit Between Assembly Reactor Upper Grid 
Plate “ 

ENGELKEN.R M Region 5. Ban Francisco. Office of the Director 
79/06/20 Ip 


7907120005 Forwards IE Bulletin 79-02, Revision 1, “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts Action 
required 

ENGELKEN.R K Region 5, San Francisco, Office of the Director 
79/06/21 Ip 


7907120613 Forwards IE Bulletin 79-13. “Cracking in Feedwater Sys 
Piping * No action required 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
79/06/23 ip 


7907060213 Forwards IE Circular 79-10. "Plpef 1 ttings Mfg from 
Vnacceptable Matl " No action required 

ENGELKEN.R H Region 3, San Francisco. Office of the Director 
79/06/26 tp 


79070S049J Forwards IE Circular 79-11, “Design/Const Interface 
Problem “ No action required 

ENGELKEN.R H Region 5, San Francisco. Office of the Director 
79/06/27 Ip 


7907110019 Forwards IE Circular 79-12, “Potential Diesel Generator 
Turbocharger Problem “ No action required 

ENGELKEN.R H Region S. San Francisco, Office of the Director 
79/06/2B Ip 


B Utility Preliminary Safety Analysis Report, amends 


7907120561 Forwards errata pages to list of effective pages to Amend S'O 
to PSAR 

VANBRUNT. E E Ariiona Public Service Co ANPp-lSaAS-JMA 79/06/27 

2pp 


— 7907120364 Errata pages for list of effective pages to Amend 20 to 
PSAR 

a Ariiona Public Service Co 79/06/27 S3pp 


0 Inspection reports, IE Dulletins & correspondence 


7907270405 Responds to IE Oulletln 77-04 Swing check valves mfg by 
Velan Engineering Corp are not in use in «af ety^reloted syi 
VAN0 RUNT.ee Ariiona Public Service Co 79/05/91 Ip 


7907070239 Responds to IE Bulletin 79-07 No methods specified in 
bulletin used for seismic analysis of saf ety-related piping 
Piping computer programs for seismic stress analysis 
verified by NSB9 

VAN BRUNT. E E Ariiona Public Service Co 79/09/25 2pp 


7907200367 Forwards IE Bulletin 79-12, “Short Period Scrams at BWR 
Facilities “ No action required 

ENGELKEN.R H Region 5. Son Francisco/ Office of the Director 
79/05/31 Ip 


7907190416 Forwards suppl IE Bulletin 79-OlA. “Environ Qual i f ieatlon of 
Class IE Equipment (Deficiencies in Environ Qualification of 
ASCO Solenoid Valves) " No action required 

ENGELKEN.R, H Region 5, San Francisco, Office of the Director 
79/06/06 Ip 


7907130198 Forwards IE Bulletin 79-14, "Seismic Analysis for As-BulU 
Safety-Related Piping Sys “ Action required. 

ENGELKEN.R H Region 5, San Franciscfli Office of the Director 
79/07/02 Ip 


7907060027 Forwards IE Info Notice 77-15. “Deficient Procedures " No 
action required 

ENGELKEN.R H Region 3, Ban Froncleco, Office of the Director. 
79/06/07 ip 


79071B0699 Forwards lE Bulletin 79-15. “Deep Draft Pump Deflclencief 
Action required 

ENOELKEN/R H Region 5. San Franeiicoi Office of the Director 
79/07/11 Ip ^ 


7907310395 Forwards IE Circular 79-13. “Replacement of Diesel Fire 
pump Starting Contactors " No action required 

” Region 5. Ban Francisco. Office of the Director 


7907020262 Forwards IE Info Notice 79-14. ♦'Bafoty Classification of 
Electrical Cable Support Sgs. “ 

ENGELKEN.R H Region 5. San Francisco. Office of the Director. 
79/06/11. ip 


7907020447 Forwards IE Info Notice 77-17. "Source Holder Assembly 
Damage from Misfit Between Assembly Reactor Upper Grid 
Plate *' 

ENGELKEN.R H Region 5. San Francisco, Office of the Director. 
79/06/20 Ip 


7907260267 Notifies that written responses to IE Bulletin 79-i5, Suppl 
directed to IE Div of Reactor Const Insp 


ENGELKEN.R H 
79/07/10 Ip 


Region 5. San Francisco. Office of the Director 


7907120005 Forwards IE Bulletin 79-02. Revli Ion 1. “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts." Action 
required 

ENGELKEN.R H Region 3, San Francisco. Office of the Director 
79/06/21 ip 


l-ER* «< related correspondence 


7907020280 Forwards PND-79-67AR 

79/06/os'” ?P Renton 5. San Francisco. Office of the Director 


7907120615 Forwards XE Bulletin 79-13. "Cracking in Feedwater Byt 
Piping. “ No action required 

ENGELKEN.R H, Region 5, San Francisco. Office of the Director 

70 /fin a ^ 


T907030186 Forwards PN0-79-67AS 

79/06/n'” ]Ip ^*"**‘" Francisco. Office of the Director. 


7907060213 Forwards IE Circular 79-10. "Plpafl ttings Mfg from 
Unacceptable Matl.'* No action required. 

Refllbn 5, San Francisco. Office of the Director 

7t/06/26 Ip, 
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2 < 


7907090491 Foruarda IG Circular 77 ‘‘ 11 « "Das ign/Coni fc Interface 
Problom " No action required 

GNOELKEN. R H Region 5# San Francisco. Office of th-o Direttor 
79/06/87 Ip 


7907110019 Forwards 1C Circular 79’'12< ‘‘Potential Oloael Oonerator 
Turbo-charger Problem " No action required 

ENOELKEN. R H Region 5. San Francisco. Office of the Director. 
79/06/20 ip 


7907100198 Forwards IE Bulletin 79-l4i "Seismic Analysis for Am-Built 
Safety-Related Piping Sys " Action required 

ENOEUKENi R H Region S. S^n Francisco. Office of the Director 
79/07/02 tp 


7907180699 Forwards IE Bulletin 79-13. "Deep Draft Pump DeficlenclBS " 
Action required 

ENOELKEN. R M Region 5. San Francisco. Office of the Director 
79/07/11 ip 


7907310395 Forwards IE Circular 79-13, "Replacement of Diesel Ftro 
Pump Starting Contactors " No action required 

ENOELKEN. R H Region 3. San Francisco, Office of the Director 
79/07/13 ip 


7907260267 Notifies that written responses to TE Bulletin 79-19.Suppl 
U should be directed to IE Div of Reactor Const tnsp 
ENOELKEN. R H Region 3. San Francisco, Office of the Director 
79/07/ I a Ip 


8 Reportable occurrences, LERs t related correspondence 


79070202BO Forwards PN0-79-67An 

ENOEUKEN* R H Region 3, Son Francisco, Office of the Director. 
79/06/05. ip 


7907030186 Forwards PNQ-79-67A8 

ENOEUHENfR H Region 3. San Franciscor Office of the Director 
79/06/ H Ip 


7907030829 Forwards PN0-79-67AT. “Nucleor Incident at TMl " 

ENOELKEN, R H Region S, San Francisco, Office of the Director 
79/06/19 ip 


7907050528 Forwards PNQ-79-67AU 

ENDELKEN, R H Region 5, San Francisco. Office of the Director 
79/06/26 Ip 


79071303B3 Forwards PN0-79-67AV 

ENDELKEN, R H Region 3, Ban Francisco, Office of the Director 
79/07/03 Ip 


DOCKET 8TN-S0-33S 0AS8Art“6 


J Insurance indemnitv Information 


7907160493 Forwards Endorsement 110 to NELIA Policy NF-34 

CDRREA»C Marsh ti HcLenon, H M Nuclear Consultants, Inc Dlv 
79/07/n Spp 


DOCKET 50-S37 CLINCH RIVER BREEDER REACTOR 


B. Utility Preliminary Safety Analysis Report, amends 


79D7020191 Forwards Amend 30 to PSAR 

COPELAND, R L Energy, Dept of 79/06/29. 4pp, 


— 7907020193 Amend 50 to PSAR. 

COPELAND, R L Energy , Dep t. of 79/06/29 230pp 


Q. Inspection reports, IE Bulletins L correspondence 


7907100025 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U. '* No action required 

O'REILLYtO P Region 2, Atlanta, Office of the Director 
79/05/lB. 2pp, 

DOCKET 00-538 MEMPHIS STATE DNIV RESEARCH REACTOR 


O. Inspection reports, IE Bulletins 8< correspondence 


7907100D96 Forwards IE Circular 79'-06« "Attempted Extortion - Low 
Enriched U •' No action required. 

D'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/03/18. lo 


7907230409 Forwards IE Info Notice 79-16, "Nuclear Incident at TMI " 
No action required 

O^REILLY.J P Region. 2. Atlanta, Office of the Director 
79/06/22. Ip 


7907240466 Forwards IE Info Notice 79-10. "Bkylab Reentry " No action 
required 

O^RElLLY, JP Region 2, Atlanta, Office of the Director 
79/07/06 ip 


DOCKET 8TN-30-S46 MARBLE KILL NUCLEAR STATiaN, UNIT 1 


A Appl 1 catlon/c nnstructlon stage documents 6 correspondence 


79072S0464 FOIA request for all submitted info re const or operation of 
plant 

LAUOlO.a Laudig. 8 79/06/22 ip 


7907230404 Responds to 790622 FOIA request for all submitted info re 
const or operation of plant Lists relative documents on file 
In LPDR In Madison, IN 

FELTON. vl H Division of Rules and Records 79/07/09 3pp 


0 Adjudicatory correspondence 


7907050359 Notifies re change of address 

VOIOT, H H LeBoeuf, Lamb, Lelby 6 MacRae 79/05/S5 2pp, 


7907160131 Requests summary disposition of Intsrvernors Ecology Action 
of Oswego St Northern Thunder, Inc Deficiencies 9 St 20 re 
Perkins record Deficiencies do not raise genuine Issue of 
matl fact Certificate ef Sve end 
BDRDENICKtO M Branch 4 79/03/25 29pp 


7907100359 Requests suspension 6 revocation of facility CP & reopening 
of sefety hearings 

EYED, J A Sassafras Audubon Society 79/06/29 IDpp 


H Osnerel correspondence 


7907030190 Responds to 790420 Itr questioning fecility const & concerns 
re composition it mission of NRC 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/30 3pp 


— 7907050193 Eiprefies concern re nuclear safety of proposed plants 
Suggests halting const, reassessment of NRC composlt 1 on, more 
money for alternative energy research It greater eltiien 
participation In nuclear decisionmaking 
NATE0N;B. Jef farson County, KY, 79/04/20 2pp 


0 Inspection reports, IE Bulletlni l< correspondence 


7907180456 Forwards IE Insp Repts 50-346/79-03 It 50-347/79-03 on 
790403-06, notice of violation it notice of deviation 

FiORELLl, 0 Region 3, Chicago, Reactor Construction Ic Engineering 

Support Branch 79/09/04 2pp 


—7907100460 Notice of violation from insp on 790403-06 
t e Raglon 3, Chicago, Office of the Director 79/05/03 3pp 


— 7907100464 Notice of devlatian from insp on 790403-06 

a Region 3, Chicago. Office of the Director 79/03/03 Ip. 


—7907100474 IE Insp Rapt 30-346/79-03 I, 50-547/79-03 on 790403-06 
Noncompliance noted: fat 1 ure to properly control deviations 
to design documents, fal lure to adequately Insp concrete 
work, failure to properly train post-tensionlng DC personnel 
SCHNEIBINZ, E R Region 3, Chicago, Office of the Director 
79/03/03 ISpp 


7907110267 Ack unofficial granting of extension requested in 790903 
Itr Response to lE Bulletin 79-03 is now due 120 days after 
790911. 

COUOHLIN, U. Public Service Co of Indiana, Inc 79/05/24 Ip. 


7907100111 Responds to IE Bulletins 7S-i2, 12A !< 12D Assumes response 
date uilll be moved to 790913 in order to provide presaore 
vessel vaildor time to submit generic rept 

COUOHLiNiU Public Service Co of Indiana, Inc 79/09/23. Ip 


790710D214 Responds to IE Bulletin 79-04. No 1300 psi pressure-rated 
Velan Staling check valves installed or scheduled to be 
Installed. 

rnuOHLlN.J. Public Service Co, of Indiana, Inc. 79/05/23, ip 
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79072401&«? FpruJard* IE ln«p Rppts 50-546/79-05 L 50-S47/79'*05 on 
790515 Mo none o/npliancB noted 

KEPPLERiJ Q Region 3' Chicagpi Office of the Director 79/03/30. 
Spp 


— 7907240172 IE Insp Repta 30-546/79-05 i« 50-547/79-05 on 790515 No 
noncomp I ianc B noted Major areas Inspected concrete work 
ac tlviti et< const deficiency reporting requirements & 
document control 

HAUKlNSiF C I HAVESiD W i FIORELLI.O Region 3. Chicago, 

Reactor Conatructinn Engineering Support Branch 79/05/29 5pp 


7907200330 Forwards IE Bulletin 79-12, ‘‘Short Period Scrams at BWR 
Facilities " No action reqiflrod 

KEFPLER»iJ 0 Region 3i Chicagoi Office of the Director 79/03/31 

Ip 


79071902aa Forwards svppl IE Bulletin 79-OlA, “Environ Oua 1 i fleet ion of 
Class IE Equipment (Deficiencies In Environ Qualification of 
ABCD Solenoid Valves) ” Action required 

KEPPLER,J 0 Region 3. Chicago. Office of the Director 79/06/06 

IP 


790724043B Forwards IE Info Notice 79-15. “Deficient Procedures “ No 
action required 

KEPPLER, J O Region 3. Chicago. Office of the Director 79/06/07 

ip 


7907060007 Advises that IE Info Notice 79-15, “DePicient Procedure*** 
farwarded to listed utils 

PAPPAS. H Region 3. Chicago. Office of the Director 79/06/0B 

app 


7907240333 Forurards IE Infn Notice 79-14. "Safety Classification of 
Electrical Cable Support “ No action required 

KEPPLER, JO Region 3. Chicago. Office of the Director 79/06/11 

ip 


7907300553 Responds to IE Dulletin 79-09 OE AK-2-50 circuit breakers 
are planned for use in saf ety-related sgs as battery 
dlscannect circuit breakers Potential failure mode in lE 
Bulletin 79''07 does not apply to planned use 

SHIELDS. 3 U Public Service Co of Indiana. Inc 79/06/15 Ip 


7907020436 Forwards IE Info Natite 79-17. •'Source Holder Assembly 
Damage from Misfit Between Assembly & Reactor Upper Brld 
Plate " 

KEPPLERivIO Regions, Chicago. Office of the Director, 79/06/20 

Ip 


7907120352 Forwards IE Bulletin 79-DS. Revi s ion 1. “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts •’ Action 
required 

KEPPLER.J 0 Region 3. Chicago* Office of the Director 79/06/21 

ip 


7907130147 Forwards IE Bulletin 79-13. ^'Cracking in Feedwater Sys 
Piping,'* Ho action required 

KEPPLERiO Q Region 3. Chicago. Office of the Director 79/06/25 

Ip 


7907060319 Forwards IE Circular 79-10. “Plpef 1 tt Ings Hfg from 
Unacceptable Katl " No action required. 

KEPPLER.J Q Region 3, Chicago. Office of the Director 79/06/26 

ip 


7907050400 Forwards JE Circular 79-11, “Des 1 gn/Const Interface 
Problem “ No action required 

KEPPLER.J, 0, Region 3. Chicago. Office of the Director. 79/06/27. 
Ip. 


7907100525 Forwards IE Circular 79-12. "Potantial Diesel Generator 
Turt ocharger Problem " No action required. 

KEPPLER.J O Region 3. Chicago. Office of the Director 79/06/20 
Ip. 


7907130239 Forwards IE Bulletin 79-14. ••aeismic Analysis for As-Built 
Safety-Related Piping Bys “ Action required 

KEPPLER. J Q Region 3. Chicago, Office of the Director 79/07/02 
Ip. 


7907310345 Forwards IE Bulletin 79-15. “Deep Draft Pump Deficiencies.** 
Action required. 

KEPPLER. J ©. Region 3. Chicago, Office of the Director, 79/07/11 
IP 


7907310416 Forwards IE Circular 79-13, “Replacement of Diesel Fire 
Pump Starting Contactors “ No action required 

KEPPLER. J.G Region 3. Chicago. Office of the Director 79/07/13 
Ip 


7907260211 Notifies that written responses to IE Dullatir 79-15. Suppl 
1, should be directed to IE Dlv of Reactor Const Insp 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/07/18 
Ip 


7907260413 Forward* lE Info Notice 79-19, “Pipe Cracks in Stagnant 
Borated Water 8ys at PWR Plants ** No action required 
KEPPLER. JO Region 3. Chicago, Office of the Director 79/07/10, 
Ip. 


B Reportable occurrences. LERs & related correspondence 


7907100563 Notifies of fiO on 790601 possible damage to Unit J 
containment liner Visual insp Indicates deformation in liner 
at bottom of pour Demenslon measurements taken by Chicega 
Bridge S. Iron 

COUGHLIN. J Public Service Co of Indiana. Inc 79/06/29 Ip 


7907I2061S Interim deficiency rept re concrete void discovered on 
790604 In auxiliary bldg slab New repair procedures have 
been approved but not yet performed Final rept will follow 
COUGHLIN, J Public Service Co of Indiana. Inc 79/07/05 2pp 


7907120633 Updates status of 790609 RO 1 RO 2. in response to NRC 
790626 Itr RO 2 1* voided Further Infor re RO 1 welding 
qualifications to be sent 790301 

COUGHLIN. J Public Service Co of Indiana. Inc 79/07/06 2pp 


7907190561 Final deficiency rept re socket welded fitting* In Unit 1 
RC8 Caused by lack of procedural controls over fabrication 
S« installation of pipe lines Linos removed 8< refabrlcated 
COUGHLIN. J Public Service Co of Indiana. Inc 79/07/06 2pp. 


U Congressional/Executive Correspondence 


7907310172 Responds to 790614 Itr re const quality problem* at 
facilities Discusses corrective steps being taken NRC tc 
PS of IN investigations into matter Forwards JO Keppler 
790627 immediate action Ur. 

OOSSICKjL V Office of the Executive Director for Operations 
79/06/29 2pp 


— 7907310135 Directs util to take speclflci steps re quality of concrete 
const activities at fac 1 1 iti es. tnc luding cessation of 
sa fety-related concrete activities until cause Sc conditions 
are fully rectified 

KEPPLER. J 0 Office of Inspection 6 Enforcement 79/06/27 2pp 


--7907310193 Expresses concern over potentially serious const 

deficiencies at facilities Requests NRC intervention to stop 
const & Initiate thorough S. comprehensive investigation 
FQRD.M Berate 79/06/14 2pp 


DOCKET 8TN-50-S47 MARBLE HILL NUCLEAR STATION. UNIT 2 


A Application/construction stage documents «< correspondence 


7907250464 FOIA request for all submitted info re const or operation of 
plant 

LAUD 10. 8 Laudig. B 79/06/22 Ip 


7907250434 Responds to 790622 FOIA request for all submitted info re 
const or operation of plant Lists relative documents on file 
in LFDR in Madison. IN 

FELTON. J M Division of Rules and Records 79/07/09 9pp 


0. Adjudicatory correspondence 


7907050559 Notifies re change of address 

VOIGT. H H LeBoeuf. Lamb, Leiby I, MacRae 79/05/25 2pp 


7907160131 Requests summary disposition of Intervernors Ecology Action 
of Oswego 6 Northern Thunder. Inc Deficiencies 9 6 20 re 
Ferklns record Deficiencies do not raise genuine issue of 
matl fact Certificate of Bve end 
BQRDENICK. Q M Branch 4 79/05/25 29pp 


7907100559 Requests suspension t« revocation of facility CP 6 reopening 
of safety hearings 

EYED* J, A Sassafras Audubon Boclety. 79/06/29 13pp, 


H. General correspondenci. 


7907050190 Responds to 790420 Ur questioning facility const h concern* 
re composition & mission of NRC 

DENTON.H. R. Office of Nuclear Reactor Regulation 79/05/30 3pp. 



DOCKETED ITEMS 


-^-7907030193 Expreftfies concern rs nuclear saFetg of proposed plants 
Suggests halting constr reasseBamont of NRC compos 1 1 1 on i more 
money for alternative energy research & greater cltixen 
participation in nuclear decisionmaking 
WATSON, 8 Jefferson County* KV 79/04/20 2pp 


Q Inspection reports* IE Oulletins t< correspondence 


79071B0436 Forwards IE Insp Repts 50~34&/79-03 t» 30-547/79-03 on 
790403-06# not ice of violation notice of deviation 

FlDRELLIiO Region 3# Chicago# Reactor Construction It Engineering 

Support Branch 79/OS/04 2pp . 


—7907130460 Notice of violation from Insp on 790403-06 

* Region 3# Chicago# Office of the Director 79/05/03 3pp 


— 7907180464 Notice of deviation from insp on 790403-06 

* Region 3# Chicago# Office of the Director 79/05/03 tp 


—7907160474 IE Insp Rep t 50-346/79-03 & 30-347/79-03 on 790403-06 
Noncompliance noted failure to properly control deviations 
to design documents# fai lure to adequately insp concrete 
uorkf failure to properly train post-tensioning OC personnel 
SCHWE1BINZ#E R Region 3# Chicago# Office of the Director 
79/03/03 ISpp 


79071 102-67 Atk unofficial granting of extension requested tn 790303 
Itr Response to IE Bulletin 79-03 is nou due 120 days after 
79031 I 

CDU0HLIN#J Public Service Co of Indiana# Inc 79/05/S4 Ip 


7907100111 Responds to IE Bulletins 78-12# 12A & 12B Assumes response 
date Will be moved to 790913 In order to provide pressure 
vessel vendor time to submit generic rept 

CDVOHLINjJ Public Service Co of Indiana# Inc 79/03/25 Ip 


7907100214 Responds to IE Bulletin 79-04 Mo 1300 psl pressure— rated 
Velan suing check valves Installed or scheduled to he 
Inital 1 ed 

CQUOHLINfJ Public Service Co of Indiana# Inc 79/05/23 ip 


7907240169 Forwards IE Insp Repts 50-346/79-03 & 50-547/79-05 on 
790515 No noncomplianc a n-oted 

KEPPLER#J 0 Region 3# Chicago# Office of the Director 79/05/30 

2pp 


—7907240172 IE Insp Repts 50-546/79-05 k 50-547/79-05 on 790515 No 
noncomp 1 lance noted Major areas inspected concrete uork 
ac tl Vi tl esr cons t deficiency reporting requirements U 
document control 

HAWKINS# F C # HAYES, D W. # FI0fiELLI#0 Region 3# Chicago# 

Reactor Construction k Engineering Support Branch 79/05/29 3pp 


7907200330 Foruards IE Bulletin 79-12# "Short Period Scrams at BWR 
FaclHtlet " No action required 

KEPPLERjJ 0 Region 3# Chicago* Office of the Director 79/05/31 

IjJ- 

7907190288 Foruards suppl IE Bulletin 79-OiA# "Environ dual i fi cat * un of 
Class IE Equipment (Deficiencies In Environ Qualification of 
ASCO Bolenoid Valves) “ Action required 

KEPPLER#J 0 Region G# Chicago# Office of the Director 79/06/06 

IP 


7907240430 Forwards IE Info Notice 79-15# "Deficient Procedures " No 
action required 

KEPPUER*J 0 Region 3# Chicago, Office of the Director, 79/06/07 

Ip. 


7907060007 Advises that IE Info Notice 79-15# "Deficient Procedures" 
foruarded to listed utils 

PAPPAS# H Region 3# Chicago# Office of the Director 79/06/OB 

2pp. 


7907240233 Foruards IE Info Notice 79-14# "Safety Class! f Icat I on of 
Electrical Gable Support Sys " No action requirad. 

KEPPLER»JO Region 3# Chicago* Office of the Director 79/06/11 
Ip. 


7907300553 Responds to IE Bulletin 79-09 OE AK''2-30 circuit breakers 
are planned for use in safety-related sys as battery 
disconnect circul t ^ breakers Potential failure mode in IE 
Bulletin 79-09 does not apply to planned use 

BHIELDSia. W. Public Service Co of Indiana# Inc 79/06/15 Ip 


7907020436 Foruards IE Info Notice 79-17# "Source Holder Assembly 
Damage from Misfit Betuieen Assembly |c Reactor Upper Orid 
Plat* ■’ 

KEPPLERiJ Q Region 3# Chicago. Office of the Director 79/06/^0 
Ip. 


7 907 1S0852 Forwards IE Bulletin 79-02* Revi s ion 1# "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

KEPPLER.JQ Region 3# Chicago# Office of the Director 79/06/21 

ip 


7907130147 Forwards lE Bulletin 79-13# "Cracking in Feedwater Sys 
Piping " No action required 

KEPPLER. J 0 Regions# Chicago# Office of the Director 79/06/25 
ip 


7907060319 Forwards IE Circular 79-10, "Pipef 1 ttlngs Mfg from 
Unacceptable Matl " No action required 

KEPPLER# J O Region 3# Chicago, Office of the Director 79/06/26 

ip 


7907050490 Forwards IE Circular 79-11# "Dos 1 gn/Const Interface 
Problem " No action required 

KEPPLER#J O Region 3, Chicago, Office of the Director 79/06/27 

ip 


7907100525 Forwards IE Circular 79-12# "Potential Diesel Generator 
Turbocharger Problem " No action required. 

KEPPLER# J 0 Region 3, Chicago# Office of the Director 79/06/28 
ip 


7907130299 Forwards IE Dullatiit 79-14# "Seismic Analysis for Ai-Bullt 
Safety-Related Piping Sys " Action required 

REPPLCR# J 0 Region 3, Chicago# Office of the Director 79/07/02 

ip 


7907310345 Forwards IE Dulletln 79-15, "Deep Draft Pump Deficiencies '* 
Action required 

KEPPLERrJO Region 3# Chicago# Office of tha Director 79/07/11 

ip 


7907310416 Forwards IE Circular 79-13, "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 

KEPPLER. J 0 Regions# Chicago. Office of the Director 79/07/13 

ip 


7907260211 Notifies that written responses to IE Bulletin 79-13# Buppl 
1# should be directed to IE Dlv of Reactor Const Insp 
KEPPLER# J 0 Region 3, Chicago# Office of the Director 79/07/lB 
ip 


7907260413 Forwards 1C Info Notice 79-19, "Pipe Cracks in Stagnant 
Borated Water Bys at PWR Plants " No action required 
KEPPLER. JO Regions# Chicago# Office pf the Director 79/07/18 
ip 


8 Reportable occurrences# LERs tt related correspondence 


790710056B Notifies of RO on 79060J posiible damage to Unit 1 
containment liner Visual insp indicates deformation in liner 
at bottom of pour Oemension measurcmonts taken by Chicago 
Bridge Iron 

GOUOHLIN.J Public Borvlce Co of Indiana* Inc 79/06/29 Ip 


7907120618 Interim deficiency rept re concrete void discovered ot, 
790604 in auxiliary bldg slab, Hew repair procedures have 
been approved but not yet performed Final rept uill follow 
COUGHLIN, J Public Bervlco Co of Indiana* Inc. 79/07/03, 2pp 


7907120633 Updates status of 79060B RO i 6 RO 2# In response to NRC 
790626 Itr, RO 2 Is voided. Further Infer re RO I uelding 
quallf Icatlons to be sent 790801. 

C0U<9HLIN#J Public Service Co of Indiana* Inc 79/07/06 2pp 


7907190561 Final deficiency rept re socket uelded fittings in Unit 1 
RC8 Caused by lack of procedural controls over fabrication 
installation of pipe lines. Lines removed le refabricated 
CaUOHLlN,J, Public Service Co of Indiana* Inc 79/07/06 2pp 


U Congressional/Executive Correspondence 


7907310172 Responds to 790614 Itr re const quality problems at 
facilttisf Discusses corrective steps being taken k NRC & 

P9 of IN investigations into matter Foruards JO Keppler 
790627 immediate action Itr 

ODSBICKr L V Office of the Executive Director for Operations, 
79/06/29 2pp 


— 79073101Q3 Directs util tq take speclficl steps re quality of concret 
const activities at fac£ 11 ti ss. 1 ncluding cessation of 
saf ety-reiated concrete activities until cau«e k conditions 
are fully rectlfisd 

KEPPLER#J.O Office of Inspection tc Enforcement. 79/06/27 2pp. 
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— 7'J07aioi*ja 
d# M c Inn 
CDn*t h 
RlflO, 11 


concern 

t Ua f ac 1 1 i t I e- 

initiate thoroufl/i i 


over patantiallf/ f«riou« cantt 
Requests NRC Intervention to stop 
r comprehensive investigation 

&PP 


7907S&0135 F9rward9 IE In«p Eepts 50-533/79-06 8. 50-354/79-06 on 
77030B-li No none o/np I lance noted 

HUHPHYiC, E Region 2. Atlanta^ Reactor Construction t EnglneeTing 

Support flranch 79/05/30 2pp 


OHEENE CnlJW'rv 

’ nuclear power plant 

? OB pond once 


7907onoaDj 
dlsoil ssnl 
rLVNN. N 


RaspntvdB to PAiBNY 
of ftreoniB Cauntg 
New Vork* Qtnta 


cross motion re NV Dept Public Sve 790403 
Article VIII application 
of 79/05/Oa 4pp 


79 070 AO 4 3V HBiponds to litji 

untn oooaoi nq ohiocinciTv 
undergo do nova reviou ta 
\tWlt},« VI . M0nRE*J e 


790507 request for suspension of proceeding 
Is presented Neu application must 
-eafetg matters must be updated 
flrancA a 79/03/57 Spp 


— 790/0&Q4AA NatlPlcs that AQLD must be Informed of necessltg of 
several safetij matters If Greene Countgi 
NY heaMngs are BuspendBcJ until 600501 Certificate of Sve 
end 

/9/03/10* ^ Ajip Assistant Director for Light Mater Reactors 


^9071.60116 Tor wards Or o one 
termination of firocaadin 
Writl . A K Out 10 1 U Ka 


County, NYi 790605 joinder 
9 hy presiding examiner, 
ss 79/06/05 Ip 


to 


appeal 


Orson County, NY joins *< supports NY Dept of Public 8vc 
790914 appeal of ruling of Presiding Examiner Cohen Ruling 
dsnied motion ta dlarntss application to terminate 
procesding Requests dismissal of util license application 
UUTillfA K Rutdul U Kess 79/06/05 3pp 


1CK6T 8TN'*B0“at)3 I'NIPPB PEND NUCLEAR PLANT, UNIT 1 


—7907260148 IE Insp Repti 30-553/79-06 & 30-554/79-06 on 790509-11 No 
noncomp 1 lance noted Major areas inspected licensee action on 
previous insp findings, const engineering personnel changes L 
handling of licensee-identified Items 

WRIOHT.R W , HERDT, A R, Region 2, Atlanta. Reactor Conitrudlon 

8c Engineering Support Branch 79/05/30 6pp 


7907190207 Responds to IE Bulletin 79-04 Specified Velan suing 
ehect valves have not been installed or scheduled for 
installation in ang Seismic Category I piping sgs 
GILLELAND, J£ Tennessee Valleg Authority 79/05/31 3pp 


7907200210 foriKards lE Bulletin 79-12, "Short Period Scrams at OWR 
Facilities " No action required 

O^REILUV, v* P Region 2, Atlanta, Office of the Director 
79/05/31 2pp 


7907310170 Forwards response to lE Bulletin 79-07 re seismic stress 
analgslt of safety-related piping Investigation of non-NSSS 
sgs revealed no dynamic seismic piping analysis was 
performed utillxing algebraic summation of components 
GILLELANO, J E. Tennessee Valley Authority 79/05/31 llpp 


7907190191 Forwards suppl IE Dulletin 79''01A, ^’Environ Dual 1 f icati on of 
Clast JE Equipment <Def Iclenc let in Environ dual If 1 cation of 
ASCO Bolenold Valvesl Action required 

O'REILLV, J P Region 2, Atlanta, Office of the Director 
79/06/06 3pp 


7907060064 Forwards IE Info Notice 79-15, "Deficient Procedures " No 
action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 
79/06/07 2pp. 


Ad jud left oru (.or r 0 s ponda nc a 


07160131 Retivatte auma^nry d i epas i ti on of Intarvernors Ecology Action 
of Oswego L Nartharn Thunder^lnc Deficiencies 9 t( 20 re 
Ferhins record l)e f I c 1 anc i es do not raise genuine issue of 
mat! fad Cortlflcata of Sve one! 

IlOnW.NICK. n H Bronoh A 79/05/SS 29pp 


Inspactlon veportsi IC Dull^fclns & eorreepondance 


7907020220 Forwards IE Info Notice 79-14, "Dafety Clasti f Icatlon of 
Electrical Cable Support Sys " 

O^REILLYifJ P Region 2, Atlanta. Office of the Director 
79/06/1 t- Ip 


7907020393 Forwards IE Info Notice 79-17, "Source Holder Assembly 
Damage from Misfit Between Assembly L Reactor Upper Grid 
Plate. " 

O'REILLY, UP Region 2, Atlanta, Office of the Director 
79/06/20 Ip 


}7020:M:|i f'urwardt IT Dullotiin 79-05Q, "Nuclear Incident at 

r«i-nuppi. " 

I'RCrLLYiJ r» Region S', Atlanta# Office of the Director 

'9/D4/S1 3RP 


17110335 rorwordi IE Infp Wottco 79-11, "Lower Reactor Veseel Head 
neuietlon OuDpGrt Prol^lum '• No action required 
i*nElLLV,d P Replan S, Atlanta. Office (»f the Director 

9/05/07, 3pp 


7030140 lorwardi IE Info Notice 79—12, "Attempted Damage to New 
/el Aiiemblies, ■" No act! an required 

'ftCll.LY. U P. Region S, Atlanta, Office of the Director 
?/05/IO Opp 


M0DBO7 Forwarde IE Glrc^ilar 79-OB. 
irlched U " No action raqijfired 
'flEtLLV,J P Region S, Atlanta, 

;/0B/lD Spp 


"Attempted Extortion - Low 
Office of the Director. 


'IIDIOO I’dtwardi IR DuHatltx 79-11, ’Taulty Overcorrant Trip Device 
I Circuit Breaker* for Engineered Safety Sys *» Action 
qu i t e (I . 

F*ElLLYiJP. Region 3m Atlanta, Office of the Director 

/06/au 3pp 


240132 Forward* Insp 
0901-03 No nancontpl l«nc e 
THERLAND.J T Hen Ion 

fetu Drench. 79/09/S3 


nojjta S0-&S3/79-04 L SO-554/79-04 on 

noted 

El, Atlanta, Fuel Facility <c ffeterla 

app- 


le 


50-594/79-04 on 790501-03. No 
solid 


240 lAQ IC In so Roots S0 — J5D3/79— 04 b 

^coiipliince nSted Major aroa* inspected mgt c ontrole, soli 
vjstsv <iu«l t tu, aquatl c impocts b dust control- 
INlNONAMiA L Reg Ion 2, Atlanta, Office of the Director 

irAM, vl. H nwflitHi 3, 

anth 79/03/24 4pp. 


Atlanta, Fuel Facility b Materials Safety 


301115 Forwards IG tAfo * f, " 

el ir Dgtter Creek Reactor. ' No action required^ 
ElLLVix), p Replan 2 » 

05/29 Opp 


Atlanta,* Office of the Director, 


79D7120104 For<Jardi IE Bulletin 79-02, Revi slon i, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

O'REILLY, JP Region 2. Atlanta. Office of the Director 
79/06/21 ip 


7907310029 Forwards IE Bulletin 79-|3i "Cracking in Feedwater Sys 
Piping " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/25 3pp 


79071B0321 Forwards lE Circular 79-11, "Das Ign/Const Interface 
Problarn '♦ No action required 

O'REtLUV,^ P Region 2, Atlanta, Office of the Director 
79/06/27. 2pp 


7907100443 Forwards IE Circular 79-12, "Potential Diesel Oeneratcjr 
Turbocharger Problem " No action required 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/06/20 3pp 


7907310263 For(uards lE Bulletin 79-14, "Seismic Analysis for As-Built 
Oafety-Related Piping Bys, " Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/07/02 3pp 


7907310387 Forwards IE Bulletin 79-15, "Deep Draft Pump Deficiencies " 
Action required 

0'RE1LLY,J P Region 2, Atlanta, Office of the Director 
79/07/11, 2gp 


7907240281 Forwards IE Circular 79-13, "Beplacement of Diesel Fire 
Pump Starting Contactors " No action required 
□ 'REILLY, vl P Region 2. Atlanta, Office of the Director. 
79/07/13 3pp 



DOCKETED ITEMS 
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DOCKET STN~50-554 PHIPPB BEND NUCLEAR PLANT. UNIT S 


Q Adjudicatory correspondence 


7^071^0131 Requests summary disposition of Interve^nors Ecology Action 
oP Osuego 8< NDrt^e^n Thunder. Inc Deficiencies 9 & SO re 
Perkins record Deficiencies do not raise genuine issue of 
^atl fact Certificate of Svc end 
DaRDENICKrQ M Branch 4 79/03/25 29p p 


Q Inspection reports. lE Ounetins & correspondence 


7907020343 Forwards IE Bulletin 77-03D. "Nuclear Incident at 
Trtl-Suppl " 

0 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/04/2i 3pp 


7907110335 Forwards IE Info Notice 79-Ll. "Lower Reactor Uessel Head 
insulation Support Problem " No action required 
O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/05/07 3pp 


7907030140 Forwards IE Info Notice 79-12. "Attempted Damage to New 
Fuel Assemblies " No action required 

D'REILLY.J P Region 2. Atlanta. Office of the Director 
79/03/10 3pp 


7907100207 Forwards IE Circular 79-OB. "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY. U P Region 2. Atlanta. Office of the Director 
79/0S/18 2pp 


7907iI0l0Q Forwards IE Bulletin 79—11. "Faultiy Qvercurrent Trip Device 
In Circuit Breakers for Engineered Bafety Sys " Action 
required 

O'REILLY. J P, Region 2. Atlanta. Office of the Director 
79/05/22 3pp 


7907240132 Forwards IE Insp Repts 50-553/79-04 «. 30-534/79-04 on 
790501-03 No noncomp 1 ianc B noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility 1. Materials 

Safety Branch 79/03/25 Spp 


— 7907240140 IB Insp Repts 50-553/79-04 it 50-554/79-04 on 790501-03 No 
noncompl ianci noted Major areas inspec ted; mg t control s. sol id 
waste, erosion, water qua 1 i ty . aquatic impacts t< dust control 
CLPNNINOHAH. A L Region 2. Atlanta. Office of the Director. 
HUFHAMi J U y Region 2. Atlanta. Fuel Facility 8« Materials Safety 
Branch 79/03/24 4pp 


7907030105 Forwards IE Info Notice 79-13. "Indication of Lou Natar 
Level In Oyster Creek Reactor " No action required 
O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/05/29 3pp 


7907260133 Forwards IE Insp Repts SO-553/79-Oi it 50-354/79-06 on 
79090B-11 No noncomp 1 iancB noted 

MURPHY. C.E, Region 2. Atlanta. Reactor Construction It Engineering 
Support Branch 79/05/30 2pp 


— 7907260142 IE Insp Repts 30-553/79-06 S< 30-534/79-06 on 790S0B-ll,No 
noncompl lance noted Major areas inspected' 1 icensee action on 
previous insp findings, const engineering personnel changes it 
handling of licensee-identified items 

WRIOHT.R W I HERDT. A R. Region S. Atlanta. Reactor Construction 

S( Engineering Support Branch 79/05/30 6pp, 


7907190207 Responds to IE Bulletin 79-04 Specified Velan suing 
check valves have not been Installed or scheduled for 
installation in any Seismic Category I piping sys 
OILLELAND. J, E Tennessee Valley Authority 79/05/31 3pp, 


790-7200210 Forwards IE Bulletin 79-12. "Short Period" Scrams at DWR 
Facilities," No action required 

O'^REILLViJ P Region 2. Atlanta. Office of the Director. 
79/05/31 2pp, 


7907310170 Forwards response to IE Bulletin 79-07 re seismic stress 
analysis of safety-related piping Investigation of nan-N889 
sys revealed no dynamic seismic piping analysis was 
performed utillting algebraic summation of components 
OILLELAND. J. E Tennessee Valley Authority. 79/09/31 llpp 


7907190191 Forwards luppl IE Bulletin 79-OtA. "Environ Quel 1 f IcafcS on of 
Class lE Equipment (Deficiencies in Environ Qual if ication of 
A8C0 Solenoid Valves) " Action required 

O'^REJLLYiJ P. Region 2. Atlanta. Office of the Director 
79/06/06 3pp, 


7907060064 Forwards IE Info Notice 77-J5. "Deficient Procoduras " No 
action required 

O'REILLV.J P Region 3. Atlanta. Office of the Director 

79/06/07 2pp 


7907020220 Forwards IE Info Notice 79-14. "Safety Classification of 
Electrical Cable Support Sys " 

O'REILLY.J P Region 2. Atlanta. Office of the Director 

79/06/ il ip 


7907020393 Forwards IE Info Notice 79-17. "Sourco Holder Asssmbly 
Damage from Misfit DetuiaBn Assembly & Reactor Upper Orid 
Plate " 

O'REILLV.J P RDBlon 2. Atlanta. Office of the Director 

79/06/20 ip 


7907120104 Forwards IE Bulletin 79-02. Revl slon i. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts *’ Action 
required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 

79/06/21 ip 

a 

7907310029 Forwards IE Bulletin 79-13. "Cracking In Feedwater Sys 
Piping " No action required 

O'REFLLY.J P Region 2. Atlanta. Office of the Director 

79/06/25 3pp 


79071B0321 Forwards IE Circular 79-11. "Design/Const Interfaca 
Problem." No action required 

O'REILLV.J P. Region 2. Atlanta^ Office of the Director 
79/06/27. 2pp 


7907160443 Forwards IE Circular 79-l2» "Potential Diesel Generator 
Turbocharger Problem *' No action required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 

79/06/2a 3pp 


7907310263 Forwards IE DulLetln 79-14. "Seismic Analysis for As-Built 
Safety-Related Piping Sys " Action required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/07/02 3pp 


79073I03B7 Forwards IE DuUotin 79-13* "Deep Draft Pump Deficiencies " 
Action required 

O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/07/ 11 2pp 


7907240231 Forwards IE Circular 79-13* "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
O'REILLV.J P Region 2. Atlanta. Office of the Director 
79/07/13 3pp 


DOCKET 8TN-30-556 BLACK FOX STATION. UNIT 1 


A App 1 ication/constTuct ion stage documents 6 correspondence 


7907030053 Responds to FOIA request for disclosure of Reed rept 
Forwards documents supporting decision to withhold rept, Rept 
withheld (ref FOIA Exemption 4> 

MDLFE* 8 J Atomic Safety and Licensing Board Panel 79/06/lB. 2pp 


— 7907050057 Certification to NRC re return of Reed rept to OE 

ifOLFE.a J Atomic Safety and Licenelng Board Panel 79/05/30 
Spp. 


7907020199 Forwards two overslxed engineering drawings showing 
coordinates ic elevations of water transport lys, 

CONRAD. V.L Public Service Co of Oklahoma 79/06/22. 2pp 


7907260890 Notl f Icat lo.n of 790780 meeting w/P6C of OK in 
Bethesda.Md to discuss priorities Ic facility schedule. 

THOMAS* C 0 Light Water Reactors Dranch 1 79/07/06 2pp 

0 Adjudicatory correspondence 


7907110069 Errata to Citlxens for Safe Energy proposed findings of 
fact it conclusions of law 

FARRIS* J R. Feldman Ic Feldman 79/05/09. 5pp 


7907060506 Forwards b adopts contentions of Concerned Citlxens for Safe 
Energy Contentions supplement petition to Intervene 
BRDIrIMfP. D. Mid-Hudson Nuclear Opponents. Inc, 79/03/10. Ip. 


—7907060509 Contentions of Concerned Cltixeni for Safe Energy. Inc &. Town 
of Stuyvesan. NY. in response to NRC 79OB05 notici Submits 
contentions re choice of Stuyvesant as altsrnats site it cost 
l< benefit of faci 1 1 ty. Reserves right to amend contentions 
KAFIN.H. J, Miller* Mennlx* Lemery & Kafln 79/05/10 7pp. 
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— 79070i05l0 Wotlfie* ASLD of participation of County of ColumtlaiNV h 
Town of Sfcuyve sant* MV, per JOCFftS 715<c) Contantiona of 
Concerned Cltiiena for Safe Enerijy, In< uilt ba if 

net eamary 

KAFIN, R J MUler, Mannix, Lenery it Kafin 79/OS^/lO Spp 


7907090493 Submits results Of analysis contained in Vt Conrad Itr ra 
whether previousl-y estimated const costa 6( scheduled 
commercial operation dates could be ntaintained 
MURPHV.P M Isham, Lincoln & Seale 79/05/11 iSpp 


79070&0515 Aniuer by util to NRC 790509 findiitfi of facts re ECCS 
Requeata that A5L0 treat findings as final & make record 
ready for decisions NRC is not follouing Rules of Practice 
Certificate of Svc end 

OALLQ, J lahami Lincoln 8< Scale 79/05/17 8pp 


79070&03&7 Request by util r» intervenors 790427 motion to rpopen 
record 5eelr« denial of request re financiel qualification# 
TNIfClass 9 accidents U emergency planning b pos t-ac c idertt 
monitoring ■Certificate of Svc end 

<3AUL0^J I OIOSB. H £ tsham# Lincoln tr Seale 79/05/iB 21pp 


7907060377 Answer to State of Oit 790419 motio-n it Intarvenors 790427 
motion to stay Initial declilon & reopen record Seels denial 
w/prejudlce re flneancial matter* denial re Class 9 
assertions it deferral re TMI- Cert i flea te of 8vc end 
DAVlSiL 0 Branch 4 79/05/18 12pp 


7907160120 Requests that A8LD ellaui FS of 0« to responds to NRC 790516 
answer tp State of CK motion for Indefinite stay Parties 
request various forms of relief Parties have no objection to 
moti-on Certificate of Svc end 

QrGB6#H £ Isham# Lincoln it Deale 79/05/21 3pp 


7907100575 Certificate of Svc re util 790521 motion to file reply 
E Isham# Lincoln it Beale 79/03/21 2pp 


7907120024 Protests against nuclear power because of health danger from 
raduaste or accidents Plant is being built against wishes of 
Oil lahomans 

HUFFERDiC Affiliation Unknown 79/05/84 Ip 


7907030010 MPe reponse to ASL5 770522 ard«r questioning proprietary of 
NRC 790509 Itr to ASLB U findings of fact on ECCS matters 
Certificate of 6vc end 
DAUISrL D Branch A 79/05/27 5pp 


'907060503 Seeks denial of NRC 790516 request for deferral of decision 
on question of opening record If any pending motion is 
decided adversely to utilrruling should be referred to 
ASLAD Certificate of Svc end 

DALLOfJ # GIBPSjM E Isham, Lincoln & Beale 79/05/31 16pp 


907060495 Defers ruling on undecided portions of motlcin to stay or 
raop en# pend ing receipt of MRC rept on THl Initial (feciilon 
will be written on existing record Resolution of CP 
application awaits evaluation of NR-C recommend at ions 
SHONi F J I UOLFEf 6 J Atomic Safety and Licensing Board Panel 
79/06/13 4pp 


i'07130425 Forwards ME Fate 790615 Itr* rosponding to ACRS suggestion 
for assessment of TMl incident in connection w/P8 of 0}^ CP 
application Lessons re THI are pertinent to past CP It F8AR 
s tatus, 

GALLO# U Jshamt Lincoln 6 Deale 79/06/22 2pp 


General correspondence 


07020493 Ack receipt of 790313 Itr forwarding geologic info for area 
surrounding proposed site Info forwarded to ASLD 
0AV18#L. D Branch 4 79/05/02 Ip. 


7907020497 Objects to proposed site since seismicity was insufficiently 
cosidared 

WEBSTER. A Affiliation Unknown, 76/06/26 7pp 


/907020502 Forwards objections to proposad project 
WEBSTER# A Affiliation Unknown 79/03/10 Upp 


Limited wort authorization it related correspondence 


17170193 Requests authorl latlon for certain const activities not 
isually permitted under LWA< in order to take up slack caused 
y licensing delay after THI-B accident Forwards U«t of 
squested const activities 

nWD# T, N. Public Service Co of Oldahoma 79/07/10. 4pp 


Q Inspection reports# IE Bulletins 6 correspondence 


7907050337 Forwards IK Info Notice 79-14# "Safety C Jassl f icatloo of 
Electrical Cable Support Sys. " No action required 

5EYFRIT#K V Region 4# Dallas# Office of the Director 79/06/11 
IP 


7907180269 Forwards IE Circular 79-11# "Design/Const Interface 
Problem " No action required 

SEYFRlTrK U Region 4# Dallas# Office of the Director 79/06/27 
IP 


7907200274 Discusses two items nf concern In connection w/780925 U 26 
IK insp of station evlron impact control procedures 
Describes method of compliance re hydrological monitoring 
program 6 transmission of ecological review 

CONRAD# V L Public Service Co of Oklahoma 79/07/U I6pp 


U Congressional /Ex ecutive Correspondence 


7907050534 Requests ezpldltlous 6 thorough proceeding re stay of CP 
JONES. J R Moose of Rep, 79/05/17 ip 


DOCKET BTN-50-557 BLACK FOX BTATIDN# UNIT 2 


A App I lea tlon/constructlon stage documents 6 correspondence 


7907050053 Responds to FOIA request for disclosure of Reed rapt 
Forwards documents supporting decision to withhold rept Rept 
withheld (r«f FOIA Exemption 4) 

WOLFE# 8 J Atomic Bafety and Licensing Board Panel 79/06/10 2pp 


-7907050057 Cer 1 1 f 1 cat ion to NRC re return of Read rept to GE 
WOLFE# 8 J Atomic Safety and Licensing Board Panel 79/05/30 
Bpp 


7907-020199 Forwards two oversized engineering drawings showing 
coordinates & elevations of water transport sys 
CONRAD. V L Public Service Co of Oklahoma 79/06/22 2pp 


7907260B90 Notification of 790720 meeting W/PSC of OK In 
Dethesda#Md to discuss priorities & facility schedule 
THOMAS# C 0 Light Water Reactors Branch t 79/07/06 2pp 


0 Adjudicatory correspondence 


79071100B9 Errata to Citizens for Safe Energy proposed findings of 
fact t< conclusions of law 

FARRIS# J R Feldman U Feldman 79/05/09 5pp 


7907060506 Forwards te adopts contentions of Concerned Citizens for Safe 
Energy Contentions supplement petition to Intervene 
DROWN# P D Mid-Hudson Nuclear Opponents# Inc 79/05/10 Ip 


-•*7907060509 Contentions of Concerned Citizens for Safe Energy# Inc & Touri 
of Btuyvesan# NY# in response to NRC 790205 notice Submits 
contentions re choice of Stuyvesant as alternate site li cost 
benefit of fac i 1 ity. Reserves right to amend contentions 
KAFIN.R J Miller. Mannix. Lemery 6 Kafln 79/05/10 7pp. 


—7907060510 Notifies ASLD of participation of County of ColumbiaiNY t 
Town of Stuyvesant# NY# per 10CFR2 715<c> Contentions of 
Concerned Citizens for Safe Energy# Inc will be adopted If 
necessary 

KAFlNrR J Hiller# Mannix# Lemery |< Kafin 79/05/10 2pp 


7907090453 Submits results of analysis contained in ^L Conrad Itr re 
whether previously estimated const costs h schsdulcd 
commercial operation dates could be maintained 
MURPHYiP M Isham# Lincoln ^ Beale 79/05/11 I2pp 


7907060513 Answer by util to NRC 790509 finding of facts re ECC8 
Requests that ASLD treat findings as final 6 make record 
ready for decisions NRC is not following Rules of Practice. 
Certificate of Bve end. 

DALLOiJ Isham# Lincoln It Beale. 79/05/17 Bpp 


7907060367 Request by utlj re intervener* 790427 motion to reopen 
record Seeks denial of request re financial qualification# 
TMItClass 9 accidents if emergency planning l< post-accident 
monitoring. Certificate of avc end 

OALLO/J. I OIBBB.H E Isham# Lincoln It Beale 79/05/10 2lpp 


7907060379 Answer to State of OK 790419 motion It intervtnor* 790427 
motion to stay initial decision & reopen record Bettes denial 
lu/prejudice re flncanclal matter# denial r# Class 9 
assertion* deferral re TMl. Certl f Icate of Svc end 
DAVIQ.L D Branch 4. 79/03/16 12pp 
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79071^0120 ReqiiE»tfl that ASLB alloiii PS of QK to retpond* to NHC 79051B 
OTisuJBr to State of OK motion for indefinite stag Parties 
requeot various forms of relief Parties have no objection to 
motion Certificate of Svc end 

01BDS»^ E Ishaini Lincoln & Beale 79/09/51 3pp 


79071B0599 Certificate of Svc re util 790951 (notion to file replg 
OlBBS.fl E Isha(n» Lincoln & Beale 79/09/21 2pp 


7907120024 Protests against nuclear pouer because of health danger from 
radLsaste or accidents Plant is being built against ulshes of 
Ok lahomans 

HL/FFERD.C Affiliation Unknouin 79/03/24 Ip 


7907020010 NRC reponse to AGLQ 790922 order questioning proprietary of 
NRC 790509 1 tr to ASLD h findings of fact on ECCB matters 
Certificate of Svc end 
DAVISiL D Branch 4 79/09/29 9pp 


7907060903 Seeks denial of NRC 790510 request for deferral of decielan 
on question of opening record If ang pending motion is 
decided adversely to utiljruling should be referred to 
ASLAB Certificate of Svc end 

OALLOi J < OIBBSiM E Ishami Lincoln & Beale 79/05/31 16pp 


7907060493 Defers ruling on undecided portions of motion to stag or 
reop oRj pend ing receipt of NRC rept on TMI Initial decision 
uiill be written on existing record Resolution of CP 
application awaits evaluation of NRC recommendations 
8HDM»F J j WOLFE* a s) Atomic Bafetg and Licensing Board Panel 
79/06/13 4pp 


790713B4S5 Forwards ME Fate 790619 1 tr* resp ond ing to ACR8 suggestion 
for assessment of TMI incident in connection w/P8 of OK CP 
application Lessons re ThI are pertinent to past CP Sc FSAR 
status 

OALLQc J Isham* Lincoln & Deale 79/06/22 2pp 


H General correspondence 


7907020493 Act receipt of 790313 1 tr forwarding geologic Info for area 
surrounding proposed site Info forwarded to ASLB 
[>AVIS*L. 0 Branch 4 79/05/02 Ip 


— 7907020497 Objects to proposed site since seismlcitg was Insuf f ic lentlg 
cos i derod 

WEBSTER. A Affiliation Unknown 7S/06/26 7pp 


“-7907020S02 Forwards objections to proposed project 
WEBSTERiA Affiliation Unknown 79/03/13. llpp 


L Limited work authorl xation & rdeted correspondence 


7907J70193 Requests author I lation for certain const activities not 
usually permitted under LWAi in order to take up slack caused 
by licensing delay after TMl’-2 accident Forwards list of 
requested const activities 

EWlNOi T N. Public Service Co of Oklahoma 79/07/10 4pp 


Q. Inspection reports. IE Bulletins I* correspondence 


7907050997 Forwards IE Info Notice 79’-l4» ^'Safetg Classification of 
Electrical Cable Support 6gs " No action required 

9EYFRIT*K, V Region 4. Dallas* Office of the Director 79/06/11 
Ip 


7907180269 Forwards lE Circular 79-il* “Des ign/Const Interface 
Problem No action required 

SEVFRlTiK U Region 4* Dallas* Office of the Director. 79/06/27 

Ip 


7907200274 Discusses two items of concern In connection w/7B09a9 t* 26 
IE insp of station eviron impact control procedures, 

Describes method of compliance re hydrological monitoring 
program ti transmission of ecological review 

CDNRADiV.L Public Service Co of Oklahoima 79/07/11 16pp. 


U. Congresstonal/Ckecutl ve Correspondence 


7907090934 Requests expiditious & thorough proceeding re stay of CP. 
JOMESrJR House of Rep. 79/09/17 Ip 


DOCKET 50-564 NUCLEAR FUELS RECOVERY b RECYCLE CENTER 


J Insurance indemnity information 


7907180990 Forwards Endorsements 15*16 & 17 to MAELU Policy MF-94 
Endorsements 40. 4 i & 42 to NELlA Policy NF-193 W/draft 
790710 forwarding Itr 

NILSDNpR Exxon Nuclear Co . Inc (subs of Exxon Corp > 79/07/13 

7pp 


DOCKET BTN~90-S66 YELLOW CREEK NUCLEAR PLANT. UNIT 1 


A App 1 1 cation/construct ion stage documents & correspondence 


7907030246 Forwards 790924 memo summarizing 790511 geology field trip 
ROOD. H Light Water Reactors Branch 2 79/03/29 2p p 


7 9 07-03 02 53 Summary of 79051 L site visit h meeting w/MS & AL Geological 
Surveys* Army Corp of Englnoors & TVA re foundation 
conditions & contlDulty of geologic strata exposed in 
excavations 

LEFEVREfK E Geosciences Branch 79/09/24, App 


Q Inspection reports* IE Bulletins & correspondence 


7907020343 Forwards IE Bulletin 79-05D, "NucleaT Incident at 
TMI-8uppl ’* 

O^R£lLLV*J P. Region 2. Atlanta* Office of the Director 
79/04/21. 3pp 


7907110335 Forwards IE Info Notice 79-11* '’Louier Reactor Vessel ifead 
Insulation Support Problem '* No action required 
0'REILLY*JP Region 2* Atlanta. Office of the Director 
79/05/07 3pp. 


7907030140 Forwards IE Info Notice 79-12* "Attempted Damage to New 
Fuel Assemblies “ No action required ' 

D'RElLLYrJ P Region 2. Atlanta* Office of the Director 
79/05/10 3pp 


7907100207 Forwards IE Circular 79-08. ''Attempted Extortion - Lou 
Enriched U. '* No action required 

□'REILLY. JP. Region 2. Atlanta* Office of the Director 
79/05/ IB 2pp 


790711010B Forwards IE Bulletin 79-11* "Faulty Dvercurrent Trip Device 
in Circuit Breakers for Engineered Safety Qys *' Action 
required 

□'REILLY* JP Region 2. Atlanta* Office of the Director 
79/05/22 3pp 


7907030105 Forwards IE Info Notice 79-13* "Indication of Low Water 
Level in Oyster Creek Reactor " No action required 
O'RElLLYrJ P Region 2. Atlanta* Office of the Director 
79/05/29 3pp 


7907190207 Responds to !E Bulletin 79-04 Specified Velan swing 
check valves have net been installed or scheduled for 
installation in any aeismic Category 1 piping sys 
OILLELAND*%l E. Tennessee Valley Authority. 79/05/31 3pp 


7907200210 Forwards IE Bulletin 79-12* "Short Period Scrami at BWR 
Facilities " No action required 

□ 'REILLY* JP. Region 2* Atlanta* Office of the Director 
79/05/31 2pp. 


79073I0J70 Forwards response to IE Bulletin 79-07 re seismic stress 
analysis of safety-related piping Investigation of non-N8&8 
sgi ravealed no dynamic seismic piping analysis was 
performed utlliilng algebraic summation of components 
OILLELANDiJ E Tennessee Valley Authority 79/^5/31 llpp 


790719019'1 Forwards suppl IE Bui Latin 79-OlAi "Environ Qualification of 
Class IE Equipment < Def Ic 1 anc 1 as In Environ Qualification of 
A8C0 Bolenold Valvesl," Action required, 

□ 'REILLY* J P Region St, Atlanta* Office of the Dlrectiir 
79/06/06. 3pp 


7907060064 Forwards IE Info Notice 79-15. "Deficient Procedures. " No 
action required 

□ 'REILLY* J P, Region 2. Atlanta* Qffice of the Director. 
79/06/07. 2pp 


7907020220 Forwards IE Info Notice 79-14* "fiafety Class if icatlon of 
Electrical Cable Support Sys. " 

O'REILLY. J P Region 2* Atlanta. Office of the Director 
79/06/1 i. ip 
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7907050393 Foruands IE Info Notice 79-i7« ‘'Source Holder Astembly 
D-amage from Sotii/eein Assentblij |« Reactor Upper Grid 

plate. “ 

O'REILtY. JP Region 3, Atlanta. Office of the Director 

79/OA/50 Ip 


7907120104 Forwards IE Pulletin 79-03. Re vl si on 1, '’Pipe Support Dase 
Plate peslgnfi Using Concrete Erpanslon Anchor Dolts *' Action 
required 

O'REILtY. J f> Reglcjn 2« Atlanta. Office of the Director 

79/06/21 ip 


7907310029 Forwards IE Bulletin 79-13* '‘Cracking in Feedwater Sys 
Piping *' No action re<|ulrad 

Q^REILUV. J P Region 2. Atlanta. Office of the Director 

79/06/35 3pp 


79071Q0321 Forwards lE Circular 79-11* "Deslgn/Conet Interface 
Problem '' No action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 

79/06/27 app- 


7907180443 Forwards lE Circular 79-12. ''Potential Diesel Generator 
Turbocharger Problem " No action required 

O^REILLYi J. P ReaioA 2' Atlanta. Office of the Director 
79/06/23 3pp 


7907310563 Forwards IE Bulletin 79-14. "Selfroic Analysis for As-BulU 
Safety-Related Piping Sys " Action required 
O'REILLV.JP Regions. Atlanta. Office of tbo Director 
79/07/02. 3pp 


79073103B7 Forwards IE Bulletin 79-15. “Deep Draft Pump Beflcienciet 
Action required 

O'REILLViJ P Region 2. Atlanta. Office of the Director. 
79/07/11 2pp 


7907340231 Forwards IE Circular 79-13. "Replacement of Diesel Fire 
Pump Starting Contactors " No action required 
O'REILLY. J P Region 5. Atlanta. Office of the Director, 
79/07/ J 3 Opp 


DOCKET 8TN-50-S67 YELLOW CREEK NUCLEAR PLANT. UNIT 2 


A Appl Icat ioh/c anstruct i on stage do-cuments 6 correspondence 


7907030246 Forwards 790524 memo summarising 790911 geology field trip 
ROOO.H Light Water Reactors Branch 2 79/05/29 2pp 


— 79D703D293 Suffiriary of 790511 site Visit 6 meeting w/K3 U AL Geological 
Surveys. Army Corp of Engineers & TVA re foundation 
cuTidltlans 6 continuity of geologic strata exposed in 
excavations 

LEFEVRE.N E Oeo sciences Branch, 79/09/24 6pp 


0 Inspection reportsf IE Bulletins tn correspondence 


7907030343 Forwards IE Bulletin 79-050# "Nuclear Incident at 
TMJ-Suppl ” 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/04/21 3pp 


7907110335 Forwards JE Info Notice 79-11# ‘'Lower Reactor Uessel Head 
Insulation Support Problem " No action required 
□ ’'RClLLY. J P Region 2. Atlanta. Office of the Director 

79/05/07 3pp 


7907030140 Forwards f£ Info Notice 79-12. "Attempted Damage to New 
Fuel Assemblies " No action required 

0'REILLY#J P Region S. Atlanta# Office of the Director, 
79/05/10 3pp 


7907100207 Forwards FE Circular 79-00. "Attempted Extortion - Low 
Enriched U» " No action required, 

O'REILLY. J.P Region 2. Atlanta. Office of the Director, 
79/05/18, 2pp, 


7907110100 Forwards IE Bulletin 79-11. "'Faulty Dvercurrent Trip Device 
in Circuit Breakers for Engineered Bafety Sys '* Action 
required 

O'REILLY, vl. P Region 2. Atlanta. Office of the Director 
79/05/32. 3pp. 


7907030105 Forwards IE Info Notice 79-i3. "Indies t Ian of Lou Water 
Level in Oyster Greet Reactor " No ecticin required 
O'REILLY# P Region 2, Atlanta. Office of the Director. 
79/05/29. Gpp 


7907190207 Responds to lE Rullebin 79‘*04 Specified Yelan swing 
check valves have nTot been installed or scheduled for 
installation in any Seismic Category I piping sys 
OILLELAND. JE Tennessee Valley Authority 79/05/31 3pp 


7907200210 Forwards IE Bulletin 79-12. "Short Period Scram* at DWR 
Facilities " No action required 

O'REILLY# J P Region 2. Atlanta. Office of the Director 
79/05/31 2pp 


7907310170 Forwards response to IE Bulletin 79-07 re seismic stress 
analysis of safety-related piping Investigation of non-NBES 
syi revealed no dynamic seismic piping analysis was 
performed utilising algebraic summation of components 
OILLELAND. J E Tennessee Valley Authority 79/05/31 llpp 


7907190191 Forwards suppl IE Bulletin 79-OlA. "Environ Qual if icatl on of 
Class lE Equipment iDef ic iencles in Environ Qualification of 
A8C0 BolenOid Valves) " Action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/06 3pp 


7907060064 Forwards IE Info Notice 79-i5. "Deficient Procedures " No 
action required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/06/07 app 


7907020057 Forwards IE Info Notice 79-J4. "Safety Class 1 f ication of 
Electrical Cable Support Sys '* 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/06/ U Ip 


7907020320 Forwards IE Info Notice 79-t4. "Safety Classification of 
Electrical Cable Support Sys " 

O'REtLLY.JP Region 2. Atlanta. Office of the Director. 
79/06/11 ip 


7907020393 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Nlsflt Between Assembly Sc Reactor Upper Grid 
Plate " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/06/20 1 p 


7907120104 Forwards IE Bulletin 79-02. Rev! s i on 1. "Pipe Support Base 
Plate Oesigns Using Concrete Expansion Anchor Bolts " Action 
required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/06/21 ip 


7907310029 Forwards IE Bulletin 79-13. "Cracking in Feedwater Sys 
Piping, " No action required 

O'REILLY.J P Region 2. Atlonta. Office of the Director. 
79/06/25 3pp 


7907IB0321 Forwards IE Circular 79-11. "Design/Const Interface 
Problem." No action required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/06/27 2pp 


7907tB0443 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem. " No action required 
O'REILLY.J P Region 2, Atlanta. Office of the Director 
79/06/29 3pp 


7907310263 Forwards IE Bulletin 79-14. "Beistnle Analysis for As-Built 
8afety-Reta ted Piping Bys " Action required 
O'REILLY.J P Region 2. Atlanta, Office of the Director 
79/07/02 3pp. 


7907310307 Forwards IE DuHetin 79-15. "Deep Draft Pump Def Ic tsne les. " 
Action required. 

□ 'REILLY* J P. Region 2. Atiantf. Office of the Director 
79/07/11. 2pp 


7907240281 Forwards X£ Circular 79-13. "Replacement of Diesel Fire 
Pump starting Contactors, '* Np action required 
O'REILLY.J P. Region 2. Atlanta. Office of the Director 
79/07/13 3pp. 


DOCKET 8TN-50-568 NEP NUCLEAR. UNIT 1 

A Application/construc tion stage documents tt correspondence 


7907020493 Responds to 790320 Itr forwarding request for site itudle* I. 
proposals Moonstone Boach not regarded as probable nuclear 
site. 

BALLARD. R L Environmental Projects Branch 1, 79/05/25, Ip 
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7<?071S05^5 “Decision Paper re Disposal of Naval Auxiliary Landing Field 
at Char 1 Dstouni RI “ 

COULOJND. n E General Services Administration 79/O6/S0 2dipp 


7907100330 Paruards corrected version of Section A to “Biological 
Modeling of Effect of Entrainment on Four Selected Fish 
Species at Neui England Power 1 & 2 6i te» Char lestouni RI “ 

W/o end 

HARRINOTaN. J New England Power Co 79/07/02 22pp 


D NR.C Draft/Final En vir onmonta 1 Statements* stippls & correspondence 


7907130006 Forwards FR notice of availability of DE8 W/o end 

BALLARD* R L Environmental Projects Branch 1 79/05/31 Ip 


7907290193 Forwards DES for comment Requests response by 790B07 W/o 
enc I 

BALLARDrR L Environmental Projects Branch 1 79/05/31 2pp 


7907250190 Forwards DEB for comment Requests response by 790Q07 W/o 
enc I 

EALLARDtR L Environmental Projects Branch 1 79/09/31 2pp 


7907250199 Forwards DES for comment Requests response by 790807 W/o 
one 1 

BALLARD* R L Environmental Projects Branch 1 79/05/31 2pp 


7907930201 Forwards DES for comment Requests response by 790007 W/o 
enc 1 

BALLARD* R L Environmental Projects Branch 1 79/05/31 2pp 


79072S0202 Forwards DES for comment Requests response by 790007 U/o 
enc 1 

BALLARD* R L Environmental Projects Branch 1 79/05/31 2pp 


7907250203 Forwards DES for comment Requests response by 790B07 W/o 
enc 1 

BALLARD* R L Environmental Projects Branch I 79/05/31 2pp 


7907230203 Forwards DES for comment Requests response by 790807 W/o 
enc 1 

BALLARD* R L Environmental Projects Branch 1 79/05/31 2pp 


79O72S02O7 Forwards DES for comment Requests response by 790807 W/o 
enc 1 

BALLARDrR L Environmental Projects Branch 1 79/05/31 2pp, 


7907250200 Forwards DES for comment Requests response by 790807 H/o 
enc 1 

BALLARD* R L Environmental Projects Branch 1 79/05/31 2pp 


7907850210 Forwards DES for comment Requests response by 790807 H/o 
enc 1 

BALLARDrR L Environmental Projects Branch 1 79/05/31 2pp, 


7907120563 Forwards "Decision Paper re Disposed of Naval Auxiliary 
Landing Field at Charles town* RI “ 

DRETTA»L F Oeneral Services Administration 79/06/27 Ip 


79O71O06A9 Comments on DES More detailed analysis of transmission 
facilities b corridors should have been conducted Analysts 
re slurry walls seems contradictory Futher analysis of 
sediment grain profile within trench site must be included 
CRDWLEYiC T Agriculture* Dept of 79/07/03 2pp 

7907250042 Util response to OBA 790620 decision re disposition of Site 
Requests that ASLD review decision (< continue proceedings 
generally Certificate of Svc end 

RrT8}lER*J A RitsheriJ A DIONAN* T 0 DlgnahiT 0 OAD* R K 
OadiR K 79/06/29 4pp 


7907190542 Forwards request from Concerned Citliens of RI* Point Judith 
Fishermen's Cooperative $< TL Arnold Trust for show cause 
order re dismissal of CPs 

JORDAN, W 8. Sheldon* Harmon & Roisman 79/07/13 Ip 


—7907190547 Request on behalf of Concerned Citliens of RI*Point -Judith 
Fishermen's Cooperative h TL Arnold Trust for show cause 
order re diemissal of CPs 

JORDAN* W, 8 Sheldon* Harmon h Roisman 79/07/13 5pp 
H Oeneral correspondence 


7907180070 Comments on AEC rept. "Bite Visit to Naval for Facility*" 
dtd 740103 Town officials had no basis for giving 
assurances regarding support for nuclear plant const within 
township 

8EELY* S Concerned Citizens of Rhode Island 79/05/25 2pp 


Q Inspection reports, IE Dullotins b corrospondence 


7907020099 Forwards IE Info Notice 79-14* "Safety C la s s 1 f 1 cat Ion of 
Electrical Cable Support Sys " 

ORIER* 8 H Region 1, Philadelphia* Office of the Director 
79/06/11 Ip 


7907100412 Forwards IE Circular 79-U, "Design/Const Interface 
Problem " No action required 

ORIER* B H Region i. Philadelphia* Office of the Director 
79/06/27 ip 


DOCKET 3TN-50-569 NEP NUCLEAR, UNIT 2 


A App 1 i catlon/e onstruc tion stage documents b correspondence 


7907020495 Responds to 790320 1 tr forwarding request for site studies b 
proposals Moonstone Beach not regarded as probable nuclear 
site 

BALLARD* R L Environmental Projects Branch 1 79/03/25 Ip 


7907120565 "Decision Paper re Disposal of Naval Auxiliary Landing Field 
at Char leitown* RI " 

OQULDIKOiP E Oeneral Services Adminiatration 79/06/20 26pp 


7907100300 Forwards corrected version of Boctlon 4 to "Biological 
Modeling of Effect of Entrainment on Four Selected Fish 
Species at New England Power 1 tc 3 Site* Charlestown* RI " 

H/o end 

HARRINGTON, J New England Power Co 79/07/02 82pp 


D NRC Drafl/Final Environmental Statements* suppls 6 correspondence 


7907130006 Forwards FR notice of availability of DEB U/o end 

BALLARD*R L Environmental Projects Branch 1 79/05/31 lp> 


7907250193 Forwards DES for comment Requaett response by 79D8D7 U/o 
end, 

BALLARB/R L Environmental Projects Branch I 79/09/31 2pp 


7907250190 Forwards DES for comment Requests response by 79DSD7 H/o 
end, 

BALLARD, R L Environmental Projects Branch I 79/09/31 2pp 


79072S0199 Forwards DEB for comment Requests response by 790007 U/o 
■ nc 1 

BALLARD, R L Environmental Projects Branch 1 79/09/31 2pp 


7907290201 Forwards DEB for comment Requests response by 790807 U/o 
end 

BALLARD* R L Environmental Projects Branch i 79/09/31 2pp 


7907290202 Forwards DEB for comment Requests response by 790807 U/o 
end 

BALLARD* R L Environmental Projects Branch I 79/05/31 8pp 


7907250203 Forwards DEB for comment Requests response by 790807 U/o 
enc 1 

BALLARD* R L Environmental Projects Branch 1 79/05/31 2pp 


7907290209 Forwards DEB for comment Requests response by 790B07 W/e 
end. 

BALLARD, R L Environmental Projects Branch 1 79/05/31 2pp 


7907290207 Forwards DEB for comment Requests response by 790807 U/o 
enci 

BALLARD,R L Environmental Projects Branch 1, 79/05/31 2pp. 


7907290200 Forwards DEB for comment Requests response by 790007. U/o 
encl, 

BALLARD, R.L Environmental Projects Branch 1 79/05/31 2pp 


7907290210 Forwards DES for commant Requests response by 790807 H/o 
and 

BALLARD* R L Environmental Projects Branch 1 79/05/31 2pp 


7907180963 Forwards "DecislDn Paper rs Disposed of Naval Auxiliary 
Landing Field at Char lestown* RI. " 

BRETTA, L. F Oeneral Services Administration, 79/06/27 Ip 


7907100645 Comments on DH8, More detailed analysis of transmission 
facilities St corridors should have been conducted, Analysis 
re slurry walls seems centred Ictory, Futher analysis of 
sedleient grain profile within trench site must be included, 
CROWLEV.C T AgriculturejrDept* of 79/07/03 2pp. 
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0 AdjudUatorg c orrv ipondt nc t 


7907250042 Otil i-fsporne to OSA 790620 
Ati^vfsti th4t ASL6 rtvlvu dtclsiort & 
gtntrang C»rtiH£at« of Svc t nc > 
RUSHER, J A Rit»h»r,J A DIGNAN, T 
OadrR K 79/06/29 4pp 


datlsion r* dlaposltion of *JtO 
continue proc«edlT»fl* 

0 DlpnainT 0 OAD, R K 


7907190542 Forward* request from Concerned Cltii*n» of Rli Point Judith 
Plshernen's Cooperative 6 TL Arnold Trust for shoui cause 
order re dismissal of CPs 

J0R0AN,M Q Sheldon, Harmon t Roisman 79/07/13 Ip 


—7907190547 Request on behalf of Concerned Citizens of RI. Point Judith 
Fishtrnirn'* Cooperative & TL Arnold Trust for thou cause 
order rr dismissal of CPs 

JORDAN. US Sheldon^ Harmon 6 Roisman 79/07/13 9pp 


H Oencral correspondence 


7907100870 Comments on AEC rept, "Site Visit to Naval for Facility*" 
dtd 740103 Toun officials had no basis For givlnp 
assurances rtpardlng support for nuclear plant const within 
township 

SEELYiS Concerned Citizens of Rhode Island 79/05/25 2pp 


0 Inspection reports* IE Bulletins Ir correspondence 


7907020059 Forward* IE Info Notice 79--14. "Safety Classif icatlon of 
Electrical Cable Support Sgs " 

ORIERifi H Region 1, Philadelphia* Office of the Director 
79/06/11 Ip 


7907100412 Forwards IE Circular 79-11, "Desipn/Const Interface 
Problem " No action required 

GR1ER*0 H Region 1, Phi ladelphia* Office of the Director 
79/06/27 Ip 


DOCKET 8TN-30-874 BACNAC NUCLEAR POWER PROJECT 


A AppHcation/construction stage documents 6 correspondence 


7907310373 FOlA request for all documents p« facility & applications 
5fR-l20* XCOH-13 6 XSNfl-1471 

ASHER* T R * BOOINrH B Asher. T R PC 79/05/14 Spp 


7907180901 Submits addl info to support position of 790427 Itr re 
export of equipment to Philippines 

RODIiJ P Westlnghouse Electric Carp 79/05/18 Ip 


7907310565 Responds to FOIA request for documents re facility 6 
application* XR-120* XCDH-13 & XeNM-1471 

FELTON, J M Division of Rules and Records 79/07/06 Spp 


7907170199 Confirms 790702 telcon re A8NE code classifications of spent 
resin storage tant, boron injection tank, floor drain tank, 
waste holder tank L laundry 6 hot water tanks 
BRADY, W J Westinghouse Electric Carp 79/07/10 Ip 


0 Adjudicatory correspondence 


7907100709 Opposes plant proposed by Westinghouse In Philippines 
MCHENRY, M Affiliation Unknown 79/05/17 Ip 


H General correspondence 


7907050343 Expresses concern re nuclear dangers Opposes Uestlnghouse 
export of reactor to Philippines 
DUNKLEY.K Affiliation Unknown 79/05/24 Ip 


DOCKET 5TN-50-Sfl0 ERIE NUCLEAR PLANT, UNIT 1 
0 Adjudicatory correspondence 


7907060383 Requests return of transcript of 77072S prehearing 
conference 

BARTH* C A Branch 3 79/06/05 Ip 


Q Inspection reports, lE Bulletins k correspondence 


7907130172 Forwards IE Bulletin 79-13, -Cracking in Feedwater Bus 
Piping." No action required " 

KAPLER, J.O Region 3* Chicago* Office of the Director 79/06/25 


7M7060002 Fori*.rd. IE Circular 79-10, “PipafltUnj. Hf, from 
Unaccaptable Matl " No action TB^uiroo^ 

KEPPLERtJ 0 Region 3, 

Ip 


Chicago, Office of the Director 79/D6/26 


7907050463 Forwards IE Circular 79-11 
Problem ” No action required 

j Q Region 3, Chicago* 

Ip 


, "Deslgn/Const Interfac 
Office of the Director 


79/06/a7 


7907100522 Forwards IE Circular 79-12. "Potential Diesel Generator 
Turbocharger Problem " No action required 
KEPPLER.J 0 Region 3* Chicago, 
ip 


Office of the Director 79/06/fffl 


7907130296 Forwards IE Bulletin 79-14, 'Beismic 
Safety-Related Piping Sys " Action required 
KEPPLER, J 0 Region 3, Chicago* Office of 


Analysis for 
the Director 


ip 


As-Bu lit 
79/07/02 


7907310344 Forwards IE Bulletin 79-19* "Depp Draft Pump Doflclencles « 

KEPPLERr'^^O*^* Region 3, Chicago* Office of the Director 79/07/11 

ip 


7907310419 Forwards IE Circular 79-13* "Replacement of Diesel 
Pump Starting Contactors " No action required 
KEPPLER.J, 0 Regions, Chicago, Office of the Director 
Ip 


Fire 

79/07 /n 


7907260206 Notifies that written responses to IC Dulletin 79-19, Boppl 
1, should be directed to IE Dlv of Reactor Const Jnsp 
KEPPLER,J 0 Region 3, Chicago. Office of the Director 79/07/lD 
ip 


7907260410 Forward* IE Info Notice 79-19, "Pipe Cracks In Stagnant 
Berated Water Sys at PWR Plants " No action required 
KEPPLER,J 0 Region 3, Chicago, Office of the Director. 79/07/ID 
ip 


DOCKET 8TN-50-9fll ERIE NUCLEAR PLANT, UNIT 2 


G Adjudicatory correspondence 


7907060303 Requests return of transcript of 770720 prehearing 
conference 

BARTH, C A Branch 3 79/06/05 Ip 


Q Inspection reports, IE Bulletins 1, correspondence 


7907130172 Forwards IE Bulletin 79-13, “Cracking in Feedwater Qgs 
Piping “ No action required 

KEPPLERiJO. Region 3, Chicago* Office of the Director. 79/06/29 

ip 


7907060002 Forwards IE Circular 79-lO( "Pipef i ttlng* Mfg from 
Unacceptable Hatl " No action required. 

KEPPLER.J 0, Region 3, Chicago, Office of the Director 79/06/26. 

ip 


7907090463 Forwards IE Circular 79-11, "Design/Const Interface 
Problem ” No action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/06/27 
ip 


7907100522 Forwards lE Circular 79-12, “Potential Diesel Generator 
Turbocharger Problem " No action required. 

KEPPLER,J Q Region 3* Chicago, Office of the Director 79/06/20 
IP* 


7907130206 Forwards IE Bulletin 79-14, “Seismic Analysis for Ai-Bullt 
Safety-Related Piping Sys, " Action required, 

KEPPLER.J. 0 Region 3. Chicago, Office of the Director 79/07/02 

Ip. 


7907310344 Forwards IE Bulletin 79-15, "Deep Draft Pump Def ici ere 1 e*. 
Action required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/07/11. 
ip. 


7907310415 Forwards IE Circular 79-13, "Replacsment of Diesel Fire 
Pump Starting Contactors, " No action required 

KEPPLERiJ. G Region 3, Chicago, Office of the Director 79/07/13- 
Ip. 
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7907&&0206 Notifies that written reiponses to IE Di^llvtln 79“15tSuppl 
1. should be directed to IE Dlv of Roactor CoTiet ln*p 

KEPPLERrJ 0 Region 3i Chicagoi Office of the Director 79/07/16 
1J> 


79O72^iO4J0 Forwards IE Info Motlce 79“19i *'Plpo Cracks in Btagnant 
Borated Mater S^s at PWR Plant* *’ No action required 

KEPPLERf J O Region 3, Chicagoi Office of the Director 79/07/10 
If 


DOCKET 80-502 BUNDEBERT. UNIT 1 


a Adjudicator^ correspondence 


7907060822 Notifies of Uiuance of NUREO-OShS^ “Title List of Publicl<j 
Available Documents on TMl# Docket S0-32O “ 8uppl will be 
published All now entries will be in NURE0-O540» T1 tie List 
viourna 1< issued monthly 

BORDENICK, B « Branch 4 79/06/07 Opp 


DOCKET 30-503 8UNDEBERT, UNIT 2 


0 Adjudicatory correspondence 


770706DS22 Notifies of issuance of NUREG-OS6B» "Title List of Publicly 
Available Documents on THJ> Docket 50‘‘320 " SuppI ulll be 
published All new entries will he In NUREO-QS40. Title List 
Journal! issued monthly 

BORDENlCKfB M Branch 4 79/06/07 Dpp. 


DOCKET 8TN-B0-592 PALO VERDE NUCLEAR ETATIONi UNIT 4 


A App 1 icatlon/constructlon stage documents correspondence 


7907130065 Summary of 790523 meeting w/applicants in BethesdbthD re 
lubmlttal of nenproprletary financial Info 

LJClTRAiE A Light Meter Reactors Branch 3 79/06/01 4pp 


7907030340 Comments on DES re const of generating station 

KlRSHNERiD ! WILLEY; W R . ROE; D. B. Environmental Defense Fund 
79/06/12 I9pp 


7907030369 Forwards CA Energy Commission comments on DEB 
DiiCUBset only need tt alternatives sections! since proposed 
plant location is outside CA 

URBANfK J California; State of, 79/06/26 2Bpp 


S Utility Preliminary Safety Analysis Report* amends 


7907130426 Forwards errata pages for List of Effective Pages; nmend 3 to 
P8AR for Units 4 1< 9 U Amend 20 to P8AR for Units 1-3. 

VAN BRUNT; E E Arizona Public Service Co 79/06/27. 40pp 


D NRC Draft/Final Environmental Statements; suppls & correspondence 


7907030370 Forwards addl comments by applicants & consultants re DE9 
VAN BRUNT; e E Arizona Public Service Co 79/06/25 3pp 


7907100616 Certificate of Sve verifying that CA Energy Commission 
comments on NRC DES mere mailed on 790629 
FAAQA;C.D California; State of. 79/06/28 2pp. 


7907090326 Comment* by AZ state agencies re DEB; NUREO-0522 b Issvante 
of CPs to AZ Public Sve Co 

OILBERT;R. A Division of Bite Safety 8i Environmental Analysis. 
79/06/29. i3pp. 


7907100633 Forward* comments on draft environ impact etatement; re f 
cDhcerns in emergency response operations; reactor 
operational experience U availability of cooling water 
FALCQ;P. D Environmental Protection Agency, 79/07/03 lOpp 


7907130404 Comment* on DEB Rept doe* not adequately consider cumulative 
environ impact*; bur lal of raduasttr accident analysis U 
impacts of mltigative msatures. 

KEIEROTTO;L. E Inter 1 or; Dep t of , 79/07/06 5pp, 


0. Adjudicatory correspondence 


7907080371 Advises of applicant opposition to L Bard 790327 request 
for financial assistanct. Fil ing took place in wrong forum 
Request is inappropriate per 4NRC494 ( 19761 decision. 

Certificate of Bve end. 

BI8CH0FF;C.A Bnell bWUmer 79/05/14. 4pp. 


790708ujoa Expresses deilre to attend public hearing re facility 
Oppoiss further const Requests ABLE order setting date; time 
& place of hearing 

PEEPLES; M Affiliation Unknown 79/08/18 Ip 


7907060039 Reiponse of AZ Public Sve, Southern CA EdisoniEl Paso 
Electrlc;8an Diego Oai h ElectrlCiNV Power^Dept of Mater b 
Power of LA; et alito Environ Defense Fund 79-0503 petition 
to intervene Certificate of Sve end 

OEHR;A C ; DISCHOFF.C A Snell b Ullmer 79/05/19 17pp. 


7907020007 Arlrona Public Bve first set of Interrogatories it request 
for production of d ocuments. directed to L Dard Certificate 
of 9vc end 

OEHR;A C Qnell *c WUmer 79/05/21 20pp 


7907020003 Reply by State of CA t CA Public Utils Commission to AZ 
Public 8vc 790318 response to Environ Defense Fund 770507 
petition to intervene Certificate of 8vc end 
KERR;J E California. State of 79/05/24 Bpp 


7907100380 Response to CA Public Utils Commission 790316 motion for 
extension of time to file comments to DES Extension granted 
until 790626, Cert 1 ficate of Bve end 
BQHINKIjS M Branch 3 79/03/28 4pp 


7907030294 Opposes plant const due to increased const coit*. impact 
on electric rates b problem of waste disposal 
M1KU8;P, J Affiliation Unknown 79/03/26 2pp 


7907190119 AZ Public 8vc et a 1/ opposi tion to Morongo Band of Mission 
Indians 790511 petition to Intervene If petition Is denied; 
petitioner limited appearance will not be opposed by 
applicants Certificate of Sve end 

OEHRiA C ; BIBCHOFF^C A Snell t( M timer 79/05/29 12pp 


7907180313 Joint applicants response to CA Public Utils Commission 
motion for sitension until 790701 to file comments on DES 
Date suggested Is excessive Time should not be extended 
beyond 790831 Certificate of 8vc end 

OEHR;A. C * BI8CHDFF.C A Snell b Mllmer 79/05/31 5pp 


7907190722 NRC opposition to Morongo Band of Mission Indians 790511 
petition to Intervene Petitioner demonstrated standing but 
failed to justify untimely filing ic to base contention on 
reasonable specificity Certificate of 8vc end 
CUTCH1N;J M Branch 3 79/05/31 Upp. 


^907100297 Motion to file reply to NRC b joint appllconti 79051B 
responses to Environ Defense Fund petition to intervene 
Responses contain factual Inaccuracies which must be 
correc ted. Certlf 1 cate of Bve end. 

MA8TBAVM. D ; ROE; D D Environmental Defense Fund. 79/06/01 4pp 


7907160078 A2 Public Bve et at; oppos t tion to CA Public Utils 
Commission 790824 reply to applicants response to Environ 
Defense Fund petition to Intervene Urges rejection of reply 
for being defective on merits Certificate of Bve end 
OEHRiA C . DISCHOFF.C A Snell h Hllmer 79/06/08 12pp. 


7907130826 Response in opposition to Environ Defense Fund 790601 motion 
to file reply to joint appllcents Sc NRC 790810 responses to 
Environ Defense Fond 790503 petition to Intervene Grant Ing 
of motion would be eounterproduct 1 ve M/Certt f icafce of 9vc 
8aNlNKl;a N. Branch 3 79/06/11 Spp 


7907020006 Art tana Public 8vc answer in opposition to Intervener L Dard 
motion for extension until 790701 to answer first ilitcovery 
requests Certificate of 8vc end 

OEHRrA C 1 mSCHOFF;C A Snell h Milmer 79/06/18 6pp 


/907190706 Joint applicants A2 Public 8vc; et al answer to intervenor 
L Bard motion seeking extension until 790701 for answering 
first round discovery request Certificate of five enc 1. 

CEHR;A C . QI8CHDFF;C. A Snell h Milmer 77/06/15, 6pp 


7907190433 Joint applicants AZ Public Bvc;et al response to Environ 
Defense Fund 790601 petition to file reply iti answer to 
WRC 6 joint applicants Tisponsei to 790S03 petition to 
intervene Certificate of Bve end 

CEHR;A.C.j 9I8CM0FF;CA Snell h Milmer 79/06/iS. 4pp 


7907190379 People of Btat# of CA k Public Utils Commission of Btate of 
CA statement of issues per 790306 special prehearing 
confe-rance order Certificate of Bve end 

KERRpJ.E.! SlNFSONiJC.! MACKENZ I E; V. V California, State of 
79/06/20. 36pp. 
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7907190479 Ca Energy nesource* Conservation tt Development CommlSAlon 
Stetement of iisueSiper ASL0 790306 or(ier> indicating that 
Commitilon ii entitled to oarticipate in hearing os 
Intereste-d state Certificate of Svt end 

URBAIM1 J . GRUENcICH. 0 K California^ 8tatc of 79/06/20 LOpp 


7907090320 CoiT'ients fey intervenor L Bard r* DES Formal prasentutlon of 
cojJiflenti uill be submitted at later date D£S has major 
deficiencies which need attention before CP tan be granted 
BAPD^L Affiliation Uninown 79/06/26 i3pp 


7907090301 Errata to Consents by State of CA t CA Public Util 
Commission of re adequacy of NRC OES 

WEJSSMAN-8 A , KERP, J E , SIMPSON, J C California, State Of 
79/06/29 2pp 


79072*0300 Forward* CA Public Utils Cdnmtsslon decision on Southern CA 
Edison Co proposed 300 kV transmisston 1 jne, Appl ication 
57231 

8TECER,D B Callfornlai State of 79/07/23 Ip 


-“7907260533 CA Public UtiU C<jmnl»*lon decision on Southern CA Edison 
Co proposed 300 kU transmission I Ine. Appl ication 57251, 
flnYSON, J E , STURGEON, V L , CRAVEUE, R D California, Stat|^ of 
79/07/17 41pp 


7907060030 flespon^v Of A2 Public But; Southorn CA Cdiipn»Fl Paso 
Electric, Ban Diego Oas fit Electric, NV Pouer,Dept of Hater 
Power of LA, et ai, to Envi^on Defense Fond 790903 petition 
to intervene Certificate of Svc end 

OEHR. A C , DlflCHDFF,C A Bnell & Hi liner 79/09/ IB J7pp 


7907020007 Ariiona public Bvc first set of interrogator 1 as Si request 
for production of documents, dlrficted to L Sard Certificate 
of Svc end 

QEHP, A C Snell S, Milmor 79/09/21 ftOpp 


7907020003 Reply by State of CA S< CA Public Utils Couiirti s » I on to AZ 
Public Svc 7909IQ response to Environ Defense Fund 79090/ 
petition to Intervene Certificate of Svc end 
KERR, J e California, State of 79/09/24 Dpp 


7907180390 Response to CA Public Utils Commission 790314 motion for 
extension of time to file eDm<hanti to DCS Extension granted 
until 790626 Certificate of 6vc end 
SQHINKI.S « Branch 3 79/06/29 4pp 


7907030294 Opposes plant const due to increased const c untsi impat t 
Oh electric rates ft problem of waste disposal 
MIKU0, P vi Affiliation Unknown 79/03/36 2pp 


DOCKET STN-50-593 PALO VERDE NUCLEAR STATION, UNIT 3 
A Appl icatlon/construction stage documents 6 correspondence 

7907130069 Summary of 790323 meeting w/applicants In Detbesda,ND re 
subBiittal of nonproprietary financial info 

LICITRA,E a Light Water Reactors Branch 3 79/06/01 4pp 

Cceiments on DES re const of generating station 
79 / 06 / 12 ' ^ ^ Environmental Defense Fund 

7907030369 Forwards CA Energy Commission comments on DE9 
Discusses only need 6 alternatives sections, since proposed 
plant location is outside CA * 

URBAN, M J California, State of 79/06/26 2Spp 

fl Utility Preliminary Safety Analysis Report, emend* 

’’pBAR^JoJ '■“* Eff.ctlv. P.g..,A«.nd 3 U 

VAN BRUNT, e e Arizona Public Service Co 79/06/27 40pp 

-■ •«,.»» 4 eorr«,on,.nc, 

F/iA9A,C D Caiifornia, State of 79/06/20 2pp 

JJ'*' “S.NURE0-0S33 4 

Wofw* * 13 , *■ Envlron««t., An.lv.l. 

,P D Environmental Protection Agency 77/07/03 lOpp 

Impacts of mitigative measure, analysis t, 

HEIEROTTOiLE InterionDept of 79/07/06 dpp 

correspondence 

aiSCHOFF.CA 8n.ll6Wii*„ 

Ofpoko? fu^thi?‘coftu/Rr^u^etJ*ASLB Jrdii* feci IJ fry 

^ flAte of hearing ASLB order setting date, time '' 

EEPLeSiK Affiliatlcn Unknown 79/03/15 


79071B01I9 AZ Public Svc ot al, oppoi 1 1 ion to Morongo Dond of Hltslon 
Indians 790511 potitton to Intopvene If petition is dnniedi 
petitioner limited appoarance will not be opposed by 
applicants Certificate of Bvc end 

OEHR.A C , DI8CM0FF, C A Snell l< Uilmer 79/09/29 HtfiP. 

?907iQa3i3 Joint applicants response to CA Public Util, Commission 
motion for extension until 790701 to file comments on DEB 
Date suggested is excessive. Time should not be oxtendod 
beyond 790531 Certificate of 8vc end 

<}EHR,A C , ni8CH0FF,C A Snell U Wllmor 79/09/31 5pp 

7907190722 NRC opposition to Harongo Band of Mission Indians 790511 
petition to Intervene Petitioner demonstrated standing but 
failed to justify untimely filing li to base contention on 
specificity Certificate of Bvc end 
CUTCHIN, J M Branch 3 79/09/31 l|pp 

79071B0S97 Motion to file reply to NftC t, joint applicant, 790510 
responses to Environ Defense Fund petition to intervene. 

Responses contain factual inaccuracies which must be 
corrected Certificate of Bvc end, 

MASTBAUM. D , ROE, 0 B Environmental Defense Fund 79/06/01 4pp 

7907180070 AZ Public Bvc et al . opp os It ion to CA Public UtiU 
Commission 790324 reply to applicants response to Environ 

intervene Urge, rejection of rapiy 
defective on merits Certificate of Bvc end 
CCWRrA C , 0I8CH0FF, C.A Snell (< Wilmer. 79/OA/OD I2pp 

opposition to Environ Defense Fund 790601 motion 
P applicants t, NRC 79001B reiponses to 

d! Fond 790903 petition to intervene Granting 

BOmmil'a M^Certificat. of Bvc 

OUHINRIIS n Branch 3 79/W/Jl, Spp 



OEHRiA.C , BIBCHOFF.C.A Snell S, Nilmer. 79/06/19 ^pp 

BiacHOFFiC.A Snel 1 fr, Wi Imer, 79 / 06/19 6pp, 

OEH«.A,C. ..ISCHOPP.C.A 7,/0A,.a 

y“>. C»«»l.Mon o. Bt.t, ». 

conf.r.nc, ord.^ 

79/06/2a' ' MACKENZIE, V.V ' California. BtAta of 

0 RUENE,CH,B«, 79 /oiyaa .op, 

co*m,nk» p,»*»ntdHon ». 

AfMu.kidn yn*l!«™ 
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7907090301 Errata to commirnt& bi} State 0# CA C< CA Public Util 
ComiTtisslan of ro adequacy of KRC DEB 

UElSQMANrB A . KERRi J E < B1MP80N.J C Callfortila^ Btato of 
79/06/29 2pp 


79072609B0 Foruards CA Public Util« Cofiimls-& ion declalon on Southern CA 
Edison Co proposed 500 kV transmission 1 i ne« Ap p 1 i ca t i on 
57291 

STEGER, D B California. Bfcate of 79/07/23 Ip 


— 7907260503 CA Public Utili Commlasion decision on Southern CA Edison 
Co proposed 500 kV transmission 1 Ine. Ap p 1 i cation 57251 
BR9S0K. J E I sturgeon. V L ^ ORAVELLE.R D California. State of 
79/07/17 4lpp 


DOCKET 97N-50-596 NEW HAVEN. UNIT 1 


A App 1 ication/constructian stage documents & correspondence 


7907110700 Foruards info requests re aesth s t ic s. geology. se 1 smology. al r 
quality &< meteorology 

INDYKE. C H Albany. NY 79/05/04 14pp 


79071300B4 Foruards Info re emergency planning 10CFR50 App EjRoo Ould* 
t lOi.NRC 8RP Section 13 3. NUREO-75/ U 1* u/8uppl 1, "NV State 
Emergency Plan for Radiation Accidents. S< related matl H/o 
ttic 1 

CAPRA. R, A Light Water Reactors Branch 3 79/06/04 2pp 


7907230069 Notification of 790712 meeting w/NY Btate Electric 6 Oas 
Co U BI<U In OothBsda.MD to discuss site drainage b ultimate 
heat sink 

DRONERICKfA Light Water Reactors Drench 3. 79/06/28 2pp 


7907300550 Notifies of cancellation of 790712 meeting u/utll in 
Bethesda.MD to discuss site drainage b ultimate heat 
sink 

DOMERICK.A Light Water Reactors Dranch 3 79/06/28 Ip 


7907310241 Foruards photograph shoeing dragg«d strata. Roc V Pit Ilfin 
response to Question 361 IS of F8AR Amend 4 W/o end 
KINTlOHrA E Neill York State Electric b Oas Carp 79/07/27 Ip 


B Utility Preliminary Safety Analysis Report, amends 


7907310266 Foruards Amend 4 to P8AR Affidavit end. 

KINTlOHrA E Neu York State Electric b Oas Carp 79/07/27 2pp 


—7907310269 Amend 4 to P8AR 

* New York State Electric b Oas Corp 79/07/27. 250pp 


C Utility environmental Report (ER). amends b correspondence 


7907170013 Forwards Amend 4 to environ rapt Affidavit end 

KINTIGH. A E Neu York State Electric b Oas Corp 79/07/12 2pp 


— 7907170016 Amend 4 to environ rapt 

» Neui York Stats Electric b Oas Corp 79/07/01 67pp 


D NRC Draft/Final Environmental Stataments. suppls b correspondence 


7907110601 Olscussrs NRC approval schedule for DE8 b FEB 

BELLS. D E. Environmental Projects Branch 2 79/03/16, 4pp 


0. Adjudicatory correspondence 


7907260694 Forwards notices of appearance for 8H Louis b HE Hulkey as 
counsel for NRC b petitions to intervene filed by 
Oardlner.NY b Ulster County Environmental Hgt Council 
Certificate of 8vc end 

LEWIS. 9. H. Office of the General Counsel 79/04/19 6pp. 

— 7907260701 Bubmitf petition to intervene Intervention justified by 
environ impact of facilities Petition delayed due to late 
not i f icatlon 

EGENEIER. 8, J. Kingston. NV 79/03/15 ip. 


*"*7907260712 is petition to intervene Forwards 790312 press release in 
explanation of late submittal. 

KEEPiNOiW. Gardiner. NY 79/03/13, 4pp 


7907160240 Proposes schedule for conducting joint heerlngs before NRC b 
NY State Board on Electric Generation 8lti-ng Environ re 
application for units at New Kavem NY. Cert i f icate of Sve 
end. 

OREV.R, . INDYKE. C . ENOEL.D. New York » State of. 79/04/27. 11pp. 


7907110708 Initial util answer to Intervenor contentions Identifies 
contentions uhich can be presented unopposed at 790523 
prehearing conference Seeks ASLD extension for filing 
supplemental answers Certificate of Sve end 

SCHUTTiR « ZEBRAKi 1 L Kuber. Haylll. Lawrence b Farrell 79/05/18 
flpp 


7907160106 Contentions rc site selection Util has underestimated 
multiple generation units. has not considered proximity to 
schools b has discriminated against rural populace 
a Safe Energy for New Haven 79/05/29 2pp 


— 7907160113 Contentions of Safe Energy for New Haven re environ matter* 
Util inadequately determined energy needs* has not performed 
sufficient research on alternative sources of energy & has 
not assessed Impact of accident or KV lines 
«■ Safe Energy for Now Haven 79/05/29 3pp 


7907160169 Certification that 790319 petition to intervene b 790510 
contentions truly set forth position of Mid-Hudson Nuclear 
Opponents. Inc. 

BROWN. F. D, Mid-Hudson Nuclear Opponents. Jnc 79/03/31 ip 


7907190003 Support for NRC b State of NY 790437 proposed protocol for 
joint hearings submitted by Ecology Action of Osuiego. 

Buggests mod for joint hearings discovery process. memo 
of understanding, schedule b procedure for joint mailings 
DALY.H, . CAPLAN. D Ecology Action of Dswego 79/06/il 9pp 


7907260476 NY Dept of Public 8ve reply to comments offered by various 
par-ties at 790523 prehearing conference on proposed joint 
protocol in Case 80008 

OREY.R New York. State of 79/06/11 Spp 


7907360121 Forwards E Head 790614 Intervention statement Proposes to 
respond to statement b other pleadings by 790713 
LEWIS, a H Branch 2 NRC 79/06/19 Ip 


—7907260128 Intervention statement offered at 790614 public comment 
sesi ion 

HEAD. E Affiliation Unknown 79/06/14 3pp 


7907190695 Requests extension until 790703 to respond to util b Ecology 
Action of Oiuege 790611 comments on discovery rules 
Certificate of Sve end, 

^ULKEY.M E Dranch 2. 79/06/25 5pp 


7907240235 Reaffirms 790611 comments Application is summary of util 
findings b conclusions NRC b intervenors must develop record 
on which Biting Doerd uill meke final decision 
DALY.H Ecology Action of Dswego 79/06/26. Spp 


Q Inspection reports. IE Bulletins b correspondence 


7907100409 Forwards IE Circular 79-11. "Oesl gn/Const Interlace 
Problem *' No action required 

ORIERiB. H, Region Ir Philadelphia. Office of the Director 
79/06/27 Ip 


T, Hearing transcripts on non-anti trust matters 


7907120083 Transcript of 790614 joint public hearing before ASLP. NV 
State Dept of Public 8vc b NY State Board on Electric 
Generation. 81 ting b Environ in Albany. NY. Pp 627-898 
WENrCR.e, j JORDAN, N H , PARIS. 0 Atomic Bafety and Licensing Board 
Panel 79/06/14. S/lpp 


DOCKET aTN-»0-597 NEW HAVEN. UNIT 2 


A. Appl 1 eat 1 on/c onstr uc t ion stage documents b correspondence 


7907110700 Forwards Info requests re aesthe tl cs. geology . seismology, a ir 
quality b meteorology, 

JMDYKE.C.K. Albany. NY, 79/05/04. 14pp 


7907130084 Forwards info re em-argency plann Ing; iOCFRSO App E. Reg Guide 
1,101. NRC 8RP Section 13. 3. MUREG-75/l 1 1, w/Suppl Ir “NY State 
Emergency Plan for Radiation Accidents." b related matl. W/o 
end. 

CAPRA. R A Light Water Reactors Branch 3. 79/06/04, 2pp. 


7907250069 Notification nf 790712 meeting w/NV State Electric b Gas 
Co b BbVI In Bethesda, HD to discus* site drainage b ultimate 
beat Sint 

DR0H£R1CK. A Light Water Reactors Branch 3 79/06/28 8po 
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7?07300550 Kotifiei of c3ncellatlon of 
to »it» drain43i 

lint 

[>0MER1CK>A Lt^ht Reactors 


7907li3 meeting w/util 
(r ultimate heat 

Branch 3 79/06/28 


in 


tp 


7907310241 Forwarrfi photograph ihouing dragged strata' Rock Pit II/ in 
riiponte to Queition 361 1^ of P5AR Amend 4 U/o end 
Kl^tlOH. A E Mew York State Electric Ic Oas Corp J'f/Ol/Sy ip 


B Utility Prelimlnari/ Safety Analyslf Report/ amends 


7907310266 Forwards Amend 4 to P9AR Affidavit end 

KlMTlOH^A E Mew York State Electric It Oas Corp 79/^7/27 2pp 


—7907310269 Amend 4 to PSAR 

* Mew York State Electric 6 Oas Corp 79/07/27 290pp 


7907260121 Forwards E Mead 790614 intervention statement Propoiei to 
respond to statement 8c other pleadings by 790713 
LEWIS'S H Branch 2 NRC 79/06/19 Ip 


— 790726013B Intervention statoment offered at 790614 public comment 
session 

MEAD. E Affiliation Unknown 79/06/14 3pp 


7907190690 Requests extension until 790703 to respond to util & Ecology 
Action of Oswego 790611 comments on discovory rules 
Certificate of Svc end 
MULKEYiM E Branch 2 79/06/25 Dpp 


7907240235 Reaffirms 790611 comments Application Is summary of util 
findings 6 conclusions NRC 8( intervenors must develop record 
on which Siting Board will make final decision 
DALYi H Ecology Action of Oswego 79/06/26 5pp 


C Utility Environmental Report <ER}< amends 8i correspondence 


Q Inspection reports. IE Bulletins & correspondence 


7907170012 Forwards Amend 4 to environ rept Affidavit end 

KINTICH. A E New York State Electric h Oas Corp 79/07/12 2pp 

—7907170016 Amend 4 to environ rept 

» New York State Electric 6 Oas Corp 79/07/01 67pp 

D NRC Draft/Final Environmental Statements, suppls 8. correspondence 


7907110601 Discusses NRC approval schedule for DES It FES 

SELLS. D E Environmental Projects Branch 2 79/05/16 4pp 


0 Adjudicatory correspondence 


7907260694 Forwards notices of appearance for SH Lewis 6 ME Mulkey as 
counsel for NRC 6 petitions to Intervene filed by 
Oardiner/NY l« Ulster County Environmental Mgt Council 
Certificate of Svc end 

LEWI8/6 H Office of the General Counsel 79/04/19 6pp 


7907260701 Submits petition to intervene Intervention justified by 
environ impact of facilities Petition delayed due to late 
notification 

EOEMEIER/8 J Kingston. NY 79/03/15 Ip 


— 7907260712 ts petition to intervene Forwards 790312 press rel 
explanation of late submittal 
KEEPINO.H Gardiner. NV 79/03/13 4pp 


7907160240 Proposes schedule for conducting joint hearings before NRC h 
NY State Board pn Electric Generation Siting Environ re 
application for units at New Haven. NY Certificate of Svc 
tnc L 

GREY. R , iNDYKEi C . ENGEL. D New York. State of 79/04/27 jilpp 


7907110700 Initial util answer to intervenor contentions Identlfi 
contentions which can be presented unopposed at 790523 
prehearing conference Seeks ASLB extension for filino 
supplemental answers Certificate of Svc end 
SCHUTT.R . ZEBRAK. I L Huber. Maglll, Lawrence 8. Farrell 
Bpp 


79/05/ IB 


7907160106 Contentions re site selection Util has underestimated 
multlpli generation units. has not considered proximity to 
schools L has discriminated against rural populace 
* Safe Energy for New Haven 79/05/29 2pp 


H*ven re environ matte 

^ determined energy needs, has not performed 
sufficient research on alternellva sources of energy 8. has 
^‘’^.,*!******^ impact of accident or KV lines ” 

* Seft Energy for New Haven 79/05/29 3pp 


7907160169 Certi f icaiion that 790319 petition to intervene 8c 790510 
BR0V4H.P D. Mid'Hudson Nuclear Opponents. Inc 79/05/31 Ip 


DALY.H . CAPLAN. B EcoUay Action o# Oswego 77/06/U 9pp 


'REY.fi New York. State of 79/06/11 5pp 


7907100409 Forwards IE Circular 79-11. "Deslgn/Const Interface 
problem *' No action required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/06/27 Ip 


T Hearing transcripts on non-anti trust matters 


7907120083 Transcript of 790614 joint public hearing before A9LP. NY 
State Dept of Public Svc & NY State Board on Electric 
Generation. Biting U Environ in Albany. NY Pp 627-090 
HENNER.S , JORDAN. N H . PARIQ. 0 Atomic Safety and Licensing noard 
Panel 79/06/14 371pp 


DOCKET 50-599 CARROLL FACILITY I 


A App I tcati on/constructlon stage documents 8. correspondence 


7907110023 Forwards copy of mop depicting location of proposed 
alternative sites for fac I I Ity . pamph lot describing NRC 
licensing process 8* NUREO-0100 which describes NRC approach 
to conducting early site reviews H/o end, 

BALLARD.R L Environmental Projects Dranch 1. 79/06/il Ip 


7907110606 Summary of 790430-0504 trip & meeting w/representat 1 vei 
of State of IL 8* otiL re CP application 

HAUPT. C. A Environmental Projects Dranch 1. 79/06/li. 6pp 


7907050330 Bubmits revised schedule for fuel loading dates duo to 
impact of TMl incident 

REED. C Commonwealth Edison Co 79/06/27. ‘spp 


opportunity to review 8< comment on application for 
CP & early site review 

UALLACE.A Iowa. State of 79/06/27 ip. 


G Adjudicatory correspondence 

7907130495 Notice of filing of State of IL opposition to early site 
* review ’ 

DENNETT. N J . 8C0TT. k/ J Illinolt. State of 79/06/04 Ip, 


7907130805 State of IL opposition to early site review Necessity of 
present 8, future^ const li being inveitlgated by IL Commerce 
^ Certificate of Svc end 

BENNETT. N J . SCOTT. W J Illinois. State of 79/06/04 4pp 


7907190339 Notification of 
BENNETT. N J . SCOTT. W, J 


appearance on behalf 
Xlllnoiij State of 


of State of IL 
79/06/04, 4pp 


to intervene in hearings re CP application «, 
early site review. Plant would have negative land 


economy, 

DUDERT. J Iowa Socialist Party. 79/06/05, ^Ip, 


rearing, Ndi^. of a pea^in;; 

M BC Goldberg Sc Certificate of Svc end 
OOOPARO, R J Branch 2 79/0A/07 4pp, 

GODDARD, R J. Branch 2 79/06/12 5pp 
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79-071906-OS NRC ansufer to State of IL 790&DA petition to Intervene 
'Certificate of Svc end 

J Drench 4 79/0&/1S 6pp 


7907190-^ilQ NRC ansuer to U Davies County Ad Hoc Committee on Nuclear 
E^nergg Info 790601 petition to intervene Certificate of Svc 
end 

OODDAWD. R J Branch 4 79/06/12 5pp 


790719071A Notification of filing of State of IL 790613 brief In 
support of IL opposition to earlg site rcvietii 
SCOTTiW-J . BENNETT, N vi Illinois. State of 79/06/19 ip 


7907190602 NBC ansuar to State of IL 790604 petition to intervene 
Certificate of Svc end 

OODDARD. R J Branch 4 79/06/12 6pp 


790719061B NRC ansurer to J Davies Coontg Ad Hoc CamjT>ittee on Nuclear 
Energv Info 790601 petition to intervene Certificate of 8vc 
OTIC 1 

GODDARD, R J Branch 4 79/06/12 9pp 


7907190716 Notification of filing of State of IL 79061S brief in 
support Of IL opposition to earlg site revleu 
SCOTT. W J . DENNETT. N J Illinois, State of 79/06/15 ip 


— 79071907S4 State of IL brief in support of IL opposition to early site 
revleu Revietu is unnecessarg. untlmel g 6 unwarranted 
Affidavit ti Certificate of Svc end 
DENNETT, N J Illinois, State of 79/06/15 7pp 


7907190307 NRC answer to lA Socialist Partg undated petition to 
intervene Certificate of Svc end 
GODDARD. R J Branch 2 79/06/30 3pp 


— 7907190784 State of IL brief in support of IL opposition to earlg site 
review Revieui is utineces sarg, unt imelg 6 unwarranted 
Affidavit 6 Certificate of Svc end 
BENNETT, N vl Illinois. State of. 79/06/15 7pp 


7907190387 NRC answer to lA Sodallst Partg undated petition to 
Intervene Certificate of Svc end 
GODDARD, R J Branch 2 79/06/20 Spp 


7907190446 Comm Ed answers to petitions to Intervene filed by People 
of lU, State of lA, U Davies Countg Ad Hoc Committee on 
Nuclear Energy Info, lA PIRO, et a) 6 lA Socialist Partg 
Certificate of Svc end 

STEPTQE.P P Isham, Lincoln 6 Beale 79706/20 Qpp 


7907190446 Comm Ed answers ta petitions to intervene filed bg People 
of IL. State of lA, J Davies Countg Ad Hoc Committee on 
Nuclear Energy Info. JA PiRO, et al 6 lA Socialist Party 
Certificate of 6vc end 

STEPTOE.P P isham. Lincoln U Beale 79/06/20 Bpp 


H General correspondence 


H General correspondence 


7907100443 Forwards affidavit certifying that Site Suitafatiitg 
Environ Rept,Suppl 1 was distributed on 790702 
NAUGHTONiU F Commonwealth Edison Co 79/07/03 2pp 


7907100443 Porwards affidavit certifying that Site 8ultabilitg - 
Environ Rept/Buppl 1 was distributed on 790702 
NAUOHTON, LI F Commonwealth Edison Co 79/07/02 2pp 


DOCKET SO-600 CARROLL FACILITY II 


A Ap p 1 lea tlon/construc tlon stage documents 6 correspondence 


7907110023 Forwards copy of map depicting location of proposed 
alternative sites for fac 1 1 i tg , pamphlet describing NRC 
licensing process NUREO-OIGO which describas NRC approach 
to conducting earlg site reviews N/o end, 

BALLARD. R L Environmental Projects Branch I 79/06/11 Ip 


7907110606 Summary of 790430-0504 trip 6 meeting w/representatl ves 
of State of IL 6 util re CP application 

HALPT, C. A Environmental Projects Branch 1 79/06/11 6pp 


7907050330 Submits revised schedule for fuel loading dates due to 
Impact of TMI incident 

REED, C Commonwealth Edison Co 79/06/27 GPP 


7907060278 Requests opportunity to review L comment on application for 
CP It earlg site review 

WALLACE, A Iowa, State of 79/06/27 Ip 


0 Adjudicatory correspondence 


7907130493 Notice of filing of State of IL opposition to early site 
revl eui 

BENNETT, N J , SCOTT, W Illinois, State of 79/06/04 Ip 


— 7907130505 State of IL opposition to earlg site review Necessity of 
present (< future const is being investigated by IL Commerce 
Commission Affidavit S, Certificate of 8vc end 
DENNETT,N J , SCOTT, W, J. Illinois, State of 79/06/04, 4pp. 


790719033? Notification of appearance on behalf of State of IL 
BENNETT, N J I SCOTT, U J Illinois, State of 79/06/04 4pp 


7907110610 Petition to Intervene In hoarlngs re CP appllcatian it 
request for earlg site review Plant would have negative land 
use effort on area 6 would harm local economy 
DUBERT. J, Iowa Socialist Party, 79/06/03 Ip, 


7907160013 NRC answer in support of Stats of lA 790330 notice of 
participation in hearing Notice of appearance of RG Goddard 
it 8G Goldberg It Certificate of Svc end. 

GODDARD, R J Branch 2, 79/06/07. 4pp, 


7907190S93 NRC answer to lA PIRO, Ca thol Ic Worker, Dubuque Fellowship of 
Reconc i I latlon. Environ Coordinating Organliatlon Be Carroll 
County Environ Coalition 790601 joint petition to Intervene. 
Certificate of Svc end 

OGDDARDi R J Branch 2 79/06/12 3pp, 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0008 DATTELLE COLUMBUS LABDRATORIEB 


790705042B Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus. '' No action required 

KEPPLER, 0 Region 3, Chicago, Office of the Director 79/06/22 

Ip 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP 


7907110616 Requests amend to License SMN-21 to conduct series of 
operational performance tests w/unlts of MO 6 Ml fuel plates 
u/x-reg fluoroscope 

REHLEY, H E Rockwell International Energy Systems Group 79/08/10. 
4pp 


7907300243 Forwards IE Imp Rept 70-0025/79-03 on 790326-30 No 
noncomp 1 i ence noted 

BOOK, K E Region 3. Ban Francisco, Fuel Facility 6 Materials 

Safety Branch 79/03/14 2pp 


7907100453 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Apparatus No action required 

ENGELKEN,R H Region 3. 8an Francisco, Office of the Director 
79/06/22 ip 


7907300260 IE Insp Rept 70-0023/79-03 on 790326-30 No noncomp 1 lance 
noted, tlaj-or areas i nspected . faci 1 ities 6 sys mods, internal 
review it audits safety committee, procedure cantrol, 
criticality & environ safety 

COOLEY. W J , FOND, F F. , BOOK, H E Region 3, San Francisco, Fuel 

Facllltv 6 Materials Safety Branch 79/OS/ll 17pp 

DOCKET 70-0027 BABCOCK 6 WILCOX CO 


7907160227 Aminits License 8NN-0042 to authorize rsorganl latlan 6 
administration of radiation control program 6 emergency plan 
mod Review of amend application end 

GROW, W. T Fuel Process. 6 Fab. Branch 79/04/23, lOpp 


7907100705 Forwards air effluent monitoring program conducted by 
applicant over past 18 months Applicant seeks amend to 
export license to allow reduction in monitoring program 
Approves amend. Recommends permanent location of station 
SHUM, C Y. Fuel Process it Fab. Branch 79/04/26 7pp 


7907200233 Forwards IE Insp Rept 70-0027/79-04 on 790327-29 No 
noncomp 1 lance noted. 

SUTHERLAND, J, T. Region 2, Atlanta, Fuel Facility Materials 

Safety Branch 79/05/10 2pp. 
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-'7907200234 IE Insp R«pt 70-0027/79-04 on 790337-39 No hOncontp 1 ianc« 
not*d Major area* inip^ctsd radiological ativiron mpnltoring 
program including ngt controlsiOc maasures h moriltpring 
station* 

PEERV, H U , HACAftTHUR.T C . J M Rogltn 2v Atlanta# Fool 

Facility t MafcrriaU Safety Qranch 79/05/10 App 


790?Q30l77 Discusses anmd fea for 760915 applicatlpn for Amand 0 to 
License SMM-43 Amend reclassified fron (ninor to major Addl 
fee required 

miller, W 0 License Fee Management Branch 79/05/15 Ip 


* 

79070504M Request* description of aH artlons fcoten ro comprelipriMv* 
evaluation lept IE Intends tp confirm s^iti sfoctory 
resolution of all Items requiring octiftw 
BURNETT#R F Division of Safeguards 79/05/39 ip 


7907240160 Foru^ardfl IE Circular 79’'09 j '*0c cur ronco* of Rpllt or 
Functurod Regulator Diaphragms in Certain Qp 1 f-Contalnod 
Dreathing Apparatus ” No action required 

ORIERiB H Region 1. Ph 1 ladelph la# Office of the Director 
79/06/25 ip 


7907100063 Forjarrfs 16 Circular 79-00, "Attempted Eitortion - Lo\j) 
Enriched u " No action required 

O'REILLV, J P Region 2, Atlanta, Office of the Director 
79/05/16 ip 


7907060193 Responds to 790412 1 tr FOruards amended BectioTi 9 O of 
Amend MPP-l to License SNM-'42. adding Condition 9 4 5 re 
physical protection plan isolation tone 

MCCOHKLE. 0 H Physical Security Licensiiig Branch 79/05/20 

Spp 


7907060396 Requests eiception to 10CFR70 51 (e J (4) < i ). Completion of 
calculation oP associated limit of error of MUF for each 
element 6 fissile isotope for U contained in mail in process 
will he delayed from 790506 to 0601 

fCCtANAHANtH H Battoct t Hi! cot Co 79/05/25 2pp 


7907110431 Grants 790525 request for 6-day eitenslon to complete 
requirement for Mar/Apr 1979 physical inventory period re 
License SNrt-27 

PARTLQHrJ G Material Control Licensing Branch 79/05/31 Ip 


7907230498 Act receipt of 790517 Itr Informing NrC of steps taken to 
55^7!”* noted in IE Insp Rept 70-0027/79-06 

Region 2, Atlanta. Safeguards Branch 79/06/14 ip 


KENNA » B 


1" Je I".. 

Rept 70-0027/79-06 Corrective actions info withheld 
iref lOCPfia 790) 

EHINO, J F Dabcock 6 Wilco* Co 79/05/17 ip 


DOCKET 70'-Q036 CQMPUSTION ENGINEER I NO. INC 


7907330735 Submits Amend 3 to 790112 application Condition 22 amirndi 
license to include decommissioning plan & financial 
commitment 

CRQkli kl T Fuel process 6 Fah Dronch 79/06/04 Ip 


7907050432 Foriuards IE Circular 79^09( “Occurrence* of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus, ” No action required 

KEPPLER. J 0 Region 3. Chicago. Office of the Dlrotior 79>06/aa 

Ip 


7907240143 Forwards IE Circular 79-09. "Dec vrrencos of Split or 
Punctured Regulator Diaphragms In Certain 8o I f-Contained 
Breathing Apparatus " No action required 

GRlER.n H Region 1. Philadelphia. Office of the Director 
79/06/25 ip 


DOCKET 70-0049 FLORIDA. UNI V OF 


7907I000B9 Forward* IE Circular ?9-08. “Attempted Entortlon - Low 
Enriched ^ No action required 

** Region 3« Atlanta. Office of the Director 


DOCKET 70-0135 OAOCOCK «< WILCOX CO 


— •77072^5|5 Forwards ig fnsp ff*pt 70-0027/79-06 on 790409-13 Notice of 
violation withheld Cref 10CFR2 790) «psicb or 

KENNA.W B Region 3, Atlanta, Safeguards Branch 79/05/02 


7907030473 Forwards revised proposed 
plan, Revision 0 Plan withhold irop 
AUSTIN. M A Babcock i( Wllro* Co 


apollo site safeguard* contlngencv 
locFna 790V 
79/04/26 2pp 


— 7WM05M IE 7fl-ODS7/7<>-Oi on 79(M0?-,3 Monc.«m.nc. not. 

failure to calibr two attountabl i 1 ty scales aver ranee of 
operation Details withheld (ref 10CFR2 790) ^ 

ROBERTSON. JS . JONES. D W , PlLLBSP^gyr 3 , Atlanta. 

Safeguards Branch 79/05/01 ip ® «cianta. 


7907110427 Grants 790509 request to delay 
enriched U physical inventory by adding 
SNN-i45, Also approves proposed change* 
nuclear matl control plan 
BURNETT, R F Division of Safeguards. 


starting time to conduct 
condition to Licenee 
to fundamental 

79/03/31 2pp 


low 


7907180724 Forwards lE Circular 79-09. “Occurrences of Solit nr 

8r«tAl^? Diaphragms In Certain Bel f-ContalnSj 

breathing Apparatus " No action reaiilred 


I tn«nge* oe mode before Operations securU 
qu.Jl.lctlon pUn to 

WCOBKLE,® U Phviical Sacurit, Licgntlng Ilpaneh 79/Oa/ai 


”-‘8' H.an.r, « Mo action 

79/07/06“' Ip ®‘ ****"‘*- 9. til. Bir.ctor 


7907240139 Forwards IE Circular 79-09. ''Occurrences of BolSt or 
BrelthiJ^ Regt/latop Diaphragm* In Certain £?el f-Copta Ined 
*' No action required 

79/llAs^' tp Philadelphia. Office of the Director 


OOCKET 70-0033 TEXAS INSTRUMENTS. INC 

CROM.W T Fn.I Pro,.., 6 F.t 79/04/16 Ip 

»n 7903,9-^2 

.^T.N,M0 i. Pkllno.lpt,., 

Safeguards Branch 79/05/10 3pp 1* Philadelphia, 

nuclear taiinuJI 1^"** between NRC & 

79/o 5/M^ Bp,”*®*"*" Philadelphia, QftUti of the Director 



nuclear FUEL SERVICES. INC, 

795ot/01 ’''*•> BtvU.., i„c U„b. OP 0,tt9 Oil Co 

MCCOUKLEiO w Phyitct a.ourity Liconilng Sronch. 79/04/10 ip 

.0CFB2?790)I''*'*** onsnd to ti.on.o SNH-1S4 Arntn,! ultKh.ld (t»P 
W/M/m*' JT>t <.ub. of o.tty DU Co. 

NPS »t.iko'’on*7904'6'Di«!l«3on'u/jE°Jiv»I!*tf*"’ ‘‘‘’"““‘"k vtolont 
P“*» cyol. 4 Mot.rlol Bof.ty 
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79070tOl34 Rftquetits SO-day exten«ion until 790617 for fiUbniittal of 
complete revision of Section 7 of fundamental nuclear 
matl control plan 

MICHELjC J Nuclear Fuel Servicesi Inc IftUbs of Ootty 013 Co ) 
79/04/23 tp 


7907090368 Requests extension of imp 1 ementatlan date for License 
Conditions 9 3 10 1 through 93103 due to labor problems 
MANSERi W C Nuclear Fuel Services* Inc isubs of Oetty Oil Co ) 
79/03/04 Ip 


7907190304 Ack receipt of 790316 transmittal of License SNN‘'1S4 
Discusses incorrect ref to Condition 29 requirement for 
quarterly emergency evacuation drill Condition 29 actually 
requires drills 

MlCHELiC J Nuclear Fuel Services, inc (subs of Oetty Oil Co 1 
79/03/07 Ip 


7907030472 Requests extension until 790731 in uihich to respond to 
annual audit of contract labs performing matl control I, 
accounting measurement sve 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of Oetty Oil Co > 
79/03/10 2pp 


— 7907020473 Responds to 790310 request for amend to License SNM-124, 
Bstonding time limits for review of contractor matl 
control tt accounting measurement sve Requests submittal of 
admlni strat Ive amend fee 

WEI 8 S 1 D License Fee Management Dranch 79/03/lB Spp, 


7907060386 Forwards financial statoments as of 701231, inc 1 uding 
comparative data for 1977 Statements withheld 
(ref 10CFR2 7901 

CONTI, P L Nuclear Fuel Services, tnc (subs of <}etty Oil Co 1 
79/05/14 2pp 


7907090361 Forwards "Planning Ouldelines " Requests prompt completion 
of NftC review 6 termination of 790433 license condition Enel 
withheld (ref 10CFR2 790> 

TAYLOR, C N Nuclear Fuel Services, Inc (subs of Oetty Oil Co 1 
79/03/17 2pp 


7907180706 Forwards addl info requested 790329 End withheld 
(ref 10CFR2 790) 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
79/03/17 3pp 


7907100070 Forwards IE Circular 79-00, “Attempted Extortion - Lou 
Enriched U " No action required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/lB Ip 


7907230738 Recommends termination of 790423 license condition in 
response to 790317 application Prior written approval from 
NRC is not necessary before introduction of 8 NM into process 
ftys or startup of operations using mgt personnel 
DELANEY, J C. Fuel Process 8 , Fab Dranch 79/03/18 3pp 


7907160247 Ack receipt of IE Insp Rept 70“0l43/79«-i2 on 790321 No 
proprietary info 

MANSER, VI C Nuclear Fuel Services, Inc (tubs of Oetty Oil Co } 
79/03/23 Ip 


—7907160239 Forwards IE Insp Rept 70-0143/79-12 on 790321 No 
noncomp 1 iance noted 

SUTHERLAND, v) T Region 2 , Atlanta, Fuel Facility t, Katerlals 

Safety Branch 79/03/10 2 pp 


— 7907130132 Requests GO-day extension to respond to violation noted in 
IE Insp Rept 70-0143/79-14 

HANBERjU C Nuclear Fuel Services, Inc. (subs of Oetty Oil Co ) 
79/03/01 Ip 


— 7907130143 Forwards IE Insp Rept 70-0 1 43/79-1 4 on 790312-30 6 notice of 
violation Info withheld (ref lOCFRS 790) 

HENNA, W n Region 3, Atlanta, Safeguards Branch 79/04/11 

app 


7907190028 Discusses inventory differences in highly enriched U which 
exceeded associated limits of error Review should Include 
specific effect of now solid separation equipment in scrap 
p lant 

0 'REILLY, J P Region S, Atlanta, Office Of the Director 
79/06/14 Ip 


7907230607 Ack receipt of 790605 1 tr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0143/79-17 
SUTHERLAND, J T Region 2, Atlanta, Fuel Facility h Materials 

Safety Dranch 79/06/19 ip 


—7907230615 Responds to NRC 790518 Itr ra violations noted In IE Insp 
Rept 70—0143/79-17 Corrective actions required weekly 
testing of critical alarm sys reinstated Employees 
instructed 

HANBERiVI C Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
79/06/05 2 pp 


—7907230623 Forwards IE Insp Rept 70-0143/77-17 on 790500-10 & notice 
of violation 

8 UTHERLAND,J T Region 2 , Atlanta, Fuel Facility U Materials 

Safety Dranch 79/05/10 2pp 


— 7907230640 Notice of violation from insp on 790500-10 

* Region 2, Atlanta, Office of the Director 79/05/17 Ip 


—7907230652 IE Insp Rept 70-(5l43/79-l 7 on 79050B-10 Noncomp Hance noted 
failure to perform weekly tests of criticality monitoring 
sys 

CORYELL. 0 P , LEE, T D Region 2. Atlanta, Office of the 
Director POTTER. J P Region 2, Atlanta, Fuel Facility U 

Materials Safety Dranch 79/05/17 4pp 


7907110209 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Del f-Contained 
Breathing Apparatus " No action required 
□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/06/aa Ip 


7907160090 Responds to 701212 Itr Delineates steps NRC has taken to 
ensure high level of safeguards assurance Facility was 
Inspected to verify actions taken in response to guidelines 
of comprehensive evaluation program 
HENDRIE, J H Cammisslon 79/06/29 6 pp 


— 7907160i2a Responds to proposed mod to License Conditions 2 10 5, 3 re 

790109 meeting in Bilver QprlngiMD Mods are acceptable 6 do 
not decrease safeguards effectiveness License amend end 
BURNETT, R F. Division of Safeguards 79/01/23 ijpp 


—7907160134 Comments on 70O7£B Itr BECY-70-425A should be amended to 
include thefts of license-exempt 8 < strategic 8 NH Requests 
current status of physical security 6 mat! accounting at 
plant. 

COCHRAN, T Q Natural Resources Defense Council 78/12/12 3pp 


—7907160268 IE Insp Rept 70-0143/79-12 on 790321 No noncompliance noted 
Major areas Inspected nonrad lolog ical liquid effluents, 
underground tank monitoring program h stack fluoride 
monitoring program 

CUNNINOHAH, A L , ANDREWS. D L , HUFHAM, J W Region 2, Atlanta, 

Fuel Facility 6 Materials Safety Branch 79/03/09. Gpp, 


—7907160150 Comments on adequacy of physical security tc matl accounting 
at plant Present safeguards approach is insufficient t, 
statistical approach is sound Safeguards review of facility 
should be open to public 

COCHRAN, T B Natural Resources Defense Council 70 / 03/03 3 pp 


7907060209 Conveys concern over certification fa use of '*KAPL Btd" 

In measurement control program. 

PARTLOW, J 0. Material Control Licensing Branch, 79/05/23. ip 


79Q713D111 Ack receipt of 790530 Itr informing NRC of eteps taken to 
correct violations noted in IE Insp Rept 70-0143/79-14 
HEMNAfM B. Region 2, Atlanta* Safeguards Branch 79/06/13 Lp 


—7907130121 Responds to NRC 79041 1 Itr re violations noted In IE Insp 
Rept 70-0143/79-14 Corrective actions, withheld 
(ref 10CFR2. 790J. 

MANSER, W c Nuclear Fuel Services, Inc. (subs of Oetty Oil Co J, 
79/05/30. Ip 


— 7907160159 Notlftas that comprehensive avaluation of facility not yet 
available Facility will be held to high level of safeguards 
assurance 8 how cause proceeding is not i ndicated 'under 
circumstances. 

(SILlNBKVrV Commission, 7B/0S/17 Spp 


— 7907160166 Com-prehensl V* Evaluation Rept on Nuclear Safeguards dtd 
700407. 

« Commission 78/04/07 Spp 


7907240495 Forwards IE Info Notice 79-18. *^ 8 Vylab Reentry." No action 
required 

O'REILLY, J.P Region 2 , Atlanto, Office of the Director 
79/07/06 lp 
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DOCKET 70-0152 PURDUE UNJV 


7907050421 Foruards lE Circular 79-09> “Qccurrsnce* of Split or 
Punct^^rod Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus “ No action required 

KEPPLER. J 0 Region 3. Chlcagoi Office of the Director 79/06/22 
IP 


DOCKET 70-0267 NUCLEAR SCIENCE & TECHNOLQOY FACILITY AT BUNY 


79070204B5 Forwards Matl Status Rept NRC/ERDA-742 for 7B0930'-79D331 for 
Licenses R-77 U 8NM~273 

HAASiH N New York. State Univ of. Buffalo 79/05/10 Spp 


DOCKET 70-0297 GEORGIA INST OF TECH 


7907100114 Forwards IE Circular 79-OB. "Attempted Entortlon - Low 
Enriched U " No action required 

D^RElLLYiJ P Region 2. Atlanta, Office of the Director 
79/05/18 Ip 


DOCKET 70-0364 PARKS TOWNSHIP SITE. BABCOCK 6 WILCOX CO 


7907030072 Incorporates activities author! ling License 37-04456-03 into 
revised License aNM-414 issued 790202 Forwards Amends 33 to 
License 37-04456-03, terminating license 

ROUSE, L C Fuel Reprocess & Recycle Branch 79/02/05 Ip 


— 7907030074 License 37-04456-03 is terminated bg incorporation Into 
Llcente 8NM-414 

OASSIN, N Licensing Management Branch 79/02/05 Ip 


7907110232 Summary of 790502 meeting w/BtW re schedule for ventilation 
revisions 

BURHARDT. W Fuel Reprocess Recycle Branch 79/05/07 tp 


7907060504 Requests amend of Condition 37 of License 8NH-414 re Pu 
ventilation upgrading program 

AUSTIN. H A Babcock (< Wlicoi Co 79/05/14 3pp 


7907260000 Discusses plans to Install communication lines between NRC U 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters tc regional ofc will forward 
operational St environ info 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/05/22 2pp 


7907110224 Forwards "Environ Consequences of Postulated Pu Releases, “ 
Mar 1979 

ROUSE. L C Fuel Reprocess S. Recycle Branch 79/05/23 Ip 


—7907U0235 "Environ Consequences of Postulated Pu Releases." Mar 1979 
MCPHERBONjR D I HATBOffj E C Battel le Memorial Institute. Pacific 
Northwest Laboratory PNL-2a33 79/03/31 65pp Available at 


7907110257 Forwards "Risk Analysis of Postulated Pu Releases 
from Q&W Plant as Result o# High Minds & Earthquakes " 
ROUSE. L. C Fuel Process & Fab Branch 79/03/30 Ip 


—7907110272 "Risk Analysis of Postulated Pu Releases from B&W 
Plant as Result of High Winds & Earthquake " 

* Fuel Process & Fab Branch 79/05/30 3Bpp 


7907090121 Forwards increment of analysis of effects of natural 
phenomena relative to plutonium fabrication operations 
ROUSE, L,C. Fuel Reprocess 6 Recycle Branch 79/03/31 Ip 


'“7907090123 "Flooding Risk Analysis " 

» Fool Reprocess & Recycle Branch. 79/05/3i lOpp 


7907240139 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus, " No action required 

79/O6/22” Ip Philadelphia, Office of the Director 


DOCKET 70-0371 UNITED NUCLEAR CORP 


7907110611 Responds to 700610 1 tr ro change in spec for isotopes of U, 
other than U-233, in diffusion plant product Ltr classified 
tti/o clear need 

CROW. W T Fuel Process & Fab Branch 79/04/04 Ip 


7907060500 Forwards revised safeguards contingency plan In response to 
790220 ltr Plan whlthheld (ref 10CFR2 790) 

KIRK. W F United Nuclear Corp 79/05/18 2pp 


7907260D19 Discusses plans to install communication lines between NRC U 
nuclear facilities for emergency use, Direct lines from each 
facility to NRC headquarters regional ofc will forward 
operational & environ info 

ORIER.B H Region 1. Ph 1 1 ado Ip h 1 a. Office of the Director 
79/03/22 2pp 


/907060206 Notification of 790606 meeting In Silver Spring. MD to 
discuss 6NM accounting programs at Naval Products Div 
Recovery 8ys Oiv 

PARTLOW, J <3 Material Control Licensing Branch 79/05/25 2pp 


7907180228 Conveys concern over certification 6 use of KAPL std in 
measurement control program 

PARTLOW. vl 0 Material Control Licensing Branch 79/03/25 Ip 


7907190156 Expresses concern over certification tt use of KAPL std In 
measurement control program Prior to performing analyses, 
appropriate tests must be conducted to demonstrato that 
biases are not introduced 

PARTLOW, U 0 Material Control & Accountability Development 

Branch. 79/05/25 Ip 


7907100664 Responds to 781011 ltr re amond fee for review of sefaguards 
contingency plan Fee specified in iOCFR170 is due 
MILLER, W 0 License Fee Management Branch 79/05/29- 2pp 


7907240161 Forwards IE Circular 79-09, "Occurrences of Spilt or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

GRIER, 0 H Region l» Philadelphia. Office of the Director 
79/06/22 Ip 


DOCKET 70-0432 VIRGINIA, UNIV OF 


7907100001 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY, J P Region 2, Atlanta. Office of the Director, 
79/05/10 Ip 


DOCKET 70-0462 FLORIDA. UNIV OF 


7907100005 Forwards IE Circular 79-08, "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY. J P Region 2. Atlanta, Office of the Director. 
79/05/18 Ip 


DOCKET 70-0572 M0N8ANT0 RESEARCH CORP 


7907030422 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

KEPPLER, J 0. Region 3, Chicago. Office of the Director, 79/(96/22 
IP 


DOCKET 70-0698 WALTZ MILL BITE, WESTINOHOUSE ELECTRIC CORP. 


7907240171 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus." No action required 

ORIER.B H, Reglqn 1. Philadelphia, Office of the Director. 
79/06/22 ip 


DOCKET 70-0368 GEORGIA INSTITUTE OF TECHNOLOGY 


DOCKET 70-0734 GENERAL ATOMIC CO 


7907100657 IE Circular 79-08, ''Attempted Extortion - Low 

Enriched U No action required 

2 , Atlanta, Office of tha Director 

79/05/18 2pp. 


7907110600 Forwards draft comprehensive evaluation rept consolidating 
observations of four teams that visited facility durlno Uul 
1979. Draft withheld (ref tOCFR2. 790). 

MCCORKLE, 0 W. Physical Security Licensing Branch. 79/05/31, 

2 pp. 



DOCKETED ITEMS 


7907230597 Nfltifles of error in 790329 Itr which transmitted revision 
to Sections 1 0 tg 8 0 of Areend MPP-l to license Correct 
verelons of Conditions 2 1 Sc 6 1 end 

PARTLOWjJ 0 Material Control S« Accountability Development 

Branch 79/06/06 2pp 


7907100454 Forwards 1£ Circular 79-09* '^Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Apparatus " No action required 

ENDSLKENi R H Region 3# San Francisco* Office of the Director 
79/06/22 Ip 


7907030308 Forwards five revised pages to modified physical security 
plan for guard training & qualification plan Pages withheld 
(ref iOCFR2 790) 

MOWRY. W R General Atomic Co (subs of Gulf Oil Corp 1 79/06/28 

IP 


79071S0273 Forwards IE Insp Rept 70-0734/79-06 on 790416-30 & 0521-22 & 
notice of violation Insp rept It notice of violation 
withheld (ref 10CFR2 790» 

NOR DERM AUOi L R Region 5i 8an Francisco* Safeguards Branch 

79/07/06 2pp 


DOCKET 70-0754 VALUED IT08 NUCLEAR CENTER* GENERAL ELECTRIC CO. 


790709037B Submits revised pages to physical security plan reflecting 
changes previously submitted in Itr formt Includes several 
other minor changes Info withheld (ref lOCFRa 790) 

CUNNINGHAM* G E General Electric Co * Nuclear Energy Products Dlv 
79/04/13 3pp 


7907180771 Informs that OE will have resources required to decommission 
SNM~960 facilities at Vallecitos Nuclear Ctr 
BEATON. R H General Electric Co 79/05/14 Ip 


7907100661 Forwards comments re Security Guard Training & Qual 1 f ication 
Plan Requests plan be revised to reflect comments Plan 
withheld <ref 10CFR2 790) 

MCCORKLE. 0 W Physical Security Licensing Branch. 79/05/30 

3pp 


7907090134 Review of Revision 1 to safeguard contingency plan 
transmitted on 790405 Submission acceptale after minor mods 
incorporated End withhold (ref tOCFR9 12) 

MCCORKLEiO W Physical Security Licensing Branch 79/06/01 

spp 


7907100243 Forwards IE Insp Rapt 70-0754/79-06 on 790424-30 No 
noncomp I lance noted 

BOOK* R E Region 5* San Francisco* Fuel Facility 4( hatarials 

Safety Branch 79/06/01 2pp 


—7907180261 IE Insp Rept 70-0754/79-06 on 790424-30 Mo noncompl lanca 
notad Major areas Inspected organl rationi mods to facilities 
I* sys* records control & storage it internal review it audit 
CODLEV.N J I saOK*H. E Region 3* San Francisco* Fuel Facility it 

Maiorials Safety Branch 79/05/31 Bpp 


7907090093 Responds to 780616 8< 790427 Itrs I* forwards Revision 3 far 
Sections 1 0 - 8 O of Amend MPP-2 to License 8NM-960 
Revision withheld (ref 10CFR2 790) 

PARTLOWi J 0 Licensing Management Branch, 79/06/06 Spp 


7907130287 Orders each party to address ABLD in written memorandum re 
Intervenor R Oellums Directs parties to discuss status of 
intervenor whether case should be referred to DOJ 
LUTON* E. Atomic Safety and Licensing Board Panel 79/06/18 Spp 


7907190631 Orders parties to respond to questions r* intervention of 
Congressman Oellums it representation by Haltarman it Snow 
Focus of questions standing L possible violation of federal 
criminal law 

LUTONiE Atomic Safety and Licensing Board Panel 79/06/lB Spp 


7907100457 Forwards IE Circular 79-09* "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Apparatus “ No action requirad 

ENOELKENi R. H, Region 5* San Francisco* Office of the Director 
79/06/22 Ip, 


DOCKET 70-0820 UNITED NUCLEAR CORP 


7907200405 Forwards IE Insp Rept 70-0820/79-09 on 790402-04 No 
none ompllance noted 

MARTIN* U 0. Region 1* Philadelphia* Safeguards Branch 79/05/17. 
2PP 


—7907200490 Summary IE Insp Rept 70-OB23/79-09 on 790402-04 No 
none Ofiip 1 lance noted Major areas Inspected nuclear matl 
control accounting in area of export verification Rapt 
withheld (ref 10CFR2 790) 

DIS8ET*P * JOYNER I J H Region 1* Philadelphia, Safeguards 

Branch 79/05/16 3pp 


7907060493 Forwards "Decommissioning Plan for United Nuclear Corp 
Recovery 8^gsi License 8NM-777 

BOWERH.C e United Nuclear Corp 79/05/lQ Ip 


— 7907060494 "Decommissioning Plan for United Nuclear Corp Recovery Oys 
License SNM-777 " 

# United Nuclear Corp 79/05/16 7pp 


7907260015 Discusses plans to install communication lines between NRC L 
nuclear facilities for emergency use Direct lines from each 
facility to NRC headquarters & regional ofe will forward 
operational it environ info 

QRIER* B li Region 1. Philadelphia* Office of the Director 
79/05/22 Bpp 


7907060206 Notification of 790606 meeting Ih Silver Spring. MD to 
discuss 9NH accounting programs at Naval Products Div & 

Recovery Sys Dlv 

PARTLOW* J 0 Material Control Licensing Branch 79/05/25 2pp 


7907090045 Requests amend fee as specified in IOCFR170 3J(lA),for 
amend to License aNM-777 

NEI8S*D License Pee Management Branch 79/05/31 Ip 


7907180684 Ack receipt of 790521 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0020/79-07 
NARTIMiW 0 Region 1* Philadelphia. Bofeguards Branch 79/06/12 

Ip 


— 79071B0698 Responds to NRC 790510 itr re violations noted in IE Insp 
Rept 7O'»082O/79-07 Corrective actions change line painted on 
loading dock* signs posted it personnel reinstructed in 
procedures for area 

BQNER8* C E United Nuclear Corp 79/05/21 2pp 


— 79071B0709 Forwards lE Insp Rept 70-0020/79-07 on 790305-23 8. notice 
Violation 

MARTIN* N 0 Region 1* Philadelphia* Safeguards Branch. 

79/05/10 2pp 


‘7907180720 Notice of violation from insp on 790305-23 

« Region 1. Ph 1 lado Iphia. Safeguards Branch 79/05/09 Ip 


-7907100734 IE Insp Rept 70-0820/79-07 on 790305-23 None omp 1 lance not* 
failure to define contamination control it clean areas, 

8HAUB.E T * DlSEETTiP H . JOYNER. U H Region 1* Philadelphia* 

Safeguards Branch 79/05/09 6pp 


7907240165 Forwards IE Circular 79-09, "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus." No action required 

ORlERiD H. Region l* Philadelphia. Office of the Director 
79/06/22 Ip 


DOCKET 70-0824 BABCOCK L MILC07 CQ 


7907100071 Forwards IE Circular 79-08* "Attempted Extortion - Low 
Enriched U " No action required. 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/05/18. Ip 

79()7O2O470 Ack receipt of 790521 Itr notifying NRC of organ! rat 1 on 
change Requests payment of administrative amend fee 
NEIS&.D License Fee Management Branch. 79/06/20 Ip 


7907230409 Forwards IE Info Notice 79-16* "Nuclear Incident at Till. 
No action required 

Q'REILLY.JP Region 2, Atlanta, Office of the Director, 
79/06/22 Ip 


7907240486 Forwards IE Info Notice 79-18* "Qkylab Reentry," No action 
required, 

O'REILLY.JP, Region 2* Atlanta* Office of the Director. 

79/07/06 ip 


DOCKET 70-0093 FLORIDA INSTITUTE OF TECHNOLOGY 


7907100110 Forwards IE Circular 79-08. "Attempted Extortion - Low 
Enriched U " No action required, 

□ 'REILLY* J P, Region 2* Atlanta, Office of the Director. 
79/09/ J a. Ip. 
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DOCKETED ITEMS 


DOCKET 70-0925 ClHHAfiOM FACILITY. KERR-MCGEE CORP 


7907110434 Fc>ruflTd» IE Imp R»pts 70-0925/79-02 «< 
790417-20 nonco-npl lane* not»d 

DAVI9.A a Regio'^ 3* CMcago. Fufl Facility 

Branch 79/03/10 2pp 


79-1193/79-02 on 
& Materials Safety 


DOCKET 70“ I 068 FLORIDA/ UNIV OF 


7907100083 Foruard* IE Circular 79-08* 
Eoi-UhBd U ■ NO aotion , 

O'REILLY/ J P Reg Jon 2/ Atlanta* 

79/05/1 a IP 


"Attempted Extortion 
Office of the Oirsetnv 


^ Low 


-7907J 10439 IE Injp Rept* 70-0925/79-02 L 70-1193/79-02 On 790417-20 No 
none Offip 1 lanc e noted Major areas inspected organ! lation/ 
facility changes L nodS/ internal audits L safety /neetlngs/ 
conduct of operations 5* energency planning 

DUBRYiN E * Kl/ETER,L J Region 3/ Chicago/ Office of the 

Director FlSHHR.W L Region 3* Chicago/ Fuel Facility it 

Materials Safety Branch 79/05/09 9pp 


7907050479 Notifies of NRC intent to install special telephones at all 
operating nuclear pcb/er plants tt selected fuel facilities 
KEPPLER/ J 0 Region 3/ Chicago* Office of the Director 
2PP 


79/05/22 


7907050437 Forwards IE Circular 79-09/ “Occurrences of Split 
Punctured Regulator Diaphragms in Certain Sel f-Contained 
Breathing Apparatus “ No action required 
KEPPLER/ J 0 Region 3. Chicago. Office of the Director 
ip 


or 

79/06/22 


DOCKET 70-0930 MASSACHUSETTS INST OF TECW^OLOOY 


DOCKET 70-1100 COMDUSTION ENOINEERINO/ INC 

7907020466 Ack receipt of 790423 amend application Expects ("»•* 

reauested approval date of 790801 

crow” T Fuel Process Fab Branch 79/09/22 lo 


7907130005 Acit receipt Of 790930 Itr Informing NRC of steps 
?Ii?ect vioUtiPns^Dted in IE Insp Rept 70-1100/^79-02 
MARTIN.W 0 Region 1/ Phi lade Iphla/ Safeguards Drench 

Ip 


fcailen to 
79/06/07 


—7907130026 Responds to NRC 790S09 Itr re violations noted In IE Insp 
Rept 70-1100/79-02 Corrective actions operating personnel to 
schedule fuel arrivals so that metis will he dormant aft^r 
arrival 

LICHTENDEROER/ H C-E Power Systems 79/08/30 Ip 

7907130031 Forwards IE Insp Rept 70-1100/79-02 on 790320-^3 *< notice of 

violation . 

MARTIN/ W 0 Region 1/ Philadelphia* Safeguards Branch 

79/OS/OB 2pp 


79D7230128 IE Insp Rept 70-0938/79-01 on 790313-13 Noncompl lance noted 
failure to include SNM byproduct in lOCFfl2l procedures l< 
failure to post caution sign 1 failure to maintain records 
per I0CFR71 54 

ROTH/J Region 1/ Ph i ladelph la. Office of the Director 
CRDCKER/H H Region 1/ Philadelphia. Fuel Facility 6 Materials 

Safety Branc.*! 79/04/13 I2pp 


7907230089 Act receipt of 790513 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-093B/79-01 
6MITH/0 H Region 1. Ph i ladelphla* Fuel Facility 6 Materials 

Safety Branch 79/06/18 Jp 


—7907230107 Responds to NRC 790420 Itr re violation* noted in IE Insp 
Rept 70-0939/79«0l Corrective actions revised written 
procedure drafted re shipment of fissile matl 

CLARK.L Massachusetts Institute of Technology 79/05/13 2pp 


«-7907l30033 Notice of violation from insp on 790320-23 

a Region 1. Ph i lado Iphlo* Safeguards Branch 79/05/07 Ip 


—7907130030 IE Insp Rept 70-1100/79-02 on 790320-23 Noncomp 1 i «nc ♦ noted 
failure to follow written instructions for completing rprffi 
NftC-741 . . , 

COHEN/ I / WOLTNER/E / JOYNER* J H Region 1* Phi ladelp h i a# 

Safeguards Branch 79/05/07 4pp 


7907240142 Forwards IE Circular 79-09* "Occurrenc os of Split op 
P unctured Regulator Diaphragms in Certain Be 1 f-Contalned 
Breathing Apparatus " No action required 

0RIER*8 M Region 1* Phi ladol ph la* Office of the Director 
79/06/22 Ip 


— 7907230113 Forwards IE Insp Rept 70-0938/79-01 on 790313-IS 6 notice of 
violation 

8M1TH/0 H Region 1/ Philadelphia, Fuel Facility 6 Materials 

Safety Branch 79/04/20 2pp 


7907230118 Notice of violation from Insp on 790313-15 

» Region 1/ Philadelphia/ Office of the Director 79/04/13 

2pp 


DOCKET 70-1113 GENERAL ELECTRIC CO 


79071B0797 Forwards latest revision of fundamental nuclear mat I control 
plan it accompanying revisions to index pages NRC approval 
not required except for mod to Section 7* page C-15 info 
withheld Iref 10CFR2 790) 

KAPLAN* A L. General Electric Co / Nuclear EneroV Products Dlv 
79/04/ il 2pp 


SKICKET 70-0959 NUCLEAR FUEL SERVICES/ INC / I SUBS OF GETTY OIL CO ) 


7907100233 Forwards lE Circular 79-08. “Attempted Extortion - Low 
Enriched U ** No action required 

GRIERiB H Region I* Phi ladelph la# Office of the Director 
79/03/18 2pp 


7907060463 Forwards Mine Safety Appliances 790412 Ur stating 
full face masts t* accompanying cannisters have been approvetl 
by NIOSH 

KAPLAN* A L General Electric Co 79/04/20. 2pp 


7907090365 Notice that License SNM~1097 is amended to include ojnergeney 
plan by addition of Condition 13 

CROW/M T Fuel Process !< Fab Branch. 79/04/23 2pp 


DOCKET 70-09B4 PACIFIC NORTHWEST LAB 


7^07100430 Forwards lE Circular 79-09/ “Occurrences of Split or 
Punctured Rigulator Diaphragms in Certain Self-Contained 
Apparatui ” No action required 

ENGEL KEN » R H Region 3/ San Francisco/ Office of the Director 
79/06/22 ip 


DOCKET 70-0992 DAVID WITHERSPOON, INC 


7^07120116 Notifies that 790307 application for renewal of License 
SWM-952 has been accepted 

CROW/W T Fuel Process L Fab Branch 79/05/01 Ip 


docket 70-1007 GENERAL ELECTRIC CO 


7^07100457 Forwards IE CircuUr 79-09/ -Occurrences of Split or 
punctured Regulator Diaphragms in Certain Self-Contained 
Apparetus - No action rsquired 

*! 3* Ban Francisco* Office of the Director, 


7907100733 Discusses 790228 review by OE df OE emergancu plan* r»vlsad 
per 790404 19 Itrs Present OE rovieui in response to 790823 

telcon, includes possible accident effects described in OE 
740131 environ rept NgDO-80197, Amend to license recommended. 
STEVENSON* R L Fuel Process. N Fab Branch. 79/04/30 3p P 


7907060211 Informs that resources necessary to satisfy obligation util 
be available at time of decommissioning of nuclear fuel mfg 
plant 

DEATQN*R. H General Electric Co 79/05/14 Ip, 


7907060404 Notifies of plan to transfer liquid hydrogen fluorld* 
solutions containing U to GE* JT Baker Co* Conservation 
Chemicals Co it Allied Chemical Co 

KAPLAN* A L General Electric Co, iNuclear Energy Products Dlv, 
79/05/10 2pp, 


790710006B Forwards Ig Circular 79-08* "Attempted Extortion - Low 
Enriched U, " No action required, 

O'RElLLViJ P Region a« Atlantat Office of the Director, 
79/05/10, Ip 
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7907230718 Poruiards Amand 9 to 7B0714 opplication Condition 19 amondt 
license to include decommissioning plan (< financial 
commitment Addl details of decommissioning plan are 
Toquestod from util bg 800701 

CRQW*W T Fuel Process Fab Drench 79/0^/04 Ip 


7907100696 Discusses revleiu of QE 790402 "Application Amend 6-9 for 
Physical Inventory of li Dioxide Pellets Certain 
Containers of SNM " Physical inventory criteria are 
def Ic I enti app 1 1 cati on is denied a 

PARTtQW, J 0 Material Control Licensing Branch 79/06/03 Ip 


7907180723 Foru^ards IE Circular 79*"Q9i "Dc turrences of Split or 
Punctured Regulator Diaphragms in Certain Del f-Contained 
Dreathing Apparatus " No action required 

0'REILLY*J P Region 2i Atlanta* Office of the Director 
79/06/22 Ip 


7907200039 Act receipt of 790610 Itr Informing NRC of step* taken to 
correct violations noted In IE Insp Ropt 70-1113/79-12 
KENNAf M D Region 2» Atlantaj Safeguards Branch 79/06/27 Ip 


— 7907200046 Responds to NRC 790314 Itr re violations noted in IE Insp 
Rapt 70-1113/79-12 Corrective actions uiithhold 
iref 10CFR2 790> 

HAPLANiA U Oeneral Electric Co 79/06/18 tp 


—7907200049 Forwards IE Insp Rept 70-1113/79-12 on 790409-12 Notice of 
violation withheld (ref iOCFR2 7901 

«ENMA#W D Region 2i Atlanta* Safeguards Branch 79/03/14 

2pp 


—7907200034 IE Insp Ropt 70-1113/79-12 on 790409-12 Noncomp 1 lance noted 
failure to calibr facility nitrate sys deferential pressure 
transmitter within prescribed frequency Details withheld 
(ref 10CFR2 790) 

CLAYiE L * OILLESPlEiF P Region 2« AtlantOi Safeguards Branch 

DATE8*J N Region 2. Atlanta* Office of the Director 
79/03/11 ip 


7907200059 Act receipt of 790619 Itr informing NRC of steps taken to 
correct violations noted in IE Insp 70-1113/79-13 

KENNAj If D Region 2* Atlanta* Safeguards Branch 79/06/20 Ip 


—7907200064 Responds to NRC 790314 Itr re violations noted in IE Insp 
Ropt 70-1113/79-13 Corrective actlone withheld 
(ref 10CFR2 790). 

KAPLANrA. L Oenoral Electric Co 79/06/19 Ip. 


—7907200070 Forwards IE Insp Rept 70-1113/79-13 on 790423-25 Notice of 
violation withheld (ref lOCFRQ 790) 

KENNAjW B Region 3* Atlanta* Eafoguards Branch 79/05/14 

2pp 


— 7907200074 Bummary of IE Insp Rept 70-113/79-13 on 790423-25 
Noncompliance noted failure to make measurements of std 
twice weekly failure to properly document scale It balance 
caLlbr Rept withheld (ref 10CFR8 7901 

BAT£0*J N , GILLESPIE* F P Region 2* Atlanta* Safeguards 

Branch CLAY* E 1. Region 2. Atlanta* Office of the Director* 
79/03/ n Ip 


7907240492 Forwards IE Info Notice 79-10* "Skylab Reentry “ No action 
required 

C'REILLYtJ P Region 2* Atlanta* Office of the Director 
79/07/06 1 p 


DOCKET 70- i 143 WE8TIHOHOUBE ELECTRIC CORP 


7907050060 Amend 16 to License SNM’'1120 authorixlng waiver of 
requirement that Pu fuels development lab manager have 
science or engineering degree. 

ROUSE* L C. Fuel Reprocess It Recycle Branch 79/04/12 Ip 


79070604B2 Requests amend to License 8NM-1120 authorlilng esemptiof) 
from time period requirements of 10CFR70 30(11(2) Payment 
enc 1 

DtPIAZ^AiR P. Uestinghouse Electric Corp 79/05/07 Bpp. 


7907100702 Forwards info indicating locations b typical quantities of 
BNM which might be present in unencapsulated forms at 
plutonium fuels devslopmen lab Info previously submitted on 
780427 as proprietary 

DIP1AZZA*R. P Nestlnghouf e Electric Corp. 79/03/21 4pp 


7907260021 Discusses plans to install communication lints between NRC It 
nuclear facilities for emergency use, Direct lines from each 
facility to NRC headquarters & regional ofc will forward 
operational environ Info 

ORIERiB.H, Region 1* Philadelphia* Office of the Director* 

79/03/22 2pp 


7907240171 Forwards !E Circular 79-09* "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus " No action required 

ORIER. D H Region 1* Philadelphia* Office of the Director 
79/06/22 Ip 


DdCKCT 70-1 I 51 WESTINGH0U6E ELECTRIC CDRP 


7907110605 Act receipt of 790322 it 23 Itrs re lagoon waste fixation 
It disposal Agrees that proposed onsite activities are 
authoristed by License 0NM-ilO7 

CROW* W T Fool Process l< Fab Branch 79/04/04 Ip 


7907060393 Submits roviow plan re LEMUF model for approval 
FOSTER* H. Uestlnghause Electric Corp 79/04/24 Ip 


7907060152 Submits addl Info re Westinghouss request for delay In 
initiating certain portions of measurement control plan 
VDOELiC E Uestinghouse Electric Corp 79/05/01 2pp 


7907100040 Forwards IE Circular 79-08. "Attempted Extortion Low 
Enriched U " No action required 

O'REILLV^J P Region 2. Atlanta* Office of the Director 
79/05/18 Ip 


7907060199 Requests for interim relief from requirement of 10CFR70 58 
(1)(2) limiting accumulation of scrap measured w/uncertainty 
greater than 107. Adds new License Condition 7 B to Amend 
BO-4 to License SNM-1107 

PARTLONiJ Q Material Control Licensing Branch 79/03/25 2pp 


7907090231 Ack request to withdraw revised fundamentel nuclear 
matl control plan l« combine plan w/other matl required by 
10CFB79. SKg) it I0CFR7O 58(1) at later date 

PARTLOW* J 0 Material Control Licensing Branch 79/06/00 Ip 


7907100315 Forwards check that was submitted w/o Itr for amend to 
License GNM-li07 Requests submittal of Itr w/fee 
DEISB* D License Fee Management Branch 79/06/14 Ip 


7907300060 Act receipt of 790607 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-1151/79-06 
KENNA*W D Region 2* Atlanta* flafeguardi Branch 79/06/15 Ip 


—7907300062 Responds to NRC 790514 Itr re violations noted in IE Insp 
Rept 70-1151/79-06 Corrective actions withheld 
(ref 10CFR2 790) 

0Q0DWIN*WL * D'AM0RE*M Westinghouse Electric Corp 79/06/07 
Ip 


—7907300064 Forwards IE Insp Rept 70-1151/79-06 on 790424-27 Notice of 
violation withheld (ref 10CFR2 790) 

HENNAtU D Region 2* Atlanta* Safeguards Branch. 79/05/10 

2pp 


— 7907300070 IE Insp Rept 70-1151/79-06 on 790424-27 Noncomp 1 iance noted 
failure to complete NRC-741 forms* reconci Is statistically 
significant shipper-receiver differences t use 19 strand 
wire Details withheld (ref 10CFR2 790) 

JONEB*D.N * TaDD*0 A Region 2* Atlanta* Office of the Director 
OlLLEBPlEiF P. Region 2* Atlanta* Safeguards Branch 

79/05/11 Ip 


7907240171 Forwards tE Circular 79-09* "Occurrences of Split or 
Punctured Regulator Diaphragms In Certain Self-Contained 
Breathing Apparatus. " No action required 

ORIER* B. H Region 1* Philadelphia* Office of the Director. 
79/06/22 ip 


DOCKET 70-U93 CIMARRON FACILITY* KEflR-MCOEE CORP 


7907050042 Amends License 8NM-1174 to authoriie exception to License 
Conditions 21a 8* 21b allowing decontamination 8* dismantling 
of obsolete solvent extraction equipment 

ROUSE* L C Fuel Reprocess I* Recycle Branch 79/03/09. 2pp 


7907060137 FOIA request for all documents re radiation levels In I* 
surrounding plant 

ALLEEiB. United Press International 79/04/12 Ip. 


7907110434 Forwards IE Insp Repts 70-0923/79-02 I* 79-1193/79-02 on 
790417-20, No noncompl iarce noted. 

DAVlQrA B Region 3r Chicago* Fuel Facility It Materials Safety 

Branch. 79/05/10 2pp. 
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'—7907110438 I£ Insp Rupts 70-0925/79-02 Sr 70-1193/79-02 an 790417-20 No 
noneompl iahCB no tod. lia j pr orsaf inspacted organ! loti on> 
factlitg changes & mods* internal audits & safetg meetingsr 
conduct of operations Sr emergencg planning 

DUBRYiN E , HUETEft. L J Region 3> Chlcagor Office of thi 

Director FISHERiW L Region 3r Chicagor Fuel Facility b 

Materials Safety Branch 79/05/09 9pp 


7907030479 Motlfiis of NRC intent to install special telephones at all 
operating nuclaar pouer plants & selected fuel facilities 
KEPPLERrJ Q Region 3. Chicagor Office of the Director 79/05/22 

2pp 


7907050437 Fqruards IE Circular 79-09/ “Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus “ Mo action required 

KEPPLER/J 0 Region 3< Chicago/ Office of the Director 79/06/2S 
Ip 


7907100894 RecammeridB endorsement of structual condition documentation 
Si Btructural capacity evaluation of Exxon mixed oxide fuel 
fabrication plant In Richland/ NA 

AYER/J E / BURKHAR0T/M Fuel Reprocess & Recycle Branch 

79/06/ U 2pp 


7907100460 Forward* IE Circular 79-09/ “Occurronce* of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Apparatus No action required 

ENOELKEN/R H Region 5, Ban Francisco/ Office of the Director 
79/06/22 Ip 


7907100202 Forwards IE Insp Rapt 70-1257/79-05 on 790430-0504 St 
notice of violation Insp rept & notice of violation 
withheld (ref lOCFR 2 790) 

NORDERHAUO/ L R Region 5/ Ban Francisco/ Safeguards Branch 

79/07/06 2pp 


7907060162 Responds to 790412 FOIA request for documents re radiation 
levels in Sc surrounding plant Forwards DE9 for mixed oxide 
fabricating plontiLogan CountgiQK 

FELTQNj J M Division of Rules and Records 79/06/25 Ip 


— 7907060165 DES for mixed oxide fabrication plant In Logan CountyiOK 
e Office of Nuclear Material Safety tc Safeguards 75/01/16 
125pp 


DOCKET 70-1201 UF 6 CONVERSION FACILITY/ BAOCOCK Sr WILCOX CO 


7907060120 Forwards measurement control plan u/revised Chapters 3 8< 4 
Plan withheld (ref 10CFR2 790) 

ZEFF/D W Babcock Sr Wilcox Co 79/04/27 2pp 


7907100066 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U " No action required 

O'REILLY/ J P Region 2/ Atlanta/ Office of the Director 
79/05/10 Ip 


7907060410 Submits revised Amend Request 70-4 S. changes that would 
result upon approval 

ZEFFrD M Babcock Sc Wilcox Co 79/05/25 Bpp 


7907300243 Act receipt of NRC 790500 Itr re Shipping Container OA 
Manual Requests extension of due date to 790801 
ZEFF/0 W Babcock l< Wilcox Co 79/06/07 Ip 


7907100729 Forwards IE Circular 79-09/ "Occurrences of Split or 
Punctured Regulator Diaphragms in Certoin Self-Contained 
Breathing Apparatus •' No action required 
Q^REILLY/J P Region 2. Atlanta/ Office of the Director 
79/06/22 Ip 


7907240407 Forwards IE Info Notice 79-10/ "8kylab Reentry « No action 
required, 

^ Region 2r Atlanta/ Office of the Director 
79/07/06 Ip 


DOCKET 70-1300 MORRIB OPERATIONS/ GENERAL ELECTRIC CO 


7907060160 Forwards revised page* pf physical security plan 
Pages withheld (ref 10CFR2 790) 

DAWBON/ D M General Electric Co /Nuclear Energy Products Oiv 
79/04/16 Ip 


7907190670 Forwards 44FR24394/ dtd 790425/ re notice of OE application 
for renewal of License 8NM-t267 

R0U8E/L C Fuel Reprocess 6 Recycle Branch 79/05/02 4pp 


7907060223 Informs that resources necessary to satisfy obligation will 
be available at time of decommissioning of facility used for 
interim storage of spent fuel 

BEATON/R H General Electric Co 79/05/14 Ip 


7907190091 Completes response to 790404 Itr re decommissioning plan 
Forwards RH Beaton Itr re availability of funds for 
decomml ss lonlng 

DAW90N/ D M General Electric Co /Nuclear Energy Products Dlv 
79/05/16 Ip 


7907120449 Notice of appearance on behalf of GE 

SZMAJKQWSKI/ R W Mayer/ Drown t< Platt 79/06/09 Ip 


—7907120458 Notice of appearance on behalf of OE 
RODNEY/ M A Mayer/ Drown U Platt 79/06/05 Ip 


— 7907120465 Notice of appearance on behalf of OE Certificate of Bv« 
end 

HOFF/W D Mayer/ Drown U Platt 79/06/09, 2pp 


7907020025 NRC answer In support of State of IL 790521 petition to 
intervene as interested state Urges denial of other portions 
of petition re participation of other individuals it demand 
for EI8 

BLACK/ R L Branch I 79/06/11 6pp 


DOCKET 70-1207 NAVY. DEPT OF 


7907050077 Amend 2 to License 8NM-1147 to change Item 2 re license 
nami ie address of facility 

CROW/W T Division of Fuel Cycle k Material Safety 79/04/13 Ip 


DOCKET 70-1220 GENERAL ELECTRIC CO 


7907050436 Forward* lE Circular 79-09. ''Occorr trees of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus '■ No action required 

KEPPL£ft/J 0 Region 3/ Chicago/ Office of the Director 79 


— 7907020029 Notice of appearance on behalf of NRC Certificate of Bve 
end 

BLACK/ R L Branch 1 79/06/11 2 pp, 


7907A90660 Response to DU tc R Rorem. K Btorey. E Quingley «< App 
joint petition to intervene* Pertinent interest requirement* 
satisfied except for Appleieod Specific aspects of 
proceeding reasonably Identified 
BLACK/ R L Branch 1 79/06/15, 7pp 


—7907190666 Notice of appearance on behalf of NRC Certificate «f Sve 
end, 

TREBY.e A Branch 2* 79/06/14 2pp 


IlOC RET 70-1887 HIXED OXIDE FABHICATION PLANT. EXXON NUCLEAR CO. , INC, 


7907a500A4 Applili /or lUonio tn.n. to incroaoi potioitioo Unit t 
FflTev*u'*o*' ‘I*"** J'"'.//". lUit li uork location. 


7907050436 Forwards IE Circular 79-09. "Occurrences of 8pUt or 
Punctured Regulator Diaphragms in Certain Belf-Contalned 
Breathing Apparatus " No action required 

KEPPLER.JG. Region 3/ Chicago. Office of the Director* 79/06/22 
Jp. 


70..1309 morris OPERATIONS. SOURCES U STANDARDS. GENERAL 


'60499 Forward* "Miitd Oxide 
XN-NF-40B " Plan withheld 
ONcR Exxon Nuclear Co.. 


k Specialty Fuels Plant Contingency 
(ref 10CFR2 790). 

Inc (subs, of Exxon Corp, > 79/05/25 


7907050436 Forwards IE Circular 79-09, "Occurrences of Split 
Punctured Regulator Diaphragms in Certain Salf-Contained 
Breathing Apparatu*. *• No action required, 

KEPPLER.J, 0 Region 3. Chicago. Office of the Director 


nr 

79/06/22 
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DOCKET 70-1319 0 6 NUCLEAR* INC 


7907060&03 nequ9Bt3 that racords r« dofunct company not bo dootroyod 
prior ta end of ’'d 1 nc overy *' period of policy which expires 
831231 

HAlTEiR T American Nuclear Insurer* 7Q/05/14 Ip 


7907310137 Forward* IE Info Notice 79“18i "Sltvlab Reentry “ No action 
required 

O'REILLViJ P Region 2* Atlanta* Office of the Director 
79/07/06 ip 


DOCKET 70-1375 TRANSNUCLEAR* INC 


7907120316 Submit* tronspor feat! on soturlty plan. per 10CFR70 20a 
During coorso of security *h Ipment. vendor does not have 
physical possession of matl but 1* In position to control 
transport of formula quantities of strategic matl 
NANOUSliJ Transnuc 1 ear 1 Inc 79/03/21 Ip 


7907120112 Confirms conversation ut/C Hillman re submittal of training 
programa for personnel utilized for 10CFR73“type shipments 
Training programs are In process of being uritton & will 
be submitted by 790702 

MANOUSifJ Transnuclear. Inc 79/05/24 Ip 


DOCKET 70-1379 PARKWELL LADORATORl EB, INC 


7907110056 Forwards results of radlAtlon measurements taken 790501-04 
Results show facility requires addl decontamination 

KEPPLERjO 0 Region Chicago. Office of the Director. 79/06/05 
lOpp 


DOCKET 70-1401 VET ADMIN HOSP DAi TEXAS 


7906130217 Forwards lE Circular 79-06. ''Failure to Use Syringe 6 Bottle 
Shields in Nuclear Medicine *' 

SEYFftlTiK V Region 4. Dallas. Office of the Director 79/04/19 

Ip 


DOCKET 70-1733 PACIFIC OAB U ELECTRIC CO 


7907270376 Forwards application for renewal of Licenses SNM-1503 -& 
BNM-1667 No fee required 

CRANE.P A Pacific Oas U Electric Co 79/05/23 Ip 


— 7907270382 Requests renewal of Licenses SNH-15D3 & 8NM-1667. extendi ng 
expiration dates to 791031 ti B00S29 respectively 
BHACKELFGRD. 0 N Pacific Oas & Electric Co 79/05/23 Ip 


DOCKET 70-1739 TR I -STATE MOTOR TRANSIT CO 


7907120112 Confirms conversation w/C Hillman re submittal of braining 
programs for persannel utilized for lOCFR73“type shipment* 

Training programs are in process of being written & will 
be submitted by 790702 

M ANGUS I. J Transnuc lear. Inc 79/05/24 Ip 


DOCKET 70-2135 H1LLCRE8T MEDICAL CENTER TUi OKLAHOMA 


7906130219 Forwards IE Circular 79-06. "Failure to Use Syringe 6 Bottle 
Shields in Nuclear Medicine " 

SEVFRIT^K V Region 4. Dallas. Office of the Director 79/04/19 
IP 


DOCKET 70-2219 EXXON NUCLEAR CO . INC 


7907100726 Discuss#* facts culminating u/790226 revised applicatiom 
submitted in light of revised environ conditions Application 
reviewed t< Exxon advised of NRC acqulesence to 790701 
issuance of license per aplicants request 

CUNNINGHAM. R E Division of Fuel Cycle Ic Material Safety 
79/04/24 2pp 


DOCKET 70-2375 PACIFIC OAB 6 ELECTRIC CO 


7907270376 Forwards application for renewal of Licenses 8NM-1503 Sc 
8NM-1667 No fee required 

CRANE.P A Pacific Gas 6 Electric Co 79/05/23 Ip 


DOCKET 70-1406 VET ADMIN HPBP NO. LOUISIANA 


7906130213 Forwards IE Circular 79-06. "Failure to Use Syringe Dottle 
Dhlelds In Nuclear Medicine " 

8EYFRIT. K V. Region 4. Dallas. Office of the Director 79/04/19. 
IP 


— 79072703B2 Requests renewal of Licenses SNM-1S03 6 8NM-1667. extendi na 
expiration dates to 791031 I. B00229 respectively 
SHACKELFORD. B W Pacific Oas 8. Electric Co 79/05/23 Ip 


DOCKET 70-2443 TENNESSEE VALLEY AUTHORITY 


DOCKET 70-1432 RECYCLE FUELS PLANT. WESTINOHOUBE ELECTRIC CORP 


7907100032 Forwards IE Circular 79-00. "Attempted Extortion - Low 
Enriched U " No action required 

D^REILLY.J P Region 2. Atlanta, Office of the Director. 
79/05/10 Ip 


7907240498 Forwards IE Info Notice 79-lfl. "SkyUb Reentry " No action 
required 

O'REILLY. JP Region 2. Atlanta, Office of the Director 
79/07/06 Jp 


7907050490 Grants Amend 5 to License SNM-1716 authorizing removal of 
5B0 of aOO storage racks in spent fuel storage pool per util 
790315 & 23 Urs 

CBDW.H T Division of Fuel Cycle 8< Material Safety 79/04/02 ip 


—7907050493 Discusses 790315 U 23 applications to amend License 
8NM-i7l6 authorizing removal of 580 of 800 storage racks In 
spent fuel pool Recommends approval of amends requested bg 
7VA 

DELANEY. J C Division of Fuel Cycle 6 Material flafety 79/04/02 
2pp. 


DOCKET 70-1489 GOODYEAR AEROSPACE CORP 


7907180480 Returns check which was submitted for 790529 application for 
renewal of License 8NM-1476 License is exempt from fees 
HEI8S. D License Fee Management Branch 79/06/13. Ip 


7907050438 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragm* In Certain Self-Contained 
Breathing Apparatus " No action required. 

KEPPLER.U, 0. Region 3. ChlcagOt Office of the Director 79/06/22 

Ip 


DOCKET 70-1503 WEBTINOHOUSE R8<D CENTER. WESTINOHOUBE ELECTRIC CORP 


DOCKET 70-2560 OKLAHOMA OSTEOPATHIC HOBP TU. OKLAHOMA 


7906130210 Forwards *E Circular 79-06. •^'Falluri to Use Syringe & Bottlm 
ahlelds in Nuclear Medicine '* 

8EYFRIT.K V« Region 4. Dallas. Office of the Director 79/04/1Y 
Ip. 


7907240171 Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus." No action required 

ORIERiB.H, Region 1. Philadelphia. Office of the Director. 
79/06/22. Ip. 


DOCKET 70-1710 8T MARY'B HOSP. WA. CONNECTICUT 


7906290180 Notice of violation from Insp on 79021 5 . None empl iance 
noted* 1 Icensed matls not under surveillance l< were stored in 
unlochsd radioactive waste storage room. Failure to survey 
for coi>tamlnation of objects before disposal of objects, 
a Region J. Philadelphia. Office of the Director. 79/03/19. 2pp 


DOCKET 70-2504 TRANSNUCLEAR. INC 


7907050047 Forwards IE Insp Repts 70-2622/79-01 & 7D-25B4/79-01 on 


790226-27. No noncompliance noted 

MABTIN.M 0 Region 1. Phllade Iphla. Bafeguards Branch 

2pp 


79/04/03 


—7907050054 IE Insp Repts 70-2622/79-01 h 70-2504/79-01 on 790226-27. No 
noncempliance noted Major areas inspac ted. secori ty measures 
re export shipment of 8NM 

«0GER8,M . SMITH. 0 Region 1. Phi ladflph U. Office of 

Director DEVLINj U Region 1. Philadelphia, eafeguards Branch- 


79/04/03 4pp, 
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DOCKET 70-2622 TftANSNUCLEAR i INC 


7907090047 Foruards IF Insp Rspts 70-2623/79-01 & 70-2584/79-Dl on 
790226-27 No no n c omp 1 1 anc o noted 

MARTINrN 0 Region 1, Philadelphia, Safeguards Branch 79/04/03 

2pp 


DOCKET 70-2623 I^COUIRE SPENT FUEL POOL, DUKE POWER CO 


79072S0070 Tran*crlpt of 790619 hearing tn Charlotte, NC Pp 167'*3S1 
mrULERiM E , LUEBKEi E A • HAND, C H Atomic Bafety and Ulcenalng 
Hoard Panel 79/06/19 SlSpp 


7907250103 Transcript of 770623 hearing In Charlotte. NC Pp 1,212-1.401 
Testimonies of SD Kager, RH Jones, RU Carlson. JD Rollini St BJ 
GarricV end 

MiLLER,H E , LDEQKE. E A . HAND. C H Atomic Bafetg and Licensing 
Board Panfil 79/06/33 a36pp 


7707250146 Transcript of 790625 hearing in Charlatte.NC Pp 1,402-1 .631 
Affidavits of CV Hodge U RO Olertn end 

MILLER, M E . Li/EOKE. E A , HAND. C H Atomic Safety and Licensing 
Board Panel 79/06/25 843pp 


7907350081 Tratiicrlpt of 790626 hearing In Charlotte. NC Pp 1,623-1,979 
Testimonies of CV Hodge, WH Lake,RD Olervn & L Leuis cncL 
MILLER, M E , LUEDKE, E A , HAND, C H Atomic Safety and Licensing 
Hoard Panel 79/06/26 373pp Available at NT 19 


7907250098 Transcript of 790627 hearing In Charlotte, NC Pp 1,980-2,371 
MILLER, M e , LUE8KE, E A , HAND.C H Atomic Safety and Licensing 
Board Panel 79/06/B7 392pp 


79072S0135 Transcript of 79062B hearing in Charlotte. NC Pp 3.372-2,729 
MILLER, M e , LUEDKE.E A , HAND.C H Atomic Safety and Licensing 
Poord Panel 79/06/28 OBBpp 


79D7350162 Transcript of 790629 hearing In Charlotte, NC Pp 8,730-2,606 
Teitimony of LD Hamilton end 

HILLER, H E . LUEDKE. E A . HAND.C H Atomic Safety and Licensing 
Hoard Panil 79/06/29 170pp 


7907060042 Requests complete physical protection plan, in support of 
7903J2 request far amend to License 8NH-1773 re storage of 
spent fuel In plant '*vltal areas ” Requests submittal 
ul th In 80 days 

MCCDRK1-E, 0 W Physical Becurit-y Licensing Branch 79/04/80 Ip 


7907190050 Carolina Environ Study Croup motion Zt memo for summary 
judgment Urges issuance of order requiring Duke Pouer to 
prepare £19 Requests postp onenient of hearing until 
sufimittal of statement Certificate of Svc end 
BLUM, 8 Blum 6 Shelley 79/06/05 3pp 


7907060832 Reply to applicant opposition to HRDC motion to compel 
response to admlss 1 one. Affidavit af nw Bostian never 
received by NRDC Applicant misread certain terms In NROC 
petitlnn for rulemaking 

RQISMAH. A Z Natural Resources Defense Council 79/05/0B Ip 


— 790706022B Matian to file reply in response to applicant opposition 
to NRDC motion to compel response to admissions Certificate 
of five end 

ROrsMAM, A Z Natural ftssowrces Defense Council 79/05/00. 4pp 


7907190526 Forwards 790307 Itr re amend to License SNII-1773 for 
spent fuel transportation tc storage. 

PORTER, H L Duke Rover Co 79/03/00 Ip 


— 7907190833 Submits pertinent output pages of probabilistic simulation 
production costing model used to determine change in 
production costs caused by operating plant at half capacity. 

Also requests note of explanation 

PARKERiW a Duke Power Co 79/05/07 17pp. 


7907300090 Forwardi util 790503 Hr objecting to Discovery Request IBO 
HCOARRV, J M Debevalse h Liebermen 79/05/1 f Ip 


—7907300109 Objects to Question 120 of 790416 discovery request. Quos tion 
is beyond scope of tnterrogatori es. Fortuards most recent 
annual rept b FERC Form 1 U/o end 
PORTER, M L Duke Power Co. 79/05/03. Ip, 


7907100604 Affidavit discussing preparation of NRC Dac 1970 "ElA 
Related to Spent Fuel Storage of Oconee 8pent Fuel at 
McOulre Unit 1 Spent Fuel Fool,'* it affidavit supporting NRC 
790511 motions for summary disposition 

OLENN, R. 0. Battelle Memorial Institute, Pacific Northwest 
Laboratory. 79/05/14 2pp 


7907310239 Foruards supplemental affidavit of RD 01 enn, referenc ed in 
NRC 790511 Itr to A8LD 

HOEFLINO, RK Branch 4 79/05/10 Ip 


7907060019 Forwards NRDC 790521 motion for summary dispoeltlon 
W/supportlng memo, statement of facti af f idavi ts of AR 
Taffiplln,TD Cochran & t) Rotow it 79051B statement re 
safeguards for spent fuel shipment 

ROtBHAN,A 1 Natural Resources Defense Council 79/05/81 Ip 


— 7907060024 Motion for sumary d isposltlan, requesting postponement of 
evidentiary proceedings until analysis of proposed action 
li completed re full environ, heal th it safety consequences 
Past analysis does not cover all aspects 

RQIBtiAN, A Z Natural Resources Defense Council 79/03/21 Jp 


— 7907060020 Memo In support of 790321 motion for summary disposition HflC 
should be required to prepare analysis of cascade plan it 
alternatives per NEPA & 10CFR20, Ic Supporting documentation 
b affidavits of AR Tamplln.TH Cochran 6 D Rptow end 
ROISMAN, A 1 Natural Resources Defense Council 79/03/21 llOpp 


-H^907060033 NRDC statement of facts as to which there is no dispute 
ROIBNAN, A Z Natural Resources Defense Council 79/03/21. 2pp 


— 7907060037 Statement on behalf of NRDC re safeguards for spent fuel 
shipments Certificate of Svc end 

COCHRAN, T D Natural Resources Defense Council 79/05/10 3pp 


7907060030 Duke Power motion for summary disposition re Carolina 
Environ Study Oroup Forwards supporting statement of matl 
facts as to which there is no genuine issue to be hoard b 
memo in support of motion 
MCOARRV.J M Duke Power Co 79/05/21 Ip 


--7907060063 Duke Power statement of matl facts as to which there is no 
geulne issue to> be heard re intervener Carolina Environ 
Study Group contentions relating to Oconee storage & 
shipment of spent fuel 

HCOARRY, J H Duke Power Co 79/05/21 5pp 


— 7907060063 Duke Power memo in support of 790521 motion for summary 
dlspoeltlon re Intcrvenor Carolina Environ Study Group 
contentions which should be dismissed for absence of issue 
of law or matl fact N/Certi f icate of Svc 
HCOARRY, J M Duke Power Co, 79/05/21 80pp 


7907130008 Motion for summary disposition re matters set forth In util 
statement of matl facts as to which there is no genuine 
Issue to be heard 

MCOARRVtJ.M Duke Power Co 79/03/21 ip 


—7907130094 atatement of matl facts as to which there Is no genuine 
issue to be heard re inbervenor NRDC 790520 request for 
deferral of all actions Involving handling of spent fuel, 
until generic reviews completed 
MCOARRV, J M. Duke Power Co 79/03/21 Opp 


—7907130090 hema in support of motion for summary disposition Requests 
dismissal of all contentions of inbervenor NRDC Inbervenor 
does not present genuine issues or matl fact suitable for 
resolution Certificate of 8vc end 
MCOARRYrJ M. Duke Power Co. 79/05/81 37pp 


7907160216 Motion for summary disposition of matters set forth in util 
statement of matl facts as to which there ts no genuine 
Issue to be heard & memo in support of motion 
MCOARRYr J M Duke Power Co 79/05/0i Ip 


—7907160220 Btotement of matl facts as to which there is no genuine 
issue to be heard, re inbervenor Davidson College Chapter of 
NC FIRO. 

MCOARRV,J, M Duke Power Co 79/05/21 2pp. 


— 7907160223 Memorandum In support of util motion for summary disposition 
re Davidson Gonege Chapter of NC PIRO contention. 

Certificate of Svc end 

NCOARRVfJM Duke Power Co 79/03/81. llpp 


7907160232 Motion for summary disposition as set forth in util 
statement of matl facts as to which there is no genuine 
Issue to be heardtre Intsrvenor Carolina Action 
MCeARRY,J M Duke Power Co 79/05/21, ip 


— 7907160238 Statement of matl facts as to which there is no 
genuine issue to be heard, rs inbervenor Carolina Action 
Contention 4. 

MCOARRY, J.M Duke Power Co 79/05/21 4pp 
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— 79O71A023S Hemorandifm in support of util motion for summary (disposition 
re status of intervonor Carolina Action Intorvonor should bs 
dismissed from proceeding due to failure to present 
justiciable issues 

KCOARFlViJ K Duke Pouibt Co 79/05/21 25pp 


7907020003 MRC opposition to NRDC 790502 motion for summery disposition 
r« NRDC Contention 4 Urges denial of NRDC request to delay 
proceeding until radiation exposure test is completed 
Certificate of Bvc one! 

KETCHENiE 0 Branch 4 79/05/99 lOpp 


7907130023 Forwards SECY-79-27DA dtd 790507 8. 8eCY“79-97a dtd 7904101 in 
response to RP Uilson telcon U/o end 
KETCHEN. E 0 Branch 4 79/05/29 Ip 


7907130042 Util opposition to NRDC 790521 motion for summary 
disposition of Contention 4 addressing ALARA concept 
Contention should be dismissed for failure to present issue 
of lau or mat! fact Certificate of Bvc end 
MCOARRYi J M Duke Power Co 79/03/29 i7pp 


7907110109 Forwards corrected pages 6< B 8^ J 1 of NRDC 790521 motion for 
summary disposition Requests parties to Insert pages In 
proper places 

RQiSMANfA 2 Natural Resources Defense Council 79/05/31 4pp 


—*7907110119 NRDC discovery request addressed to NRC re affidavits filed 
In support of NRC motion for summary disposition 
ROlSMANrA Z Natural Resources Defense Council 79/05/31, Ip 


--79071 10134 NRDC motion requesting NRC to answer attached discovery 
request Certificate of Sve 8< affidavits end 

ROISMAN<A 2 Natural Resources Defense Council 79/05/31 3App 


7907110243 Forwards NRDC 790^01 motion for suspension of hearing 
schedule 

ROrSMANiA Z Natural Resources Defense Council 79/04/01 Ip 


-*■■7907110245 NRDC motion for suspension of hearing schedule for absence 
of sound analysis on key issues 

RDlSKANfA Z Natural Resources Defense Council 79/0Z>/01 8pp 


—7907110297 Advises of near future intention to publish EIS on interim 
storage of spent nuclear fuel Urges NRC to take necessary 
action in order to produce final generic environ statement 
on some matter Certificate of Bvc end 

RDlBNANiA Z. Natural Resources Defense Council 79/06/01 4pp 


7907130223 Testimony of RH Jones No technical or Institutional reasons 
exist re viewing of spent fuel shipping as acceptable 
ac tvi ty 

JONEB. R H Duke Power Go 79/04/04 ISpp 


—7907130237 testimony of LD Hamilton Overall health effects from any of 
options are very smalltboth in terms of total risk 8< risk 
to individuals 

HAMILTDNjL D Drookhaven National Laboratory 79/06/04 13pp 


—7907130242 Testimony of BJ Oarrlck Risk to public from shipment of 
spent nuclear fuel is extemely smalliboth in berms of 
likelihood of release of radioactive mabl 
GARRICK. B J Affiliation Unknown 79/06/04 llpp 


— 7907130244 Testimony of JM Elliott Transfer of spent fuel can be 
executed u/negl igib le risk to public health 8< safety 
ELLlOTTiJ N Affiliation Unknown 79/06/04 19pp 


— 7907130252 Testimony of L Lewis Shipping Sc storage of spent fuel is 
best alternative in terms of economic value b radiation 
dose rates 

LEWIS. L Duke Power Co 79/04/04. 7pp 


—7907130257 Testimony of SB Hager Shipping Sc storage of spent fuel Is 
best alternative in terms of economic Sc scheduling data 
HAGER. B.B Duke Power Co 79/06/04. Spp 


— 7907130244 Testimony of DH Sterrett Cost of increased purchases of 
power due to shutdown is speculative Cost of transporting 
fuel to maintain full core discharge capability is 
insignificant when compared w/a Iternatl ve of shutdown. 

STERRETT. D H. Duke Power Co 79/06/04 5pp. 


—7907130273 Testimomy of RW Dostian. Economic comparison of altsmatlves 
Indicates that mod of existing pools is not preferable to 
proposed shipment 

B08TIAN.R W, Duke Power Go 79/06/04 i4pp. 


7907250475 Submits info re affiliations w/pro# organ! ta ti onb 
ROTOU. D Natural Resources Defense Council 79/06/04 Ip 


—7907250400 Deposition in form of affidavit re spent fuel storage 
Forwards NRDC Jul 197B study re analysis of space available 
for spent fuel storage at existing operating reactor sites 
COCHRAN. T D Natural Resources Defense Council 79/05/25 24pp 


— 7907250405 Deposition In form of affidavit re storage capacity, 
trans-shipment schedul e. fuel assembly discharge t< other 
related matters 

TAMPLIN. A R Natural ResourcsB Defense Council, 79/05/25 0pp 


—7907280491 Deposition in form of affidavit Attests to accuracy of 
conversation w/MB Falrtile on page 5 of NRDC response to NRC 
motion for summary disposition Adds statement re harm of 
small doses of radiation 

TAMPLIN. A R Natural Resources Defense Council 79/06/04 Ip 


— 7907250497 Deposition In form of affidavit re absence of definite 
strategy for nuclear waste mgt in U8 Prof (luoI i f icatl ons 
enc 1 

TAMPUtN^A R I COCHRAN. T B. Natural Resources Defense Council 
79/05/25 I9pp 


—7907250307 Deposition In form of affidavit re Carter administration 
1977 policy of accepting private utils spent fuel storage 8. 
other related matters Prof qualifications U supporting 
documentation end 

TQTQN. D Natural Resources Defense Council 79/05/21 44pp 


—7907250519 Forwards depositions In form of affidavits re preflled 
direct testimony relating to NRDC 790501 L 21 motions for 
summary disposition 

ROISKANi A Z Natural Resources Defense Council 79/04/D4 2pp 


7907160280 Requests denial of NRG motion for summary dismissal Presents 
arguments for retention of Contortions l**3 Party is not 
obliged to present evidentiary case in advance of hearing 
Supporting documentation end 

ROISHAN. A Z Natural Resources Defense Council. 79/04/05 17pp 


— 7907160207 Disputes data presented by NRC as facts in NRC motion for 
summary disposition Affidavit of AR Tamplin Ic documentation 
enc 1 

ROtBMAN. A 2 Natural Resources Defense Council 79/06/04 37pp 


—7907140301 Notifies of change in potential haxards from relsote of 
spent fuel after 5*‘’yeaT delay potential harard Is 1/3 to t/2 
of haeard from i20>’day old spent fuel 

MATTSEN.C R Fuel Process Systems Standards Branch 70/12/04 

9PP 


790719004b Requests extension Of time until 790407 It 1 1 to file 
responses to NRG 790511 summary disposition b to applicant 
motion for summary (ftspasition re Carolina Environ Study 
Group Contentions 1.2 & 3 

RILEY. L.L, Carolina Environmental Study Group. 79/06/03, ip 


7907100762 Carolina Environ Study Group response to NRC 790511 motion 
for summary disposition Response presented in form of 
testimony . Support 1 ng documentation end 

RILEY, d L Carolina Environmental Study Group 79/06/07. 17pp 

7907020019 Duka Pouer opposition to NRDC 790521 (notion for summary 
disposition 8( to NRDC 790601 motion for suspension of 
hearing schedule Affidavits 8( Certificate of Sve enci 
HCOARRYaJ. M. Duke Power Co 79/06/00 07pp 


7907190593 Carolina Environ Study Group response in form of testimony 
to Duke Pouer 79D521 motion for summary disposition 
RILEY. JvL Carolina Environmental Btudy Group, 79/06/ ii Spp 


7907190622 Forwards RW Bostian 790612 signed affidavit per Duke Power 
790611 response to NRDC motion for suspension of hearihg 
schedule b par Duka Power 7906U response to NRDC 790SS1 
motion for summary diiposltlon. 

PORTER. W L Duke Power Co 79/06/12 ip 


7907190673 Notice of appearance on bahalf of NRC Certificate of Bvc 
enc 1 

TOURTEL LOTTE. J Branch 4 79/04/13. 3pp 


7907190425 NRDC opposition to Duka Power motion for summary disposition 
re intervanor NRDC 

ROISHANjA Z Natural Ratources Defense Council. 79/04/15 llpp 


7907190630 NRDC statament of dispute u/Duke Pouer 790521 statement of 
fac ts. Cert i f Icate of Bvc encl, 

R0I8liAN.A Z. Natural Resources Defense Council. 79/04/19 5pp 
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7907190723 NRC < o^pos 1 ti on to NRDC motion for svtpentfion of ho«rlng 
ftchodule Certificate of Svc end 
KETCHEN,E 0 Branch 4 79/06/15 |7pp 


7907130217 Submits prefiled testlmong of Rll QoftlanjRH 6terrett*LD 
HaffllltohiRH JonesiSO Kageri L LeulsiDj Garrick* JD RoUlns 
JM Elliott 

MCOARRYiJ M Debevoise & Llaberman 79/06/04 Ip 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER 
CERTAIN CONDITIONS 

DOCKET 71 '•0003 EXXON NUCLEAR CO r INC 


—7907130232 Teatlmong of JP Rollina Pres/ious operations ui/ca«tis have not 
resulted in overexposure to radiation to uorkare or public 
ROLLINS. J D Nuclear Assurance Corp 79/06/04 12pp 


7907030251 Transcript of 7906S0 hearing in Charlottei NC Pp 392^692 
Testimony of L Lewis. SD Hager. ftW Boitiani fc DH Sterrett and 
HILLER.HE I LUEBKE.E A . HAND. C H Atomic Safctg and Licensing 
Board Panel 79/06/80 34lpp 


7907030189 Transcript of 790'6ai bearing in Charlotte. NC Pp 693-949 
HILLER. N E . LtiEBKE. E A . HAND. C M Atomic Safety and Licensing 
Board Panel 79/06/21 S57pp 


7907120131 Transcript of 790622 hearing In Charlottes NC Pp 950-1.311 
HILLER. H e . LUEBKErE A , HAND. C H Ato;nic Bafetg and Licensing 
Board Panel 79/06/82 26lpp 


DOCKET 70-2662 MONSANTO CO 


7907030054 IE ln*p Repts 70-2622/79-01 & 70-2584/79-01 on 790226-87. No 
noncompiiance noted Major areas inspected security measures 
re export shipment of GNH 

ROGERS. M . SMITH. 0 Region 1. PMladeiphiai Office of the 
Director DEVLIN. U Region 1. Phi ladelph la. Safeguards Branch 

79/04/03 4pp 


DOCKET 70-2038 CINCINNATI OAS h ELECTRIC CO 


7907100692 Amends License 8NM-1823. per 760308 app 1 tea t ton. Amend 
authorlies receipt. possess 1 on. insp & storage of enriched U 
CROW.W T Radioisotopes Licensing Branch <pTe 790501) 79/05/03 

Ip 


— 7907i007l7 Discusses 790412 license amend application requesting 
revision re types (. capacities of fuel handling cranes to 
be used re receipt & storage of fuel astdmblies Recommends 
appreval 

CROW.H T Fuel Process U Fab. Branch. 79/05/03 Ip 


DOCKET 70-2802 SOUTHERN CALIFORNIA EDISON CO 


7907310408 Corrects info lubmittad to Board on 790306 re issuance of 
BNH license for new fuel to be used at site Subseq^uently 
informed that License 8NM-1644 uas already issued, 

CHANDLER. L U Branch 1 79/09/16 Ip 


—7907310526 License authorixing receipt, poisesslan storage of up to 
20 g U-239 contained In fission chambers for eventual use In 
reactors 

CROM.N T Division of Fuel Cycle & Material Safety 79/01/02 

Ip 


DOCKET 70-2909 WE8TIN0H0U6E ELECTRIC CORP. POWER SYSTEMS 


7907190063 FOIA request for Info re proposed Westlnghouse nuclear fuel 
assembly plant in Prattville. AL t. correspondence from 
Southern Interstate Energy Board to NflC concerning Southern 
Co h subsidiaries 

DAKESiD. L Affiliation Unknown 79/04/23. 2pp. 


7907030463 Confirms 790531 meeting to review licensing actions re 
proposed const of tow enriched fuel fabrication faciUtlos 
in Autauga County* AL 

BATSON. D,M Westlnghouse Electric Corp 79/05/15 ip 


7907190056 Responds to FOIA request for documents re proposed 
Neitlnghouse nuclear fuel assembly plant in Prattvi 1 le* AL ft « 
certain Southern Interstate Energy Board correspondence 
Forward! Westihghouse 790515 Ur. W/o end, 

FELTON. J M Division of Rules and Records 79/06/29 2pp 


7907190572 Submits Revision lA to XN-NF-439 "OA Program for Nuclear 
Fuels Dept Shipping Containers ** Satisfies request that 
currently approved versin of XN-NFl A. Revision 2. be ref in 
body of document 

NIL80N. R Exxon Nuclear Co . Inc (subs of Exxon Corp > 79/05/32 

Ip 


—7907190577 Revision lA to XN-NF-439 "QA Program for Nuclear Fuels 0*fi 
Shipping Containers 

DAVIBjL L Exxon Nuclear Co . Inc. (subs of Exxon Corp } 

XM-NF-439 79/05/24 7pp 


7907250244 Forwards QA program approval for radioactive matl package 
MACDQNALO. C E Transportation Branch 79/06/13 Ip 


—7907250246 OA program approval fo radioactive matl package 0003. 
Revision 0 

MACDONALD. C E Transpor tail bn Branch 79/06/13 Ip 


DOCKET 71-0005 MAONAFLUX CORP 


7907060113 Requests addl info re OA program H/acceptance criteria to 
evaluate OA program for transportation packages for 
normal/special form of radioactive matl 

MACDONALD. C E Transpor tation Branch 79/05/30 12pp 


DOCKET 71-0009 IBOMEDIX. INC 


7907130000 Forwards request for addl info to complete review of QA 
program 

MACDONALD. C E Transportation Branch 79/06/01 i2pp 


DOCKET 71-0011 ARROW TANK Sc ENGINEERING CO 


7907230628 Forwards OA program approval for radioactive matl package 
MACDONALD. C £ Transportation Branch 79/06/11 Ip 


— 7907230630 QA program approval for radioactive matl package 0011. 
Revision O 

MACDONALD. C E Transportation Branch. 79/06/11 Ip 


DOCKET 71-0015 CHICAGO BRIDGE St IRON CO 


79D7240009 Foru/ards OA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 79/06/89 Ip 


—7907240014 QA program approval for radioactive matl package 0015* 
Revision 0. 

MACDONALD, C E Transpor tatlon Branch 79/06/29 Ip. 


DOCKET 71-0088 NEWPORT NEWS INDUSTRIAL CORP, 


7907290027 Forwards QA program approval for radioactive matl package 
MACDONALD^ C E Transportation Branch 79/06/89 Ip 


' — 7907850029 OA program approval for radioactive matl package 0022, 
Revision 0 

MACDONALD. C E Transportation Branch 79/06/89. Ip 


DOCKET 71-0084 HITTMAN NUCLEAR 8, DEVELOPMENT CORP. 


7907270396 Requests extension to 790706 for submittal of revised OA 
program 

RONErB 8. Hlttman Nuclear S. Development Corp (subs of Hittmin 
Corp.) 79/06/18 Ip 


DOCKET 71-0028 BORG- WARNER CORP. 


7907830814 Forwards QA program approval for radioactlva matl packag*- 
MACDONALD. C, E Transportation Branch, 79/06/11 Ip 
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— 7707230325 QA program approval for radioactive matl package 0028, 
Revision 0 

MACDONALD# C E Transportation Oranch 79/06/11 tp 


DOCKET 71-0031 MARYLAND BHIP0UILDINO & DRY DOCK CO 


7907190017 Forwards rept. ''A9NDT15 Admlni sbra tlve# Operating If Emergency 
InitTUCtion* to QC Personnel for Handling of Iridium 19S 
Radioisotope " 

CARTER# U K Maryland Shipbuilding b Drydock Co 77/05/30 Ip 


-“7707170021 "A7NDTl5i Admlnl atrat Ive, Operating Emergency Instructions 
to QC Personnel for Handling of Ii — 172 RaOio isotope " 

CARTER. U K Maryland Shipbuilding Drydock Co 79/05/23 29pp 


7707230590 Foru/ards request for addl Info to complete rovieu of QA 
program 

MAGDQNALl>i C E Transportation Dranch 79/07/05 2pp 


DOCKET 71-0032 PANHANDLE EASTERN PIPE LINE CO 


77072306SS Forwards QA program approval for radioactive matl package 
MACDONALD# C E Transportation Branch 79/06/11 ip 


--790723069Q QA program approval for radioactive matl package 0032# 
Revision O 

MACDONALD# C E Transportation Branch 79/06/11 Ip 


DOCKET 71-0034 BABCOCK 6 WILCOX CO 


7707230634 Forwards OA program approval for radioactive matl package 
MACDONALD# C E Transportation Dranch 79/06/11 Ip 


— 7707230639 QA program approval for radioactive matl package 0034# 
Revision 0 

MACDONALD# C E Transportation Branch 79/06/11 Ip 


DOCKET 71-0037 NAVY. DEPT OF 


7907 1B0457 forwards QA pragi^am approval for radioactive matl package 
MACDONALD# C £ Transportation Dranch 79/06/11 Ip 


— 7907IS0499 QA program approval for radioactive matl package 0037# 
Revision 0 

MACDOMALDi C E Transportation Dranch 79/06/11 Ip 


DOCKET 71-0039 WALWORTH CO 


7907180735 Forwards organiration chart as part of 790910 QA program 
STEPHEN# W R Walworth Co Isubs of lU International Corp. > 
79/OS/Sl 2pp 


7907260350 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 79/06/29 ip 


— 7707260335 QA program approval for radioactive matl package 0039. 
Revision 0 

MACDONALD# C E Transportation Branch. 79/05/21 Ip 


DOCKET 71-0040 TECHNICAL OPERATIONS# INC. 


7907110469 Forwards request for addl Info to complete review of QA 
progrant 

MACDONALD# C E Transportation Dranch 79/06/06 3pp 


DOCKET 71-0046 TELEDYNE EMEROY SYBTEMQ 


7907130063 Forwards request for addl info to complete review- of QA 
program. 

MACDONALD# C E Transportation Branch 79/06/06 3pp 


DOCKET 71-0047 CAPITOL INTERNATIONAL AMY9 , INC 


7907230278 Forwards QA program approval for radioactive matl package. 
HACDDMaLD. C E Transportation Branch, , 79/06/11. ip. 


— 7907230203 QA program approval for radioactive matl package 0047# 
Revisions 0 

MACDONALD. C E Transportation Branch 79/06/11 Ip. 


DOCKET 71-0051 HARRISON STEEL CAST I NOS CD 


7707230250 Forwards QA program approval for radioactive matl package 
MACDONALD# C E Transportation Branch 77/06/11 Ip 


—7407230267 OA program approval for radioactive matl package 0091# 
Revision 0 

MACDONALD# C € Transportation Dranch 77/06/1 i Ip 


DOCKET 71-0054 OKLAHOMA TESTING LABDRATDRIES 


79D7160226 Forwards request for addl info to complete review of QA 
program 

MACDONALD# C E Transportation Branch 79/06/01 12pp 


DOCKET 71-0055 H R INSPECTION SERVICE 


7707230662 Forwards QA program approval for radioactive matl package 
MACDONALD. CE Transportation Dranch 79/06/11 Ip 


—7907230666 QA program approval for radioactive matl package 0059# 
Revision 0 

MACDONALD. C E. Transportation Branch 77/06/11 Ip 


DOCKET 71-0057 EXXON CD USA# EXXON CQRP 


7707230673 Forwards QA program approval for radioactive matl package 
MACDONALD. CE Transportation Dranch 79/06/11 Ip 


— 7907230660 QA program approval for radioactive mail package 0057# 
Revision 0 

MACDONALD# C E Transportation Branch 79/06/11 Ip 


DOCKET 71-0059 GENERAL ELECTRIC CO 


7907230273 Forwards QA program approval for radioactive matl package 
MACDONALD# C E Transportation Branch 79/06/11 Ip 


—7907230300 QA program approval for radioactive matl package 0059# 
Revision 0 

MACDONALD# C E Transportation Branch 79/06/11 Ip 


DOCKET 71-0061 NAVY# DEPT OF 


77071B044B Forwards QA program approval for radioactive matl package 
MACDONALD* C E Transportation Branch 79/06/12 Ip 


—7907100492 QA program approval for radioective matl package 0061# 
Revision 0 

MACDONALD# C E Transportation Branch 79/06/18 Ip. 


DOCKET 71-0066 CERTIFIED TEST! NO LADS # INC 


7907060009 Forwards revised QA program for Industrial radiography per 
790427 request 

PLUMSTEADi R, F. Certified Testing Laboratories# Inc 79/05/04 Ip. 


— 7907060011 Revised QA program for industrial radiography 
e Carttftad Testing Labor a tor 1 as# Inc 79/05/04 3pp 


DOCKET 71-0067 MED I -PHYSICS. INC 


79O7130OQ3 Forwards request for addl info to complete review of QA 
program. 

MACDONALD# C E Transportation Dranch 79/06/01, L8pp 


DOCKET 71-0074 NUCLEAR WE LB 1 NO# INC 


7907260341 Forwards QA program approval far radioactive matl package. 
MACDONALD# C E Transportation Branch 79/06/29 Ip. 
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— 79072A<J34fii OA progi'am approval for radioactive mail package 0074» 
Revision 0 

MACDOMALDi C E Transportatioa BrancA 79/05/(57 Ip 


DOCKET 71-0075 NORFOLK 8HIJ»aUILDIN0 4c DRY DOCK CO 


7907240S84 Foruards OA proyram approval for radiaactlva matl package 
MACDONALD. C E Transportation Branch 79/06/11 Ip 


— 7907240590 QA program approval for radioactive mat) package 0073* 
Revision O 

MACDONALD* C E Transportation Branch 79/06/1 X Ip 


DOCKET 71-0076 BABCOCK. U WILCQX CO 


7907240395 Forwards OA program approval for radioactive mat! package. 
MACDONALOi C E Transportation Branch 79/06/11 Ip 


— 7907240601 QA program approval for radioactiv* matl package 0076* 
Revlfien 0 

MACDONALD. C E Transporta t Ion Branch 79/06/11 ip 


DOCKET 71-0077 MIDST ATE TESTING LAB ‘ 


7907240247 Forwards QA program approval for radioactive mat) package 
MACDONALD. C E Transportation Drapeh 79/06/tl Ip 


—7907240236 QA program approval for radioactive imatl package 0077* 
Revision O 

KACDONALOjC E Transportation Branch 79/06/11 Ip 


DOCKET 71-0079 BABCOCK tc NILCOiC CO 


7907230391 Forwards reqgest for add) Info to complete review of OA 
program 

MACDONALD I C E Transportation Branch 79/07/05 2pp 


DOCKET 7 I -00 SO TRANSNORLD AIRUINE8. INC 


7907230007 Forwards OA program approval for radioactive matl package 
MACDONALDiC E Transportation Branch 79/06/11 Ip 


—7907230009 OA program approval for radioactive matl package 0060* 
Rivislqn O 

MACDONALD. C E Trenspof tat 1 on Drench 79/06/11* Ip- 

DOCKET 71-0007 NAVY. DEPT OF 


7907030313 Forwards QA program for industrial ratfiographg per 790420 
request 

KERRIOANiR J Navy* Dept of 79/05/17. Ip 


— 7907030S19 QA program for industrial radiography. 
KERRIGAN, ft J Navy. Dept, of 79/05/17 3pp 


7907100433 Forwards QA program approval for radioactive mail package 
MACDONALDIC E Transportation Branch 79/06/12, Ip 


--79071Q04S4 QA program approval for radioactive matl package 0087. 
Revision O 

MACDONALD. C E Transportation Branch 79/C6/12 Ip. 


DOCKET 71-0089 NAVY. DEPT, OF 


7907260463 Forwards QA program approval for radioactive matl package 
MACDDNALDpC E Transportation Branch. 79/06/89 ip. 


— 7907260469 OA program approval for radioactive mat) package. 0089, 
Revision 0 

MACDONALD* C. E Transportation Branch. 79/06/16 Ip 


5CKET 71-0095 UNITED STATES TEBTINO CQ, . INC 


7190279 Forwards GA program approval for radioactive matl packege, 
\CD0f4ALD. C, E Transportation Branch. 79/06/11 Ip, 


7190286 QA program approval for radioactive matl package} 0093. 
wifi on 0 

CDONAUD.C E Transportation Branch. 79/06/11. Ip 


docket 71-0096 PAN AMERICAN WORLD AIRWAYS 


7907160732 Requests 180-day oxtonslon for submittal of revised 
application describing QA program Request is result of 
Impending changes to airline status as licensee 
DUNN.N M Pan American World Airways. Inc 79/05/15 2pp 

7907110419 Grants request for IBO-day extension for submittal of 
revised QA program description 

MACDONALD, C E Transportetl on Drench 79/06/01 Ip 


docket 7 i -0099 FOSTER WHEELER ENERGY CORP 


7907110709 Responds to 790304 Itr re QA program Requests addl info 
outlining senior radiographer responsibility in areas re 
radiography packages 

MACDONALD. C E Transportation Branch 79/05/23 Ip 


7907300407 Forwards revised QA program 

KAVAC9. F D Foster Wheeler Corp 79/05/30, ip 


—7907300490 QA program. Revl sion 2. for License 29-03369-03 
K0VAC8, B Foster Wheeler Corp 79/05/30 Bpp 


docket 71-0102 SOURCE PROD 6 EQUIP CO . INC 


7907020408 Ferwards request for add! info to complete review of QA 
program 

MACDONALD. C E Transportation Branch 79/06/06 2pp 

7907100743 Submits acceptance criteria for transportation packages 
MACDONALD, C E Transportation Branch 79/06/12 12pp , 


DOCKET 71-0103 TWIN CITY TEBTINO 6 ENOR LAD 


7907230787 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch. 79/06/11. Ip 


—7907230792 QA program approval for radioactlva matl package 0l03i 
Revision 0 

MACDONALD. C. E Transportation Branch 79/06/11 Ip 


DOCKET 71-0104 CKICAOD BRIDGE It IRON CO 


7907230786 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 79/06/11 Ip 


—7907830709 QA program approval for radioactive matl package 0104# 
Revision 0 

MACDONALD. C £ Transportation Branch 79/06/11. Ip 


DOCKET 71-0105 UNIVERSAL TESTING LADDRATORIEe 


7907230776 Forwards QA program approval for radioactive matl package 
MACDONALOrC E Transportation Branch, 79/06/11 Ip 


--79O723O702 QA program approval for radioactive matl package’ 0105# 
Revision 0 

MACDONALDiC E Transportation Branch 79/06/11 Ip 


DOCKET 71-0110 BUCKEYE STEEL CASTINGS 


7907840499 Forwards OA program approval for radioactlva matl package. 
MACDONALD. C E Transportation Branch 79/06/11 Ip 


— 790724090B QA progr'bm Approval for radioactive matl package; 0110# 
Ravltlon 0 

MACDONALDiC E Transportation Branch. 79/04/87, Ip 


DOCKET 71-0113 NOOTER CORP 


7907230037 Forwards QA program approval for radioactive matl package. 
MACDONALDiC. E Transportation Branch 79/06/11, Ip 


— 7907230049 QA program approval for radioactive matl pac kage. 01 13» 
Revision O 

MACDONALD. C E Tranep'ortatl on Branch. 79/06/1 1, Ip, 
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DQCWET 71 --01 16 NAVYi DEPT OF 


790709<0A99 60''ddij entension to cover cotnpletlon of proposed 

QA program & interim period uhich mag occur during program 
revl ow 

BLOCK, L K Navy. Dept of 79/0S/23 Ip 


7907110280 Grants request for 60-day extension re submittal of revised 
QA program 

HACDONALD, C E Transportation Dranch 79/06/05 Ip 


□□CKET 71-0119 INGERBOUL-RAND CO 


79072AO337 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 79/06/11 Ip 


—7907240543 QA program approval for radioactive matl package 0119. 
Revision O 

MACDDNALDi C E Transportation QrancK 79/06/11 Ip 


DOCKET 71-0120 DANIEL INTERNATIONAL CORP 


7907S3002B Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Dranch 79/06/11 Ip 


—7907530033 QA program approval for radioactive matl package 0120, 
Revision 0 

MACDONALD. C E Transportation Dranch 79/06/11. |p 


DOCKET 71-0121 NEUTRON PRODUCTfl, INC 


7907050230 Responds to NRC 790427 I tr requesting addl info re 
evaluation of QA program Proposes to prepare overall QA plan 
Uhich will cover transportation packages for both normal Ic 
special form radioactive matl << source fabrication 
KREY9A.F J Neutron Products, Inc 79/06/06 ip 


DOCKET 71-0123 HERRON TESTING LADS . INC 


7907230034 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Dranch 79/06/11 Ip 


—7907230069 QA program approval for radioactive matl package 0123. 
Revision 0 

MACDONALD, C E Transportatl on Dranch 79/06/11. Ip 


DOCKET 71-0127 NATIONAL ANNEALING DOX CD 


7907240107 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Dranch 79/06/U Ip. 


—7907240110 QA program approval for radioactive matl package 0127, 
Revision 0 

MACDONALD, C E Transportation Branch 79/06/11 Ip 


DOCKET 71-0120 AMOCO OIL CQ 


7907050167 Forwards QA program as required by 10CFR71 Sl.Mgt of Amoco 
Oil Co establllshes ti implements program Radiation Oafety 
Ofe is responsible for administration of program training 
cert if i cation, document control Sc auditing 
NOROAARDr J A Amoco Oil Co (subs of Standard Oil Co of Indiana! 
79/08/23. 3pp 


DOCKET 71-0130 CHICAGO BRIDGE Sc IRON CO 


7907020324 Forwards OA program for License 37-12IS6-01, 
PLATE* C, Chicago Bridge Sc Iron Co 79/08/16 Ip 


— 7907020326 QA program for License 37-12136-01 
* Chicago Bridge 6 Iron Co. 79/05/16 3pp. 


7907840577 Forwards OA program approval for radioactive matl package 
MACDONALD, G E. Transportation Branch. 79/Q6/11 Ip. 


—7907240800 QA program approval far radioactive matl package: OlSOi 
Revision 0 

MACDONALD, C E Transportation Branch. 79/06/1 Ip 


DOCKET 71-0132 ADVANCED RADIATION SERVICE 


79072403S3 Forwards -QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/06/11 Ip 


— 7907240361 QA program approval for radlc3ac:tivfl matl package 0132. 
Revision 0 

MACDONALD, C E Transportation Branch 79/06/11 Ip 


DOCKET 71-0133 NAVY, DEPT OF 


7907260446 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/06/29 Ip 


— 7907260454 OA program approval for radioactive matl package 0133. 
Revision 0 

MACDONALD, C E Transporta tlon Branch 79/06/27 Ip 


DOCKET 71-0134 LADAROE, INC 


7907240566 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Dranch 79/06/11 ip 


—7907240371 QA program approval for radioactive matl pac kag«* Ol34i 
Revision 0 

MACDONALD, C E Transportation Branch 79/06/11 Ip 


DOCKET 71-0136 PARKER IND X-RAY LAB CORP 


7907230339 Forwards request for addl Info tq complete review of OA 
program 

MACDONALD, C E Transportation Dranch 79/07/05 2pp 


DOCKET 71-0137 METALB TESTING CO , INC 


7907230423 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportat 1 on Branch 79/06/89 Ip 


— 7907230426 QA program approval for radioactive matl pac kage: 0137i 
Revision 0 

MACDONALD, C E Transportation Branch 79/06/29 Ip 


DOCKET 71-0140 WALWORTH CD 


7907240324 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Dranch 79/06/11 Ip 


—7907240531 QA program approval for radioactive matl pac kago > 0140, 
Revision 0 

MACDONALD, C E Transportation Branch 79/06/29 Ip. 


DOCKET 71-0143 THAYER INSPECTION SERVICE. INC 


7907230237 Foruards OA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/06/11 Ip 


— 7907230248 QA program approval f»r radioactive matl package 0145. 
Revision 0 

MACDONALD, C E Transportation Dranch 79/06/11 Ip 


DOCKET 71-0140 UNITED ENGINEERS «< CONSTRUCTION, INC 


7907240513 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/06/11, Ip. 


—7907240522 OA program approval for radioactive matl pac kage* 0140. 
Revision 0 

KACDDNALD, C E, Transportation Branch 79/06/2B Ip. 


DOCKET 71-0190 PEABODY TESTING SERVICES 


7907230645 Forwards OA program approval for radioactive matl package 
MACDONALD. C E Transporta t loi| Branch 79/06/11. Ip 

—7907230653 QA program approval for radioactive matl package 0130, 
Revision 0 

MACDONALD, C E Transportation Branch 79/06/11. Ip 
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DOC^\ET 71-01 St HESS OIL VIRGIN ISLANDS CQRP 


79073A&432 Foru^^rds QA p-rogrAri d{)(>rc}V4l For t-adloattlve (iiatl package 
MACDONALD^ C E Transp-orfcat 1 on Branch 79/06/39 Ip 


— 7907260439 QA program approval -for radioactive fliatl package 0£31» 
Revision O 

MACDONALD. C E Transportation Branch 79/06/29 Ip 


DOCKET 71-01S2 VIRGINIA DEPT OF HlGHWArB & TRANSPORTATION 


790726D40I Poruards OA program approval for radioactive matl package 
MACDOMALO.C E Transportation Branch 79/06/29 Ip 


—7907260411 OA program approval for ra-diopckive matl package 0192. 
Revision 0 

HACDDNALD.C E Transportation Drench 79/06/29 Ip 


DOCKET 73 -O’! 53 AMCHOR-DARU I NO VALVE CO 


7907240220 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Drench. 79/06/29 Ip 


—7907240236 OA program approval for radioactive matt package 0193. 
revision O 

MACDONALD. C E Transportation Dranch 79/06/29 Ip., 


DOCKET 7J-0IS4 OENERAL DYNAMICS 


7907860421 Forwards OA program approval for radioactive matl package 
MACDONALD. C E Transp or tat i on Dranch 79/06/29 Ip 


--790726042S QA program approval for radioactive matl package 0194. 
Revision O 

MACDONALD. C E Transp ortat i pn Branch 79/05/09 Ip. 


DOCKET 7|-*0156 INDUSTRIAL* FABRICATING CO 


7907050447 Forward* OA program per 790427 request 
D02ARTH.D Industrial Fabricating 79/0-5/16 Ip 


“-7907050452 QA program 

» Industrial Fabricating 79/05/16 3pp 


7907260379 Forwards QA progrem approval for radioactive matl package 
KACDDNALQ. C. E Transporta tion Branch 79/06/29 Ip 


-7907860306 OA program approval for radioactive matl pac kage. 0196» 
Revision 0 

MACDONALD, C £ Transporta tion Dranch 79/05/16 Ip 


3CKET 71-0157 FROEHLINO k RODERTEDM, INC 


907860370 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transporta tion Branch 79/06/29 Ip 


—7907860373 QA program approval for radioactive matl package' 0157. 
Revision 0, 

FIACDONALD, C E Transportation Branch 79/06/28 Ip 


DOCKET 71-0161 CURTISB-WRIGHT CORP 


290DI9 Forwards OA program approval for radioactive matl package. 
DONALD. C E Tran sp orta t i on Qranch 79/06/29 Ip 


S50D83 QA program approval for radioactive matl package 0161. 
vision 0 

CDONALD.C.E Transportation Branch. 79/06/29 Ip. 


71-0168 EBABCO SERVICES. INC 


?2 Forwards QA program approval for r-adiaactive matl package 
^LD. C E Transpor tatlon Branch 79/06/29, Ip 


8 GA program approval for radioactive matl package. 0168. 
n 0 

LD.C E Transpartatlon Branch. 79/06/29 Ip- 


DOCKET 71-0163 CLARK INSP SERVICE, INC 


7907850368 Forwards request for addi Info to complete review of QA 
program 

MACDONALD. C E Transportation Branch 79/07/05 Spp 


DOCKET 71-0166 NEU YORK TE8T1N0 LABS. INC 


79071S0740 Forwards organliation chart requested 790413 

HUFF. E M Nfw York Testing Laboratories. Inc 79/05/13 2pp 


7907240042 Forwards OA program approval for radioactive matl paekapf 
MACDONALD. C E Transportation Branch 79/06/29 Ip 


—7907240044 QA program approval for radioactive matl package 0166. 
Revision O 

MACDONALD. C E Transportation Branch 79/06/29 Ip 


DOCKET 71-0160 QUALITY ASSURANCE LADS 


7907020459 Requests correction of terminology re emergency operatlngi 
procedures in June 1970 application 

SHIPLETT. J J , TRAUT VETTER, C Trautvetter Corp 79/05/21 Jp 


7907240046 Forwards OA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/06/29 Ip 


—7907240049 QA program approval for radioactive matl package 0168, 
Revision 0 

MACDONALD. C E Transportation Dranch 79/06/89 Jp 


DOCKET 71-0175 QC SERVICES. INC 


7907020460 Forwards QA program for License 04-14075-01 
HUDDLESTON, E U DC Services, Inc 79/05/18 Ip 


•7907020462 OA program for License 04-14075-01 

HUDDLESTON. E M Q C Services, Inc 79/05/10 5pp 


DOCKET 71-0177 FEDERAL AVIATION ADMIN 


7907S30374 Forwards request for addl info to complete review of QA 
progrem 

MACDONALD. C B Transportation Branch 79/07/05 2pp 


DOCKET 71-0170 ENERGY PRODUCTS GROUP 


7907050032 Responds to 790413 request Forwards arganl lationa 1 chart 
of radiography dept 

ALLEN, B N Energy Products Group 79/05/10 8pp 


DOCKET 71-0181 CONSOLIDATED X-RAY SERVICE CORP 


7907050412 Forwards 790521 revised application for QA program 

CULLINOTON.R F Consolidated X-Rag Service, Inc. 79/05/21. Ip. 


—7907050416 QA Manual 

* Consolidated X-Ray Service, Inc 79/05/21 Spp 


DOCKET 71-0104 PULLMAN POWER PRODUCTS 


7907240030 Forward* OA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/06/89 Ip, 


— 7907340040 QA program approval for radioactive matl package: 0104, 
Revision o. 

MACDONALD. C E. Transportation Dranch. 79/06/89 ip 


DOCKET 71-0109 TODD SHIPYARDS CORP 


7907110476 Forwards request for addl info to complete review of OA 
program 

MACDONALD, CE Transportation Branch 79/06/05 ISpp. 
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DOCKET 71-0192 NUCLEAR PACKAGING, INC 


7907050301 Advises that revised QA program description euUl be 
submitted 790627 

OLIVADDTI,J R Nuclear Packaging, Inc 79/05/14 Ip 


DOCKET 71-0198 NUCLEAR FUEL GERVICES, INC 


7907110472 Forwards request for addl Info to complete review of Q-A 
program 

MACDQNALDi C E Transportation Branch 79/06/0S 6pp 

DOCKET 71-0205 QUALITY TESTING, INC 


7907260361 Forwards OA program approval for radioactive matl package 
liACDDNALD, C E Transportation Branch 79/06/29 Ip 


— 7907260364 OA program approval for radioactive matl package 0205, 
Revision 0 

MACDONALD, C E Transportation Branch 79/05/01 Ip 


DOCKET 71-0208 NORTHEAST NUCLEAR ENERGY CO 


7907030956 Advises of Intention to apply requirements oF QA topical 
ropt NU-0A~l , Revl slon 3A, to meet criteria of 10CFR7t 51 
COUNSIL.VJ G Northeast Utilities 79/05/15 Ip 


DOCKET 71-0209 JACKSONVILLE SHIPYARDS, INC 


7907050504 Forwards revised QA program for License 09-156H-01 
MCINNt5,E L Jacksonville Shipyards, Inc 79/05/18 Ip 


—7907050510 Revised OA program for License 09-15611-01 

MCINNIBiE L Jacksonville Shipyards, Inc 79/09/09 9pp 


DOCKET 71-0210 GULF OIL CORP 


7907260337 Forwards request for addl Info to complete ravlaw of QA 
program 

* Transportation Branch 79/07/02 2pp 


DOCKET 71-0214 GAS RENTALS, INC 


7907110617 Forwards QA program, in response to 790427 Itr Program 
described is designated to ensure safe radiographic 
Operations 

ROBINSON, E L Oas Rentals. 79/05/24 In 

—7907110630 QA program re use of approved radiographic gamma projectors 
« Oas Rentals 79/05/24 5pp 


DOCKET 71-0219 SPACE SCIENCE SERVICES 


7907030162 Forwards NfiC 790427 Itr I, revised QA program 
OEIQERrD A Specs Science Services, Inc 79/03/23. Ip- 


— 7907030166 Requests revision of proposed QA program submitted 781212 
MACDONALD, C E Transportation Branch. 79/04/27. Ip 


— 7907030168 Revised QA program for Industrial radiography license 
09-07530-01 

» Space Science Services, Inc 79/05/23. 4pp 


DOCKET 71-0216 NUCLEAR ENERGY SERVICES, INC 


7907230019 Forwards OA program approval for radioactive matl package. 
HAGDOINALD, G, E Transportation Branch 79/06/29 Ip. 


— 7907230029 OA program approval for radioactive matl package* 0216, 
Revision 0 

MACDONALD, C. E. Transportation Branch, 79/06/29. Sp, 


DOCKET 71-0217 PULLMAN KELLOGG, INC 


7907230030 Forwards QA program approval for radioactive matl package. 
MACDONALD, C E. Transportation Branch. 79/06/29, Ip. 


— 7907230036 QA program approval for radioactive matl package: 0217.1 
Revision 0 

MACDONALD, C E Transoortatl on Branch 79/06/29 Ip 


DOCKET 71-0210 CUMBERLAND BRIDGE CO 


7907240010 Forwards OA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/06/29 Ip 


—7907240023 GA program approval for radlaactlve matl package. 0218, 
Ravislott 0 

MACDONALD, CE Transportation Branch 79/06/29 Ip 


DOCKET 71-0219 TEREX DlV /OH CDRP- 


7907240020 Foruords OA program approval for radioactive matl package 
MACDDNALD.C E Transportation Branch 79/06/29 Ip. 


—7907240034 QA program approval for radioactive matl package 0219, 
Revision 0 

MACDONALD, C E Transportation Branch 79/06/29 Ip 


DOCKET 71-0225 NAVY. DEPT OF 


7907230042 Forwards QA program approval for radioactive matl package. 
MACDONALD, C E Transportation Branch 79/06/29. Ip. 


—7907230047 QA program approval for radloactlva matl package 0229* 
Revision O 

MACDONALD, C. E Transportation Branch 79/06/29 Ip 


DOCKET 71-0226 NEW YORK* STATE UNIV OF 


7907310406 Amends OA program for facility, per 7B1222 request Part 7 of 
submittal Is changed to indicate that auditors have no 
responsibilities In activities 

HAA8,M N New York, Stats Unlv of, Buffalo 79/06/12 2pp 


7907240032 Forwards QA program approval for radioactive matl package 
MACDONALD, C. E Transportation Branch 79/06/29 Ip 


—7907240037 QA program approval for radioactive matl package: 0226. 
Revision 0 

MACDONALD. C E Transportation Branch 79/06/29 Ip 


DOCKET 71-0220 CAPITAL X-RAY SERVICE 


'*907230614 Forwards request for addl info to complete review of QA 
program 

MACDONALD, C E Transportatt on Branch 79/07/05. 2pp. 


docket 71-0235 ARMY, DEPT. DF 


7907110970 Responds to 781222 Itr re QA requirements Does not 
anticipate shipping any radioactive sources^ 1 1 censed 
vendors are contacted to exchange or remove sources when 
required 

PHILLIPS, J H Army, Dept of, El ectronic Proving Ground 79/06/01. 

*P. 


DOCKET 71-0236 AMERICAN AIRLINES 


7907230469 Forwards request for addl info to complete review of QA 
program 

MACDONALD, C. E Transportat 1 on Branch 79/07/05 2pp. 


DOCKET 71-0239 NAVY. DEPT OF 


7907180845 Notifies that Amend 3 to License 04-17976-01 has been 
forwarded 

POWELLtM. L Navy, Dept of, 79/05/21. Ip 


DOCKET 71-0246 INSPECTION 8ERVICEB CORP. 


'907230476 Forwards request for addl Info to complete review of QA 
program. 

MACDONALD, C. E. TraRseortat i on Branch 79/07/05 2pp. 
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DOCKET 71-054? JflT CORP 


79070i05l7 Requests reg i atra tipn u«&r of Hodei 31032-1 
CFJOQBIE, K L JRT Corp 79/05/19 app 


DOCKET 71-024G MDNS/\NT0 REgE^RCH COftP 


7907110410 Foruards rffquejt for addl Info to tomplet* revleu o# OA 
p^-ojP-am 

MACDOMALDi C E Transportation Branch 79/06/09 13 pp 


DOCKET 71-0251 WE8T1N0H0USE ELECTRIC CORP ' 

\ 

7907330613 Forward* requ»*k for addl Info to compjot* rovimi of OA 
ppoflram 

HACODNALD, C E Trarvapor kailon Branch 79/07/09 Spp 


DOCKET 71-0252 DAVTON X-RA7 CO 


7907530616 Forward* roquest for addl Info to compieta review of QA 
program 

MACDONALD, C E Tranaporfca fc 1 on Branch 79/07/09 2pp 


DOCKET 7l-0gS7 iNDOaTRlAL LADB* INC 


7907020037 Forwards OA program for LI cent* 41-04226-02. 
MELL8iS.il Industrial Laboratorinj Inc 79/05/17 (p 


— 7907020038 QA program for Licenio 41-04226-05 

WELLS, S ft Industrial Laborator i*B, Inc 79/05/17 3pp 


DOCKET 71-0290 NUCLEAR ENOINEfiftlNff CP i INC 


7907100D30 Discusses mi tcancap tton of currant status «f Nuclear 
Enginaarlng Co Cummonts or questions re Nuclear Englnsering 
Co QA approval application should be dlrocted ia that co^ 
T<led|/ne {« not Interested part^ 

HCOREW, J W Teledyne, Inc 79/09/21 Jp 


DOCKET 71-0262 WISCONSIN INDUSTRIAL TESTJNO> INC 


7907230987 Forwards request fqr add! info to complete review of QA 
program 

MACDDMALDi C E Transportation Branch 77/07/09 2pp 


DOCKET 71-0263 W0A HEAT TftANSFEn CORF 


79072309D3 Forwards request for addl info to complete rsvleu of QA 
program 

MACDONALD, C E Transportation Branch 79/07/05 2pp 


docket 71-0564 AUTOMATON INDUS , INC 


7907110464 Forwardf request for add! Info to complete review of OA 
program 

MACDONALD, C. E. Transportation Branch 79/06/05. I2pp 


DOCKET 71-0265 NAVV,DEPT,or 


7907230604 Fprwards request for addl Info to complete review of QA 
program. 

MACDONALD, C E. Transportation Drench. 79/07/05. 2pp 


KET 71-0260 NAVViDEPT OF 


—7907020497 Revised QA program for License 43-11213-02 

Ml/LLIKIM, M 8 Unlversol Testing Labs, Inc 79/03/21 4pp 


7907310613 Forwards revision to OA program 

MULLIKIN, M B Universal Testing Labs, Inc 79/Ob/Ob Ip 


—7907310622 Revision to OA program 

a Universal Testing Labs. Inc 79/06/06 4pp 


DOCKET 71-0283 DELTA AIRLINES. INC 


7907250397 Forwards QA program approval for radioactive mail pactsur 
MACDONALD, CE Transportation Branch 79/06/29 Ip 


— 79072S0400 QA program approval for radioactive matl poctage 02D]i 
Raviilon O 

MACDONALD. C. E Transportation Branch 79/06/29 Ip 


DOCKET 71-0234 ULTRASONIC SPECIALISTS, INC 


79O7230119 Forwards QA program approval for radioactive matl pflctage 
MACDONALD, C E Transportation Branch 79/06/20 ip 


— 7707S30120 OA program approval for radioactive mail package 02041 
Revision 0 

MACDONALD. C. £ Transportation Branch 79/06/20 Ip 


DOCKET 71-0292 INDUSTRIAL GAMMA INSPECTION 


7907300314 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Branch 79/06/20 Ip 


— 7907300337 QA program approval for radioactive matl package 0292, 
Revision 0 

MACDONALD, C. E Transportation Branch 79/06/20 Ip 


DOCKET 71-0294 APPLIED ENGINEERING CO 


7907S30104 Forwards QA program approval for radioactive matl padtags 
MACDONALD, C. £ Transportation Branch 79/06/20 Ip 


— 79O7S30111 OA program approval for radioactive matl package. 0294, 
Revision O 

MACDONALD, C E, Transportation Branch 79/06/20. Ip. 


DOCKET 71-0298 STgEL TANK CONSTRUCTION CO 


79072301S6 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 79/06/20 Ip. 


—7907230159 OA program approval for radioactive matl package 0295, 
Revision o 

MACDONALD, C E Transportation Branch 79/06/20. Ip 


DOCKET 71-0304 TELEDYNE BROWN ENGINEERING CO. 


7907190601 Forwards OA program approval for radioactive matl package. 
•MACDONALD, C E, Transportation Branch 79/06/20. Ip 


->“7907390604 QA program approval for radioactive matl package* 0304, 
Revision 0 

MACDONALD, C, E Transportation Branch 79/06/20 Ip 


DQCKer 71-0305 AMERICAN X-RAV St INSPECTION, INC. 


7907230S79 Forwards QA program approval for radioactive matl package. 
MACDONALD, C E Transportation Branch. 79/06/20 Ip 


09001B Submits repair dept Instruction 9900 SA incorporating 
vlelohk to QA program as requested in NRC 790420 Itr, 
□RUPBKIiaS. NavtfiDaptof. 79/05/IB l4pp 


T 71-0279 ONI VERBAL TESTING , INC 


20456 Forward* revised QA program for License 43-11213-02 
^IK1N,M B. Vnlvarial Tasting Labs. Inc, 79/05/21, Ip, 


— 79072302S1 OA pregratn approval for radioactive mail package’ 0305, 
Revision 0. 

MACDONALD, C. E Transportation Branch. 79/06/20 Ip 


DOCKET 71-0306 BNYDER DRILLING- WELL SERVICING CD, 


7907190610 Forwards QA program approval for radioactive matl paclcage. 
HACODNALD, CE Transportation Branch 79/06/20, Ip. 
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— 79071^0613 QA prpgram approval for radioactive mail pacvags OSO^r 
Raviiion 0 

KACDONALDfC E Transportation Oranch 79/06/20 Ip 


DOCKET 71-0307 TEXAS PIPE DENOINO CO OF PUERTO RICO 


7907S30269 Forwards QA program approval for radioactive matl package 
MACDOMALDiC E Transportation Branch 79/06/20 Ip < 


—7907230272 QA program approval for radioactive matl packago 0307. 
Revision O 

MACDONALD, C E Transportation Dranch 79/06/20 Ip 


DOCKET 71-0300 ALASKA INDUSTRIAL X-RAY 


7907230606 Foruards request for addl info to complete review of OA 
program 

HACDQMALO.C E Transportation Dranch 79/07/05 2pp 


DOCKET 71-0310 QUCYRUS-ERIE CO 


7907060137 Forwards erganliatlon chart as addl info to QA program 
submitted ui/790AO4 Itr 

MERTZrJ. M Ducgrus-Eria Co 79/03/24 Spp 


7907300533 Discusses License 110-06390-01 QA program submitted in 790404 
S, 0524 Itrs Defines position of radiation protection 
officer Forwards App E to OA program 
HERTZ. J H Ducyrus-Erls Co 79/06/05 Ip 


7907230366 Forwards QA program approval for radioactive matl package 
MACDONALOiC E Transportation Dranch 79/06/29 Ip 


--7907250393 QA program approval for redioactive matl package 03t0i 
Revision 0 

MACDONALD, C E Transportation Dranch 79/06/29 Ip 


DOCKET 71-0314 SMITH-EMERY CO 


7907230262 Foruards QA program approval for radioactive matl package,, 
MACDONALD, C E Transportation Dran^ch 79/06/20 Ip 


—7907230266 QA program approval for radioactive matl package 0314, 
Rsvlflon 0 

MACDONALD, C C Transportation Dranch 79/06/20 ip 


DOCKET 71-0316 MASON & KANQER-SILA8 MASON CD , INC 


7907230620 Forwards request for addl Info to complete review of QA 
program 

MACDONALD, C E Transportation Dranch 79/07/05 2pp 


DOCKET 7J-031B MARATHON OIL CQ 


7907230610 Forwards request for addl Info to complete review of OA 
program 

HACDONALD, C. E Transportation Branch. 79/07/05 2pp 


DOCKET 71-0319 GENERAL TESTING & INSPECTION CO 


7907230096 Forwards QA program approval for radioactive matl package 
MACDONALD, C. E. Transportation Dranch 79/06/20 Ip 


— 7907230099 QA program approval for radioactive matl packagaj 0319, 
Revision O 

MACDONALD, C E Transportation Dranch 79/06/20 ip 


DOCKET 71-0320 PITTBBUROH-DEB MOINES STEEL CO 


7907230126 Forwards QA program approval for radioactive matl package 
HACDONALD, C E, Transportation Branch 79/06/20. Ip. 


'--7907230130 QA program approval far radioactive matl package. 0320, 
Revision 0 

MACDONALD, C, E Transportatl on Branch 79/06/20, ip 


DOCKET 71-0321 EXAM CD 


7907230609 Forwards request for addl info to complete review of QA 
program 

MACDONALD, C E Transportation Dranch 79/07/05 2pp 


DOCKET 71-0322 CONTROL COMPONENTS INTERNATIONAL 


7907230326 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Dranch 79/06/SO ip 


*—7907230331 QA program approval for radioactive matl pac kage' 0332, 
Revision O 

MACDONALD, C E Transportation Dranch 79/06/20 Ip 


DOCKET 71-0325 CONSLIMER^ POWER CO 


7907160756 Discusses QA for radioactive matl transp ortat 1 on Util will 
US* latest Version of QA tapical rept CPC-l-A for 
radioactive matl transportation U plant operations 
HOFFMAN, O P Consumers Pouot Co 79/05/15 Ip 


7907060070 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Transportation Dranch 79/06/01. Ip 


—7907060071 QA program approval for radioactive matl package 0323 
Revision 0 

MACDONALD, € E Transportation Dranch 79/06/01 ip 


DOCKET 71-0326 INDUSTRIAL HEAT TREATING & METALLURGICAL CO .INC 


7907230309 Forwards QA program approval for radlDactive matl package 
MACDONALD, C E Transportation Branch 79/06/20 Ip 


—7907230319 QA program approval for radioactive matl package 0326, 
Revision O 

MACDONALOiC E Transportation Branch 79/06/20 Ip 


DOCKET 71-0327 PORTLAND GENERAL ELECTRIC CO. 


7907110145 Forwards QA program approval for radioactive matl package 
MACDONALD, C. E Transportation Dranch 79/06/01 Ip 


—7907110191 QA program approval for radioectiv* matl package 0327, 
Revision 0 

MACDONALD, C E Transportation Dranch 79/06/01 Ip 


DOCKET 71-0328 PUBLIC SERVICE ELECTRIC <r QA3 CO 


7907060044 Notifies that QA program meets requirements of lOCFRSO, 
App fi.QA prnogran was submitted to NRC in F8AR App D 
LIBRIZZI.F P Public Service Electric 6 Oss Co of New Jersey. 
79/05/17 Ip 


7907060067 Forwards QA Program approval for radioactive mat! package 
MACDONALD, c E Transportation Dranch 79/06/01 Ip. 


—7907060066 QA program approval far radioactive matl package.032B 
Revision 0, 

MACDONALD, C E, Transportation Branch 79/06/01 Ip 


DOCKET 71-0334 METROPOLITAN EDIBON CO. 


7907290459 Forwards QA program approval for radioactive matl packagi 
MACDONALD, C E Transportation Branch 79/07/03 Ip 


— 7907290463 QA program approval for radioactive mitl package: 0334, 
Revision 0. 

MACDONALD, C E. Transportation Branch 79/07/03 Ip 


DOCKET 71-0361 MODEL: P AT- 1, RAMSEY ENGINEERING CO 


79073104BO Requests present Certificate of compliance 0361 be revised 
due to adfliinlstratiVB flaw 
RQSStD. N. Energy. Dept of 79/06/12 Ip 
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7907180701 Nat 1 f iciit ion a reg 1 a^trati an ai user o# Modal PAT^l 
MACDONALOiC E Transportation Uraneh 79/0h/29 Ip 


DOCKET 71-4949 MO&EU UNC-lAad. CDMBU&TION EF/GINEERINO CQ j INC 


7907160763 Raquosts renflual of Certificate of Compliance 4949 
Forci^ards current certificate N7o end 

MICHELiC J Nuclear Fuel Servtcesi inc. {subs, of Oettv Oil Co 1. 
79/03/01 1 p 


7907190363 Acli expiration notice re Certificate of Compliance 4949 
Requests continued registration as user of Model UNC-1484 
shipping packages 

MOkJlViW R General Atomic Co (subs of Qulf Oil Corp ) 79/03/lB 

IP 


7907180851 Documents info given to NflC In T Congedo 790924 tetcon re 
consolidated application for renowai of Certificate of 
Compliance 4949 for Modal UMC-1484 Participation in 
consol 1 dated application not necessary 

AUBTINjM a Babcock & Ml Id-ox Co j Nuclear Material Dlv 79/03/29 

Ip 


7907190026 Ack receipt Of 790522 Itr requesting 90-dag eJctenslon of 
validity of Certificate af Compliance 4949 Administrative 
fee of tISO required to process request 

WElSSiD License Fee Management Branch 79/09/30 Ip 


79071 90030 Requests 90''da9 extension ta collect required data & 
prepare submittal for consolidated application for reneual 
of Certificate of Compliance 4949 for Model UNC-1484 
OfiECO, R J United Nuclear Corp 79/05/2S Ip 


7907200291 Forwards Revision 1 of Certificate ef Compllante 4949 for 
shipping package Model UN'C-14B4 

MACOONAUr.C E. Transportation Branch 79/06/13 2pp 


■“-790723O2S8 Certificate of -Compliant* 4949j ftevis i on l.for radioactive 
matl shipping package Model UNC'>14B4 

‘'‘•'DONALDi C B Transportation Branch 79/06/13 2pp 


7907260574 Notifies of expiration of Certificate of Compllanc* 5341 
fpr Model NFP-S5, To continue using pac kage» should request 
continuation as user of certificate per 10CFH71 
MACDONALD. C E Transportation Branch 79/06/14 Ip 


DOCKET 71-9364 MODEL NFI-67-0442 NEUTRON PRODUCTSi INC 


7907180837 Notification of registration as user of Model NPl-67-0442 
MACDONALD. CE Transportation Branch 79/06/29 ip 


DOCKET 71-S39S MODEL CC. WE9TINOHOUSE ELECTRIC CORP 


7907120099 Watifio* of expiration of Certificate of Compliance 9393 for 
Model CC To continue using package, should submit 
consolidated application for renewal 

MACDONALD. C E Tronspor tation Branch 79/06/06 ip 


DOCKET 71-54 50 MODEL RCC-i, -2. -3. WESTtNOHaUSE ELECTRIC CORP. 


7907100613 Requests addl Info re request for amend to model RCC 
Beries packaging Requests vendor delineate changes made to 
previously approved packaging 8. discuss or analyse their 
safety significance 

MACDONALD. C E Transportation Branch 79/05/30 Ip 


7907180799 Notification of registration as user of Model RCC 
MACDONALD. C E Transportation Branch 79/06/29 ip 


DOCKET 7i-34S5 MODEL OA SERIES Pfl. GENERAL ATOMIC CO 


7907120267 Notifies of expiration of Certificate of Compliance 5459 for 
Model OA Series PB To continue using package. should submit 
consolidated application for renewal 

MACDONALD. C E Transportation Branch 79/06/06 ip 


DOCKET 71-5563 MODEL 660C. DADCOCK t( WILCOX CO 


DOCKET 71-4906 MODEL RA-8. EXXON NUCLEAR CO . INC 


79O7IB0821 Notification of regi strat i on as user of Model RA-2, 
MACDONALD. C £ Transportation Orancfi 79/06/29 ip 


7907200239 Notification of registration a* user of Model NA^'S 
MACDONALD. C E Transpor tation Branch 79/06/29 Ip 


DOCKET 71-9026 MODEL BC-48-220. ATCOR. INC 


7907110621 Notifies that Certificates of Compliance 3026.6279 It 6601 
far Models 00-48-220. LL-20-4 Ic LL-90-100. reap ect Ively. uii 11 
expire on 790831 unless consol idated application it 
submitted. 

MACDONALD. C B Tr ansportat i on Branch, 79/09/3J, Ip 


07190024 Notifies of ekplratlnn of Certificate of Compliance 9026 for 
iodel BC-48-220 Consolidated application should be submitted 
in order to continue using package 

iACDONALD.C E Transpor tation Branch. 79/06/01 2pp. 


07310436 Requests cpntinuatlon of Certificate of Compliance 9026 
LEMIS.L Duke Power Co 79/06/11 Ip. 


?07230370 Requests registration as user of Model 9026 
DUNN.C N Duqgesne Light Co 79/06/14 Ip 


UOCKET 71-5149 MODEL 014A. BABCOCK It WILCOX CO 


79O7S50333 Notifies of expiration of Certificates af Compliance 9149. 
934lr 5963. 9910. 6172 6397 for Models BlAA.NFD 99. 66013 6 

^600. NNFD-SA-2. 961A U NNFD-IOj reipec fcivel y To continue using 
sekage. should submit consolidated application for renewal 
MCDONALD. C E Transportation Branch. 79/06/0^ Ip 


7907290333 Notifies of expiration of Certificates of Compliance 9149. 
9341.5963.9910.6172 & 6357 for Models 014A.NFO 53. 660B It 
660C.NNFD-8A-2r96lA It NNFD-lO. respectively To continue using 
package. shoul d submit consolidated application for renewal 
MACDONALD. C E Transportation Branch 79/06/06 Ip 


DOCKET 71-5794 MODEL RMO-1 72. NUCLEAR FUEL 8ERVICES. INC 


7907190037 Notifies of expiration of Certificate of Compliant* 5754 for 
Model RMG-172. To continue using package, should request 
renewal of existing certificate of compliance. 

MACDONALD. C E Transportation Branch 79/06/06 Ip 


DOCKET 71-5760 MODEL DD-250-2. COMBUSTION ENGINEERING CO . INC 


7907110304 Notifies of expiration of Certificates of Compliance 5760. 
6078 It 9022 for Models BD-'BSO-B. 927A1 & Cl & CE-S90-2. 
rsspaettvely in order to continue use. consol idated 
application should be submitted for each renewal 
MACDONALD. C E Transportation Branch 79/06/06. Ip 


7907240475 Notifies of expiration of Certificate of Compliance 5768 for 
Model BB -250-2. To continue using package. should submit 
consolidated application for renewal. 

MACDONALD. C, E Transportation Branch 79/06/18 Ip 


DOCKET 7i-30O3 MODEL ATCOR VNDB CASK, ATCOR. INC. 


7907180812 Responds to 790910 Ur Lists as-built changes to drawing 
0999-0-07 Changes have no safety significance to cask shock 
absorber. 

REYNOLDS. LE Chem-Nuclear Systems. Inc 79/05/17. 2pp 


:T 71-5341 MODEL NFP-55. BABCOCK & WILCOX CO 


DOCKET 71-9901 MODEL’ NFS 100. NUCLEAR FUEL SERVICES. INC. 


072 90333 Notifies of expiration of Certificates of Co^nplianca 9149. 

341. 5563. 9910.6172 & 6357 for Models aMA.NFO 99. 660B h 7907120092 Notifies of expiration of Certificate of Compliance 5901 far 

^bOC. NNFO-BA-Si 96JA It NNFD-iO. re*p sc tlvely To contlfM* usdnil Model 100. To continue using package, should submit 

,ickags. should submit consolidated application for renewal consolidated application for renewal 

MCDONALD. C E Transportation Branch, 79/06/OA Ip, MACDONALDi C E Transportation Branch 79/06/06 Ip. 
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7907240407 Notifiwft of OKplratlon of Cortiflcato tif Compliance 0901 
for Mtiilsl NFS 100 To continue using pactcoge^ should submit 
consol 1 datO'd application for reneual 

WACDPNalDi C E Transportation Branch 79/06/18 Ip 


DOCKET 7 i -3903 MODEL DOT-OM TYPE D, BABCOCK & WILCOX CO 


7907300029 Roq.uestS registration as user of Model DOT-QM Type B 
FAUST* H M Sattelle Memorial Institutei Columbus Laboratories 
79/06/06 Ip » 


7907S30244 Notification of registration as user of Model OOT-6M Type D 
in response to 790606 request 

MACDONALD* C E Transportation Branch 79/06/19 ip 


DOCKET 71-5910 MODEL NNFD-BA-ai OADCOCK It WILCOX CO 


7907350333 Notifies of oxpiration of Certificates of Compliance 5149* 
5341. 9S63i 3910. 6173 & 6357 for Models Q14A*NFD 53* 660B It 
660Ct NNFD-8A“Sr 961 A l< NNFD-lO. respective ly To continue using 
pac)^agB^ sh ould submit consolidated application for reneual 
MACDONALD. C E Transportation Branch 79/06/06. Ip 


7907230280 notifies of expiration of Certificate of Compliance 5910 
for Modal NNFD-SA-2 To continue using pac kage« should submit 
request for renewal 

MACDONALOi C E Transportation Branch 79/06/10 Ip 


DOCKET 71-5942 MODEL OE-TOOi GENERAL ELECTRIC CO 


7907090046 Requests authorl zat ion to ship irradiated fuel plates by 
placing threaded steel rod/plyuood cask basket inside OE 700 
cask 

ASH BAUCH * C E Califarnloi Unlv of* Los Angelos 79/05/15 2pp 


7907180841 Forwards Revision 2 of Certificate of Compliance 5942 for 
shipping package Model >0E-7OO 

MACDONALD. C. e Transportation Branch 79/06/12 2pp 


—7907180840 Certificate of Compliance 5942* Revision 8i for radioactive 
matl shipping package Model OE-700 

MACDDiNALD* C, E Transportation Branch 79/06/12 4pp 


790723023B Notification of registration as user of Model OE-700 in 
responiR to 790523 request 

MACDONALD* C E Transportation Branch. 79/06/21. Ip 


DOCKET 71-5977 MODEL CORE 11 FUEL* TODD 8HIPYARD8 CQRP 


7907250305 Notifies of oxplration of Certificate of Complance 5977 for 
Modal Core II Fuel To continue using package* should submit 
request for renewal. 

MACDDMALD*CE Transportation Branch 79/06/06 ip 


7907240335 Notifies of expiration of Certificate of Compliance 5977 
for Model Core II fuel To continue using packas*' *bould 
request renewal 

MACDONALD* C E Transportation Branch. 79/06/18 Ip 


DOCKET 7I-59B0 MODEL OC-600* GENERAL ELECTRIC CO 


7907090457 Notifies of expiration of Certificates of Compliance 59BO U 
6697 for Models OE-600 U 8500, To continue using package* 
should submit consolidated application for each renewal. 

MACDONALD-i C. E. Transportation Branch 79/06/06 ip 


7907240394 Notifies of expiration of Certificate of Compliance 5980 
for Model GC-60D To continue using pac kage* should submit 
consolidated application for renewal 

MACDONALD* C. E Transportation Branch. 79/06/lB ip. 


DOCKET 71-6050 MODEL. B3“i» NUCLEAR ENGINEERING CO 


7907060116 Requests continued status as registered User of Modal B3-1 
OLBEN. A, F. Babcock l< Wilcox Co 79/03/24 ip 


790724004B Requests registration ai user of Model B3-1 
REttUEV.M E Rockwell International Corp 79/03/29 ip. 


7907090420 Intends to ship radioactive matl from facilities using 
package 33-1 

MAYERiL.P Northern States Rower Co. 79/06/08. ip. 


— 7907090432 Notifies that Certificate of Compliance 6058 for Model 
B3-1 expires on 791231 Licensee must request continuation 
as user 

MACDONALD* C E Transportation Branch 79/05/16 2pp 


7907310452 Requests continuation of Certificate of Compliance 6033 
EHSWtLERi T R Battel le Memorial Institute. Columbus Laboratories 
7^/06/11 Ip 


DOCKET 71-6078 MODEL 927 A I & Cl* COMBUSTION ENOINEERINO* INC 


7907110304 Notifies of expiration of Certificates of Compliance S76B. 
6078 Ic 9022 for Models 00-250-2,92741 I. Cl «< CE-250-2. 
respectively In order to continue use* consol idated 
application should be submitted for each renewal 
MACDONALOi C E Transportation Branch 79/06/06 Ip 


7907260527 Notifies of expiration of Certificate of Compliance 6078 
for Models 927A1 6 9S7Ci To continue using package* 
should request continuation as user of Certificate per 
10CFR71 

MACDONALD* C E Transportation Branch 79/06/14 Ip 


DOCKET 71-6104 MODEL ANU-390-BPM. ENERGY* DEFT OF* CHICAGO 


7907090031 Requests addl info in order to complete review of 771230 1 tr 
for review of Model ANL-390-SPM 2 package Info pe shipping 
cask structure* containment & acceptance tests St maint 
program «re needed 

MACDONALD* € E Transportation Branch, 79/03/30 3pp 


DOCKET 71-6144 MODEL 6144* NUCLEAR ENOINEERINO CO 


7907240050 Requests registration as user of Model CN8I 16-160D 
LEONARD, J D Power Authority State of New York 79/05/31 ip 


7907060507 Notifies of expiration of Certificate of Compliance 6144 
Consol ideted application for renewal is necessary for 
continued use of package. 

MACDONALD* C E Transportation Branch 79/06/06 Ip 


7907260539 Notifies of expiration of Certificate of Compliance 6144 for 
Model 6144 To continue using package* should request 
continuation as user of Certificate per 10CFR71 
MACDONALD, C E Transportation Branch 79/06/19 2pp 


7907180918 Notification of registration as user of Model 6144 
MACDONALD, C. E Transportation Branch 79/06/29 ip 


DOCKET 71-6172 MODEL 961 A* BABCOCK l< WILCOX CO 


7907250333 Notifies of expiration of Certificates of Compliance 5149, 
5341x5563,5910*6172 It 6357 for Models 814A* NFD 55, 660B h 
660C*NNFD-BA-2,961A It NNFD-IO, rrsp ec t ivc ly To continue using 
package, should submit consolidated application for renewal 
MACDONALD, C E Transportation Branch 79/06/06 Ip 


7907260575 Notifies of expiration of Certificate of Compliance 6172 for 
Model 961A To continue using package* should request 
continuation as user of Certificate per 10CFR71. 

MACDONALD* C E Transportation Branch 79/06/14 Ip 


DOCKET 71-6244 MODEL* 6244* CHEM-NUCLEAR aVBTEWS, INC 


~ 7907050227 Certificate of Compliance 6244. Revision 2* for radioactive 
aiatl shipping packaga Model 6244 

MACDONALD* C E Transportation Branch 79/05/25 3pp 


— 7907030232 Forwards Revision 1 of Certificate of Compliance 6244 for 
shipping package Model 6244 

MACDONALD, C E Transportation Branch 79/05/25. 2pp 


790730018? Request that Certificate of Complianca 6244 be imendtd 
to reflect changes in various ' components Ravised portions 
of drawings 6930-1 and Forwards overslied drauilngs 
REYNOLDS, L.E Chem-Nuclear Syitemsi Inc 79/06/05 6pp 



324 


DOCKETED ITEMS 


docket 71-6275 HQDEL l-L-28-4. CHEH-WUCLEAR SVSTEK8- INC OQCi^eT 71-6400 MODEL SUPER TIOER. WESTINOHOUSE ELECTRIC COftP 


79071I0&21 Notlfivt that C«rtiflci)tBS of CoflipllanCA 5026*6275 & 6601 
for Mod»l* BC-40-220, LL-2a-4 6 LL-50-100, r»»pflttiv»lg. wU I 
iipirc am 790931 unless coh«ol i datid application i» 
f ubalttttf 

MACDONALOi C E Transportation Branch 79/03/31 IP 


7907100606 Rfti^uostfi an analysis or test demonstrating thab fibarglait 
reinforced plgiifood containers uithin Bopor Tiger pachaglng 
provides containment under accident conditions of transport* 
MACDONALD* 0 E Transportation Branch 79/DB/30 Ip 


7907110054 Notification of eipjration of Certificate of Compliance 
6S75 for Model LL-2a-4 

MACDONALD* C E Transportation Branch 79/06/01 2pp 


7907310454 Ret^uects continuation of Certificate of Compliance 6273 
LEWIS* L Duke Power Co 77/06/11 Jp 


7907250066 Requests registration as user of Model LL^2S-4 
BAyNARDiP Y Florida Power Corp 79/06/15 Ip 


DDCKET 71-6230 MODEL A-0109 


7907090447 Motifie* of eipiration of Certificate of Compliance 62BO 
Model A-0IO9 To continue using pactage, should submit 
consolidated application for renewal 

MACDONALD* C E Transportation Branch 79/06/06 ip 


7907240494 Motlfie* of eipiration of Certificate of Compliance 6200 for 
Model A-0109 To continue using pac kage* should submit 
consolidated application for renewal 

MACDONALD* C 6 Transportation Branch 79/06/18 Ip. 


DOCKET 71-65291 MODEL 400 


7907100663 Notifies of expiration of Certificate of Compliance 6291 for 
Model 400 To continue using package. should request renewal 
of existing Certificate of Compliance 
MACDONALD* C E Transportation Branch 79/06/06 Ip 


7907100668 Notifies of expiration of Certificate of Compliance 6291 for 
Model 400 To continue using package* should request 
continuation as user of Certificate par J0CF87J I2(b> 

MACDONALD* C E Transportation Branch 79/06/06 Ip 


DOCKET 71-6374 MODEL HN-200* HlTTMAM Nl/CLEAR U DCVELOf»MENT COflP 


7907160743 Requests registration as user of Hlttman Nuclear 
Development Corp shipping packages HN-200 8< HN-600 
MDQDV.D E Yankaa Atomic Electric Co 79/03/29 ip 


7907090436 Notifies of expiration of Certificate of CompllancB A3M ffle 
Modal MN-200 To continue using pac koga* should request 
rsnowat of existing Certificate of Compliance 
MACDONALDf C £ Transportation Branch 79/06/06 Ip 


7907310142 Notifies of expiration of Certificate of Compliance 6974 
for Model HN“'200 To continue using package^ should request 
renewal of certlfitate 

MACDONALD, C E Transportation Branch 79/06/10 2pp 


DOCKET 71-6SQ1 MODEL' 31032i"l (< lA* EXKON NUCLEAR CO , INC 


7907190372 Submits Revision lA to XN-NF-439 "OA Program for Nuplaar 
Fuels Dept Shipping Containers " Batisfies roquest that 
currently approved versln of XN~NP1 A* Revision 2. be ref in 
body of document 

NILSDN^R Exxon Nuclear Co * Inc <subs of Exxon Corp ) 79/09/SJ 

Ip 


7907190377 Revision lA to XN-NF-439 "QA Program for Nuclear Tuelt Dipt 
Shipping Containers '' 

DA9J8| L L Exxon Nudeor Co * Inc, <suhs of Exxon Corp ) 

XN-NF-439 79/05/24 7pp. 


7907240313 Notifies of expiration of Certificate of Compllotice 6901 Iqr 
Models 51032-1 R lA To Continue using packagei should submit 
cansol i dated application for ronewal 

MACDONALD. C. e Transportation Branch 79/06/23. Ip 


DOCKgT 71-63&7 MODEL NNFD-IO, BABCOCK t* WILCOX 


expiration of Certificates of Compliance 5149. 
AAiV ** 814A*NFD-55*660B I* 

660C* NNFD-SA-2, 961 A t* NNFD-10* respectively To continue u»Ji>p 
Mlnnni!; consolidated application for renewal 

MACDONALD* C E Transportation Branch 79/06/06 Ip 

•* c.rufi.**. of CompUonco 4397 *o 
Model K^D-10 To continue using package* should submit 
consolidated applUatlon for penswal 

MACDONALD* C E Transportation Branch 79/06/ia Ip 


^^MACD0 NALD^?^f^^“*^t^ registration as user of Model NNFD-lO 
nACDONALO.C E Transportation Branch 79/06/29 ip 


7907230492 Discusses partial refund of renewal fee due to avarpaument 
for Certificate of Compliance 6581 

WEIBS* D, License Fee Management Branch 79/06/27 Ip 


—7907230496 Discusses partial refund 
WEX68f 0 License Foe Management 


■7907230499 Requests fee of *150 for 
Compliance 6361 

I1IEI88, D License Fee Management 


of renewal fee due to overpayment 
Branch 79/06/26 ip. 

renewal of Certlficnte of 
Branch 79/06/82 ip 


-7907230S04 Forwards 4690 check for licensing fee re 790614 application 
^ revision of Csrtlflcate of GompUanco 6901 


i* n »- ■ ■. w. GompUanco 6901 

NECNQDOMrW, B Exxon Nuclear Co * Inc. (tubs of Exxon Corp I, 

Ip 


79/06/15 


CHEM-NUCLEAR SYSTEMS, INC 

^’LPnNAfln^ registration as user of Model CNSI 4-45 

LEONARD, J D Power Authority State 0# New York 79/03/30 ip 

ACDONALD, C E Transportation Branch 79/03/31 Ip 

’leuib^l’ user of Model PB-1 

LEWIB.L Duke power Co 79/03/31 Ip 

”mvn2?dV;’“ '■ 0' Moo.l '■B-l. 

enVNAUD.P Y Pier ids Power Corp 79/06/13 ip 

^'^'^telle memorial institute 



smith* F M Hanford Engineering Development Uboratory 79/05/23 


» H.nloT* E9,iM.Tiru D.v.iopn.nt L.bor.to, 


insert for Certificate 
98/04/25 Ip 


uonsoiiaat.,^ f>puiii,«5nji 

Model 91032—1 L -*ia Bhipping Containers, ” 

HANSEM.L e , HCCUULUOaH W . BOFen.O A, Ex. on Nucl.of Co 
<.u4«. of Exxon Corp ) 79/06/30 87lpp, 


Bii«un ror Rxxo 






•lODEt.- t-E-SO-IOO. CHBM-'NOCLEAI* BV8TEM9> INC. 


voioHT.A.F ' I..; 8*;;; u^wr" ;;/S5/« ' 

r£jioS!.ss:?sir.c;.!“?r. s?i? - 

iobilttad unless consolidated application is 

MACDONALD* C e. Transportation Branch. 79/09/31. Ip 

^’foi®HodIl''LLiSi"Si“" C.rUfIc.t. Of Co«pH.no. 6401 

MACDONALD, C E Transportation Branch. 79/06/01 2pp 
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7260577 ftequBits reglstratinh as user of riadsl LL-50/100 
'ISL/i«8 F Consol idatad Edison Co of Nou York 79/06/12 Ip 


7100947 Motif Icat ton of registration as yser of Model LL“50~100 
ACDDNALDi C E Transportation Branch 79/06/29 Ip 


KET 71-6642 MODEL 4 3 TON CFj ENEROV.DEPT DF 


71Q0641 Notification o-f registration a« user of Model 4 3 TON CF 
ACDQNALD^C E Transportation Dronch 79/03/31 Ip 


DOCKET 71-9009 MODEL FL 10-1. GENERAL ELECTRIC CO 


7907030306 Amend* 790511 request for IAEA certification of FU 10-1 
pacicage to caver anly urgent export of certain Fu 4. 1/ 
oklde Forwards Info rept re proposed package description 
CUNNINOHAHj 9 E Oereral Electric Co .Nuclear Energy Products Dlv 
79/03/16 ip 


--79O7O5O309 Assessment of FL 10-1 Package Per 1973 IAEA Reggiattons for 
Solid Form Contents " 

* Oeneral Electric Co .Nuclear Energy Products Div 79/05/16 
7pp 


KET 71-6697 MODEL B300 PKO. GENERAL ELECTRIC CO 


DOCKET 71-9010 MODEL NLI-1/2. NL INDUSTR1E9, INC 


7090497 Notifies nf orpiratlon of Certificates of Compliance 3980 U 
697 for Models OE-600 Sc 8900 To continue using packagei 
hould submit consolidated application for each renewal 
ACDONALDiC E Transportation Branch 79/06/06 Ip 


7240390 Notifies of expiration of Certificate of Compliance 6697 
ar Modal 0900 To continue using pac kage. shoul d submit 
onsolldatid application for renewal 

ACDDKALD. C E Transportation DrancK 79/06/10 tp. 


7907100621 Notification of registration as 
MACDONALD. C E Transportation Branch 


user of Model NLt-1/2 
79/05/31 Ip 


7907240301 Notification of registration as 
MACDONALD. C . E Transportation Branch 


user of Model NLl-l/2 
79/06/29 Ip 


79D7240307 Notification of registration as 
MACDDNALDi. C E Transportation Branch 


user of Model NLI-1/2 
79/06/29 Ip 


KET 71-6693 MODEL NF3-4i NUCLEAR FUEL BER VICES, INC 


17060434 Notifies of 790423 review of inner cavity measurefnent for 
lAC-lB fuel shipping cask 

IHIIENER.HL Region 2, Atlanta. Office of the Director 
■9/03/09, 3pp. 


»7060tll Ack receipt of NRC 790311 Itr to Duke power Co Expresses 
ippreclatlon for extension until 790615 to file answer re 
'90406 order to show cause 

ICOARRVrJ M Debevoise 6 Lieberman 79/03/13 Ip 


>7100292 IE Insp Rept 71-6698/79-01 on 790419-20 No noncomp 1 lance 
loted. Major areas inspected spent fuel casks dimensional 
rxaminat 1 on 

1CNEILL.N M Region At Dallas. Vendor Inspection Branch. 
^9/05/10 7pp. 


>7300200 Responds to NJ Dlrcks 790406 Itr re order to show cause 
JAC-1 casks mfg by Excelco uere In accordance ur/mfg plan QA 
'ecordtf summary of comparison between shop tk design drawings 
’or certificate of compliance li internal measurements encl. 
lOLLINSi-J D Nuclear Assurance Corp 79/06/08, Spp 


'907300&09 '^QA Audit of Fabrication of NAC-1 9pant Fuel Casks '* 
a Nuclear Assurance Corp 79/06/00, 38pp 


7907300200 "Cavity Measurements of HAC-1 3pent Fuel Bhlpptngs Casks " 
CARLBON. R W Nuclear Assurance Corp 79/03/31 46pp 


7907300213 Revision 17 to Drawing E100B9I Sheets 1-4 to Incorporate 
tolerance & dimensional changes as result of comparison 
bstuieen shop t( design drawings for certificate of 
c onpl lance 

» Nuclear Fuel Services, Inc (subs of Getty Oil Co > 79/06/11 

4PP* 


:KET 71-9001 MODEL. IF-aoOi OENERAL ELECTRIC CO 


07090434 Notifiee of expiration of Certificate of Complianca 9001 for 
Model IF-300 To continue using pec kage. ehou Id submit 
consolidated application for renewal 

MAC DONALD* C, E Transportation Branch 79/06/06 ip 


D7S404B3 Notifiee of expiration of Certificate of Compliance 9001 for 
Model lF-300 To continue using package* should submit 
consolidated application for renewal 

MACDDfTALDfG E Transportation Branch 79/06/10 Ip. 


CKET 7 1 -9005 MODEL J MAL-1 


07100665 Notifies of expiration of Certificate of Compliance 9005 for 
Modal MAL-1 To continue using package* should submit 
consolidated application for rentwal, 

MACDOMALDi C E. Traneportatlon Branch 79/06/06, Ip. 


DOCKET 71-9017 MODEL SNAF-23A, MD 1 000, NAVY. DEPT OF 


7907120123 Notifies of expiration of Certificate of Compliance 9017 for 
Medti BNAP-23A To continue using pac kage, shoul d submit 
consolidated application for renewal 

MACDONALD. C € Transportation Hraneh 79/06/06 Ip 


7907240439 Notifies of expiration of Certificate of Compliance 9017 
for Model 0nap 23A iOOO To continue using packag e, should 
submit consolidated application for renewal 
MACDONALD* C E Transportation Branch 79/06/18 Ip 


DOCKET 71-9018 MODEL BU-6, GENERAL ELECTRIC CO 


7907300343 Notifies of expiration of Certificate of Compliance 9018 far 
Model OU-6 To continue using pac kage. should requiit 
renewal of certificate 

MACDONALD* C £ Transportation Branch 79/06/06 Ip 


7907310176 Notifies of expiration of Certificates of Compliance 9018 U 
9019 for Models DU-6 6 BU-7i respect ively To continue Ufintf 
package. sh ould request renawal of existing certificates of 
comp 1 1 anc e 

MACDONALD, C £. Transpor tat ion Sranch 79/06/06 Ip 


docket 71-9019 MODEL DU -7. GENERAL ELECTRIC CO 


7907310169 Notifies of explrotlon of Certificate of Compliance 9019 for 
Model BU-7 To continue using package, should request 
rcneuel of existing certificates 

MACDONALD, C. E Transportation Branch 79/06/06 Ip 


7907310176 Notifies of expiration df Certificates of Compliance 9010 6 
9019 for Models DU-6 L DU-7* respoc tlvely To continue using 
pac kage, should request renewal of existing certificates of 
compllatice 

MACDONALD* C E Transportation Branch. 79/06/06 Ip 


7907230060 Requests registration as user of Model BU-7 
2EFF, D If. Babcock 6 Nil cox Co 79/06/13 Ip, 


DOCKET 7l-90aa MODEL: CE-230-2, COMBUST I DN ENOINEERINO CO , INC. 


7907110304 Notifies of expiration of Certificates of Compliance 5760i 
6070 6 9022 for Models BB-230-2, 927Ai 6 Cl 6 Ce-250-2, 
respectively. In order to continue use, coneolidated 
appltcatlon should be submitted for each renewal 
MACDONALDjCE Transportation Branch 79/06/06 ip. 


7907240438 Notifies of explretlon of Certificate of Compliance 9022 
for Model CE-250-2, To continue using package, should submit 
consolidated application for renewal 

MACDONALD, C E, Transportation Dranch 74/06/10 Ip 
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DOCKET 71-9033 MODEL 66mO «< TECHWrCAL OPERATIONS. INC 


7907&£0'960 R«i]ue«t« ron«tJal oF Certiflcjite of Compliance 9033 Issued 
far Model* 660 h 660E Type 0 Package* Discusso* chan-ge* to 
certificate re end Drauings 66030 

MUNRO. J J Tech/Ops {Technicai Operatiansj Inc 1 79706/13 3pp 


790731016? Notlfie* of erplration of Certificate of Compliance 9033 
for Models 660 & 660E To continue using padagei should 
request rentual 

MACDONALD. C E Transportation Branch 79/06/18 3pp 


7907160783 Notification of reglitration as user of Model 660 
MACDONALD, C E Transportation Branch 79/06/29 Ip 


DOCKET 71-9044 MODEL GE-1600, GENERAL ELECTRIC CO 


7907100832 Notification of registration as o«er ef Model OE-1600 
Mi^CDONALDr C, E Transportation Drafich 79/06/29 Ip 


DOCKET 71-9070 MODEL N-5S. ENEROV^DEPT OF 


790719D397 Requests registration as user of Model CN31 1-5 
radioactive shipping casir 

LUCASi S Linlon Carbide Coro 79/03/16 Ip. 


7907060021 Notifies that failure to file QA program 790101 nas 
caused termination of author i laii on to deliver licensed matl 
td carrier for transport DA program must be approved prior 
to registration as package user or delivery to carrier 
MACDONALD, C E Tran sp orta tl on Oranch 79/05/24 ip. 


7907160833 Notification of registration as user of Model N-33 
MACDONALD* C 6 Transp orfcat i on Branch 79/06/29 Ip 


DOCKET 71 “9074 MODEL AP-lOO, ANEFCO, INC 


7907100619 Notificatlen of registration as user of Model AP-lOO 
MACDONALD. C E Transpor tation Draftth 79/03/31 Ijj 


DOCKET 71-9060 MODEL HN-600, HITTMAN NUCLEAR 6 DEVELOPMENT COftP 


7907180745 Requests registration as user of Hlttman Nuclear 6 
Development Corp shipping packages HN-200 ^ HN-60D 
MOODY, D E Yankee Atomic Electric Co 79/05/29 Ip 


DOCKET 7i“90Bl MODEL CN8J-I60O. CHEM-NUCLEAR SYSTEMS. INC 


7907180808 Notification of registration a* user of Model CN9'-1600 
MAGPQMALDj C E Transportation Branch 79/06/29 Ip 


7907160917 Notification of registration as user of Model CN8-1600 
MACDONALD, C E Transportatl on Branch 79/06/29 ip 


7907100633 Notification of registration as user of Model CN5-1600 
MACDONALD, C E Transportatl on Branch 79/03/31 Ip 


DOCKET 71-9J08 MODEL AL-33-90, ATCOR, INC 


77071B07O2 Notification of registration as user of Model AL-33-90 
MACDONALD, C E Transportation Dranch 79/06/29 Jp 


DOCKET 71-9113 MODEL 7-100, CHBM-NUCLEAR SYSTEMS, INC 


7907190002 Notification of registration as user of Model 7-100 
MACDONALD. C E Transpor tation Oranch 79/06/29 Ip 


1 



NONDOCKETED ITEMS 


lOCl-R COMMlSaiON MeETINO RECORDS 


7906SitQAA{> SumfriAry of 770320 meeting In Ua»h tng tpnr DC re projected Mar 
1979 power reactor licensing schedule referenced in 
aECY-79-l79 

CHlLKiS J Office of the Secretary of the Commission 79/03y2K 
IP 


79070300B9 Transcript of TVA 790629 presentation in Uashingtoni DC re 
safety rept Pp i-36 

HEMDRIE,J M r OILINSKY»V i KENNEDYi R T Commission 79/06/23 
□7pp 


7907030309 Transcript of 7906)29 public meeting in Uash ing ton« DC to 
discuss personnel matter Pp 1-40 

HENDRIErJ H . OIUNSKY. V r KENNEDY. R T Commission 79/06/25 
4lpp 


7907030343 Transcript of 790614 public meeting. Affirmation Session 17. 
in V^esh ingtonj DC Pp 1-6 

HENDRrE.JM,. OILlNSKY.Vr KENNEDY. R T Commission 79/06/14 7pp 


7907030394 Transcript of 790614 public meeting In Mashington* DC on 
power needs of PA. NJ Si MD Pp 1-23 

KENDRIE.J M . 01LIN8KY. Y . KENNEDY. R T Commission 79/06/14 

24pp 

7907030360 Transcript of 790S24 open meeting In Nash Ingtoni DC re City 
of Lancaster) PA lawsuit Pp 1-29 

OILINSKVjV . KENNEDY. R T . BRADFORD. P. A Commission 79/09/24 
29pp 

7907030366 Transcript of 790507 closed meeting in Nash Ing ton. DC re 
testimony before House Foreign Affairs Committee Pp 1-19 
HEKIDRIE. d M . OILINBHY. V. . KENNEDY. RT Commission 79/09/29 

i6pp 


7907030399 Transcript of 790614 public meeting in Uashington. DC on 
nuclear power needs of PA. NJ MD Pp i-30 

HENDRIEiJ.M. OILlNSKYiV . KENNEDY. R T Commission 79/06/14 

09pp 

/907030407 Transcript of 790614 orlefinfl in Washing ton. DC by Ofc of 
Project Kgt on Senior Executive Svc performance appraisal 
sys Pp 1-49 

HENDRIE.J M . KENNEDY. R T * DHADFORD. P A Commission 79/06/14 
46pp 

7907030410 Transcript of 790219 discussion In Wash Ington. DC re Tarapur 
Pp 1-41 Portions deleted per Sunshine Act 

HENDRFE.d M I OILINSKY. V. . KENNEDY. R T Commission 79/06/14 

43pp 


7907030413 Transcript of 790618 public meeting in Wash ing ton. DC on 
American Atomics plant shutdown Pp 1-74 

OILINSKY. V I KENNEDY. R T , DRADFORD.P A Commission 79/06/18 
73pp. 


7907090011 Transcript of 790530 meeting In Wash Ing ton. DC re license 
deferral options Pp 1-63. 

HENDRIE.d M I OILlNSKYiV. KENNEDY. R, T. Commission 79/05/30 
63pp 


— 7907090013 Discusses options for placing limitations on reactor 
licensing Describes six options for formaliilng current 
licensing freeze S( four long-term limitation options 
Discusses future Imp I lea tiotis C< impact on current actions 
DiCKWiTiL. Office of the General Counsel. 79/09/29 10pp. 


7907090028 IE Info Notice 79-13. 'indication of Low Water Level In 
Oyster Creek Reactor '* 

a Office of Inspection 6 Enforcement 79/09/29 9pp, 


7907090030 Transcript of 790930 briefing In Wash ington. DC on Incident 
response program Pp 1-49 

HENDRIE. d. M. f GIUNSKY. V. . KENNEDY. R T Commission 79/05/30 

60p p 


7907090032 Transcript of 790530 mooting in Wash Ington. DC re Affirmation 
Beislon 79-10 Pp i-4 

HENDRIE.J M . OILlNaKY. V . KENNEDY. R T Commission 79/05/30 4pp 


7907110641 Transcript of 790914 deposition of AS Klomparens In 
Mid land. Ml Pp 1-93 

KL0MPAREN8.A 8 Affiliation Unknown 79/09/14 54pp 


7907110714 Transcript of 790919 deposition of LF Nute in Midland) MI 
Pp t-204 

NUTE.L F Affiliation. Unknown 79/09/19 205pp 


7907120013 Transcript of 790919 deposition of DA Durand In Midland. MI 
Pp 121-198 

DURAND. D A Affiliation Unknown 79/09/19 7epp 


7907120499 Transcript of 790-628 public meeting In Wash ington. DC re 
seismic design capability of operating reactors & responses 
to IE bulletin on seismic analysis Pp 1-41 
HENDRIE. J H . GILINSKY. V Commission 79/06/20 42pp 


7907120920 Transcript of 790628 public meeting in Wash Ington. DC re 
emergencii planning task force Pp 1-50 

HENDRIE. vf M . 0IU1N8KV. V Commission 79/06/2B 9lpp 


7907130070 Transcript of 7909S9 Commission meeting In Wash ing ton. DC 
re S-3 Pp 1-19 

HENDRIE.J M . KENNEDY. R T . BRADFORD. P A Commits Ion 79/09/29 

17pp 


7907160172 Transcript of 790629 public meeting in Mash Ington. DC re 
briefing by EPA on radiation stds Sc criteria for waste mgt 
Pp 1-32 

HENDRIE.J M . KENNEDY, R T . AHEARNE. J. F. Commission 79/06/29 
33pp 


7907160186 Transcript of 790621 meeting in Washington. DC re 
SECY-79-I10A Sc proposed Executive Branch format for 
analysis of export applications Pp 1-41 

HENDRIE.J M . GILIN8KY.V . KENNEDY. R.T Commission 79/06/21 42p 


7907160211 Transcript of 790621 public meeting In Wash Ingtom DC re 
feedwater nozzle cracks in W#stinghouse reactors Pp 1-26 
HENDRIE. J li . 0IL1N8KY.V , KENNEDY. R, T Commission 79/06/Bl. 

26pp 


7907160229 Transcript of 790609 public meeting in Waihlngtan. DC re 
performance appraisal teams. Pp 1-33 Viewgraphs end. 

HENDRIE.J H , BRADFORD. P A . AHEARNE. J F Commission 79/06/09 
4Bpp 


7907160246 Transcript of 790609 public meeting in Washington. DC re 
Mark I containment Pp 1-3B Viewgraphs It photographs end 
HENDRIE. J,M . OILINBKY.V . BRADFORD. P A Commission 79/06/09, 
42pp 


7907160299 Transcript of 790607 public meeting In Washington. DC ra 
second pariodlc ravieu of NRC FY79 operating budget h 
decision unit track ing, Pp 1-72. Viewgraphs end. 

HENDRIE. J.M. . GIL1N8KY. V . AHEARNE. J F. Commission 79/06/07 
91pp. 


f907190973 Transcript of 790709 public meeting in Uashingtnnj DC u/DOE 
It Euratom represantati v*s re export matters. Pp 1-24 
Viewgraphs and 

HENDRIE. J. M, . OILINBKY.V. . KENNEDY. R.T Commission 79/07/05. 

32pp 


7907230189 Forwards aECY-79-36a re Transnuc I ear. Inc application for 
export license to transport source matl to France 

MCOFEOOR. E M, Office of the Becratary of the Commission. 79/06/12 

Ip. 
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7?072S0276 "Anriu^I R#pt for 1978 on Adnlm *tr3 ti on of Oovt In Sunshi^x® 
Act of 197A - 

* Cor'^isucjn 76/12/31 2Bpp 


>907230714 Tran^trlpt of 790710 mooting Of ACRO Qu b c nrnm 1 1 to o on Ri-Jitlsr 
Safotg Research Pp 1-72 PtBeontation oncl 

OViREm.D , KERR.W ^ llAftKrJ C ACRB ~ AtlvUory CornmlttiJiF on 
79/07/10 77pp 


ACfJS Aft'/rsaRV CCr^HlTTEE REACTOR SAFEGUARDS 


79070204&3 Sw^rary of 790131 meeting u/variout utlla 1< vendors In 
Washington DC re ATWS for LWRs 

* ACRS “ Advisory Co'^'^itteB on Reactor Safeguards 79/03/2A 39pp 


7907250064 Tran^cvlpt of 74i0323 mooting of ACtta Worklt^g Group 4 In 
DC Pp 1-24S Pros ontat 1 ont one 1 

iSDlNiH 8 1 DUSK, B H . CARDDN- M, N ACRQ ~ AUvlaory Commit loo cn 
Reactor Safeguard* 76/03/2^ 37app 


’ 79070302S4 Transcript of 790620 meeting of ACR8 Subcommittee on 
ECCS In Washington. DC Pp 260-462 Prejentatloh end 
PLESEET. M S , ESEAEOLE. J ACRS - Advisory Committee on Reactor 
Safeguards 79/06/20 370pp 


7907030295 Transcript of 790*19 meeting of ACRS Subcommittee on 
ECCS in Washington, DC Pp i-259 Presentation end 
PLESSET, M S , EBERSOLE. J ACRS - Advisory Committee on Reactor 
Safeguards 79/06/19 SASpp 


79070300*1 Su-mary of Evaluation of LER Subcommittee 790301-02 meeting 
in Washing ton. DC re types of analyses being performed or 
planned u/LERs i WRC recemmendations for LER study 

* ACRS - Advisory Committee on Reactor Safeguards 79/04/24 I9pp 


7907030350 Summary of 790319-20 meeting u/ECCS Subcommittee in Los 
Angeles, CA r« code uort qn transient tuo-phase flou, status 
of physical inputs to codes, std problem program, ODVN codo 
review 6 analysis of Semiscaie Test S-07-& 

79/05/1 ^ Advisory Committee on Reactor Safeguatds 


7907030460 Comments on functions of integrated protection sys as 
discussed at 790330 meeting More matl is necessary re 

acceptability of single sys to atcooipjlsh reactor 

snutoown 

EPLER, E P Elbert p Epler 79/04/12 JOfp 

S>'«'Mrv 0 , 790321-23 «/mabK ii oun.r, orou, )n 2.1, 

AltorCA re new series of 4T tests ” ^ 

79/05/01 ” Advisory Committee on Reactor Safeguards 


7907090244 Forwards discussion of impredslon in ovaluatino 
nl!eiiiC® criteria for free-standing containment shells of 
pl*nts Suggests research to evaluate eeistino 

2UDAR9 r*’*i/*M“*.*' of computer program ® 

ZUDANS, Z Franklin Institute 79/04/1* Bpp 






ictor 


7907310251 Advises that no special pross facllltlos are i^ecessary fo' 
ACR3 TMl Subcommittee 790*06-07 meeting at Penn Btnte UnSv 
MULLER, R ACRS - Advisory Committee on Reactor Safeguards 
79/03/18 Ip 


AGREEMENT STATE AORCENCNTS AND PROORAMS 


7907270259 Act receipt of 7«?03a3 Itr rej^uostinp tormlriatldn of 
agreement between A/ 8« NRC due to conditions at Aniorlcafi 
Atomics Corp NRC is monitoring case $« will bo present at 
790*1* hearings to revtouj AZ actions before final dotlsiun 
RVANrR 0. Office op Stato Programs 79/06/10 Qpp 


COMM 183 ION NRC COMMISSIONERB 


79070*0030 Weekly info rept for week endiiip 790310 

REHM, T A Office op the Executive Director for Operations 
79/03/23 30pp 


79070*0009 Ac It receipt of 790300 Ur Anticipates fundlna proposed 
studies through RFP Will forward RFJ> when available 
LEV1NG,S Office of Nuclear Regulatory Research 79/06/03 Ip 


^^0^0*0094 Describe* proposed communications feasibilJtu studies fer 
NRC,w/eitimated costs 

^ Information * Communication Application*, Inc 
79/03/00 2pp 


re^uestud insp of PA nuclear facilities No lte>l 
of direct safety concern noted 
HENDRie,J M Commission 79/03/23 3pp 

—7907060237^Reqg,»t* info re completion date of Insp of PA nuclear 
THORNOUROKi ft Pe|^nEU Ivan ia, State of. 79/03/03 Ip 

^’i^cldeJt to blind people mads during T«J‘2 

HENDRI£,3M Commission 79/03/07 ip 


invitation to address groi 
HENOftIGi J M Commission 


forthcoming 

79/05/09 


Girls ^ Nation 
Ip 


meeting 


Ac c epis 


377?r ■ "" S.,.,u.rd. 79/06/1. 

395pp Committe# on Reactor Safeguards 79/06/15 

enelysis of LOFT ‘ two-phase flow, 

enalyii* of ssmistale tait*^ ** *"* code review * 

GARLID.A L Washington. Unlv of, 79/04/17 3pp 

79071903*2 Transcript of 7905 JJ ac/iB 

R.itU, 8.,.s».r,, ’"^^s/ir^^M^pp " A'lvljari, »„ 

ACE F.„r.J R.pprt.r., 7»/06/26 SSjpp 

su 6 « 6 „at.. »„ „.p., 


lOALOW, E Af Pi notion Unknown 79/09/01 2pp 

"SFyr'r’v^"""" "™ * 

H8NDR1E, J, M Commission 79/03/23, Spp 

on Tmi evJSt ApprecUtlve^of^su^ ti comment* 

Informed on whSt Jfciin « fuggettlon for NRC to keep 

- event 

response to**T«i*«ci5Jnt*^ eupport DOE provided during NRC 
HENOflfe, v/M Commitslon 79/06/22, Ip. 

» 

response to^THricctdentf ^*^^**" »uppqrt HEW provided during NftC 
HENDrie, J, M Commission. 79/06/22 Ip 


J^sponee to**TMi*a«idJnt*^^**^**” eupport ERA provided during NflC 
HEMDRIE^J.M. Commission. 


?'?/0*/22, Ip. 
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77071GOSG5 spprecldtiDn for Buppart HUD provided during NR€ 

response to TMI iictidont 

HENDRIEiJ K Commission 79/06/22 ip 

79071'30537 Expresses appreciation for suppo-rt Dept of Agriculture 
provided during NRC response to TiMt accident 
HENDRIEiJ M Commission 79/06/22 ip 


790713033? Expresses appreciation for support Dept of Commerce provided 
during Mf?C response to TMI accident 
HENDRlEiJM Commission 79/06/22 Ip 


79071305^1 Expresses appreciation foi support DOD provided during NRC 
response to TMI accident 

HENDRIEiJ M Commission 79/06/22 Ip 


7907130547 Forwards NRC statement of actions re GAO racommendations to 
NRC Response is directed to GAO Rept to Congress; '*Aroas 
Around Nuclear Facilities Should Do Better Prepared for 
Radiological Emergencies '' U/o end 
HENDRIEiJ M Commission 79/06/26 5pp 


7907130550 Forwards NRO statement of actions re GAO recommondations to 
NRC Response is directed to GAO Rept to Congress; "Areas 
Around Nuclear Facilities Should De Better Prepared for 
Radiological Emergencies H/a end 

HENDRIEiJ M Commlfifilon 79/06/26 Spp 


7907130552 Forwards NRC statement of actions re OAO recommendations to 
NRC Response is directed to OAO Rept to Congress; "Aroas 
Around Nuclear Facilities Should Be Better Prepared for 
Radiological Emergencies ** W/o end 
HENDRIE;J M Commission 79/06/26 Spp 


7907130594 Forwards NRC statement of actions re OAO rec emmendotions to 
NRC Response Is directed to GAD Rept to Congressi "Areas 
Around Nuclear Facilities Should Be Detter Prepared for 
Radiological Emorgencles " Vl7o end 
HENDRIEiJ h Commission 79/06/26 Spp 


7907130537 Forwards NRC statement of actions ro GAO recommendations to 
NRC Response Is directed to GAO Rept to Congress; "Areas 
Around Nuclear Facilities Should De Better Prepored for 
Radiological Emergencies " U/o end 
HENDRlEiJM Comtriseion 79/06/26 3pp 


7907130561 Forwards NRC statement of actions re GAO recommendations to 
NRC Response is directed to GAO Rept to Congrossi "Areas 
Around Nuclear Facilities Should Be Better Prepared for 
Radio 1 og leal Emergencies " W-/0 end 
HENDRIEiJ K Commission 79/06/26 Spp 


7907130562 forwards NRC statement of actions re OAO recommendations to 
NRC Response is directed to GAO Rept to Congress; "Areas 
Around Nuclear Facilities Should De Better Prepared for 
Radiological Emergencies " 

HENDRIEiJ M Commission 79/06/26 Spp 


7907130569 Forwards NRC comments on technical tc structural aspects of 
draft ERA std« "Environ Radiation Protection Re^tul rements 
for Spent Nuclear Fuel b High Level Radioactive Waste " Std 
end. 

HENDRIEfJ M Commission 79/06/22 Dpp 


7907160021 Responds to 790611 Ur re social; psychological & financial 
adjustments of resident inspectors fami 1 1 as. Agency is 
investigating problems encountered by families Involved in 
program 

HENDRIEiJ M Commission 79/06/21 Ip. 

— 7907160031 Comments on soda 1; psycholog leal t< financial adjustments of 
resident Inspectors U famiUaa Program is asset to NRC, 

Recommends actions to alleviate difficulties experienced by 
fami lies 

COQK*L. Affiliation UnVnoun 79/06/11 4pp 


7907160035 Discusses development of technalogi| in disposal of nuclear 
radwaste No author itative uorh demonstrates that safe 
permanent disposal cannot be accomplished 
HENDRIEiJ M Commission. 79/06/21 Ip 


--7707 160030 Comments that no safe method for storing nuclear raduaste 
exists Public haalth is endangered by continued production 
of toxic matl 

NDYEBiO. E. Affiliation Unknown 79/06/21 Ip. 


7907160041 Notifies of necessity for radiological emergency response 
planning GAD urges operation of nuclear facilities In areas 
where state & local plans meet NRC requirements NRC offers 
assistance In formulating state emergency response 
HENDRIEiJ M Commission 79/06/10 ip 


■^907160045 Memorandum of understanding between NRC DDT for regulation 
of safety in transportation of radioactive matl NRC is 
responsible for regulating safety in receipt Of matl & DOT 
is responsible for regulating safety in transporta tion 
ADAMBi B Transportation; Dept of HENDRlEnJ M Commission 
79/06/0a llpp 


7907160047 Comments on Schwarti 6 Collins 790625 appeal re 
reclassification of positions to OG-16 NRC has legal 
authority to reject recontmendaiion of subordinate official 
DtCKMiTiL Office of the General Counsel 79/06/2D 4pp 


7907160063 Requests info ro health haiords to travelers in central PA 
as result of TMl-2 accident 
WALKER^n a House of Rep 79/03/23 Ip 


7907160032 Expresses appreciation for installation of emergency 
cominunica tion sgs for reactor U fuel facility sites 
HENDRie. M Commission 79/06/26 ip 


7907160056 Responds to 790613 Itr re complimentary copies of US News S< 
World Rept Publication is Informative t< appreciated 
HENDRIEiJ H Commission 79/06/23 Ip 


-—7907160060 Notifies that complimentary copies of W3 News & World Rept 
will be sent to NRC 

aWEETtJ H US News It World Report 79/06/15. Ip 


7907160068 Responds to 79OSD0 memo re relative merits of stainless 
steel it lircoloy fuel rod cladding For accident similar to 
TMIi stainless stael would not have performance advantage 
over lircaloy 

CARDONiM W ACR0 - Advisory Committee on Reactor Safeguards 
79/06/18 2pp 


7907160071 Apologiies for ruda actions of NRC telephone operator 
HENDRIE. J H Commission 79/06/27 Ip 


7907160073 Ack receipt of 790525 Ur re proposal to share regulato-ry 
authority over sources of ioniiing radiation in Btate O'f RI 
Notice will be published in FR Forwards public announcement 
re proposal 

HENDRIEiJ H Commission 79/06/29 Ip 


■7907160033 Requests assumption of part of NRC regulatory authority over 
sources of loniiatlon radiation in State of Rl Program 
exists to protect public health U safety w/respect to matl 
covered by agreement. 

GARRAHYiJ J Rhode Islandr State of 79/03/23 2pp 


— 79071600QB Unexecuted agreement between NRC & State of Rl for 
discontinuance of certain NRC regulatory authority & 

It responsibility within State of RI 

GARRAHYiJ J Rhode Island* State of 79/03/23 6pp 


7907160137 Discusses problems in JT Long 700613 memo re alleged thefts 
or diversions of strategic SNM Majority of relevant threat 
inf 0 ; compll ed by JH Coraniwas not used 

COCHRAN; T D Natural Resources Defense Council 70/07/10 2pp 


7907160096 Submits info b estimates re vol of nuclear waste produced 
from spent nuclear fuel. 

HENDRIEiJ M Commission. 79/06/27 2pp 


7907160112 Responds to 790323 Itr re NRC authority to approve 
operational decisions at THI future damaged reactors. 
Authority comes from Atomic Energy Act, Forwards draft amend 
to Section 109 of Act to clarify authority In emergencies 
HENDRIEiJ M Commission 79/06/20 Spp 


7907160141 Comments on 0 2i "Qunset Act of 1979," NRC strongly supports 
objectives of bill to promota govt efficiency by eliminating 
inactive 6 overlapping federal programs through periodic 
review of existing budget authority 
HENDRIE; J. fl, Commission 79/06/29. 2pp 


—7907160162 Forwards 0 Si "Sunset Act of 1979," Requests NRC views 
recommendations re provisions of bill b postlbla Committee 
action, 

RiBiCOFFtA. aenetei Oovernmentel Affairs 79/06/01 Jp 
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7907160160 Ack rflcelpt Of 790621 J tr pnovldlng oddl Info on successful 
effort for amend re resident Inspector program NRC Cs 
prepared to Ijnplement Congresslofia 1 mandate as soon as 
possible 

HEWD-RIE, JM Commission 79/06/29 Ip 


— 7907160192 Informs of amend offered to HR 43S8 to add *9 million to NRC 
appropr 1 ations to permit hiring & training of resident 
inspectors f^oruards pages of Congre ssiona 1 Record covering 
debate on amend 

OLiCKffAN. D House of Rep 79/06/21 5p 


7907160202 Responds to 790314 query re emergency preparedness t nuclear 
ti/este disposal Provides personal vieus on proposed licensing 
8( rulemaking re state responsibility for emergency planning 
It role of states In waste mgt Toruiards HlfREO-0929 U/o end 
HERDRIE. 0 M Commission 79/06/26 9pp 


7907160239 Responds to 790514 request far NBC views on proposed amend 
to HR 2606 re authority to charge fees for 1 (censest permi ts 
& insps Summariies activity casts & forwards fee schedule 
Legislation is not needed at present, 

HENDRJEi J H Contmiiiion 79/06/21 3pp 


— 79071602S4 Forwards amend to HR 2609 re recovery of costs by NRC for 
permltsi I icenses <f Insp Requests info re NRC cost recovery 
program tf estimated total annual unrecovered expend! turesj 
by category 

VENTO, D F House of Rep 79/05/14 &pp 


-d 907 160263 Forwards FR notice re revised license fee schedule for NRC 
facility mati licenses 

PQNDOKl/E. 0 J Office of Administration 70/02/26, 24pp 


7907I60S76 Responds to 790314 info request Forwards NRC rept containing 
contract info & data re OMO Circular A-76 
HENDRrE, J id Commission 79/06/16 4pp 


— 7907160303 Requests info re practice of contracting out by federal 
agencies of industrial type goods & bvcTs* as regards OHO 
Circular A-76 

HARftIff, H E House of ftsp 79/05/14 tp 


7907160312 Act receipt of 790309 Itr re louf level waste disposal 
Discusses comments & reviews NRC program re waste disposal 
Forwards NUBE0-'O456 it NUREO-0240 j 760810 FR notice If notice 
of proposed rulemaking 

HENORTE. J fl Commission 79/06/ J 6 3pp 


— 7907i6£>336 Expresses concern about disposal of low level waste 
Definition of low level waste is misleading It method for 
disposal must never produce Increase in population exposure 
Shallow land burial allows for migration of metis 
BTEVENSDNjA E Senatii Contmerc e« 8ci ence & Transportation 
79/03/09 2pp 


--7907160344 FR notice re development of radioactive wasta disposal 
classification eys, 

DRAOONETTE, K 3 Low Level Maete Branch <pre 790501) 76/00/18 

4pp 


— 7907160351 NOREO-0240 

"Low Level Radioactive Waste Mgt Program " 

s Division of Fuel Cycle U Material Safety 77/09/30 32pp 


—7907160390 Advance notice of proposed rulemaking re mgt It disposal of 
low level wastes by shsllQW land burial |t alternative 
disposal methods 

CHILKfS J Office of the aecretary of the Commission 7B/IO/25 

2pp 


7907100613 Forwards IE Bulletin 79-07 "Belsmlc Stress Analysis of 
3af e ty^'Rala ted Piping*’ forwards draft cover latter 
MDSELEVi N C Division of Raactor Operations Inspections. 79/04/14 
app 


— 7907100622 IE Bulletin 79-07 Seismic Stress Analysis of Safety-Related 
Piping 

e Office of Inapaction b Enforcement. 79/04/14 3pp. 


7907190253 Weekly info rept for weeJf ending 790608 

BEHHi T A Office of the Executive Director for Operations, 
79/06/14, 27pp. 


707230178 Ack receipt of 790213 Itr re specific statutory authority 
far issuance of 10CFR73 40. 

BICKWIT-L Office 0 * the General Counsel. 79/07/06 5pp, 


-7907230180 Requests formal statement re specific basis for iiiusni-t i* 
I0CFR73 40 

WILENS. P JusticeiDept of 79/02/13 Spp 


7907230107 Denies 781023 petition to raconsider Issuance of security: 
personnel qual 1 fi cation^ training & equipment requirements 
NUBEO-0219 b NUREO-D464 do not ovarlap guidance Durden of 
requirements Is considered acceptable 
HENDRIE»J M Commission 79/07/10 3pp 


— 7907230198 FR notice r» denial of KMC» Inc petition for deferral of 
implementation of rule in 10CFR73 "Security Personnel 
Qual I ficati onst Training b Equipment Requirements " 

CH1LK« S J Office of the Secretary of the Commission 79/07/10 
7pp 


—7907230191 Review Guideline 23 ro protection of nuclear power plfnti 
against industrial sabotage by insider 

CUARKi R A Reactor Safeguards Licensing Branch 79/C7/10 4;p 


—7907230201 ’’Study to Assess Radiological Sabotage Potential of 
Operating Nuclear Power Plants ’’ 

* KMC, Inc 79/07/10 2lpp 


7907230472 Submits statement on NRC actions being taken re OAD r*pi> 
"Comments on NRC Use of DOE Labe b of Outside Contractors b 
Consultants " Forwards response to OAD rept W/o end 
HENDRIE. J M Commission 79/07/05 Ip 


7907230484 Submits statement on NRC actions being taken re OAD rept^ 
"Comments on NRC Use of DOE Labs b of Outside Contractors b 
Consultants *’ Forwards response to OAO rept W/o end 
HENORIE/J N Commission 79/07/05 Ip, 


7907230490 fiobmits statement on NRC actions being taken re OAO r*pl* 
"Comments on NRC Use of DDE Labs b of Outside Contractors b 
Consultants '* Forwards response to GAD rept. W/o end 
HENDRIE^J M Commission 79/07/05 Ip 


7907230500 Submits statement on NRC actions being taken re OAO ript» 
"Comments on NRC Use of DOE Lobs b of Outside Contractors b 
Consultants ’’ Forwards response to OAO rept W/o end 
HENDRIE, J N Commission 79/07/05 Ip 


7907230518 Submits statement on NRC actions being taken re OAO repti 
’’Comments on NRC Use of DOE Labs b of Outside Contractors 6 
Consultants "Forwards response to OAO rept W/o end 
HENDRIEiU M Commission 79/07/05 Ip 


7907230534 Submits statement on NRC actions being taken re OAO rep I* 
"Comments nn NRC Use of DOE Labs & of Outside Contractors b 
Consultants "Forwards response to GAO rept 
HENDRIE. J M Commission 79/07/05 27pp 


7907230554 Responds to 790411 questions re 10CFR71 App Ej "OA Criteria 
for Shipping Packages for Radioactive Natl” b policy for 
notifying agreement states of NRC developments Forwards 
correspondence w/GAO b relevant policies b procedures 
HENDRie. JM Commission 79/07/06 3pp 


—7907230565 Forwards Std Form 83 b supporting statement covering 
10CFR7i 51 62(c} b 7l 63<d 

FELTGN. J M Division of Rules and Records 77/07/27 6pp 


— 7907230586 Responds to 770727 request for review b clearance of new 
recording b recordkeeping requirements in I0CFR71 51« 

71 62<c) b 71 63<c) Requirements are conilstant w/provlslons 
of Public Law 93-153 

LGVELADY* J N General Accounting Office B-1B0225 77/09/12 

2pp. 

— 7907230611 Policy b procedures r® notifying agreement states of NRC 
developmen ts 

a Commission 76/11/20 3pp 

— 7907230619 Raquasti info re economic consequences of 10CFR71 App E^lf 
allowed to apply to both fissile b byproduct matlsi info re 
policy for informing agreement states of NRC developments 
PAUL*R, Hqubb of Rep 79/04/11 Ip 


7907230627 Responds to 790531 Itr re review of crashworthiness 
requirements for containers used to ship small quantities of 
Fu by air Discusses background b explains crashworthiness 
requiramentsj necessary per Public Law 94-79 
HENDR1E»J, M Commission 79/07/06 2pp. 
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»„7907230635 Rpqueste r«vleu of criiihuorth Inesi^ requirein«nt« for 
containpTs in uhich small quantities of radioactive metis 
are shipped^in light of IAEA need for rapid shipment of 
safeguard samples of Pu 

OLENNj J Senatfif Oovernmental Affairs 79/05/31 2pp. 


7907230657 Act receipt of Port Authority of NY NJ 790529 invitation 
to attend 790621 Congress for Regional Recovery Attendance 
precluded by previous c orntni tment 
HENDRIE.J H Commission 79/06/08 Ip 


— 7907S30660 Invites JM Hendrie to participate in Congress for Regional 
Recovery 790621 conference re guidance strategies for 
regions policies through next decade 
GOLDMARKi P C Affiliation Unknoun 77/05/29 ip 


7907240316 tieekly Info ropt for uioek ending 790601 

REHMfT A Office of the Executive Director for Operations 
79/06/08 33pp 


7907250159 Supports objectives of Executive Order 11991 to make EIS 
process more useful to dec lslon''rnakers Statement does not 
provide guidance on h ou CEO U NRC conflicts can best be 
resolved Dutllnes guidelines which could be used 
HCNDRIEjJM Commission 79/05/31 2pp 


7907250171 Ack receipt of 790305 Itr which enumerated public 
misconceptions that have been generated by policy statement 
re UASH-1400 NRC has supplemental policy statement In 
testimony at Congressional hearing 
HENDRiEiJM Commission 79/06/05 Ip 


—7907250173 Outlines misconceptions re NRC policy statement on 
MASH- 1400 

REICMLEfL Ebasco Servicesj Inc Isubs of Enserch Corp ) 
79/03/05 3pp 


7907250180 Ack receipt of statement bofore Subcommittee on Energy 
Research U Production Explanation of Naval reactor 
principles was straightforwardi interest! ng & helpful 
HENDRIE.J M Commission 79/06/05 Ip 


7907250249 Weekly Info rept for week ending 790615 

REHNiT A Office of the Executive Director for Operations 
79/06/Sl 27pp 


79072S0610 Pledges NRC ass* tanc e to improve emergency preparedness 
down to county 8* municipal govt levels Notes OAO position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC stds Requests comments 
HENDRIE.J M Commission 79/06/01 2pp 


7907260451 Pledges NRC assiatance to improve emergency preparedness 
down to county & municipal govt levels Notes GAQ position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC stds Requests comments 
HENDRIE.J H Commission 79/06/01 Ip 


—7907260464 Pledges NRC assistance to improve emergency preparedness 
down to county 8i municipal govt levels. Notes OAD position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC stds Requests comment 
HENDRIE.J N Commission 79/06/01 Ip 


—7907260473 Pledges NRC assistance to improve emergency preparedness 
down to county municipal govt levels. Notes OAO position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC stds Requests comments 
HENDRIE.J M Commission 79/06/01 Ip. 


— 7907260482 Pledges NRC assistance to improve emergency preparedness 
down to county U municipal govt level* Notes OAO position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC stds Requests commetit* 

HENDRIE.J M Commission 79/06/01 Ip 


— 7907260513 Pledges NRC assistance to Improve emergency preparedness 
down to county & municipal govt levels Notes OAD position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC stds Requests comments 
HENDRIE.J M Commission 79/06/01 ip 


— 7907260S21 Pledges NRC assistance to improve emergency preparedness 
down to county & municipal govt levels Nates OAO position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC stds Request* comments 
HENDRIE.J M Commission 79/06/01 Ip 


7907260569 Ack receipt of 790419 Ur ro NRC investigation of TMl 
Ltr will be considered during investigation 
HENDRIE, JM Commiaslon 79/06/01 Ip 


^-7907260571 Requests info re NRC prodedures for investigating 6 making 
public causes 6 consequences of seriou* reactor accidents, 
since no comprehensive guidelines apppear to exist Enquires 
re wide-ranging ramlf I cations of TMI accident 
VARANINI.ee California. Btate of 79/04/19 2pp 


7907270210 Ack receipt of 790309 ltr re release of HA&H-1400 it Lewis 
rept Disagrees that NRC press release re Lewl-s rept was 
Inaccurate Suggests media repts distorted NRG position 
Forwards policy statement. 780907 briefing t< press release 
HENDRIE. J M Commission 79/06/05 3pp 


— 7907270217 Finds NRC press release re Lewis rept inconsistent u/rept 
itself Press release should be modified Enquires re NRC 
course of action 

KINEL. UE American Nuclear Society 79/03/09 3pp 


—7907270220 Transcript of 700907 Commission meeting w/Rlsk Assessment 
Review Oroup In Hashington. DC Pp 1-64 

HENDRIE.J M . DRADFORD. P A , KENNEDY. R T Commission 70/09/07 

66pp 


7907300465 Ack receipt of 790405 ltr forwarding 790405 memo re state 
radiological emergency response plans 
HENDRIE.J H Commission 79/05/07 Ip 


—7907300475 Forward* HUD 790405 memo ro radiological emergency response 
plan 

HiLCOX.tl H Housing it Urban Develo-pment. Dep t of. Federal Disaster 
Assistance Admin 79/04/05 2pp 


7907300493 Extends appreciation for arranging informative it enjoyable 
tour of "Flying Fish'"' 6 cruise of "Nlmiti" on 790325-26 
HENDRIE.J h Comcnlssion 79/06/14 Ip 


7907300502 Extends appreciation for arranging tour of "Nlmlti'' on 
790326 

HENDRIEiJ H Camnl salon 79/06/14 Ip 


7907300511 Extend* appreciation of opportunity to tour "Flying Fish" on 
790325 

HENDRIEi>f h Commlsston 79/06/14 Ip 


7907300515 Extends thanks for arrangement of visits aboard 
"Flying Fish" 8< "Nlmiti" 

HENDRIE.. JM ComJnission 79/06/14 Ip 


790731004B Ack receipt of 790605 invitation to address National 
Uholesale Druggists Association annual meeting Declines 
due to other commitments 
HENDRIE. JM Commission 79/06/18 Ip 


— 7907310053 Extends invitation to address National Wholesale Druggists 
Association annual meeting In Nov 1979 
JOHNSON. 0 R, American Cyanamid Co 79/06/05 Ip 


7907310492 Forwards quarterly rept to Congress on number of full-time 
permanent employees hired t< promoted during Jan-Mar 1979. 

HENDRIE.J M Coraimlstlor 79/06/01 Ip 


--7907260491 Pledge* NRC assistance to improve emergency prepaTedness 
down to county it municipal govt levels. Notes OAO position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC side Requests comment*. 

HENDRIEiJ M Commission 79/06/01 Ip 


— 7907310500 Forward* quarterly rept to 
permanent employees hired It promoted 
Vt/o encK 

HENDRiEiJM Commission 79/06/01. 


Congress on number of 
during Jan-Mar 1979. 

ip 


full-time 


■7907260496 Pledges NRC assistance to improve emergency preparedness 
down to county l< municipal govt levels. Note* OAO position 
that nuclear power plants should begin operation only where 
emergency plans conform to NRC stds. Requests comments 
HENDRIE, J.H, Commission 79/06/01 Ip 


— /907310508 Forwards quarterly rept to Congress on number 
permanent employees hired ti promoted in period Jan-Mar 


M/o end 

HENDREEi J 


Commission 79/06/01 


Ip 


of full-time 
1979 


t 
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'—7707310516 ror>i><4rd( quarterly rejjt to Conjr-es« on number tif 
pernanent hired *< promoted in period Jan-M^r 1979 

V»/6 *'\cl 

KENI'RIE. JM Cc-*ii5#torf 79/06/01 ip 


7907100000 Notification of toutratfc OKoc uli on, Mod y to "fllMdlae of 
Metliode of Oonprating Feu Oroad-Oroup Ci*o«s-0dc 1 1 nnn ^"□r 
Fast ftoodor Accldont Analijele " CoTitroc tor Houord Un*v 
HAOEViH no^oavth Coatrocm Drone h TIN O-iS/.S N«C-D4 /?-lf 

79/04/01 Ip 


-'790731O527 Fgruierdi quarterly rept %c Conprest on number Of full'-time 
pernantrit enploqeet hired It pro-^aterf in period Jan-Mar 1979 
H£i<CRie>jn CCTflii»5iDr> 79/06/01 Opp 


7907310541 Pe<pond» to 790419 Itr re impact of N/?C regulation of 
nuclear pharnaciei 1«??C ha* authority to license t< regulate 
PDYtit^fOh {i use of byproduct c-atl* FDA ha* authority to 
FfquUte hfq.salf U distribution of all drugs 
HENXRlE.i/ f1 Comraiition 79/06/06 2pp 


■7907310351 notice r« NfiC regulation of medical use* of radioisotope* 
1, itatfflpnt cf pehfftal policy 

CNILK,S J Office of the Secretary of the Commission 79/02/09 
4pp 


'-7907310556 Forward* RD Ice, Dean of Pharmacy at Unlv of OK, 790330 Itr re 
WC regulation of nuclear pharmacy Request* info h 
clar if icatlon re impact of regulation* on state control of 
pharmacy practice 

SELkftDM, H Senate 79/04/12 4pp 


7907310564 Respond* to 790411 Itr re impact of flRC regitlatlon of 
nucltar pharmaciet NHC ha* authority to license St regulate 
posstssion «, use of byproduct matls FDA ha* authority to 
regulate nfg. *aU U distribution of all drug* 

HE^DR^E, J M Commission 79/06/06 2pp 


Ice, Dean of Pharmacy at Unlv of OK, 790330 1 
ffflC regulation of nuclear pharmacy Requests info & 
clarification re impact of regulations on state control of 
pharmacy practice 

5VNAR.M House of Rep 79/04/11 4 pp 


tr 


re 


7907310606 Request* Support for legislation to resolve questl 

Tailings Radiation 

llA.V t Forwards draft of statutory language & 

section^by-sectloji analysis * 

HENOftlEiJ M Coaimission 79/06/06 0pp 


RANDOLPH, J . HART,C , DOHENlCl,p Senate 79/04/26 2pp 


—7907100013 Mod 2 extending poriod of p^ir f ormaota t-i ''fHwdlDt i>» 
Method* of Oenoratlng Fow Urond-Oroup Ci oss-floc 1 1 oi** ftjr 
Fast Reactor Accident Anolysl* " 

MORTON, K V Research Contracts Dranch FIN D-AHAn 

NRC-'04-77-196 79/04/01 2pn 


790710069G Not! f icatinn uf contract o xocot 1 on, Mod 0/ to ' TlL/R^ll I uwid',' 
Heat Transfer Research " Contractor OH 

MVNATT, A Researth Contract* Uranch FIN U-30M NNC''04-76-JH 

79/09/U Ip 


—7907100700 Moil 07 increasing funding to "IH4R' Rl uwif own Heat Tram Or 
Research " 

ONrK V Research Contract* Bronth TIN a-30U NftC -04 ~/A Jl 

79/05/11 2pp 


7907100704 Notification of contract aiBcutlon ''Cnnudlau lUlsmu 
Agioament, " awarded to Canadian Comnerclal Corp 
MYNATT, A Roeoarch Controct* Ornnch TIN D-627» NNC* CM- 

79/05/09 Ip 


"’*'T907 10Q707 Contract for '^Canadian Roismlc Agroafnent, " AUard^d to 
Canadian Commercial Carp « 

MORTON, K V Roftoarch Contracts Dranch TIN B-A1175 

NRC~04-79-I80 79/05/09 3pp 


7907100711 Nofei f icafclofi pf contract axac ut i pn, Mod 02 to "ArpMcaUc^ fl 
Acoustic Emission a» On-Llno Monitoring Qgt for Nuclear 
Reactors “ Contractor Dunegan/Cndovco 
MORTON, f V Research Contract* Dranch FlN rf-aoiS 

AT<49-2A 1-0219 79/03/11 Ip 


to '’Application of Acoustic riniiilon as On~l ine Monitoring 
Bys for Nuclear Rsactov* ” 

flesoarch Contract* Branch FIN n-30i:i 
AT (49-24) '021 9 79/OD/JJ Ip 


7907100723 Notification of contract execution 
^c, awarded tcj Radiation Mgt Corp 


"RadUtltin HonUorlng 


riN B~lO04 


™t-I CONTSACTS and HQDJFlCATtONS 


Wrts',^'’ t, '‘'“‘'"“'•.Uv. Cdn,r«,t. Br.nch NRC-14-74-3as 


™TIlA.n J Bivl.lon ,, Control, NflclA-Vi-aas 7D/03/I7 


7907090113 No«l,U.ll,n Of coot,, 

MwRTOR, K V Research Contra 

NRC-17-79-453 79/05/3| tp 


execution 

Branch 


"TMI Incident Special 
FIN B-1560 


■”Rl5?AUon"S;t''?ot/°" «oo,t»,ln, Ovc, ■■ 


Ahiarded to 
f-lN B-k004 


o>.i_ . rtv I I-K,.. VI 1. e secuc ion, nop a to ”BPF*ct Of 

"-“"cm,;!"" 

79/04/01 Contracts Branch TIN D-9016 NRC“01-7&-3a9 


on v«< «UU or porrormance to ''Cfl 

?upIsS ^ * Countercurrent Flow Flooding In Vertical 


MORTON, K V, 
NRC-04-76-3a9 


Research Contract* Branch. 
79/04/01 Sfct 


riN 


of DCaJr 


•79O7O«U0 MH. s,..,.. 

O.V..,.„ c.AtrAct. NRC-, 7-79-903 79/05/, 6 


7907110307 Notification 
Approach to Fault-Tree 
Contractor NIT 

Research 

79/05/2:? Ip 


pf contract exacutlon, Mod 3 to 
«c fiallabilUy Analysis ” 

Contract* Branch FIN B-'6256 


'’Mod9lar 

NflC-O4-77-lS0 


Ip * Contract* Branch NftC-05-7Q-300 70 /t 


NRC-04-76-2934 * ** 9 / 05 / 22 * B-5609 


' 4 vwva « 

Studies ^ 

NRC-Si- 76'293 79/05/23 B^anch pin b-561>9 








cost, to ’’HoduTirApJ^i 
Analysis " 

HORTON, K V Raseai 
NRC-O4-77'i30 


period of parfor/nanc* for a month»*st no 
to rault-Trea Si Reliability 

Contract* Branch. FIN D-6?36 
Spp. 


«ORraN.K.v. R..„rch Contp.t,, BrAnCA 


”TMI Incident &j>»ctal 
NRC-1 7-79-4 5a 79/05/1 A 


"TMI 

CO Millar 

DONOOHUE.D J Office 
App 


Incident epacial 

of Administration 


Inquiry Team,"' awarded la 
NRC-l7-79~45a, 79/05/ lA 



NONDOCKETED ITEMS 


333 


7'?071201C39 Notification of contract execut i on» Mad A to *'Study of 
New England Seismicity ui/Emphasis on MA L NK " 

Contractor MIT 

HAOEY* H Research Contracts Oranch FIN A-405B NRC~04**76~a09 

79/03/23 Ip 


— 7907120152 Mod extending period of performance for three (nont>hfi t o> 

‘"Study of Neu England Seismicity ui/Emphasis an MA it NH " 
liaRTQNj K V Research Contracts Branch FIN A’-405D 

NR:C-O4-76“209 79/03/23 2pp 


7907120174 Notification of contract executi on. Mod 3. to *'Cornmer c ia 1 
LMFBfl Safety Study " Contractor UCLA 

MYNATT.A Rosoarch Contracts Branch FIN B-3019 NRC -04-76-246 

79/05/23 Ip 


—7907120101 Mod 3 revising work sc opc. extend 1 ng period of performance 
it Increasing funding to “Commercial LMFBR Safety Study " 

MORTONrK U Research Contracts Branch FIN D-3019 

NRC-04-76-246 79/05/23 3pp 


7907130061 Notification of contract executi on. Mod 1 to “Payroll 
Requirements Analysis “ Contractor Small Business 
Adml nlstration 

MEDRQN. L A Administrative Contracts Branch FIN D-5131 

NRC~09-7903S8 79/06/04 Ip 


—7907130073 Mod l» revising period of performance to 79060ai to “Payroll 
Requirements Analysis “ 

HATTIArM J Administrative Contracts Branch FIN B-3131 

NRC-O9-79-aa0 79/06/04 3pp 


7907130316 Notification of contract ox ecutl oni Mod 1 to "Study of 
Regional Tectonics h Seismicity for lA *' Contractor State of 
lA 

WOOLETTfS A Research Contracts Branch FIN B-6312 

NRC -04-70-220 79/06/20 Ip 


—7907100322 Mod I* extending period of performance to 790630 to “Study of 
Regional Techonlcs (c Seismicity for lA “ 

MQRTONiH V Research Contracts Branch FIN B-6312 

NRC-O4-70-22a 79/05/01 Ip 


7907160327 Notification of contract ex ecutl on< Mod 1 to “Solubility of 
Uranlnlte it Migration of Fission Products Released From 
Spent Fuel Metis " Contractor Harvard College 

HAOEYi H Research Contracts Branch FIN D-6662 NRC-04-7B-26S 

79/06/26 Ip 


—7907100333 Mod 1« increas 1-ng funding to “Solubility of Uranlnlte 6 
Migration of Fission Products Released From Spent Fuel 
tiatls ” 

HORTON/ K V Research Contracts Branch FIN D-6662 

NRC-04-7e-263 79/06/26 4pp 


7907100344 Notification of contract execution *'Btudy to Determine 
Feasibility of Conducting Hp idemlolag ic Investigation of 
Hoalth Effects of Lou Level Ionizing Radiation/" awarded to 
Systamed ics/ Inc 

OUSTAVEiR P Research Contracts Branch FIN V-1O909 

NRC-Oi-79-OJO 79/07/10 Ip 


—7907190349 Contract "Study to Determine Feasibility of Conducting 
Epidemiologic Investigation of Health Effects of Lou Level 
loniilng Radationj " awarded to 8y stemed icsi Inc 
MORTQNiK V Research Contracts Branch FIN B-10909 

NRC-0 1-79-010. 79/07702 6pp 


7907190755 Notification of contract execution "Subsurface Radar 
Profiling study of Maxey FlatsiKY Waste Disposal Region/" 
awarded to Oeo-Centersi Inc 

MOLLETTiS a Research Contracts Branch FIN B-6349 

NRC-04-79-190 79/05/31. Ip 


— 7907190765 Contract "Subsurface Radar Profiling Study of Maxey 
Fiats/KY Waste Disposal Region " Contractor Oeo-Centersi Inc 
MORTON. K V Research Contracts Oranch. FIN D-6349 

NRC-04-79-190 79/05/31 7pp. 


7907190777 Notification of contract executl onr Mod 9 to ''Seismic Shear 
Transfer in Secondary Containment Vossels. " Contractor 
Cornell Univ 

HAOEYiH, Research Contracts Branch FIN B-56S8 NRC-04 -76-234. 
79/05/31 2pp 


--79O719O706 Mod 6» continuing funding for three yrs for “aelsmic Shear 
Transfer in Secondary Containment Vessels." Contractor 
Cornell Univ 

MORTON/ K V Research Contracto Branch. FIN B-56B8 

NRC -04-76-234 79/05/31 5pp. 


7907190795 Notification of contract execution/ Mad 5 to "Modeling 
Tornado Dynamics " Contractor Aeronautical Research 
Associates of Princeton 

WOLLETT/S a Research Contracts Branch FIN D-5795 

NRC-04-76-310 79/05/31 Ip 


— 7907190012 Hod 5. Increasing funding to “Modeling Tornado Dynamics *' 
Contractor Aeronautical Research Associates of Princeton 
HQRTONi K V Research Contracts Branch FIN D-5795 

NRC-04-76-B18 79/05/24 Ip 


7907190854 Notif 1 cat 1 o-n of contract a xecutlon/ Mod 10 to “Document 
Distribution " Contractor Computer Data Sys. Inc 
HAOAN/T F Administrative Contracts Branch FIN 31X020 409 

NRC-10-79-399 79/06/15 Ip 


— 7907190862 Mod 10. deleting name Electronic Composl tion. Inc It 
substituting Computer Data Sysj Inc to "Document 
Distribution " 

HATTIA/M J Administrative Contracts Branch FIN 31X0200 40? 

NRC-! 0-79-397 7<?/04/09 Ip 


7907230694 Notification of contract execution, Mod 3 to "Evaluation of 
Thorium Content of Human Tissues from Grand Junction. CO “ 
Contractor NY Univ Medical Ctr 

HADEV/H Research Contracts Branch FIN D-5756 NnC-04-76-358 

79/05/23 Ip 


— 7907230699 Mod 3i Increasing funding to "Evaluation of Thorium Content 
of Kuman Tissues Prom Grand Junction/ Co " 

MORTON/ KV Research Contracts Branch FIND-5756 79/04/16 

Ip 


790723070S Notification of contract execution/ Mod 5 to "Tornado 
Parametars for Nuclear Power Plants " Contractor Univ oP 
Ch i cago 

HAOEY/H Research Contracts Branch FIN A-4059 NRC~04-74~339 

79/05/10 Ip 


— 7907230713 Mod 5/ increasing funding to "Tornado Parameters for Nuclear 
Power Plants " 

» Division of Contracts FIN A-4059 NRC-04-74-239 79/05/10 

4pp 


7907230719 Notl Pi cat i on of contract execution/ Mod 17 to “Downcomer 
Effects Experimental Program " Contractor CREARE/ Inc 
WOLLETT/S A Research Contracts Branch FIN A-4070 

NRC-04-75-162 79/07/12 Ip 


— 7907230722 Mod 17* increas Ing funding to “Douincomer Effects Experimental 
Program 

MORTONi K U Division of Contracts FIN A-4070 NRC-04~75-16B 

79/06/01 2pp 


7907Q3072B Notification of contract oxecut Ion/ Hod 1 to “Evaluation of 
Rotention & Migration Data from Natural U Inadvertent 
Repasltories '' Contractor Stanford Univ 

HAOEYi H Research Contracts Branch FIN D-6341 NRC-04-7S-266 

79/06/04 Ip 


7907240202 Notification oP contract execution “Tearing Stability 
Analysis for LWR Piping/" awarded to Washington Univ 
HENCZERjM B Technical Assistance Contracts Branch 

NRC-03-79-134, 79/06/06 Ip 


— 7907240236 Contract. "Technltal Assistance In Tearing Stability 
Analysis in LWR Piping/" awerded to Washington Univ 
DOUOHEftTY»D J Division of Contracts FIN D-6D71 79/06/06 

i5pp 


7907250121 Notification of contract execution "Analysis of Limit of 
Error Inventory Difference Calculations at Specific Nuclear 
Facililty/" awarded to Science App 1 Ications/ Inc 
MCNULTY^ A Purchasing Section FIN D-6452-9 NRC-02-79-044 

79/06/13 Ip 


— 7907250124 Contract; “Analysis of Limit of Error Inventory Difference 
Calculations at Specific Nuclear Facility/" awarded to 
Gcience Applications/ Inc 

HARGETT/ 0, J Division of Controcts FIN B-6452-9 79/06/13 

Hpp. 


7907250127 Notiftcation of contract execution/ Hod 1 to “Document 
Reg istratton/ Announc ement/ Markotlng t< Purchases " 

Contrac tor: Dept af Commerc e/ NTIS 

HEDRDWtL K Admi-n 1 strati ve Contracts Branch NRC-lO-73-106 

ATI 49-24 >-0106 79/05/14 Ip 
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NON DOCKETED ITEMS 


' ^ j I ««p#ratf d«poiit account For 

ti s;t:«54ck «o?v “Dotuotnt R«g i Stratton* 

A *’ r »#t joj ?i F(jrcna>B* “ 

*‘Atri* r» ' Di^ittcn of Ccntratti >JRC-10'*75-106 
AT ■ 4^-;;4 » 79;05/l4 IQpp 


" ^;t I a j cat J S'* of tcntrjct tiacut lon. Mod I to “Analysis & 

AJ.jtt »i,.ifjr SiSirj ursisiative RaForra " Cont>attDT 
3 j 

P‘'>^'*rAi I Ajninjstt-J tiv» Contracts Cranch FIM D'*1560 

M *-T5 44:: if 


ji 1-13 t dtcrtai^rg total amount to "Analvsis & Advice on 
f* ’* 1 “ Siti-j L# 3 »flatlvr RtForo * 

C j Aj'iiMStrativa Contracts 0rancit FIN B-1560 

C6/Zf tc 


‘***.;jj S5ti#icatjcn Of contract etecutlon< Mod 10 to "Douncomar 
£Ff#;ti £ipar 3(r-f ntal Frogra's " Contractor CR£ARF> Ihc 
WitETT ^ A Rsisarth Contracts Branch FIN A'4070 

7 9/Ci,J0\ \9 


"'T-f :t£; It^crrasing funding to "Downcomer Effects Experimental 
nfRTCv K i Psstarch Contracts Branch FIN A-4070 79/06/01 

• p» 


7^V;?j 590 hstificatjon of contract execution* Hod 1 to “Analutlcal 
e 4 Lif*r*^t Sjr Use tn Environ van " Contractor Nuclear Data* 

wrC5lS3 E A}«lnistratlve Contracts Branch NR C- 05 **78 -3 09 

^-^/CS'Ol Jp 


'-790724Q640 Mod 1* Increasing funding "3-'!) 8i» flood f>rogr«A» - Init 
Communications & Liaison Suppt>»‘t *' 

HORTONiK V Research Contv^scts Droncri f'iN « ft*!/*.* 

NftC-O4-70~2Oa 77/06/07 I P 


7907260633 Notification of contr^c t e xecut loti, Mod 1 tii ^'We teCJH r*n' 
of Occupational Man-Rem Exposures Associated 1 <' It 

Bafety-Relatcd Operational Act Wl ties Within Nvclear l*o«ar 
Plants " Contractor Science App 1 * c At 1 oiiS' 1 Me 

MENCZER, W 0 Technical Aseintapee Contracts Bra11r^ 1* b ill 

NftC-03-78~l6t 79/06/29 Ip 


— 7907260660 Hod 1, extending period of performance bg two m&nlbs tir 
79113Q to ’*Detcrmlnati bn of Occupational Man‘'*nem rsposurei 
Associated w/Speclflc 8af ety-f?® latod Opel at 1 arial Activities 
Within Nuclear Pouer Plants ” 

DQUOHERTYt D J Technical Aesistanco CoritractS Dranth Tib 

D-6513 NRC-03-7fi“161 79/06/!i!3 Ip 


7907260769 Notification of contract execution. Mod 1 to ' flpeclaHy 
Designed Charge-out Cards, Label s Tape Dispenser *' 

Contractor Walter M Ballard Co 

WIC0IN8/E Ad/einlstrativo Contracts JJraheh f'iN ^IIHOMOO 4D9 

NRC- 10-79-374-0 79/06/07 ip 


79072607QI Mod J, changing chargo^out card width Ppnm V 3 li> 9 6 
replacing Drawings 3 t 4 6 tncp*»4Slng unit prlcu to 
"Specially Designed Charge-out Cjirdt, Labe 1 1 t Tape 
Dispenser " 

MATTIArfM J AdmlnUtratlvo Contracts Branch PIN HlXODOO 
79/06/06 4pp 


to "A-alytical 


KATr/A.H j 


77>C6/0l Ip 


fitsnding «air>t period to B00626 6 incresslno 
Eiluipflifnt for Use in Environ Van " 

Rfsearsh Contracts Branch NRC-O5-78-309 


funding 


7907260709 Notification of contract e-xecutlon *'Du-p 1 1 c at 1 119 60 M|ny!< 
« Z '* ^‘’^tractor Caitorn Audio Associated fne 

. Administrative Contract* Branch NNC~i« /9 6M 
79/06/06 Ip 


“'/""’r'i* ‘■•“Ho"-""* 4 to "Moint 0 , Data 
Coaputen «, Associated Peripherals *' 

‘.i.nCrartsr Cata Consul tents, Inc 

^5o*/C 4 “ ip ''^“iMlstretive Contracts Branch NRC-JO-77-196 
n/OO/B* Sop "'’•*'■4'' Contr.c.t Br.nch NSC-10.77')94 
77™6^S 1, Coolr.c*. Br.nch WC-OS-.70-O73 

D^MEorr.Oj D.v..,c„ con.r.cU NRC-02-7e-073 79 / 04/07 

Contracter WIT ucxssr Keactor Core During Reflood " 

5^10,31 1 ,''*”*'“ Br.nch FIN a-4040 NBC- 04 - 7.-232 

V B providing 

»..Oor Cor. Ovr.S; LnooJ “ NocL.r ' ‘ 

S^wi?,-s33 at.nch f,n ^,.040 


'il7?60ai8 NettficatJen of * 

CstlBatia of Svisonai Variltfl*^^ »<iC«tton, Mop 1 to “Provide 
Meridian • ConteJM; East of lOStS 

evBTAW.R P R.o.rJh cSn. '*I"“ 

WIC-fll-77-U3 79 /m;os' tjntr.ct, grtneh FIN B-10799 

•*7907260636 Had IiettenAiKi. 

n;Lt:;-jLr.:i:i^74 43/Ls:7r:j:“;rtr‘''' »■>- 

a^^th W«r|dle^^• Variations of pmPpUs East 

•«C^:?7^la %*;*'*♦ FtN B-107W 

NoCt.lcloo 0 , 

«• '-‘-t. ,r.„ch fjN,*-027S Nl,c-04-7e-S0S 


—7907260001 Contract for “DupHcatlhO AO-Mlmde LettftUe*." avarrfei ^ 
Eastern Audio Associates. Inc 

79/06/04 I9pp Contracts Branch NftC MO /9 AS3 

o aacutlon. Hod 0 to *^rt«nomlr 

Sont;«W ” 

NRC?M-77-?3. nMU49-,.l 

of performance through 700^10 4 o 
Pr5cS?J{Sg Antitrust Hearliia« for Oouth TX 

DOUOHERTY, D j Division of Con Isr acts TIN ft-6aV3 V^/OS/Tt 

^Tailings oxwcutlon- "LU »/)• Inj^ AisIsteAri-/ 

tlv-lu.tloru- awarded u" 

79/06%i ^ Ip Administrative Contracts Branch SIRC-C>a-/9- 1 »t^Ol 

s i s tance/Tal I 1 ng* Mgl prograa 
^ecnnicai Evaluation," awarded to P.otechnical Engineers, 

/S/oS/Sr' *^l$pp vision Of Con tracts NRC-03-77-OD1 •>01 


Reporting Syc '■ Con tree to^^A^^ F^d* f ^ 0 *°' ® “BfcenographU 
mooiNS,e, Admln^ttJil/^ Reporter. Inc 

Administrative Contract! Branch 79 / 06/05 Ip 

'^in???asing*’2bntJatr«iliSr*‘*^ until 790916 * 

J, Division of Coiitracfen, 79/05/31 Ip 

Docu«.i,t.'^OHMnJd*PromVo4E*I*co *5*'****®"'”“4 4 to >’ntero,iln 

A'i^loi.tr.tiv. Contr.c't, Br.nch, NRC-03-77-,13a, 

W/03/0S Ip '>4"lnl»4r.Plv, Contract! Br.nch NRC-o3-77-jpa 
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790/270018 Notification of contract e )tacut i ohj Mod 11 to "Dotunont 
Distribution " Contractor Computer Data Sgstems Inc 
HAO(iVN. T F Rpsearch Contracts Branch FIN 31X0200 409 

NRC-10-7B”a99 79/06/21 Ip 


-"7907270029 Hod 1 1 ■ 1 ncreai i ng fumUng for Iseuanco of job orders to 
“Document Distribution ” 

MATTIA.H J Research Contracts Drench FIN 31X0200 409 

NRC-1 0-78-399 79/06/01 2pp 


7907270027 Notification of contract e )i ecut Ion * Mod 3 to “PDR 
Micrographic Storage it Retrieval 8ys " Contractor ACCESS 
Corp 

MEDRDUiL A Administrative Contracts Branch FIN B-6357 NRC 

17-79-449 79/06/21 2p 


—7907270051 Mad 3j changing Items 1016 1017» chang 1 ng spec% for sye< 

adding neu line I tem 2007r c hang Lng delivery/ schedule tt 
increasing total amount of contract 

MATTIAiM 9 Administrative Contracts Branch FIN D-6357 

NRC-1 7-79-449 79/06/14 61 pp 


790727D034 Notification af contract e x ecut 1 on# Mod 2 to "Implementation 
Operation of NRC Document Control Sys Contractor TERA 
Advanced Svcs Carp 

KATTIAjM J Administrative Contracts Branch NRC-1O-70-5BO 

31X0200 409 79/06/26 Ip 


— 7907S70041 Mod 2i foruardlng addl funding Increment to “Implementation b 
Operation of NRC Document Control Sye " 

HALMANjE U Division of Contracts NRC-lO-7a-5BB 31X0200-409 
79/06/26 Ip 


7907270076 Notification of contract e xecutlonj Mod 4 to “Studies of 
D^^Jnamlc Loads on Pressure Suppression Containment “ 

ContraclfDr Regents of UCLA 

HAOEYi H Research Contracts Branch FIN 0-5879 NRC-04-76-342 

79/06/11 Ip 


— 7907270083 Mod 4 j changing principal Investigator from I Catton to 
VK Dhlrrto "Studies of Dynamic Loads on Pressure Suppression 
Containment " 

NORTON* K V Research Contracts Branch FIN D-Sa75 79/05/15 

2pp 


7907270093 Notification of contract execut i on* Mod 4 to “Extreme Max/Min 
Temp Analysis “ Contractor Dept of Commerce (NOAAI 
OUBTAVEiR P Research Contracts Branch FIN D-103iQ 

NRC-CH-76-340 79/05/07 Ip 


— 7907270101 Mod 4r extending period of performance from 29 to 30 months 
to “Extreme Max/Min Temp Anelyiis ■* 

MBRTONrH V Research Contracts Branch FIN B-1031B 

NRC-Oi-76-340 79/05/07 Ip 


7907300261 Notification of contract execution "Effects on Explosives “ 
Contractor Naval Surface Weapons Ctr. 

OLAOQLArA F Technical Assistance Contracts Branch 

NnC -03-79- 153 79/06/04 ip 


—7907300271 Forwards terms of contract between NRC b Naval Surface 
Weapons Center 

DDUQMERTYi D J Technical Assistance Contracts Branch. 

NRC-03-79-IB3 79/04/24 3pp. 


7907300459 Notification of contract ex ecui 1 on* Mod 3 to “Technical 
Assistance for Independent Evaluation of Equipment Seismic 
Qualifications " Contractor Wyle Labs* Eastern 
Qp erat Ions 

OLAODLAj A F Technical Assistance Contracts Branch FIN 0-1196 

KRC“03-7a“126 79/06/07. Ip 


— 7907300485 Mod 3* Issuing stop work order for period not to exceed 
90 days to “Technical Assistance for Independent Evaluatlen 
of Equipment Seismic Dual if lea t ions " 

DOUGHERTY. D J Technical Assistance Contracts Branch FIN 

B-H96. NRC-03-7e-ia6 79/06/07, Ip 


7907300473 Notification of contract a x ecut ion. Mod 1 te "9ys Malnt 
Programming “ Contractor; Rehab Orovprlnc 

HAOANj T F Administrative Contracts Branch NRC-10-79-375 

79/06/14. Ip 


7907300498 Notification of contract exacution. Mod 3 to “Fire Protection 
Program Revleiii b Evaluation. '• Contractor Oags-Bahe ock U 
Assoc lates. 

GLAflOLA.A, F Administrative Contracts Branch NRC-03-79-109. 

79/06/30 ip 


— 7907300505 Mod 3. extending period of performance through 790930 w/no 
addl cost to govt, to "Fire Protection Program. Review & 

Evaluation " 

DDUOHERTY, D J Division of Contracts NRC-03-79-109 79/06/30 

IP 


7907300510 Mod 1. increasing funding to “Bys Maint Programming 
MATTIA, M J Administrative Contracts Branch NRC«iO-79-375 

79/06/05 app 


7907300529 Notification of contract execution. Mod 3 to "Ulhd-Tunnel 
Measurements of Dispersion tc Turbulence in Makes of Nuclear 
Power Plants " Contractor CD State Unlv 

MAOEY. H Administrative Contracts Branch FIN B-582? 

NRC-04 -76-236 79/05/23 Ip 


—7907300534 Hod 3. Increasing funding for one final-year period of 
performance to “Wind-Tunnel Measurements of Dispersion tt 
Turbulence in Wakes of Nuclear Power Plants “ 

MORTONi K V Research Contracts Branch NRC-04-76-a36 

79/05/23 4pp 


7907300557 Notification of contract e xecution: "Measurement & Stds 
Development for Nuclear Metis Safeguards." awarded to 
Dept of CommercerNBS 

DAISDEN.L Administrative Contracts Branch FIN D-60160 

NRC-Ol-79-Oll 79/06/05 tp 


— 7907300559 Contract for “Measur emont b Stds Development for Nuclear 
Metis Safeguards." awarded to Dept of Commerce. NBS 
MORTON. K V Research Contracts Branch NRC-01-79-01 1 

79/03/14 4pp 


7907300564 Notification of contract e xecution. Mad 14 to "Reactor 
Effluent b Environ Radioactivity Stds “ Contractor Dept 
of Commerce I KBS 

QAlSDENiL Administrative Contracts Branch FIN B-5lia 

NRC-05-72-100 79/06/14 ip 


— 7907300567 Mod 14. expand ing work tasks b providing funding for FY79i to 
“Reactor Effluent b Environ Radioactivity Stds " Contractor 
Dept of Commerce. NOS 

MORTON. K V Division of Contracts FIN 8-5110 NRC-05“72-i 00 

79/06/14. Spp 


7907310051 Notlfteatlon of contract execution “Automobile Impact 
Forces on Concrete Nal) Panels “ Contractor Chiapetta. 

Welsh b Associates. Ltd 

WOLLETT.S A Research Contracts Branch FIN D-6609 

NRC-04-79-iGB 79/06/OB ip 


— 790731D057 Contract for "Automobile Impact Forces on Concrete Wall 
Panels.” awarded to. Ch 1 apet ta. We 1 ch b Associates. Ltd, 

MORTON. K V Research Contracts Branch FIN D-660? 

NRC-04-79-18B 79/06/14 7pp. 


7907310073 Notification of contract execution “Workshops fur State 
Review of NRC Policy on Decommissioning at Nuclear 
Pac(lltiosi“ awarded to Small Business Administration, 
subcontracted to Peer Consultants. Inc 

WI0QIN3. E Administrative Contracts Branch FIN 31-020080? 

NRC-06-79-304. 79/07/10 Ip 


— ^7907310090 Contract "Workshops for State Review of NRC Policy on 
Dec o-mmls Sion 1 ng at Nuclear Facilities." awarded to Peer 
Consultants. Inc 

BECHET^L J Division of Contracts FIN 31-0200 809 
NRC-06-79-a04 79/07/10. 23pp 


7907310490 Notification of contract execution “Review of Foundations b 
Pilings for Oallly Generating Btetlon. Nuc 1 ear-l. " awarded 
to RF Bcott, 

LITTLE, M Purchasing aectlon FIN D-1537 NRC-1 1-79-407 

79/07/10 Ip 


— 7907310SD4 Contract “Review of Foundations b Pilings for Baiily 
Generating Btatlorii Nuclear-1, “ awarded to Rf Scott 
HAROETT, 0 J. Division of Contracts FIN D-1557. NRC-U-79-407. 

79/07/10 5pp 


FOIA FREEDOM OF INFORMATION ACT REQUE9TB AND RELEASES 


79D4110054 FOIA request for info re discovery b analysis of discrepancy 
between original results of piping analysis for isismlc 
stresses b results of currently eccoptable BbU code 
WEIsa. E. R Sheldon. Harmon b Rotsman 79/03/19, 3pp 
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7?04nC034 FOIA r* 5 ti«»t ^or in^o re dittovery L analysis of discrepancy 
betLtsn (Original results of piping analysis for seisoiif 
stresses t< results of currently acceptable S&U code 
1'EISS<£ H Sheldon, H^rcjon It Roisran 79/03/19 3pp 


7'?04n0054 FOIA request for info re discovery L analysis of discrepancy 
betgeen original results of piping analysis for seisniic 
Stresses L results of currently acceptable BiM code 
WElSS<£ R 0h»l(jon. Harnon t, Roisraan 79/03/19 3pp 


790£:0101J8 FOIa request by UCS for all docurents re Task Action Plans 
A-40 tt A'4l,info on seisnic issues prepared for SEP & itisp 
repti for Qeaver V'allry 

MElSS-E R Sheldon, Karoon & Roisnan 79/03/19 2pp 


790£0l0lia FOIA request by UCS for all documents re Task Action Plans 
A'*40 <1 A'4t, info on seisnic issues prepared for SEP t< insp 
repts for Qeaver Valley 

m£ISS*E P Sheldon. Harmon t Hoisman 79/03/19 2 pp 


7907020132 FOIA request for dqcumonts irsdoirud or rnalnt iiriUor <«*•«» 
of Cornell Uhlv h documenta rotMevoblo In a soerch rolafting 
in any iiiay to Cornell Unlv 

LQWIjT J Civil Liberties Union, New York . Come 1 1 riiflpior f’f/0 

2pp 


7907020132 FOIA request far documents indo^ed or rralut finder fiawe 
af Cornell Unlv & documents retrievable in a search relallHs] 
ifi any uay to Cornell Unlv 

L0WI,T J Civil Liberties Union. New York. Cornell Chnpi»T /V/0 

7907020134 Foruiards Ic site lnBpector daily repto of nfliU leaclurs I 
7904 IQ 

DAVISiJ 0 Office of Inspection fc Enforcement /9/04/i*»'0 Ip 


7907020143 FOIA request for RFP under Contract NRC''04 -/A -yv:i 10. 
’’Shipping Cask Sabotage Sourer Term 1 nvos tl gall on ” 

MASSEMOALE^E W DR I, Inc 79/06/12 Ip 


7906010118 FOIA request by UCS for all documents re Task Action Plans 
A-40 t A-*4l.info on seismic issues prepared for SEP It insp 
TSpts for Qsa«»T Valley 

WEISS, E R Sheldon, Harmon L Roisman 79/03/19 2pp 


7907020146 Responds to FOIA vpqwost for RPR under Contract 
NftC“04~76-293-*10, '’Shipping Cask Sataatage Qouren Term 
Investigation “ Confirms 790622 tolcori uilhdrauiing raqowsl 
FELTQNf J M Division of Rulos and Rocorda 79/06/21 Ip 


7906070309 Forwards redraft Of NRC response tp Senator Hart 790403 Itr, 
withheld Iref FOIA Exemption 3) 

**AMfl£RER.C Office of Congressional Affairs 79/04/17 2 pp 


7907020237 "Transients L Natural Circulation in U«stlno 6 ouc» RJftnM 
a Commission 79/06/ IQ 76pp 


7907020097 Forwards surenary of QbW plant insp for 790416 w/lE site 
inspector daily repts of DtW reactors fpr 790416 
DAVIS. J 0 Office of Inspection 6 Enforcement 79/04/20 2pp 

»'»que»t for all documents re nuclear reactors at Univ 
ROQINSONrN Deseret News Salt Lake City.UT 79/04/02 ip 


nucu.r r.actor. 

• t Unlv o, UT At r„ult tMI aciDtnt k public int.r.it in 
investigation, Will be unable to coopiete response to request 
within statutory time limits P o request 

FELTON,*! H Division of Rules and Records 79/06/11 


2 pp 


request for documents related to LMR Inso 
m «« NC-251S for const 6 operation pha^s Inf^^^ 

FELTON J Manual^ located in NRC FDR 

L ON,U H Division of Rules and Records 79/06/M Ip 


AUTH.WL H L Fauth 6 As soc iates, Int 79-61 79/05/16 3 pp 

FELTON, J rt Division of Rules and Records 79/05/30 6 pp 
LEE,H F Hale 6 Door 79/03/22 2 pp 




FEUOH.jn DlvUlnn », E, *) 

uivl.lon of Ruu. R„„j, „/0S/30 33 ,, 


FBnai.JH OWi.ion 0 . R„l.. .„o 77/04/07 Ip 


w'* E?.;, n"‘4t •‘“•"••’‘/of » 

6LT0fi,J« Oivi.I.n 0 , Rul.. 


7907020329 Addresses West Inghayse roapanse to Item 7c of It UuMsiir 
79-06A Concurs ui/vendof position ro incorporation of raactur 
coolant pressure operating limits U overview of safety 
analysis re procedural changes 

0L6HJN5KI,J Division of Bystbms Qafuty 79/05/C3 Wpp 


7907020330 Forinards addl info re small 
ANDERQON. T M Uestinghouse Electric 
tepp 


breaks, to /703I6 submittal 
Corp NQ-TMA'-aonV 


7907020341 Requests Info re technical asis for steam ganeralnr Oruou 
times In support of data provided by Wostinohouse 790DOI 
1 fcr 

THADANI.A Division of Systems Safely 79/09/20 (p 


^*^^**'*^* '* forwarding Itr end 

MOBELEy.N c Office of Inspection tt Enforcement V9/00/iO ijpp 

"ftnuaU fleet Ion Training P*rogr*m 
» Office of Inspection 8< Enforcement 79/08/11 7pp 

^’Du?i 8 tiil requiring settlement r. bwlletmi 

completed initial appraieaJ 
1 otll.summariJlng ma^oi 

S3 D F Division of Project Hanagemeni 79/00/22 ypp 


7907020402 Forwards question* re smal 
Westlnghouse llcensoes 
RDSZTOCZY, Z n Analysis Branch 


break analyses for C- C It 
79/037(30 7pp 


Confidontial to proprietary 

BURKE# K D Office of International Programe 79/OD/C9 Ip 
tfaiiy digest for 790831 

< F Division of Project Management 79/06/01 2pp 
NrR.J Divi,|on 0 # 8 gtliAiii> 8 «#at 7 77/08/30 Ip 


77/09/89 Ip. * R«Actor Opiration, {nip, ct Ion, 


HEL7EME8,C 0 Btindirpl j.tlon BrAnch 77/0< 


8 < QtW position tt 
f ol 1 ow^ 


ip# 
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-'-7'9 0702 0507 Comments cn ACRS r ecommondAtlons & Q6<W position re natural 
EiT'Culation tt instrumentation to dtognoee & folloui accident 
KANE.E Qabcoch & Uilcox Co 79/05/30 Slpp 


79070a09i0 Submits inpwt to Ofc of Nuclear Rogulator^ Research draft 
budget amend Research should be directed touard upgrading 
control 84 protection of safety std 

ROSSi !> F Division of Project Management 79/0^^/01 &pp 


7907030100 FOIA request for info re Metals h Controls Carp 
SULLIVAN. J W Affiliation Unknown 79/05/03 2pp 


7907030106 ftosponds to FQIA request for info re Metals It Controls Corp 
Forwards files re Metals t< Control* Inc TX Instruments/ Inc 
l959'-73 Insps Info partialli/ withheld names of exposed 
individuals (ref FOIA Exemption 6 ) 

FELTON* J M Division of Rules and Records 79/05/55 BOOpp 


790703010B Responds to 790403 request to DOE relative to Till 
Forwards list of documents Documents subject to FQIA request 
79-93 e* are In NRC FDR 

FELTON. J M Division af Rules and Records AZR/DDE/79/3 
79/0fc/27 Spp 


7907030110 Responds to FOIA request for info re gas enrichment plant 
being developed by Pakistan No NRC-orig inated documents 
exist Request has been referred to ClAiDcpt of State & 

Defense Intelligence Agency 

FELTONiJ M Division of Rules and Records NRDC/TDC/79-14 
79/06/19 Ip 


7907030118 FOIA request for info re gas centrifuge enrichment plant 
being developed by .Pattistan as it relates to nuclear weapons 
pro I If ora ti on Requests info related to financing of plant by 
other countries 

COCHRAN* T D Natural Resources Defense Council 79/04/86 ip 


7907030134 Forwards fourth NRC Annual Rept for transmittal to 
Congress re NRC activities from 771OD1-70O93O 
HENDHIE/JM Commission 79/02/14 26pp 


7907030146 Responds to FDIA request for records re NRC policies 
governing waiver of search & copying fees far documents 
requested under FOIA 

FELTON, J M Division of Rules and Records 79/06/15 Ip 


7907030140 FOIA request for info re uolvitig tt/ov reduction of fees 
charged for searching 6 reproducing documents requested in 
public Interest 

MARTIN. 0 E Affiliation Unknown 79/01/25. Ip 


7907030149 FQIA request for ropt describing nature of work performed 
in reactors W/summary of precautions taken to ensure safe 
operation summary of any accident - evacuation plans 
PETRUSHA/ II Affiliation Unknown 79/03/SB Ip, 


7907030130 FDIA request for Info re lOCFRl 11 Request includes Info r© 
organizational structure of ASLD. duti esi responslb 1 1 it 1 es & 
authorities of panol / proe ed uros for selecting panel isembers 
it reviow procedures for board It panel doclslons 
HUNT/D D Affiliation Unknown 79/05/30 Ip 


7907030153 Responds to FOIA request Forwards documents re lOCFRl ll» 
including details of subjects related to NRC A 8 LB subgroups 
Ic boards 

FELTON. J M Division of Rules and Records. 79/06/13 35pp, 


— 7907030163 Emergency procedures re evacuation 

TOTERDlERiR E Pennsylvania State Univ 74/03/06 4pp 


— 7907030213 Forwards IE Insp Rept 50-005/77-04 on 771207-09 
No noncompliance noted 

NELBDN. P R Region 1* Philadelphia, Safeguards Branch 

79/01/09 2pp 

— 7907030220 IE Insp Rapt 50-005/77-04 on 771207-0'? No none omip 1 lane a 
noted Major areas Inspected environ protec t i on. emergenc g 
planning 6 radiation control programs 

KOTTAN, J J . STOHR.J P Region 1, Philadelphia! Fuel Facility ^ 

Materials Safety Branch 77/01/06 Bpp 

7907030159 Forwards TD Cochran of NRDC 790427 FOIA lequest for info re 
MD-*i0 applications for retransfer of spent nuclear fuel from 
Japan. Sul tierland* Spain !< Sweden 
SLAHBON.R N Energy. Dept of 79/05/25 2p p 


7907030165 Responds to FOIA request for Info re MQ-lO application fnr 
retransfer of spent nuclear fuel from Japan. Switierlatid. 

Spain It Sweden Forwards 79032B I* 790511 Itrs from j Shea to 
H Dongelsdorf re Swedish retransfers of fuel assemblies 
FELTON. J M Division of Rules and Records NR DC /TJJ C/79-1 2 

79/06/11 Ip 


—7907030169 Addresses proposed retransfer from Sweden to Uni tad Kingdom 
of 1 B 2 irradiated fuel assemblies KRC has no objections 
Confident assessment of US controls over retransfer depands 
on knowing provisions of contrac t. which is unavailable 
8 HEA. J R Office of IntornatlDnal Programs 79/03/28 ip 


— 7907030172 Addresses proposed retransfers from Switierlatid fed United 
Kingdom of 40 irradiated PVJR fuel assemblies k rotransfen 
from Sultierland to France of 63 QUR fuel assemblies NRC has 
no objection 

SHEA. J R Office of International Programs 79/05/11 Ip 


7907030264 Responds to 790426 request for info re sabotage in Franca- 
of nuclear reactor equipment destined for Iraq No 
NRC-orlglnated records subj to request One requested 
document originated by CIA Request being referred to CIA 
FELTON. J M Division of Rules and Records 79/06/85 ip 


7907030274 FOIA request for info re sabotage of nuclear reactor 
equipment in France destined for Iraq 

COCHRAN. T D Natural Resources Defense Council NRDC/TBC/V9-19 
79/04/26 Ip 


7907030307 Responds to FOIA request for drawings h specs of Cci-60 
telatherapy unlt.Model Eldorado 60 mfg by AECL Forwards 
specs Drawings withheld (ref FOIA Exemption 4) 

FELTON. J M Division of Rules and Records. 77/06/19 Spp 


7907030310 FOIA request for drawings 1. specs of Co-60 telethe-rapy unit 
Kadel Eldorado 60*mfg by AECL 

KREY 8 A. F J Northeast Utilities 79/05/15 Ip 


7907030311 Forwards AZ Rolsnan of NRDC 790403 FDIA request for 
documents related to TMI incident Request's NRC review end 
documents & respond directly to NRDC N/o end 
RUDOLPH. J E EnergyiDept of 79/05/01 tp 


— 7907030314 FOIA request far documents relating to TMI 

R 0 I 8 MAN. A Z Natural Ro-sourcei Defense Council 79/04/03 Ip 


— 7907030155 Submits 790604 revised structural organliatlon chart for 
HALLER. N M Office of Management and Program Analysis 79/06/04 

—7907030157 "NRC Functional Organliation Charts. " 

FITTI Office of Managamant ond Program Analysis 79/Oi/Ol, 6 pp 


7907030154 Responds to FOIA request re nature of work performed in 
reactor, lu/summary of precautions taken to ensure safe 
operation of reactor It summary of any acc id ent-eva luati on 

FELTON. J rt Division of Rules and Records 79/05/3i, 8 pp 


—7907030156 8 ER for facility 

LEVINE *6 Atomic Energy Commission. Directorate of Licensing 
tPro-l97S> 65/07/29. 4pp 


— 7907030160 BER for faclUty, ^ ^ 

LEVJNEi.9 Atonic Energy Commission. Directorate of Licensing 
CPr»-'1975> 65/ia/iO. 3pp 


7907030315 Responds to FOIA request for winning proposal for Contract 
NRC- 02 - 79-0201 "Development of Improved Techniques 
Forwards Betence App 1 icatlons. Inc Proposal l*'0l6-7l-790-24 
Document partially withheld (ref FOIA Exemption 4>. 

FELTON. J.M Division of Rules and Records 79/06/25 Ip 


7907030317 FOIA request for winning technical proposal for Ccintrac% 
NRC- 02 - 79 - 020 , "Development of Improved Techniques " 

RAOAN. R M Kinetic Research. Inc 79/05/21 ip 


7907030321 Further response to NRDC 790404 Itr. Forwards rept 'TlH* 
List* Publicly Available Documents. TMI-2r Docket 50-320." Mill 
he advised within few days re records withheld W/o end 
FELTON. J M Division of Rules and Recorde 79/06/26 Ip 


7907030331 Responds to FQIA request for 730101-0331 documents made 
available to NRC by DOJ, obtained by DDJ by civil 
Investigative demand re POkE proposal to construct Mendocino 
project 

FELTON. J M Division of Rules and Records 79/06/Oi. Ip 
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335 fJttpcndi to 7'«0i0S request for copies o# OL h 
i tin’ll f 1 Ed tion « 3 rtft-»rnt r# Tnl Forwards rrquestnJ records 
W 'o #- c I 

F'^LTOf* J n OiVincn of and /?»tflrds 79/0b/3l Jp 


790706P142 Re«ppnds to FOIA 79o930 roqi/pot for documonlw r» 
transportotioh of nudear ^natl throuflh II > litfo On 

PaducahiKY facility it Alllod Chomical Co in Ma tn»po^ 1 » p U 
FELTON, J N Division of Rulos and Hocorba 7<f/Ofi/y5 


7t37“r':i33 FO|A r»qu*»t fOr copivt of OL & 1 ndecn t f 1 cat 1 on agreements 

r» Twr 

>*4^3 S L Outiel t Kail 79/06/05 Ip 


7t37'?;‘iC 3 draft IE Info notice ‘’Deficient procedures" re 

Cantrell of emergenci^ feeduater lyfi for revieu t tontisetit 

S E Diviiion of Reactor Operationi Inipectioni 79/06/04 

ipfi 


79373;o 013 Riipsndt to FOIA requtic for aceesi to documents re possltle 
r^eiea^ dllpoial sites In Trufl'ball or Hahoning 

C«',nti»s OW NO such documents eiist 

FEltgn J M Division of Roles and Records 79/06/07 |p 


790'’D500|7 FQlA request for access to doconents re possible nuclear 
waste ltspoia>l sites »n Trunbull op Wahonlno Counties in 

cw 

PA'.tIC J h Affiliation t/ntnoun 79/05/04 Ip 


/^O’OSCOEO Responds to 790531 FOIA request for license files for TX 
Initrumetits 6 Tine* Corp Forwards license files W/o end 
FELTON J N Division of Rules and Records 79/06/31 Ip 


7907C3C024 FfllA raqusst for copy of license files for TX Instruments & 
Tjeei Cerp 

flATHEriS.O M Arkansas, Univ of 79/05/31 !p 


7907050049 FoiA request for disclosure of Reed rept 
CLlt^ A Affiliation Un^noun 79/06/05 Ip 


7907050053 Responds to FOlA request for disclosure of Reed rapt 

decision to withhold rept Rept 
withheld tref FOIA Eiemption 4) y f 

WCLfE-fi J Atetsic Safety and Licensing Board Panel >9/06/18 Spp 

V nuclear reactor study (Reed Rept) did not 
0' »af*ty concern 

p * » Hidctor Systems Branch KNUTH, D F Division of 
Rfacsor Safety Research 76/03/25 4pp 


-7907050063 Requests CE provide NRC .i/cppy of nuclear reactor study 
I \ issues Identified in study ^ 

MATTSOff R J Division of Systffls Safety 78/03/06 2pp 

-7907050066 Responds to 780306 FO|A request Forwards list oP 

nuclear reactor study Request ll»t be ^ 

sieigMO aV Supporting affiSavl? eJu 

SHERWOOD, 0 0 General Electric Co 78/03/23 5pp 


—7907050002 Forward 
nuclear reactor 
iraf ICCFR3 790 
SHERWOOD, 0 C G 


s sufflfflary of 37 licensing issues identified Itv GE 
study (Reed rept) Requests mat) be uithbeid 
Supporting affidavit end 
eneral Electric Co 78/05/26 spp 




HATTSOH r j JJlvUior, 0, Su.Wa. 7 B/ 07 /I 0 7pp 

" '"'"••O'' «f RkU. .Rd H.c.r,, 79/0d/I3 3,p 


7907050092 Raiponda to TRoan T>an,. « 

WltbhaUlny Reed rept *“• etatus of 

»DIA-7>,-m’v fB'A-7S:75'''’'’"*‘'’» .net R,„r, t« 

€MAR,Ot Norj.n, 4 bocMu, 79/05/04 87,, 

V907060073 Requests info r# w?/* Ann..tp. 

VAT "SIX' - «• 

w^faofi.Univ, af. School of Lag 79/05/U 3 pp. 


'T 907060075 Responds to 7905 ii i 

geverniog u*w«t of nearch policies 

requested under fOlA ^ documents 

PAluUs leMth tecaD. ef^cUvl Procedures tc 

FELT0«,>) m OivisiB« !! 790416 per 10CFR9 

79/06/15 200pp 


7907060146 FOIA irequost for records re t r Jtnsportnt I on of nL»cl«*r 
matl through southern IL, nuclear mat! tmtisfior tod ifi id out 
of gaseous diffusion plant in Paducan.- NY t< iofo- on Allied 
Chemical Co plant in Natr opol 1 s, IL 

ADEL, J Little Egypt Prairie Alllanco 7V/05/SJ4 53f>p 

7907060439 FOIA request for AECL Itr to WOC ro clalio of privilege *n 
sis drawings 

KREVSA,F.J Neutron Products, Inc 7V/OS/Oa Ip 


7907060449 Comments on justification for cPntlhuirig confidentiality tf 
documents In App A re Thoraton SO Co-60 talatfioTapy unit 
Info is business confidential {< not representative of full 
investment into production design 

RIDOUT.E F Atomic Energy of Canada, Lief 02 I I 79/04/05 3pf 


7907060449 Comments on justl f ication for c out Inirlng u on P I d ent I * J ) ty of 
dociiments in App A re Theraton DO Co-60 telethesapy unit 
Info is business confidential 6 not rep r o aonta tl ve of full 
investment Into production design 

RIDOUT, e F Atomic Energy of Canada, Ltd 03 I I 79/04/0D 3pl 


7907060447 Responds to FOIA request for ACCL Ur to NRO i-m elain of 
privilege for six drawings Forwards EF Ridout V9o40!J 0310 

Itrs to JH Felton 

FELTON, xl M Division of Rules and Records 77/06/20 >PP 


7907060456 Forwards add! Info to 790403 Itr re c nn f 1 den t la 1 i I V of 
documents in App A, Suslness advantage gnlned by other 
company through release of Info would conHtltute biench of 
confidence 

RI00UT,E F. Atomic Energy of Canada, Li?cl 79/03/10 LIpp 


7907060436 Forwards addl info to 790409 Ur ro ennf iden 1 1 a H iy of 
documents in App A Ousiness advantage gained by othwr 
company through release of info would conutltuta tireacn of 
confidence 

RIDOUT, E F Atomic Energy of Canada, Ltd 79/09/10 rjpp 


7907090417 Responds to IE RuUotIns 70-13 IDA re atypical weld mAtl 
in reactor pressure vessel welds 

KELLEY, R E Chicago Bridge «< Iron Co 7*>/04/C4 a6pp 


-7907090419 Records Investigation Rept Related to Of f-Chert«i »tr y Walli 
7 fl Spoclmons U ResponRo to IE UuHatlna 

78-15 t< 70-12A - Suppl" for Mar 1979 
* Dabcocic it Wilcox Co 79/03/31 200 p p 


Y n Division of Rules and Recordn 79/06/SI Ip 


^'^A~4rtl^A-4l‘’rdJnial^*I^ denial of request ra Task Action Plans 
ucs sr*?. ^ on seismic a tress rapfet 

WEISS, E fi Sheldon, Harmon (< Rolsman 


79/04/26, 2pp 


^’A-4^2^A-4l‘*^d5nl^^“f^^Su*'*l ra Test Action Plans 

UCS m.ti ! ‘ request on seismic atresi vents 

WE28B, E R Sheldon, Harmon t, Roisman 79/04/56 Spp 

°! '’•’“•J* T,«, Attlon Pl«ni 

W:9 »»,l, iMtJ to »v«luate’oX»Lt? fj*"*' 

residing near plant. potential danger fco people 

WE153, E R Sheldom Harmon «< Roisman 79/04/26 2 pp. 

aupvev^of‘*^IE*Jmpuini*ReJleits ratioeit r* resMits of 

Questions 6 it RPtlu^tts verbatim answe^rs to 

HE18S, E B Sheldon, Harmon it Roisman 79/04 / 26 Ip. 

•urvty^o/irXijaXIXJl'R.JIUiti vivHtlS'jiII'S'''**,'’” 

OuestloDB b if A7 f'enuests verbatim aneutvrs to 

WElfiS, e R Sheldon, Harmon it Roltman 79/04/26. Ip 
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7907090440 Responds to W Jordan & CA Reed 7905S3 belcon VGrhatim 
an&ujers ii>Gr« not required under contract l^oruards tnemo to IE 
peraortnelf f inal contractor rapt h Mod 1 of contract re 
^taboirent of uork 

FELTON I J M Division of Rules and Records 79/06/31 31pp 


7907090440 Responds to W Jordan (< CA Reed 790S23 telcon Verbatim 
answers laere not required under contract Forwards memo to IE 
personnel r fina I contractor rcpt ^ Mod 1 of contract re 
statement of work 

FELTDNj J M Division of Rules and Records 79/06/21 3ipp 


— ‘7907090451 Discusses IE personnel survoq to be concluded b(j Opinlori 
Research Corp 

DAVIS) J 0 Office of Inspection Enforcement 70/00/01 2pp 


— 7907090463 Mod li deleting Task 1 I in its entirety t< adding new Task 
11 for data col lectioni tobulat ion mechanization 
MORTONfK V Research Contracts Branch NHC“05-7B"*300 

70/00/03 ip 


—7707090464 "Special Survey Rept for Employees of IE " 
COOPER* M R Opinion Research Corp 79/03/31 27pp 


7907100034 Responds to FOIA request for accoss to d'oeuments in 
SH Hanauer "Nugget rile" that had not previously been 
released to UC8 Documents are In NRC PDR 

FELTON/ J M Division of Rules and Records 79/06/31 ip 


7907100039 FQIA request for all documents in SH Hanauer "Nugget File’* 
that have not previously been provided to UCQ Forwards list 
of previously released documents 

MHISSi E n Sheldon/ Harmon ^ Roisman 79/04/35 IBpp 

7907100156 Responds to 790404 request Forwards 790320 message from PA 
Emergency Mgt Agency 

OIR0TANTAS/N A Defense Civil Preparedness Agency 79/06/35 Ip 


--7907100J63 Forwards A2 Rolsman 790404 request Ofc must determine 
appropriate disposition of documents originated by agency 
Docurrents subject to request are end W/o end 
FELTON/ J M Division of Roles and Records 79/06/11 2pp 


7907110157 Summarizes info available re relief 8< safety valve flow 
discharge Iwater i* two-phase )/ operation ii testing Summary of 
ETEC capabilities end 

STOLZeNBERO/ M D Research Support Branch 79/05/10 iOpp 


7907120691 "C-E Ogidelines 6 Operating Plant Procedures " Typical C-E 
guidelines 6 actual sample procedures from operating plants 
ro LOCAr reactor triprmaln steam line break & roactor 
coolant leak 

s Combustion Engineering) Inc 79/04/13 69pp 


7907ia066i Forwards IE Circular 77~t3* “Reactor Safety Signals Negated 
During Testing" for distribution to licensees Draft 
forwarding Itr end 

THORNDliRO* H D Division of Reactor Operations Inspections 
77/09/23 Hpp 


~~7907l2D6B6 IE Circular 77-13/ "Reactor Safety Signals Negated During 
Testing " 

t Office of Inspection Enforcement 77/09/23 5pp 


7907120739 Discusses comparison of feedwater transient frequencies of 
BEitlj C-E Westinghouse designed plants Design differences of 
newness may account for 60X greater frequency of transients 
In D&W plants 

ANDERSON/ N Reactor Safety Drench 79/05/07 Ip 


7907120740 Dentes request for extension of comment period since rapt 
already has been available for comment for five months 
RTAN*R 0 Office of State Programfi 79/05/22 ip 


—7907160012 Forwards NRC evaluation of topical repta DAU- 10063/ Ravi & i a n 
i I DAl4-i0074) Revi s 1 on 1 tc DAW-10075/ Revtsi on 1 re small break 
analyses for S6W plants 

5CHWENCER/A tight Water Reactors Pranch 2 76/OJ/OB 3pp 


— 790716001B Evaluation of BtU topical repts re small break analyses for 
Qt<W 145. 177 fi< 305 plants DAU-10062. R e vl s 1 on 1 / IlAW-10074) 

Revision 1 t BAM-10D75/ Rev i sion i Repts are acceptable 
» Light Water Reactors Branch 2 76/01/00 5pp 


7907160349 "Decay Heat Removal Problem Associated w/Recovery From 
Very Small Break LOCA for C-E 5ys 00 PWR " 

* Analysis Branch 77/05/15 49pp 


7907L6035S Transmits contents of Davis-Case undated memoj informing of 
establishment of task group to evaluate generic aspects of 
feedwater transients 

DAVIS/ D K Systeffiatit Evaluation Programs Branch (Pre 7706351 

79/03/20 Ip , 


7907180124 "Background Mat| for Development of Radiation Protection 
Stds/ Protective Action Ouldes for Sr-B9/ Br-90 Cs-|37/" 

Rept 7 

« Federal Radiation Council 65/05/31 47pp Available at OPQ 


7907100137 ERDA App 0601. Annex 16/ Attachment 4) "Agreement Between US 
ERDA U NRC for Planning / Preparedness {< Response to 
Emergencies “ 

DANDUD. A 0 Energy/ Dept of GQSSICK. L V Office of the Executive 
Director for Operations 77/00/10 7pp 


7907100142 Notification of 790622 meeting of Federal Interagency 
Central Coordinating Committee for Radiological Emergency 
Preparedness in Dethesda/HD 

RVAN/R 0, Office of State Programs 79/03/24 2pp 


7907100150 Notification of 790615 meeting of NRC/EPA Task Force on 
Emergoncy Planning consultants in Bethesda. MO rc 
NUREO-0396 ACRS meeting will follow in Washington/ DC 
ORIMEB. D K Office of Nuclear Reactor Regulation CQLUtNS/H E 
Office of State Programs 79/06/05 Ip 


7907IB0155 Notification of 790619 meeting of Interorganl latlonal 
Advisory Committee meeting in Dethesda.MD to discuss 
NUREO-0396 

COLLINS, H E Office of State Programs 79/06/04 31pp 


7907100162 "Protective Action Evaluation Part 1 1 Effectiveness of 
Sheltering as Protective Action Against Nuclear Accidents 
Involving Gaseous Releases " 

ANNO/ 6 H / DDREiN A Environmental Protection Agency 78/04/30 

2pp 


79O718016B "Protective Action Evaluation Part ItJ Evacuation L 
Sheltering as Protective Actions Against Nuclear Accidents 
Involving Osseous Releases " 

ANNO/G H . DQRE. H A Environmental Protection Agency 78/09/30 

2pp 


7907100173 "Bacteground Mafcl for Development of Radiation Protection 
Btds/^' Rept 5 

e Federal Radiation Council 64/07/31 22pp Available at OPO 


7907180636 FOIA request for winning proposal in response to 
NRC~RFP-7e-l92/ “Post-Licensing Studies of Socioeconomic 
Impacts of Nuclear Power Station Siting/" submitted by 
Mountain M Research, Inc 

DIMENTO/L J liUS Corp NESD-79-5B9/RUP 79/06/29 Ip 


79D7180682 Responds to FOIA request for winning proposal in response to 
NiRC-RFP-78-192/ "Post-Licensing Studies of Socioeconomic 
Impacts of Nu>cleBr Power Btatlon Siting “ 

FELTDN/J a Division of Rules and Records 79/07/10 Ip 


7907180707 FOIA request for L Dickwlt 790329 memo to NRC which 
led to 8EGV''A-79-42 re order concerning Nuclear Engineering 
Co/ Inc disposal site at She f f le Id, IL Request Includes 
790101-0607 documents which relate to- order to show cause 
CONNER/ T, D Conner* Moore Gorber 79/06/07 2pp 


— 7907120752 Requests extension of 90 days for comments on rept of 

NRC/EPA Task Force on Emergency Planning re state U local ^ 

govt emergency response plans 

REED/ C< Commonuoalth Edison Co 79/05/10 Ip 

7907180715 Responds to FOIA request for documents re order to show 
cause Sc notice of hearing for period 790101-0607 Forwards 

7907160005 "Decay Heat Removal Problems Associated w/Recovery From ^pp ^ listing documents available Documents 1-5 end 

Very Small Break LOCA for DIeW 203 Fuel-Assembly PWR " Documents 6^10 withhold (ref FOIA Exemption 5> 

* Analysis Branch 77/09/01 S7pp FELTONi J M Division of Rules and Records 79/06/29 3pp 
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-*■” “1 tr’"’ *■ *■ 

Aflf trrJtl<.Ti s«*»> 0 n 79-16 r® 

Ku :, U ',-'4 C" '"' “ 

\'nc. Of S*=r.>.r« o. th. Ccn-...,.«n 79/06/07 

„ CFrv-A-79-42 paper re Engineering Co 

»n-v c«J*e 3’‘5r yarn’i/tB ID 

-kW-/ S T Cc^'tMllOO 79/05/10 IP 

‘-’D;i''!»*i!.-Mt C = -n.Jl/0fc of Polity E^loat.on fomo. 
B»a;*G<>:'-P a 79/05/13 IP 

--7.;)710:7- add! in/a r. SECV~A-79-42 ,hou causa Prder 

1 Cc‘*'»i»sion 77/05/11 IP 

-7>.M«}'"75r Cd*^«ent calendar ittn r.aponte rote re SECY-A-79-42 

AjdrSufd fli (lidJieied 

A le■A^?^e Jf rc»,>,i4iion 79/05/10 2pp 

75C7lV,tt:5 fCl* r.,.l1t «0>- <fotu-.n». '•' 

, 5 ^t^trn^lU info cn Paducah, Ky fdcilitg AJlled 

Chtniral Co plant m « 

AB£i.,J A#filiaticn U’jk-D-o 79/05/24 «.pp 

7?37t90CO/ Rr.pjn,, ,R 750330 FDIA 

Itr Tf T#qki»t«d doco’i#nt» yai ccpplete Ltr of 790623 

79/07/10 Ip 


dia reipc'-d t5 all record* 

PELTGN J « Divition of Rules and Record* 


79Q719C331 RfSppridf to POIA request for rlRC meeting transcripts 
Tra-rimpts 3f 790313 I. 0509 t portion of 79042S In PDR 
RffiTiairtria portion withheld iref POIA Eienption* & « 9) 

Transeripts '»50315 & 0531 withheld (ref FOIA Exemption 10) 
fELTON J n Divlimn of Rules and Records 79/06/30 2pp 

79(5?j 9:>.76 fOM request for transclpt of fffiC meetings held on 
7 ’?u 3)3 t 13 770423 t. 7S0503-10 ^ 31 
MA1.6T.E J Affiliation l/ntnoun 79/05/28 Ip 

7907193170 FOIA request for all responses to jjovak 760110 memo re 
\ 0 ?p seals iri pressuriier surge line & other documents bg or 
tJ T« wMch discuss issues of loop seals in 9tW 

pressi/riiir surge lines 

V^ISS e R t/nien of Corcernerf Scientists 79/05/31 Ip 

7907190183 RespdTids to 790531 FOlA request for responses to 7M Novak 
760110 0**13 re loop seals in pressuriier surge lines 
Forwards pertinent docu^nents 

FgLTON' « Civision of Rules and Records 79/07/06 2pp 

-*“•7937190194 Olscuisei loop ieal% in pressuriier surge line Recommends 
bases f®* design requirement 6* studied for all CP reviews 
For DL r»5rieas< procedures should be reviewed to ensure 
adequate info before operator terminates makeup flow 

T H Reactor System* Branch 70/01/10 Spp 

--7907190199 Ccittmsnt* on Trt Novat 780110 memo re loop seel Deliovas 
problem tt one of operator training 

WATT.J J Reactor Systems Branch 79/04/09 3pp 


« r to y lUttUti '••"Ml 

7907190734 FDIA J 

efport of high esplosivo implosion devvci* 

eep .«.in 7i?/0A;i>3 


mFg* *« I f er 


esport or nign o«pl > 

hdr<fii/flr6 for l*?Su /'Muriel I 

COCHRAN* T D Natural Reoources Dofoneo Council 


IP 


Y50719075S R*.pond5 to FOIA J" *'**" 


s:4r. fJ" ”r tt.ScT'-'o-'" 

Pirr/siyr "“oiwiroU i/Rtir.'ood^n^ir-.r -/woz/oa 


iif»pp 


7907330005 R..poi,<(. to 79053* FOIA rD<,oo«t 

R«ct»r Anol««I« Pockojo. JOSHUA tut «< contolt. 

”oeon,Bntotloi. WRAP packas*. uOon " Jlpformarf 

proprl eterg info NftC evaluation of 

FELTON. JM Division of Rules and nocoriJ* / //o// »• 

7907330223 Responds tP 790607 FDIA request 

NRrrfNew England Engineering Co order ^ r 

for 790101-0607 Forward® documents subj ta r^que®*. 

P?£&‘i"S ‘'““StwtSoJ'o? RulP. *P- nooovfls 79/07/1. A.pO 

—7907830229 PNO-79-3 1 jumnurtio* vl«lt to J * tl'Pl*' 

direct radiation detected above lovojft atCB-pin^l* fo 
r«l»>5 of facllltiB. for unroBlrlc t Ivo o.o 
n Office of Inspection it Cnforcemtfnt 79/U3 /i»k 

—7907230235 Forwards draft order show J . J J * J t ’’yoUte'* * ^ * 

notification of license termlnnbion for act Ivl bios n 

HloSlNDOTHAMfV Office of Inspection «< enforcomanfc 
14pp 

7907250399 RBBpond. to FOIA rOlUOBt f“P.F*“F''* I,'*!!!?!!*' * 
mere than 200 lbs of highly enriched U ' J,® i 

facility it documents relating te Investigation coMceTiiJifl 


ei(N 
FELTON, J H 


Division of Roles and Recorde TV/OV/O^ Apf 


— 7907230402 Discusses inquiry conducted at DfcW fln /V0&09*^1 t r 
Chobanlan Ur to JM Handrle concerning exposure rates ^ 
employment status of Chobanian 

SMITH, R H Region if Phi ladeiph ia, Baf BjjwariJs Branch 

79/06/25 6pp. 

—7907230407 Summer lies 790S0I to Icon w/MR Choli*nlan In New Kensington. 
PA re MR Cfiobanian 790404 Itr, Chobanlan ditf not waiil to meev 
w/MRC to discuss Itr Addl info can be obtaln»d Prom 
congressman ^ ^ 

SMITH, R H Region I, Philadelphia, BaPeguardi Branch 

79/0S/03 Spp 


-7907250413 Discusses NRC action* r* MR Chobanlnn 790404 Itr tp Jf1 
Hendrie Chobanlan was contacted on 790301 to *c/tadulo 
meeting to clarify Itr Items Invitation was dpcllnod Ltr 
inquiry conducted 790509-11 

SMITH, R H Region 1, phi ladolph i ar Safeguard* Dranch 

79/06/25 2pp 


-790''190202 Revnwi status of applicant responses to questions re P8AR 
Request for addl info encl 

UNAT0H16 A Reactor Systems Branch 70/01/27 |Opp 


-7907250433 Requests assistance in obtaining info for MR Chobfintais re 
radiation exposure associated w/661130 glove bP|t eaploslori 
COCHRAN, T 0 Natural Resources Defense Council 79/06/21 I p= 


Tr90''190<37 F0IA request for all revl*lon* U update* of NDflEO-0405 
CDNhiOR. U Doc-Search Associates 79/06/29 Ip 


^^907I9£>442 Respond* to FOIA request far revisions 6 updates of 
N^EO-0485 

FELTOWbJM DVvssisn af Rules and Record* 79/07/13 2pp 

•:j- 4PO7190629 DiiCussts ER Neiss FOIA Request 79-76 NRC has completed 
response to original 790319 request Ho further action to be 
tatiTi on 790426 appeal r# NRC failure to provide response to 
7^319 request 

ITEUTdN j H ni •*' R.,|e* and Record* 79/06/29 ip I 


to V Stf Jlo 790619 memo to 
Defense Council AZR/NRC/79/2 


—7907250470 Requests documents re Nov 1966 ekpovura at NUMl^C Kirk 
TawnshipiPA Pu facility l< concerning MW Chobanlan 
OZIEMISZ.J S. Babcock it Wilcox Co 76/0B/O&. Ip 


—7907250401 Forwards 661230 investigation rept 4i EL Qaiitgar 
670404 ii 0603 Ifcrs to L Dubinski, w/M*chsl»r r«pt.W/o and 
THdMPaON.D Office of Inspection it Enf orCemeisli 76/O0/»4 Ip 


—7907250300 Confirm* 760825 telcon re NRDC I tv MHC raqumatlng 
exposure info Headquarter* ofc in Dethe*da,MD hjss beer 
notified of request, 

SMITH, B.H Region 1, Philadelphia, Office of the Director 
76/08/31 Ip, 


— 7907230512 Forward* 661230 investigation rept t, EU Qaenger 
670404 0605 Itr* to L Dub in#k I , w/Wechsl ef rept>hl/o ancl. 

THOMPSON, D Office of Inspection it Enforcement, 76/09/ao »PP 
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-—7907230524 Confirms 790301 tolcon ui/RH Sjnlth re MR Chobanion 79Q404 3tr 
tq JM Handrie Purpose of telcoo uias to obtain clarification 
of items in 1 tr 

M^RTINi Ini D Region ii Ph I ladol ph ia < Safeguards Branch 

79/05/ i 4 Ip 


- — 7907250537 Summarlies 790625 telcon w/M Burke in Tarentum^PA re 
Investigation status of ailegotlons received bij NRC related 
to G&W facilities at ApolloiPA 

SMiTHiR H Region 1^ Ph 1 lad elji h ia* Safeguards Drancti 

79/06/26 Ip 


— 7907230532 Forwards M Burko 790430 FQIA request for Info re pbsolble 
theft of 200 lbs highly enriched U at nuclear fuels facility 
in Apollo Parks TouinshipiPA 

BNYDEft. 0 L Region I, Philadelphia. Office of the Director 
79/03/04 Ip 


7907250499 FOIA request for FY7B bidgotary allotment to sponsor 
attend c on ferences. travel vouchers for NRC chairman 8< 
commissioners 5 total travel oipenditures for ACRB. AQVB Ci 
A5LAG 

SHOCitLEY. M T NBC. Inc , NBC Television Stations Div 79/06/ U 
IP 

7907250304 FDIA request for winning proposal ro P1FP-R8“.MRR~ 79-107. 
"Reactor Coolant Pump/Motor Structural Integrity " 

COFFMAhr. W A Affiliation Unknown 79/06/14 Ip 


7907230313 Responds to FOIA request for winning proposal re 
RFP-R8-NRR-79-I07 Forwards copy of winning technical 
proposal Irl/o end 

FELTON. J h Division of Rules and Records 79/07/10. Ip 


7907230317 Responds to FQIA request for travol expenditure info of 
certain NRC officials Forwards responses to three previous 
FOIA requests M/o end 

FELTDN. J H Division of Rules and Records 79/07/06 Ip 


7907250562 Approves lease agreement between State of NV i< Nuclear 
Engineering Co permitting storage 6/or burial of low level 
radioactive waste 

PAULjL N Nevada. Btaie of 62/02/15 2pp 


—7907230967 Branch posltloni "Low Level Waste Qurial Oround Site Closure 
6 Stabi 1 i zation ** 

e Low Level Waste Branch CPt e 7903011 79/03/17 7pp 


— 7907B30S73 "Task Force Rapt on Bonding & Porpatual Care of Licensed 
Nud ear Activities " 

WILSDNj F Conference of Radiation Control Program Dlrectorsi Inc 
76/04/03 aVpp 


--79O723O506 Lease of lands for disposal of radioactive wastes j op inlon of 
Attg General of NV 

e Nevada. State of 6i/10/06 3pp 


—7907250592 Assembly Dill 444. laws of 1961. "Acquisition of Lands fo-r 
Disposal of Radioactive Mails " 
e Nevada. Btate of 61/03/04 2pp 


— 7907250999 Forwards unsigned copy of lease batuieen State of NV 6 
Nuclear Engineering Co for waste disposal facility 
CORBETTiJ S Nuclear Engineering Co . Inc (subs of TeledynB.i 
Inc 1 62/02/02 10pp. 


7907250572 Responds to FOIA request for all doctfments re facility & 
Applications XR-120. XCQM-IO 6 X8NM-I471 Three tfocuments 
withheld <rof FOIA Exemption 1> 

FELTON. J M Division of Rules and Rocords 79/07/06 3pp. 


7907260447 Responds to FDIA request for 1970 rept on. nuclear wastes by 
Natl Academy of adences for NRC Forwards rept. 

"eolidlflcatton of High Level Radioactivo Wastes "W/« end 
FELTON. m.M Division of Rules and Records 79/07/iB Ip 


7907260452 FOIA request for 1970 rept on nuclear wastes by Natl Academy 
of Sciences for NRC. 

L0(>QIN3. D Affllltttlon Unknown 79/07/02 Ip, 


7907300149 Requests all records re development or promulgation of form 
of nuclear energy liability policy In 10CFR140 91 App A 
HANEV.N M Sullivan 6 Cromwell 79/06/13 2pp 


79O7B00i36 Responds to 790613 request re development !< promulgation 
of form of nuclear energy liability policy for facilities 
In 10CFR140 91. App A Forwards list of relevant documents 
FELTON. J. M Division of Rules and Records, 79/07/lB 2pp 


— 7907300160 Notifies of CoirntisslDn 600324 decision r> AEC-R 29/9 amend 
governing financial protection requ irarnants 6 indemnity 
agreements 

ANAHOSAi H D Atomic Energy Commission 60/03/20 2pp 


—7907300100 Forwards amend re financial protection tc Indemnity 
regulations 4c proposed amend re revision of Indemnity 
agreement for JCAE Nuclear liability policy offered by 
NELIA Si NAELU is acceptable 14/ o encl 

LUEDECKE. A R Atomic Energy Commission 60/03/31 Ip 


— 79073002D6 Forwards AEC-R 29/4 "Proposed Form of Nuclear Energy 
Liability Insurance Poti-cy " 

MCCOQL. M D Atomic Energy Commission 9B/0Q/04 Ip 


— 7907300211 AEC“R 29/4 "Proposed Form of Nuclear Energy Liability 
Insurance Policy " 

* Atomic Energy CnmmiSBion. Directorate of Licensing {Fre-1975> 
30/00/04 33pp 


—“7 9073002 1/» Notifies of AEC 580900 decision re AEC-R 29/4. proposed form 
of nuclear liability Insurance policy Decision states that 
nonsubs tantl al changes made by insurance firm should be 
implemented 

MCCaOL»y 0 Atomic Energy Commission 50/00/13 2pp 


—7907300227 Forwards F« notice 10CFR140 "Financial Protflctinn 
Requirements Indemnity Agreements - Notice of Proposed 
Rulemaking " 

8HEA.it H Office of the General Counsel S8/DB/22 Ip 


— 7907300235 Notice of Issuance of 10CFR140 "Financial Protection 
Requirements li Indemnity Agraements - Notice of Proposed 
Rulemaking " 

* Atomic Energy CoinmtsBlon 9B/O0/27 iOpp 


—7907300249 Forwards AEC-R 29/9 "Amends to Regulations Governing 
Financial Protection Requirements & Indemnity Agreements " 
ANAM08A. H D Atomic Energy Commission 60/03/19, Ip 


—7907300253 “Amends to Regulations Governing Financial Protection 
Requiroments & Indemnity Agreements " 

s Atomic Energy Commission. Directorate of Licensing (Pre-1979) 
60/03/19 SOpp 


--79O73OO260 Summary of AEC 600324 meeting in Ha ah Ingten. DC re 
AEC-R 29/7 8< AEC-R 29/0 concerning financial protection 
requirements & indemnity agreements 

ANAM-08A. H D Atomic E^nergy Commission 60/07/27 7pp 


7907300258 Forwards FR notice 10FR140, "Financial Protection 
Requirements & Indeotnity Agreements " 

• Office of the General Counsel 60/03/31 ip 


— 7907300263 Notice of issuance of 10CFR140. "Financtel Protection 
Requlroments |< Indemnity Agreemonts 

• Atomic Energy Commission. Directorate of Licensing IPrB-1975> 
60/04/07 aopp- 


79073003B4 Charter of OtM 177 Fuel Assembly Owners Group- 

UILLIAMtD Arkansas Power 1. Light Co BAUMAN. R Consumers Power 
Co HOLT.D Dube Power Co- 77/06/02 5pp, 


7907300396 Notifies that bulletin review group has identified four 
potential 0NR short-term generic concerns from refponses to 
IE Bulletin 79-00 

HELTEMES. C J TMI-2 Bulletins & Orders 79/07/03 2pp 


7907300430 Notice that licensee has eatisfac tori ly completed actions 
per NRC 790516 shutdown order. Plant may resume operations 
REID, R M, Operating Reactors Branch 4 79/07/06 5pp 


7907310573 FOIA request far all documents re facility 6 «pp Llcations 
XB-120. XCOM-iat U XBNM-U71 

ASHER. T R Asher. T R, PC. 79/05/14 5pp, 


— 7907310589 Dtscueaes request for licensing expert to join IAEA team 
to evaluate PSAR for two Westinghouse reactors Senior staff 
member not available 

FELTON. J M Division of Rules and Records 77/12/27 Ip. 
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79070602^66 Forwards list? of licensee* uaho would not commit to 9t)-h 
con taiiKhent purging limit Suggostfi meetings (ijyii«ted 
ljcen«eos lAlsu Forwards review team responses for Sig Rock 
Point re conta i nnient purge valves 

'5fflME9i C 1 Plant By slepis Branch 79/DS/23 3pp 


7907100942 Notl f i t atl (in of 790615 meetlnB u/Marlk I owners 'group In 
fi-ethe sda« til> to discuss Hark 1 lung^term program schedule 1< 
peal swell pressure load definition Proposed agenda end 
CPTMESi C I Plant Si|B terns Branch 79/06/11 2pp 

7907130913 Nattflcation of 7906i2'’l3 meeting w/Sandia Labs In Uethesdaf 
HD to discuss status of work accomplished St resources used S< 
to revleu detail of fault trees presented in second interim 
rept 

ANOELOj J Light Water Reactors Branch J 79/06/04 ip 


7907190470 No t i P i ca 1 1 on of 790622 meeting w/Mark I owners in Oathesda^j 
HO to discuss proposed staff positions on pool swell 
vertical pressure loads for Hark t containment long 
term program 

0RIKE8. C 1 Plant Systems Dratich 79/06/20 3pp 


7907190474 Notification of 790725 meeting w/WestinshousOi C~E, & AJF 
to discuss possible impact of rHl'-2 accident on evaluation 
of ATWS events for PWHs 

CHERNY. F C Oivislon of Systems Safety 79/06/19 Ip 


7907200508 Forwards C£ ATWS generic analysis iFncl withheld iref 
lOCFff2 7901 

CHERNY. F C Division of Systems Safety 79/07/03 Ip 


7907B005J2 Discusses status of resolving ATWS safety Issue TMI-a 
incident has had minimal effect on DWRs but adequacy of 
ATW9 resolution for PWRs is (lues tionab I e Unresolved ACR8 
questions re BiJRs from 79O308*'lO end 

HANAUERj 8 H TMI-2 Unresolved Safaty Issues 79/07/06 12pp 


J6E INSPECTION AND ENFORCEMENT 


7902150354 Forwards TE Info Notice 79~0-3i “Li mJ torque Valve ©cared Limit 
Switch Lubricantj'* for 790209 issuance Draft of transmittal 
Itr end No insp followup is necessary 

MOSELEViN C Division of Reactor Operations Jnspections 79/02/06 
2pp 


7903210141 Forwards IE Bulletin 79-01. ‘'Environ Oual i f ication of Class 
JE Equipment!" u/draft transmitted letter for 790200 
dispatching (f/Hst of II Syttematic Evaluation Program 
plants for which no action is required 

MDSELEYrM C Office of Inspection & Enforcement 79/02/06 2pp. 


7904270127 lE Bulletin 79-08. "Events Relevant to DWR« Reactors 
Identified Purlnq TMl Incident " 

e Office of Inspection ti Enforcement 79/04/14 4pp 


7907030173 IE Bulletin 79-OlA. "Environ Qualification of Class IE 
Equipment CDef i e lenc i es In Environ OuaJ 1 f Jeat i an of ASCO 
Solenoid Valves) " 

a Office of Inspection & Enforcement 79/06/06 Spp* 


7907180120 Forwards IE Bulletin 79-15. "Deep Draft Pump J)*f Ic lenciei ‘ 
Bulletin should bo sent to all power reactor licensees 
lu/CPs 6/er OLs no later than 790711 Draft Itr end 
THORNflURO.H D Division of Reactor Construction Inspection 
79/07/09 2pp 


-7907180125 IE Bulletin 79-19. "Deep Draft Pump DefUlandsi * 
» Office of Inspection 8< Enforcement 79/07/11 9pp 


79O7IB0I29 Forwards IE Circular 77-14. "Unauthorl led Procuremint 6 
Distribution of Xe-133 " Circular should be issued to all 
medical I icenseas. except teletherapy medical liconsBOSi6 to 
ail radiopharmaceutical suppliers Draft Itr one! 

SN1E2EK. J H Division of Fuel Facility & Materials Safety 
79/07/06 2pp 


—7907100139 IE Circular 79-14. "Unauthorised Procurement 6 OisirHwtui 
of Xe-ia3 

a Office of Inspection Enforcement 79/07/13 3pp 


7907180622 IE Bulletin 79-07 Seismic Stress Analysis of Safa Ig-RrletM 
Pip ing, 

a Office of Inspection & Enforcement 79/04/14 3pp 


7907190128 IE Circular 79-13. "Replacement of Diesel Fire Pump 9 t 4 Tijr| 
Contactors " 

« DfflcB of Inspection it Enforcement 79/07/13 6pp 


7907230164 IE Info Notice 79-19. "Pipe Cracks in Stagnant Doralfd Wsli» 
ays at PWR Plants " 

a Office of Inspection & Enforcement 79/07/17 0pp 


7907230229 PNO-79-51 summarlxes visit to Sheffield waste burlil sit* M 
direct radiation detected above levels acceptable for 
release of facilities for unrestricti ve use 
* Office of Inspection 8c Enforcement 79/03/12 Ip 


79072S0430 IE Bulletin 79-14. Revi si on 1. "Seismic Analysis for Ai-Sullt 
Safety-Related Piping Sys " 

♦ Office of Inspection & Enforcement 79/07/18 Ip 


7907310200 I£ Circular 76-06, "Stress Corrosion Cracks in Stasnarl.Leu 
Pressure Stainless Piping Containing Doric Acid Solution at 
PMRs " 

* Office of Inspection 8< Enforcement 76/11/26 3pp 


NUREC NUREO REPORTS AND RELATED CORRESPONDENCE 


781229D071 NURE(J-0460 

Forwards NVREO-0460, Vol 3. re ATWS Rapt reflects NRC view 
that numerical safety obioctive is not satisfactory for uia 
In regulatory decisions w/o supplemental evaluation 
U/o and 

DEMTON.H R Office of Nuclear Reactor Regulation 78/12/19 


7013290240 Responds to constituent 781027 Ur re decommissioning of 
nuclear facilities it amount of land committed to nuclear 
faci 1 1 ties 

OOSSICK.L, V Office of the Executive Director for Operation* 
78/12/20 2pp 


79070302^1 NUREC-0020 V3 N9 

Orey book Operating Units Status Rept. data as of 770430 
# Commission 79/06/18 lOOpp 


7907020101 IE Info Notice 79-13. “Ef fie tent; Procedures " 
* Office of Inspection &r Enforcement 79/06/07 7pp 


7907030121 IE Circular 77-07. "Short Period During Reactor Startup “ 
a Office of Inspection it EnfoTcament 77/04/14 3pp 


790706D27S lE Bulletin 79-14. "Beismlc Analysis for As-8ui I t Safety- 
Related Piping Sys 

* Office of Inspection 8< Enforcement 79/07/02 9pp 


7907030426 NUREO/CR-0664 

Bibliography for "Analytical Technique* for Stress Analysis 
of Nuclear Steam-Supply Sys " 

HEODLESON.F A Oak Ridge National Laboratory FIN B-126 77/09/:tO 

220pp 


7907030434 NUREO/CR-0807 

*'QA for TRAC Development. " informal rapt 

SICILIANiJ M ( PRYOR. R J Los Alamo* Bdentlflc Laboratory rlH 
A-7016 LA-78i2-M8 79/05/30 lOpp 


7907090038 IE Info Notice 79-13. "Indication of Low Water Level in 
Oyster Creek Reactor " 

* Office of Jnspection & Enforcement 79/03/29 9pp. 


7907120387 IE Info Notice 79-10. “filcyiab Reentry " 

HEPPLER. J 0 Office of Inspection 9r En fore ament. 79/07/06 3pp 


907120686 IE Circular 77-13. "Reactor Safety Signals Negated During 
testing " 

a Office of Inspection fc Enforcement 77/09/22 3pp. 


7907030441 NURE0/CR-065S 

"rtultlrod Durst Test Program Progress Rept for 
Joly-Dec I97B “ 

CHAPMAN. R H Oak Ridge National Leboratery FIN B-J20 79/OS./W 

I72pp 


7907050145 NUREO/CR-0650 

"Cemparetive Evaluation of Containment Sprey Additive** 
Detrimental Impacts of Inadvertent Spray Actuation ” . . , 

P03TA. A K Benton City Technology TAM. P Accident Analysts^ 

Branch AT- <49-240- 1-06 M0D4 79/04/30 33pp 


Available at HTIQ 
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7^07050 149 «UnEO/Cn-'O604 

"Sen s i 1 1 V 1 of Oameiophy te s to Copper *' 

SMITHi 0 M / HARRISON* F L Laurence Livermore Laboratory FIN 
A-011? tfCRL-524Ql 79/05/01 40pp Available at NTIS 


7907060442 NUnEO/CR-0670 

"Analyeia of Heat & Hass Transfer Processos of U Dioxide 
Bubble in Sodium for Fuel Aerosol BlmuJant Test IFAST) " 

TOniAS* M L Dak Ridge National Laboratory FIN D-0121 79/05/31 

54pp Available at NT 18 


7907090016 NUREO-0555 

‘’Environ SRfPs for Environ Review of CP Applications for 
Nuclear Power Plants " 

* Office of Nuclear Reactor Regulation 79/05/31 780pp 

Available at NTIS 424 00 


7907090020 MUREG-OSSS 1 1 

Environ 6RP Section 1 I ’’ Introduc ti on-the Proposed 
Project " 

» Office of Nuclear Reactor Regulation 79/02/20 5pp Available 
at NTIS 


7907090021 NUREO-OS55 1 2 

Environ SRP Section 1 2 “Introduc t lon-Ststufi of Reviews tc 
Appro-vals '' 

# Office of Nuclear Reactor Regulation 79/02/20 6pp Available 
at NTIS 


7907090023 NUnEO-0555 2 1 

Environ SRP Section 2 1 “Deecription of Station Location “ 

» Office of Nuclear Reactor Regulation 79/02/20 3pp Available 
at NTIS 


7907090025 NUREO-0555 2 2 1 

Environ SRP Section 2 2 1 "Land-Site h Vlcinitg " 

* Office of Nuclear Reactor Regulation 79/02/20 6pp Available 
at NTIS 


7907090027 NUREO-0555 222 

Environ SRP Section 2 2 2 "Land-Transmission Corridors It 
Dffslte Areas " 

« Office of Nuclear Reactor Regulation 79/02/2B 6pp Available 
at NTIS 


7907090029 NUREO-0555 223 

Environ SRP Section 223 "Land-The Region " 

* Office pf Nuclear Reactor Regulation 79/02/20 5pp Available 
at NTIS 


7907090033 NUREO-0555 2 3 i 

Environ SRP Section 231 "Hydrology " 

» Office of Nuclear Reactor Regulation 79/02/28 lipp Available 
at NTIS 


7907090034 NUREO-OSb5 232 

Environ BRP Section 232 "Water Use " 

* Office pf Nuclear Reactor Regulation 79/02/20. ilpp Available 
at NTIS 


7907090037 NUREO-0555 233 

Environ SRP Section 233 "Water Quality " 

« Office of Nuclear Reactor Regulation 79/02/20 7pp Available 

at NTIS 

7907090039 NUREG-0555 2 4 1 

Environ SRP Section 241 "Terrestrial Ecology " 

» Office of Nuclear Reactor Regulation 79/02/20 9pp. Available 

at NT 18 


7907090042 NUREO-0555 2 4. 2 

Environ SRP Section 242 "Aquatic Ecology " 

♦ Office of Nuclear Reactor Regulation 79/02/28 9pp Available 
at NT IB 


7907090044 NUREO-0585 2 5 1 

Environ SRP Section 2 5.1: "Socioeconomics-Demography " 

* Office of Nuclear Reactor Regulation 79/02/28' 7pp Available 

at NTia 

7907090048 NUREO-0555 2 5 2 

Environ SRP Section 252' "Socioeconomics-Community 
Characteristics " 

a Office of Nuclear Reactor Regulation. 79/02/20. 7pp. Available 
at NTI8 


7907090050 NUREO-0555 2 5 3 

Environ SRP Section 2 5 3 "Sac iaeconomlcft-hfistpric It 
Archaealog leal Sites It Natural Landmarks " 

e Office of Nuclear Reactor Regulation. 79/02/28 7pp, Available 
«t NT19 


7907090052 NLIREO-0555 2 6 

Environ BRP Section 2 6 "Geology " 

a Office of Nuclear Reactor Regulation 79/02/20 2pp Available 
at NTIS 


790709005S NUftEC-0555 2 7 

Environ SRP Section 2 7 "Meteorology " 

* Office of Nuclear Reactor Regulation 79/09/20 15pp Available 
at NTIS 


7907090057 NUREO-0555 2 B 

Environ BRP Section 2 0 "Related Federal Project 
Activities " 

a Office of Nuclear Reactor Regulation 79/02/28 Available at 

NTIS 


7907090059 NURE0-O55S 3 \ 

Environ BRP Section 3 1 “External Appearance It Plant 
Layout " 

a Office of Nuclear Reactor Regulation 79/02/20 5pp Available 
at NTIS 


7907090064 NUREO-0555 3 2 

Environ SRP Section 3 2 “Reactor Steam-Electric 9ys " 
a Office of Nuclear Reactor Regulation 79/02/20 7pp Available 
at KTI8 


7907090067 NURE0-O5S5 3 3 1 

Environ SRP Section 331 "Plant Water Uee-Water 
Caneumption " 

« Office of Nuclear Reactor Regulation, 79/02/20 Spp Available 
at NTIS 


7907090069 NUReG-0555 332 

Environ SRP Section 332 "Plant Water Uio-Water 
Tre-atment ’* 

* Office of Nuclear Reactor Regulation 79/02/20 5pp Available 
at NTI8 


7907090070 NUREG-0555 3 4 t 

Environ SRP Section 3 4 1 "Cooling Sya-Bya Deacrlption te 
Operational Mode's “ 

* Office of Nuclear Reactor Regulation 79/02/29 Spp Available 
at NTIS 


7907090074 NUREG-0555 342 

Environ 8RP Section 342' "Cooling Sya-Component 
Description's " 

a Office of Nuclear Reactor Regulation. 79/02/20 i2pp Available 
at NTIS 


7907090075 NURE0-0S55 3. 5 

Environ SRP Section 3 5 "Radioactive Waste hgt Sy* " 

* Office of Nuclear Reactor Regulation 79/02/20 6pp Available 
at NTIS 


7907090078 NUREG-0555 361 

Environ BRP Section 361 "Nonrad ioac t 1 ve Wastes Bys-Wastes 
Containing Chemicals or Biocides " 

« Office of Nuclear Reactor Regulation 79/02/20 7pp Available 
at NTIB 


7907D90079 NUREO-0555 362 

Environ BRP Section 362 "Nonrad i oac t ive Wastes Syt- 
Sanitary Bys Wastes. " 

» Office of Nuclear Reactor Regulation 79/02/20 4pp Available 
at NTIS 


7907090002 NUREO-0355 363 

Environ SRP Section 3 6, 3 "Nonrad 1 oac t ive Wastes Syi-Dther 
Wastes " 

» Office of Nuclear Reactor Regulation. 79/02/20 Spp Available 
at NTIS 


7907090006 NUREO-05S5 3. 7 

Environ BRP section 3,7 "Power Transmission Sys " 

e Office of Nuclear Reactor Regulation 79/02/20 5pp Available 

at NTIS 

7907090007 NUREG-0555 3 8 

Environ BRP Section 3 0’ "Transportation of Radioactive 
Mat I " 

* Office of Nuclear Reactor Regulation 79/02/20 Spp Available 

at NTI8 


7907090090 NUREO-0555 4 1. I 

Environ SRP Section 4 1. I "Environ Impacts of Censt- 
Land-Uke Impacts Site t< Vicinity " • 

a Office of Nuclear Reactor Regulation 79/02/28 Ilpp p 
AvailahLe at NTIS 
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75 : 73 ?: i 1 s 

r-? Cfctjc’j 4 12 ’Enirjron ItspactT of Cohsk- 

Tran»r>i»il cn Carrjdors & Arff^s '* 

* Ct*iz» sf rijcUar fit^ctor RtjuUtiOn 79/02/20 Vpp Available 
*t ><T13 


75i:f?C?:G96 n<.?£S*C555 4 I 3 

Ert^irci £5?P TfttiC'J 4 13 "Er.iron Ir»psck» of Consk- 

*t A-cbetlcgif al S>t*» " Section 4 13 1 “Bite fc 
Vicinity * Eecticn 4 i 3 2 “Transni $$ i on Corridor® It 

Of f 1 1 1» A’eai 

* Office of ^jctrar Reactor Regulation 79/02/23 7pp Available 
at flTlS 


7907090125 NU0EO-O559 5 2 2 

Environ 8RP Bootipn 5 2 2 "Hgdro Ion i cc I Al l»i A 1 1 iin*» f 1-nnl 
Water Supply & Wottfr-Ufie Impacts Wator l/np«ct« 

# Office of Nucloar Soactor Hegulatlpn 79/02/i-!tJ Mpp A^Jl 
at KTI8 


7907090127 NURE0-035S 5311 

Environ SEP Saction 5 3 11 "Cooling Syis Impact® - Intake 
Sys Hydrodynamic Daecriptlona Phyeical Impact* “ 

» Office of Nuclear Reactor Regulation 79/02/20 9pp A^rfiJi- 
at HUB 


7907090 KD ^VRE:-0355 A 2 I 

Er^.'iron EPP Section 4 2 I "En»ircn Irpact® of Const- 
V^drolojic Alttraticne & Water-Uie Irpacts Hydrological 
Aiteraticnt " 

• Office of Njclear Reactor Regulation 79/02/28 llpp Available 
«t NTIS 


7907093104 NL-REG-OSSJ 4 2 2 

Environ SRP Seeticn 4 2 2 ’'Environ impacts of Const- 
Hv^rol9glCfl Alterations li Water-Use Impacts Water-Use 
Inpacti * 

• Office of hgclear Reactor Regulation 79/02/29 i3pp Available 
at fiTlS 


7907090107 N<3RE0-Q555 4 3 1 

Environ SRP Section 4 3 1 "Environ Impacts of Const- 
Ecological Impacts terrestrial Ecosystems " Section 4 3 1 J 
“Site t Vicinity “ Section 4 3 1 2 “Transnission Corridors 
If Offsite Areas * 

« Office of Nuclear Reactor Regulation 79/02/28 JBpp Available 


7907090109 WRE3-0553 4 3 2 

Environ SRP Section 432 "Environ Impacts of Const- 
Ecological Ifpacts-Aquatic Ecosystems • Section 4321 
•Site k Vicinity “ Section 4322 "Transmission Corridors 
b Offsite Areas " 

at NTIs'* Reactor Regulation 79/02/28 27pp Available 


7907090128 NUREO-0355 5312 

Environ SRP fioctlon 5 3 12 “Cooling 8yn Impflcto ” liitake 
Sys Aq,uatlc Impacts " 

# Office of Nuclear Reactor Regulation 79/0*7/28 IVp-p Ai.alls 
at NTIS 


7907090131 NUREO-0955 5321 

Environ SRP Section 9 3 2 1 "Cooling 6yt Impacts - 
Discharge Sys Thermal Description Physical Impacis '* 

* Office of Nuclear Reactor Regulation 79/02/211 llpp Avalli' 
at NTia 


7707090132 NunEO-0559 9< 3 2 2 
Environ SRP Section 9 3 2 2 "Cooling 8ya Impacts - 
Discharge Sys Aquatic Impact* “ 

a Office of Nuclear Reactor Regulntion 79'/02/2H I7pp Avail*! 
at HTIS 


7907090133 NUREO-OSSO 5331 

Environ 8RP Section 5 3 3 1 “Cooling By* Tdipncti - HoAt 
Dissipation Sys Heat Pisslpation to Atomoapltpr e , 

* Office of Nuclear Reactor Regulation 79/02/28 lOpp Av«|Jai 
at NTia 


7907090136 NUREO-0955 5332 

Environ BRP Section 5 3 3 2 "Cooling 8ye Impacts - Heat 
Dissipation Bys Impact* to Terrestrial Ecooysfcom* “ 

» Office of Nuclear Reactor Regulation 79/03/213 Opp AvaMaMi 
at NTI0 


7507090111 NURE5-0555 4 4 i 

Environ SRP Stetion 4 4 l ‘Environ Aspects of Const- 
soc ipetoneaie lapacts Physical " 

at NTIS** *** Nuclear Reactor Regulation 79/02/20 7 pp 


Aval lab 1 


7907090142 NURE0-O53S 5 4 1 

Environ 9RP Section 5 4 I "Radiological Impoctf of Normal 
Operation Exposure Pathuiays “ 

d Office of Nuclear Reactor Regulation 79/02/31) llpp Avaitftl 
at NTIS 


7937090112 NUREO-0935 
Environ SRP Section 
Corrit-Socleeconomic 
♦ Office of Nuclear 
at NTIS 


4 4 2 

4 4 2 “Environ Jiopacts of Stati 
Impacts Social b Economics " 
Reactor Regulation 79/02/28 


on 

lOpp 


Available 


7907090143 NUREO-05S5 542 

Environ BRP Section 5 4 2 "ftndiologica 1 Impncta of Normal 
Operation Dose Committments " 

• Nuclear Reactor Regulation 79/02/20 I6pp Availalls 


7907090114 NUSEG-0555 4 5 

^ ® -Sadiatlon Eiposure to Const 

at NTIS** Raactor Regulation 79/02/28 9pp 


AvallabJ 


7907090116 fflJREC-0555 4 a 

.% Sns" O'*"!**'"" 79/01, SB 9„ 


Availabl 


7907090117b NUREO-0555 5 i l 

t °TI6 «*«‘or B„ul.K«n 7»/02/2B Sfp 


Aval Jai 


^090119 NUREO-0555 5 1 2 

t "•.“lAtlcn 79/£.a/2B 67 P 


Aval lab 


7090120 NUSEO-0555 5 1 3 


907090122 NUfiE0-055S 9 2 / 

Environ SRP StetlQiv 5 3 t 

Water Supply fc Water-Use'lwpaJts^HjJ^^f ' J* t*Tations. Plant 
“lint Water Supply • *»«>*'*» Hydrological Alterations b 

t NTIS** '^‘*^***** Rfactor Regulation 79/02/28 lipp 


Aval 


7907090145 NUREG-05S5 343 

IZilV! Section 5 4 3 "Radiological Impacts of Normal 
Operation Impacts to Man " 

It NTIS** Nuclear Reactor Regulation 79/02/28 7pp Avall4b1f 


i -'Radiological Impacts oP Normal 
u Imparts to Diota Other than Man “ 

at NTIS * Reactor Regulation 79/O2/B0 6pp Avail all* 


7907090148 NUREO-0355 5 3 

‘ Section 9 3 "Environ Impact* of Station 

? Waste Sys Impacts. “ 

at NTIS** ^‘'clear Reactor Regulation 79/02/20 Wpp 


AvaMAbl 


7907090H9 NUREO-0553 5 6 I 

Oeeratlon^^ rJ*^***? ® * * "environ Impacts of Bbation 
Offica nu^w*"?*”**'^**^ impacts' Terreotrlal. " 
at NTIS ^ Nuclear Reactor RoguUtlon 79/02/20 7pp, 


Ava I 1 4 b I 


7907090130 NiJRE(?-0553 3 6 2 

Ooeratlon^^ Section 562 "Environ Impacts of Station 

° a?f cC If Aquatic. " 

at NTIS ^ Reactor Regulation 79/02/28 6pp 


AvAi lab !• 


7907090191 NUREO-0555 5. 6 3 

Opeiltlon”- Impacts of Station 

d QffuS ^ Impact*: Impacts to Man 

at NTIS * Huclear Reactor Regulation 79/p2/ae Spp 


Aval Ubi 
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7'907090ia4 NUREG“0555 5 0 2 

Environ 8RP Section 5 6 S "Environ Impacts of Station 
□poratlon - Soc loocanomic Tcnpacts aoclal & Economic " 

* Office of Nuclear Reactor Regulation 79/02/28 Spp Available 
at NTI8 


79070901 55 NURE0~059a 5 9 

Environ SRP Section 3 9 ^'Deco-mml ssionlng " 

* Office of Nuclear Reactor Regulation 79/02/20 7 bp Available 
at NT1& 


79070901 5A NURE0~0555 3 iO 

Environ BRP Section 3 iO "Measures Si Controls to Limit 
Adverse Impacts During Operation " Section 10 1 
"'Applicant Commitments " Section & 10 2 "Staff Evaluation Sr 
Recommendations " 

* □fflca of Nuclear Reactor Regulation 79/02/20 Qpp Available 
at NTIS 


7907090159 NURE0-059S 6 1 

Environ SRP Section 6 1 "Environ Measurements Si Monitoring 
Programs Thermal " 

* Office of Nuclear Reactor Regulation 79/02/28 6pp Available 
at NTIS 


7907090 I &0 NURE0~O535 6 2 

Environ SRP Section i» 2 ’’Environ Measurements li Monitoring 
Programs Radiological " 

a Office of Nuclear Reactor Regulation 79/02/28 llpp Avollable 
at NTIS 


7907090163 NUREO-0939 6 3 

Environ SRP Section 6 3 "Environ Mea-surements Si Monitoring 
Programs Hgdr olog lea 1 " 

» Office of Nuclear Reactor Regulation 79/02/23 7pp Available 
at NnS 


7907090165 NURE0-O5S5 6 >1 

Environ SRP Section 6 A "Environ Measurements S< Monitoring 
Programs Meteorological " 

Office of Nuclear Roector Regulation 79/02/20 lOpp Available 
at NTI9 


7907090167 NliREO-0995 6 S 1 

Environ SRP Section 6 5, 1 "Environ Moasuremonts li 
Monitoring Programs - Dialogical Terrestrial Ecology t 
Land-Use " 

e Office of Nuclear Reactor Regulation 79/02/28 7pp Available 
at NTIS 


7907090170 NUREO-OOSB 652 

Environ SRP Section 6 5 2 "Environ Measurements it 
Monitoring Programs* Aquotlc Ecology." 

# Office of Nuclear Reactor Regulation 79/02/20 Bpp Available 
at NTIQ 


7907090172 NUREO-OD99 6 6 

Environ BRP Section 6 6. “Environ MeaBurements ii Mtinitoring 
Programs Chemlcol " 

a Office of Nuclear Reactor Regulation 79/02/20 7pp Available 
at NTIS 


7907090173 NOREO-OSSO 6,7 

Environ SRP Section 6 7? "Environ Measurementf 8i Monitoring 
Programs staff Recommendations “ Section 671. "Bite 
Preparations «< Const Monitoring " Section 6. 7 2 
Preoperat 1 ona 1 Monitoring " 

* Office of Nuclear Reactor Regulation 79/02/2B 6pp Available 
at NTIS 


7907090176 NUREO-053S 7 I 

Environ BRP Section 7 1 "Environ Impacts of Postulated 
Accidents Involving Radioactive Matl Plant Accidents, " 
a Gfflce of Nuclear Reactor Regulation 79/02/28 ISfP' Available 
at NTJ8 


7907090178 NUREO-09S5 7. 2 

Environ SRP Section 7 2 "Transportation Accidents " 
a Office of Nuclear Reactor Regulation 79/02/28 6pp. Available 
at NTIS 


7907090179 NUREO-OOSS B 1 

Preliminary environ BRP Boction 0 1' “Descr iptlon of Power 
Bys " eoctlon 0 11, '"Sve Area." Bection 8 1.2 "Regional 
Relationships. " 

« Office of Nuclear Reactor Regulation 79/02/20 5pp Available 
at NTIS. 


7907090152 NUREO-0355 5 7 

Environ SRP Bection 5 7 "U Fuel Cycle Impacts “ 

** Nuclear Reactor Regulation 79/02/2B a9pp Available 


7907090100 NUREO-0555 0 2 1 

Preliminary environ BRP Section B 2 1 "Pouer U Energy 
Requirements " Section 0 2 11 “Electrical Energy Demand “ 

Section 9212 "Peakload Demand " 

* Office of Nuclear Reactor Regulation 79/02/20 Bpp Available 
at NTI9 


7907090105 NUREO-OS95 8 2 2 

Prollmlnarij environ SRP Section 8 2 2 "Factori- Affecting 
Drouth of Demand " Section 8 2 2 1 "Economic it Demographic 
Trends *’ Section 0 2 2 2 ’’Con» ervation b Substitution ■' 

Section 0 2 2 3 “Price b Rate Structure " 

at NTIS^^ Nuclear Reactor Regulation 79/02/20 I2pp Available 


7907090107 NUREG-0SS5 8 3 

Preliminary environ SRP Section 8 3 "Power Supply " Section 

8 3 1 “Existing & Planned Oenerating Capacity " Section 

9 3, 2 PurchaBDS & Balet " 

a Office of Nuclear Reactor Regulation 79/02/28 6pp Available 
at NT18 


7907090191 NURE0-D355 S 4 

Preliminary environ BRP Section 0 4 "Staff Assessment of 
Need " Boction 8 4 1 "Assessment of Baseloed Generating 
Capacity " Section 8 4 2 "Reserve Margin Assessment ■' 

Sections 0 4 3«8 4 4 6 0 4 5 

a Office of Nuclear Reactor Regulation 79/02/20 9pp Available 
at NTIS 


7907090193 NLPREO-0555 9 I I 

Environ SRP Bection 9 I 1 '’Alternatives Not Requiring New 
Oensratlng Capacity." 

* Office of Nuclear Reactor Regulation 79/02/20 7pp Available 
at NTIS 


7907090194 Nl/REO-0555 9 1 2 

Environ BRP Section 9 1 2 "Alternatives Requiring New 
Generating Capacity " 

* Office of Nuclear Reactor Regulation 79/02/20 i3pp Available 

at NTIS 

7907090197 NUREO-0555 9 1 3 

Environ BRP Section 9 13 "Staff Assessment of Alternative 
Energy Sources k Bys " 

* Office of Nuclear Reactor Regulation 79/02/28 28pp Available 

at NTIS 


7907090199 MUREO-0539 9 2 

Preliminary environ BRP Section 9 2 "Alternative Bites •’ 
e Office of Nuclear Reactor Regulation 79/02-/2B E5pp Available 
at NTIS 


7907090201 NURE0~O5S5 9.3 1 

Environ SRP Section 9 3 I "Alternative Plant 6 Transmission 
Bys Heat Dissipation Sys " 

« Office of Nuclear Reactor Regulation 79/02/20 I6pp Available 
at NTIS 


7907090203 NUREC-OSSS 9 3. 2 

Environ BRP Section 9 3 2 "Alternative Plant k Transmiss 1 on 
Sys Circulating Mater Sys " Section 9 3 2 1 "Intake Sys " 

Section 9 3 2 2 "Discharge Bys " Section 9 3 2 3 "Mater 
Supply “ Section 9 3 2 4. "Mater Treatment." 

■* Office of Nuclear Reactor Regulation 79/02/2B 20pp Available 
at NTIS 


7907090204 NUREO-05SS 9 3. 3 

Environ SRP Section 9 3 3 "Alternative Plant 6 Transmission 
Sys; Nonrad ioactiva-’Waste Traatnent Sys " 

a Qfflce of Nuclear Reactor Regulation 79/02/2S. I7pp Available 
at NTIS 


7907090205 NUREO-0555 9 3 4 

Environ BRP Section 9.3 4, "Alternative Plant 6 Transmission 
Sys* Transmi siion Bys “ Bection 9 3 4 1 “Alternative 
Routes," Bection 9. 3 4 2 "Alternative Dtslgnj Const 6i 
Halnt " 

a Office of Nuclear Reactor Regulation 79/02/28. I7pp Available 
at NTIS 


7907090207 NUREG-0555 10 1 

Environ SRp Bection 10 01 "Unavoidable Adverse Environ 
Impacts. " 

« Office of Nuclear Reactor Regulation 79/02/28. 6pp Avakilable 
at NTIS 
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7‘!070'?o?oa Nufieo-o95S 10 a 

Envirori 8RP Section 10 2 "Irreversible & Irretrievable 
Comwl tmants of Resources " 

*- Office of Nuclear Reactor ReQUla tl on 79/02/28 &pp AvAllatile 
at NTIS 


7907090209 NUREO-0555 10 3 

Environ SRP Section 10 3 "fteJat 1 onahip Detueen Sbort-Terai 
Uses & Cons'Term Prodgctlvitv of Nan^s Environ *' 

* Office of Nuclear Reactor Regulation 79/02/2B 4pp Available 
at NTIS 


7907090210 NURE<J“0355 10 4 1 

Environ SRP Section 10 4 1 "R'enef i t/Cos t Qalanea Deitefits ” 

« Office of Nuclear Reactor Regiilatlon 79/02/26 5pp Available 
at NTIS 


7907090211 NUfiEO-0555 10 4 2 

Environ SRP Section 10 4 2 "Dcnef i t/Cast Oalanco Costs " 

* Office of Nuclear Reactor Regulation 79/02/28 6pp Available 
at NTIS 


7907090212 NURE0-055S 10 4 3 

Environ SRP Section 10 4 3 "Bene f £ t/Cost Balance Summary ” 

» Office of Nuclear Reactor Regulation 79/02/28 4pp Available 
at NTIS 


7907090223 Ack receipt of 790515 Itr to Hendrie submitting 
recommendations for addl analyses of transient accidents 
WATTS0N»R J Division of ay stems Safety 79/06/00 Ip 


-‘-7907090226 Rec ommends that scope of accident analysis section of FSAR 
should expanded 

WARIANIjL P American Nuclear Insurers 79/05/15 2pp 
7907090270 NURE0-055S 5 G 1 

Environ. 8RP Section 9 B 1 “Environ Impacts of Station 
Operation - Socioeconomic Impacts Pfi-yslcal " 

# Office of Nuclear Reactor Regulation 79/02/2S 29pp Available 
at NTIS 


7907 1 00672 NUREO/CR-077 1 

Naval Research Lab Nemo Rept 4006i “Effects of Ueatherlng on 
Charcoal Performance " 

DEITZiV ft NavyjDept ofi Naval Research Laboratory FIN B-6003 
RO 79/09/10 79pp Available at NTIS 


7907 J 10263 NUREO/CR-0759 

“Physics of Reactor Safetyi “quarter 1 y reptiOct-Dec 197 B 
* Argonne National Laboratory FIN A-2015 ANL’-79-J9 79/03/£ll 

74pp Available at NTIS 


79071J0622 Notice of extension until 79'0621 of comment period on 
NUR£0-QS35> “Revieu it Assessment of Package Requirements 
(Yel louicak el tf Emergency Response to Transportation 
Accidents “ 

DIRCKSr U J Office of Nuclear Material Safety l< Safeguards 
79/05/30 Ip 


7907160391 NUftEO-0240 

"Lotd Level Radioactive Naste Mgt Program “ 

a Division of Fuel Cycle & Material Safety 77/09/30 32pp 


7907170110 NUREO/CR-0705 

“Nuclear Data Library of Fission Products for Decay Power 
Calculation " 

TA6AKA/ K Idaho National Engineering Laboratory FIN A^6046 
TREE- 1325 79/05/31, 194pp Available at NT18 


7907170121 NUREO/CR-0500 

“Assessment of Fuel Mel ting< Radial Extrusion & Cladding 
Thermal Failure During Pouter-Cool ing-Nismatch Event in 
LURs “ 

EL-OENKfM S Idaho National Engineering Laboratory FtN A-6046 
TREE-1270 79/09/31 74pp Available at NTIS 


7907170136 NUREO/Cft-0312 

“Effect of Scale on Two-Phase Countercurrent Flow Flooding* '* 
final rept for July 1977-Jono 1970 

RICHTER*H J . NALLIS*0 D * SPEERS* M B Dartmouth College FIN 
D-5816 78/06/30 49pp Available at NTIS 


7907170167 NUREO/CR-0063 

"K-FIX Computer Program for Transl enfc* Two-DlmensI onali 
Tuo-Fluid FlowiTHREED Extension of K-FIX Code for 
Three-Olmenslonal Calculations *' 

ftlVARDrW C * TORREYiM D Los Alamos Scientific Laboratory 
LA-NUREG-66S3 79/01/31 144pp Available at NTIS 


7907170187 NUREO/CR-0072 
"CRAB User's Manual *' 

JORDAN* H , 01EBEKE*J A * SCHUMACHER, P M Battel U Memorial 
Institute* Columbus Laboratories FIN A-4063 QMI-2027 79/06/37 

31pp Available at NT18 


7907170197 NUftEO/CR-0749 

"Measured ^ Predicted Oas Flow Rates Through Rough 
Capillaries " 

0MZAR8KI*P C I SUTTER* 8 L * SCHWENDIMAN* L C Dattelle Memorial 
Institute* Pacific Northwest Laboratory FIN D-2093 PNL-2623 

79/06/30 107pp, Available at NTIS 


7907170204 NUftEO/CR-0679 

“OYNSYL General-purpose Dynamic Gimulator for Chemical 
Processes " 

PATTERBONi O, K ♦ RD2BA* R D Laurence Livermore Laboratory FIN 
A-0115 UCftL-52961 78/09/09 lOOpp Ava 1 1 ab I e a fc NT I B 


7907170217 NUftEO/CB-OBSO 
“ECC Bypass Bcallng “ 

RiCHTERiH J * WALL1B*G B Dartmouth College NRC-04-76-029 
79/06/30 44pp Available at NTIS 


7907170231 NUREC/CR-0770 

“Asbestos in Cool ing-Touer Haters* “ final rept 

LEWIS, 0 o Argonne National Laboratory FIN A-203t ANL/Ee-7l 

79/03/31 lOSpp Available at NTIB 


7907110635 NUREO/CR-oa45 

“St earn- Water Mixing fc 8ys Ny drodynamlc s Program*” Task 4* 
quarterly progress rept*0«t-Dec 1978 

COLLlERiR P * DWDRAK*J A * FLANIGAN* L J Dat telle Memorial 
Institute* Columbus Laboratories Bm-202a 79/05/31 53pp 

Available at NTIS 


7907180116 NUREO/CR-0711 

"Evaluation of Methods for Petermlnatien of X-Ray & 

Gamma-Ray Exposure Attributable to Nuclear Facility Using 
Environmental TLD Measurements “ 

DE PLANOUE, 0 Energy, Dept of. Environmental Measurements Laboratcrij 
FIN A-3075-0 EML-355 79/06/30, 44pp Available at NTIS 


7907110659 WUREG 0030 VB N2 

Vellou Book Const Status Rept^ data as of 790430 
* Office of Management and Program Analysis 79/05/31 169pp 

Available at NTIS 


707110734 NURE0/CR-0B39 

"Study of Thermal fc Hydrodynamic Processas Associated 
W/Heltlng of Horlxontal Substrate " 

TAOHAVI-TAFRESHi DHIR. V K * CATTON, I California, Unlv of* Los 
Angeles FIN B-3019 R7 79/05/31* lOOpp Available ab NTIS 


/907120156 NUfiEO/CR-0776 

"DASH Multicomponent Time-Dep endanb Concentration 
Diffusion U/Radtoactlve Decay Program* “ informal rept, 
CARRUTHERS*L M * APPERBDN* C E * LEE* C E Lps Alamoo Scientific 

Laboratory FiN A-7014-9 LA-77933-MS, 79/04/30 96pp 


79O7taD740 Denies request for extension of ccimment period since rept 
already has been available for comment for five months 
RYANjR 0 Office of State Programs, 79/05/22 Ip 


7907180134 NUREO/CR-0727 

"DHR Offgas Bys Evaluation ** 

KELLER, J H . MCCLURE* L W, Allied Chemical Corp , Nuclear Services 
Dlv LOi R Environmental Evaluation Branch <Pre 790629) FIN 

A-6261-9 79/06/30 S6pp Aval lable at NTIS 


7907180130 Notification of 790613 meeting of NRC/EPA Task Force »n 
Emergency Planning fc consultants In DethesiJa*MD r» 

NUREQ-0396 ACRS meeting will follow In Washington* DC 

GRIMES, B K Office of Nuclear Reactor Regulation COLLINS-HE 

Office of State Programs 79/06/05 Ip. 

7907180X35 Notification of 790619 meeting of Interorgani xatlonel 
Advisory Committee meeting in Bethesda*MD to discuss 
NUftEO-0396 

COLLINS, H E Office of State Programs. 79/06/04 21pp 


7907180171 NURSO-0562 

“Fuel Rod Failure as Consequence of DND of Dryout “ 

VANHOUTEN*R Fuel Behavior Branch, 79/06/30 41pp. Ava Hat 1* 

at NTIS 


7907120752 Requests extension of 90 days for comments on rept of 
NRC/EPA Task Force on Emergency Planning re state fc local 
govt emergency response plans, 

REeD*C Commonwealth Edison Co, 79/05/10, lo. 


7907100102 NUReO/CR-0490 

"INSITE Info Sys Data Graphs “ „ _ 
HUBER, C c , JU8KD*M J Argonne National Laboratory. FIN A-3012-B 
ANL/EEB-TM-45 79/04/30 253pp Available at NTIS, 
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79071'90169 NUREG/CR-096£i 

"Cornflion-HodB/Common-Cause Failure Reviem h D lb 1 log-raphy " 
HAOEM, E W Oak Ridge National Laboratory FIN D-0136 
□RNL/NURE<J/NSIC 79/05/31 16Spp Aval lab Ib at NT18 


7907190192 NURE0/CR-0a42 

•^"Characterl fttlca of Wostea U BolU Which Affect Transport of 
Radionuclide* Through Soil t< Their Relationship to Maste 
Mgt* *' Annuol Rept FY70 

POLZER. H L r FDWLERr E D , ESSlNOTON, E H Los Alamo* Scientific 

Laboratory! FIN A-7040 LA’~UR-79-l025 79/03/31 0lpp Available 

at NTIS 


7907190205 NURE0/Cn-0a74 

'‘Recent Vertical Movetnont of Land Surface in Lake County 
Uplift & Raelfoot Lake Dasin Areas. TN.MD & KY '* 

STEARNS. R Q Vanderbilt Unlv FIN 0-5960 79/06/30 4&pp 

Available at NTlS 


7907190210 NUReO/CR-07Aa 

"Capper GensitWity of Northern Anchovy • Cngraul i* Mordax. 

During Early life History " 

RICEiO U j HARRISDN.F L Lawrence Livermore Laboratory FIN A-0ti9 
UCRL-52499 79/06/30 aSpp Available afc NT19 


79071902S4 NUREO/CR-0022 

"Effect of Beale on Two-Phase Countercurrent Flow Flooding 
In AnnuHi " final rept Apr 1978-Mar 1979 

RICHTER, H J . MURPHY. 0 L Dartmouth College. FIN B-5B1A 79/03/31 
40pp Available at NTI3 


7907190281 NUR6O/CR-O075 

"Seismicltiy & Tectonic Relationships of Nemaha Uplift in 
OK. Part 1 1 

LUZA.K V . LAWSON. J E Oklahoma, Unlv of FIN 0-5967 79/06/30 

S9pp, Available at NTIS 


7907190326 NUREO/CR-OaOB 

"Analysl* of Faults In Delaware Aqueduct Tunnel. Southeastern 
NY." final rept. Jul 1977-June 1970 

OERAOHTYjE P i ISACHSEN. Y W New York. State Unlv of FIN D-S96i 
79/06/30 35pp Available at NTIS 


7907190341 NUREO/CR-0766 

"Dynamic Analysis to Establish Normal Shock It Vibration of 
Radioactive Matl Shipping Packages." quarterly progress rept 
for Oct-Dec 1978 

FIELDS. 8 R r MECHi S J Hanford Engineering Development Laboratory 
FIN B-2263. HEDL-TME 79-3 79/06/30 62pp Available at NTIS 


7907190353 NUnEO/CR-0906 

"Dynamic 1 ntragranular Fission Oas Behavior Model " 

Q-RIEBMEYER. J. M. . OHQNIEM. N. (i California. Univ of. Los Angeles 
FIN B-3019 79/07/31 ai6pp Available afc NTIS 


7907190374 NUREO/CR-OQYO 

"Investigation of Selected Linear Features In Northern 
Adirondack Mountains . NY. ” final rept for Jul 1977-Uune 197B 
OERAOHTY.E P. , I9ACK9EN. Y W New York. State Unlv of FIN D-5961 
79/06/30 22pp Available at NTIS 


7907190391 NUnEO/CR-0900 

"Evaluation of Matl for Retention of Sodium tt Core Debris in 
Reactor Bys. " annual progress rept for Sept 1977-Dec 1970 
SWANSON, D Q. t ZEHM8, E H. . MEYER. R A Aerospace Corp, NRC-03-79-126 
ATR-79<7ai4)~I. 78/12/31 59pp Available at NTIS 


7907190420 NURE0/CR-0BB9 

"Dike* of Rand HI 1 1. Northeast Ad Irondack*. as Paleastraln 
Indicators.*' final rapt for July 1977-JunB 1978 

OERAOHTV. E P . IBACHBEN. Y. W, . WRIGHT. 8 F New York, State Unlv of 
FIN B-5961. 79/06/30 I9pp Available at NTIS 


7907190433 NUREO/CR-O0B0 

"Orounrf Investigations of Projected Trace* of Focal 
MechenJsm* for Earthquake* at Blue Mountain Lake. Raquette 
Lake U Chaiy Lake. Ad Irondac k Uplift. NY. '* final rept for 
Jol 1977-Uun0 1978 

IBACHSEN.Y, W . OERAOHTY. E P. Now York. State Unlv. of FIN B-5961 
79/D6/30. 4lpp, Available at NTIS 


7907190437 FPIA request for all revision* it updates of NURE0»04e5 
CONNOR, L Doc-Btarch Associates 79/06/29 Ip 


7907190442 Responds to FOIA request for revisions 6 update* of 
NUREO-0485. 

FELTON, J.M Division of Rules and Record*. 79/07/13 2pp. 


7907190493 NUREG/CR-OBl 1 

"Scoping Study of Spent Fuel Cask Transp ortat i on Accidents " 

RHYNE. W R . RITZMAN. R L , COTHRAN, H E Scientific Assoc la t o « , 1 he 
FIN B-5790 8AI-DR-79-140-0 79/06/30 139pp. Avallabla at NTIB 


790719D4Ba NURE0/CR-'0764 

"Eddy-Current Insp for Steam Generator Tubing Program.'* 
annual progress rept for 1978 

DODD. C V . 8C0TT.fi W! . MCCLUNO. R W Dak Ridge National Laboratory 
FIN D-0417 ORNL/NUftEO/TM-3 79/05/31 29pp Available at NTIB 


790719D501 NLtREO/CR-O709 

"Internal Dosimetry Data 6 Methods of Inti Commission on 
Radiological Protection." Part 1 

FORD. H R . BERNARD, 8 R . DILLMAN. L T Oak Ridge National Lafa oratory 
FIN 0-0213 ORNL/NUREO/TN-3 79/06/30 60pp Available at NTIB 


7907 1 9 OS 10 NUREO/CR-Oai6 

"Pretest Prediction of W-1 Sodium Loop Safety Facility 
Computer Code ” 

DQMANUS. H M . CHEN. M J , SHA, W T Argonne National Laboratory FIN 
A-2045 ANL-CT-79-33 79/05/31 105pp 


7907190546 NUREO-0540 VI N5 

"Title List of Documents Made Publicly Available," f-or May 
1979 

« Division of Technical Information & Document Control 79/05/31 
426pp Available at NTIS 


7907190711 NUREO/CR-OB97 

"Steam-Water Mixing L Sys Hydrodynamics Program. '* Task 4. 
quarterly progress rept.Jan-Mar 1979 

COLLIER, R P . BISHOP. T A . DWORAK. J A Dattella Memorial Institute, 
Columbus Laboratories PIN A-404a DMI-2029 79/06/30 7Spp 

Available at NTIS 


7907190833 NUREO/CR-0007 

"Crustal Subsidence in Eastern HE " 

TYLER. D A . LADD, J . BDRN9, H W Maine. Unlv of FIN B-5961 
79/06/30 i7pp Available at NTIS 


7907230730 NUREG/CR-01 55 

"Reactor Primary Coolant 8ys Pipe Rupture Study Method for 
Detection of Sensitization In Stainless Steel." progress 
Rept 42,€}ct-0ec 1977 

CLARKE, W L . DANKO. J C . OGRDDN.fi M General Electric Co 
NRC-04-7S-202 OEAP-10207-42 70/01/31 i6pp Availabl® *t NTIS 

♦5 00 


7907240057 NUREO-0576 

"Nuclear Power Reactor Security Personnel Training tc 
Qualification Plan Reviewer Workbook." Interim rept 

a Division of Operating Reactors 79/07/31 79pp. Aval l.Bblc at 

NTIS 


7907240085 NUREO/CR-O6a0 

"Reactor Safety Research Programs." quarterly progress r*p% 
for Oct-Dec 1978 

KOUTS.H J I KATO.W V , AORAMAL. A K Brook haven National Lmb oratory 
FIN A-3014 DNL-NUREO-3097 0 7 9/03/31. 203pp Available ait NTIS 


7907240126 NUREO/CR-OB14 

"Experiment Data Rept for BemlS'Cale Mod-3 Lower Planum 
Injection Test 8-07-0 (Baseline Test Serlesl. " 

SACKETT, K E . filLLlNS, R L , PACK. D R Idaho National Engine mrlng 
Laboratory FIN A-6030 TREE-122B 79/06/30 253pp. Available 

NTIS 


7907240176 NUREG/CR-OBYS 

"Solidification of High Level Radioactive Wastes,*' final 
rept 

« National Academy of Engineering « National Academy of Sciences 
FIN B- 1 523-7 79/07/31 176pp Available at NTIB 


7907250208 NUREO/CR-074 1 

"Some Numerical Results with CQMHlX-2 Computer Code " 

SHAH. V L . KRAZINSKI.J L . MIAO. C C, Argohne National Laboratory 
FIN A-2043 ANL-CT-79-30 79/03/31. 44pp Available at NTIB 


7907250299 NUREG/CR-053a 

"Waste Mgt Technical Support Project." FV7B end-of-yoar 
rept, 

HECKMAN. R, A . D0NICH,7 R, Lawrence Livermore Laboratory FIN 
A-0277. UCRL-52547 79/07/31 I42pp Available at NTIS. 


7907250307 NUREO/CR-0579 

"Suggested Nuclear Waste M.gt Radiological Perfarffiance 
Objectives " 

COHEN) «J. Lawrence Livermore Laboratory, FIN A-0277. UCRL^52626 

79/07/31 44pp Available at NTIB. 
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7<?07250403 MI;REG/CR-059/ 

“Dssc r 1 ptl or>s U Rscource Ar«s» Suppl to GEI5 on If 

/111 ling " 

roNTETi 0 L , QENIDFFiP A . CURTIS. 9 A Argann# Natlotial Laboratory 
FIW A-ai43 AWL/eS-75 79/06/30 271 pp Available at WTIS 


7907550314 NUReo/'Cn-066B 

"Evaluation of Potential Chctnl ca 1 /Machanica 1 Degradation 
Processes Affecting Fuel U Structural liatls Under Long-Term 
Water Storage '* 

ZIMA.O E Bdttrlle Memorial Inotltute< Pacific Northwest Laboratory 
FJN 0-21199 PNL''2379 79/03/30 ABpp Available at NT 19 


7907250 538 Nl/ReG/CR-0762 

"Nuclear Reactor Bafetyi ” quarterly progress reptfOct-Ooc 
1979 

jACKSONi J F . STEV'ENSDNi M 0 Los Alamos Scientific Laboratory 
LA-77A9-Pfl 79/03/31 234 pp Available at NTIS 


7907250607 NUREG-0200 V3 tth 

Gray Book Operating Units Status Rept*idata as of 790S31 
» Commission 79/07/1* i7tpp Available at NT19 *10 00 


7907260563 NUHE0/CR-066J V9 

"LWfi Safety Research Programt" quarterly rept< Jul-Sept 1978 
* San Ilia Uab ora tor 1 es FIN A-10J9 8AND79-0339 79/04/30 llSpp 

Available at NTIS 


7907270030 Interim final rule re physical protection of Irradiated 
reactnr fuel in transit NURE0*-05-6i uil 1 1 be issued as guide 
tp assist llcenseos in implementation of requirements 
Comment period ends on 790617 

CHILKfS Office of the Secretary of the Commission 79/06/12 
SPP 


7907270357 NUREG/CR-0530 

"LWR Pressure Vessel Irradiation Surveillance Dosimetry." 
quarterly progress repti Apr~June 1979 

GUTHRIE. 0 L . MCELROV.W N r LIPPlNCOTT.e P Hanford Engineering 
Development Laboratory FIN D-598a-7 HEPL-TME 78-7 78/06/30 

1 lOpp 


7907300248 NUREO-O3eo V3 N7 

"Program Summary Repti " Vol 3 Number 7 

s Office of Hanagemont and Program Analysis 79/07/20. lOOpf 
Available at NTIS *12 30 


7907310035 NUREO/CR-0051 

"Computational Methods in Thermal Reactor Safety " 

PRYOR. R J Los Alamos Scientific Laboratory FIN A-701A 
LA-7056'H9 79/06/30 22pp Available at NTIS 


79073 1006S NUREO/CR-0667 

"Properties of Radioactive Wastes & Waste Containers," 
Progress Rept 9, Apr-June 1978 

COLQMDO.P 4 NEIL80N, R M Brookhaven National Laboratory FIN 
A-a027 DNL-NUREO-50966 78/11/30 57pp Available at NTia 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


7903020344 Responds to 790226 Itr requesting NRC coordinate efforlb 
w/EPA tt SD Dept of Environ Protection to conduct assesimfnt 
of radiation doses to Inhabitants of Edgemont t/ Cottonwood. 

8D Continued efforts under way to assess radiation doses 
DIRCK8.W J Office of Nuclear Material Safety & Safeguards 
79/04/10 Ip 


7906130473 Responds to 790419 memo No comment on proposed projects^ 
none ara germane to nuclear regulatory program 
MINOGUE, R B Office of Standards Development 79/03/03 Ip 


7906270273 Informs of acceptability of request for NRC approval fsr vii 
of ASME Code Case 1392 in design of certain portions of 
hydrogen recomblner units for post-LOCA conditions 
OAER.R L Light Water Reactors Branch 2 79/09/23 2pp 


7907020279 Notifies lE Bulletin 79-13. "Cracking In Feedwater t3ys 
Piping'^ was sent to listed parties 

KEFPLERi J G Region 3. Chicago. Office of the Director 79/06/21 
3pp. 


7907270366 NUREG/Cn-03S3 

"Dispersion & Dosimetry (UDAD) Code " 

MOMENI.M H . YUAN. Y , 71 ELEN. A J Argonne National Lab oratory 
ANL/ES-72 79/DS/3I 3I5pp Available at NTFS 


79072703SB NURe0/CR-0B40 

"FRAP-T5 Computer Code for Transient Analysis uf Oxide Fuel 
Rods " 

SJEFKEN. L J , DOWN. M P . PECK. S O Idaho National Emglneoring 
Laboratory FIN A>‘60S0 7REE-128i 79/06/30 357pp Available at 

NTIS 


7907370400 NUREG/CR~O610 

"PBF-LOCA Test Series Test LPC-IJ Test Results Rept " 

LAREONrvI R . BROUGHTON. JM . SPORE, ^f W Idaho National Engineering 
Laboratory FIN A-6041 TftEE~l329- 79/04/30 73pp Available at 
NTIS 


7907020406 Forwards IE Info Notice 79-17. "Source Holder Assembly 
Damage from Misfit Between Assembly L Reactor Upper Grid 
Plate " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director, 79/04/20 
ip 


7907050030 Ack receipt of 790406 Itr re containment sys deilgn Forvii^ii 
NUREO-0436 describing proposed research re risk reduction 
potential of alternate containment concepts & core retention 
measures M/o end 

LEVINE. 8 Office of Nuclear Regulatory Research 79/09/14 Ip. 


7907090362 Ack receipt of 790427 Itr re UC8 petition & NRC 790316 
meeting Review of matt Indicates adequate fire protection U 
environ qual 1 f ication programs In force UCS concerns are 
based on speculation It inferences 
BANWARTH.C 8 Affiliation Unknown 79/03/10 Ip 


7907270404 NUREG/CR-0977 

"Probabilistic Safety Analysis for Solidified High Level 
Nuclear Waste Mgt Sys " 

HECKMAN, ft A . HOLDSWDRTH. T Lawrence Llvermoro Laboratory FIN 
A-0277 UCRL-S2632 79/07/31 ODlpp Available ot NTIB 


707300047 NUREO/CR-OS20 

"LWR Safety Research Program. " quarterly progress rept# 

Ct-Dec 1970 

ACKSi R 0 I KYGER. J A Argonne National Laboratory FIN A-2014 
NL-79-ia 79/04/30 46pp Avail able at NTIB 


7300 057 NUiREG/CR-0647 

-ueJ Rod Behavior during Test PCM-a " 

sHNER.A S f VlNJAMURliK Idaho Nationa! Engineering Laboratory 
IN A-6041 TREE- 1 332 79/04/30. 02pp Available at NTIS 


y07300068 NUREO/CR-0800 

"Estimate of Feasibility to Develop Acoustic Eml sat on— Flaw 
Relationships fop Iniervice Monitoring of Nuclear Presauro 

Vessels " 

HUTTON. P.H I SCHWENK.E B . KURTZ. R. J. Battel le MomorlaJ Institute. 
Pacific Northwest Laboratory FIN D-20BB. PNL-2977, 79/04/30 

49pp. Available at NTIS, 


907300099 NUR£0/CR-06t5 

''Inde* to Nuclear Safety * TechnI cal Progress Review by 
'hrondogy.Porniuted Title Author^Vol liflJ - Vol 19i6) " 
3TTRELL. W 8 4 PASSIAKOS. M, Oalr Ridge National Lahoratari|. FIN 
0126. ORNL/NUREO/Narc. 79/07/31 I39nf* Available at NTIB 


7907060001 Forwards IE Circular 79-10. "Plpeflttlnge Mfg from 
Unacceptable Hatl " No action required Lists parties to whom 
circular was sent 

PAPPAS, H Region 3. Chicago. Office of the Director 79/06/27 

2pp 


7907060498 Notification of two changes to light water breeder rsetlor 
operations First change Involves predicted Plow coefficent 
of reactivity. Second change is further reduction in 
plant operating pressure 

BRODSKYrR S Energy. Dept of 79/05/22 3pp. 


7907100487 Advises that IE Circular 79-18. "Potential Diesel Oeneritpr 
Turbocharger Problem.” was sent ' to listed utils 

PAPPAS.H Region 3, Chicago. Office of the Director. 79/06/SD 
2fP. 

7907U019S Forwards IE Circular 79-09. "Occurrences of Split or 
Punctured Regulator Diaphragms in Certain Self-Contained 
Breathing Apparatus ♦' No action required 

PAPPAS. H Region 3. Chicago. Office of the Director 79/06/32. 

ip 

7907110718 Furnlshas alphabetical %, by-ofc lists of NRC personnel 
Involved In development of nuclear stds it stds organi xationi 
ic committees (NRC-J5> 

WElSSrE Office of Standards Development 79/05/22 3Bpp 


7907120993 Advises that IE Bulletin 79-02. Re vl el on 1. "Pipe Support 
Base Plate Designs lislnQ Concrete Expansion Anchor Dolts." 
wa« distributed to listed utils, 

PAPPAS.H Region 3. Chicago. Office of the Director. 79/06/23 
Spp 
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7-907130a01 Acks receipt of NRC 790427 1 tr re 790S1-A Commidslon ffieetsini} 
to dl^cu'ss^ UC8 petition for emergency It rciriedial action TVA 
Diiil) not participate nor be represented hg any other 
partg at meeting 

OILLELANDi J £ Tennessee Vail eg Authoritg 77/09/09 Ip 


7907230421 Forwards IE Info Notice 79-l6» "Mutlear Incident at TMI ' 
Ho action required 

PAPPABi H Region 3» Chlcagoi Office of the Director 79/06/23 

2pp 


7907240-245 Forwards IE Info Notice 79-l4j ’’Safetg Classification of 
Electrical Cable Support Bgs " No action required 

HEPPLERiJ Q Region 3. Chicago* Office of the Director 79/06/12 
2pp 

7707250343 Forwards lE Info Notice 79'’10i “Shglab Hoentry " No action 
required 

PAPPAS*H Region 3 j Chicago. Office of the Director 79/07/06 

IP 


7907270273 Notifies that IE Bulletin 79-^15. Suppl l.was sent to 
utils 1 i s ted 

PAPPASfH Region 3. Chicago. OPflco of the Director 79/07/20 
>P 


PR PROPOSED RULE 


79062B02SS Responds to 790427 I tr re D9 Gooden Itr questioning- fee for 
insp of radioisotope program Discueset NRC authority to 
perform Insps U charge fees Forwards 10CFR30. 35 t* 170 *i FR 
notice N/o ends 

0G5SICU*L V Office of the Executive Director for Operations 
79/D5/2S Opp 


7907020320 Forwards comments on proppsad rules 10CFR71 & 73 
SQLON. t. R New Yorl. State of 70/11/09 ip 


7907020320 Forwards comments on proposed rules 10CFR71 & 73 
SOLOM. U ft New York. State of 70/11/09 Ip 


— 7907080322 Testimony re public health & regulatory aspects In 
transportation of radioactive matls involving City of NY 
Public risk can be minimiied by keeping dangerous cargo -out 
of NY City 

SOLDN. L n New York. Stale of 7d/0B/16 19pp 


—7707030322 Testimony re public health 6 regulatory aspects In 
transportation of radioactive matls Involving City of NY 
Public risk can be minlmlied by keeping dangerous cargo out 
of NY City, 

SOLON. L R New Yorki state of 73/00/16 19pp. 


7907050270 Comments on proposed rulo 10CFR50; presents modified version 
of Phase 1 rulemaking procedures Recommends delay in 
initiation of Phase 2 until Phase 1 is complete 

COUNBlLi N 0 Northeast Nuclear Energy Co (Northeast Utilities) 
79/03/05, 4pp 


7907090800 Comments on proposed rule 10CFR5O discusses ECC0 acceptance 
criteria requiring formal public rulemaking procedures 
effect on safety margins 

a^TOOLE.J D Consolidated Edison Co of New York 79/02/05 4pp 


7907030461 Comments on proposed rules lOCFftl9 U 20 lauds elimination of 
3(N-"1B) dose formula 8c establishment of 5-rem annual 8t 3-rem 
quarterly dose limit for whole body exposure 
DEDOERtT New York. State of 79/05/04. 2pp 


7907050461 Comments on proposed rules 10CFR19 fc SOMauds elimination of 
SCN-'lBl dose formula 8( establishment of 5-rem annuel tc D-ram 
quarterly doss limit for uhole body exposure 
DEBOERtT. K New York, State of. 79/05/04, 2pp 


7907-060156 Comments on proposed rulo iOCFRSO- Bubs set I on 1 b would not 
dispense w/recatculattons unless code corrections 
demonstrated reduction tn peak clad temp Better to base need 
for reca Lculatlon on availability of margin. 

UHRlOrR e Florida Power b Light Co. L-79-34 79/03/08 Ip. 


7907060164 Requests to be placed on mailing lists that uauld keep Dept 
of Nechanlcal Englnoerlng 8< Katls Bciance appraised sf NRO 
research needs 

JOHHBONiC e Duka Unlv 79/02/26 Ip. 


7907060173 Comments on proposed rule 10CFR50 proposed changes in App K 
rules are appropriate 8. highly desirable Endorses changes to 
appropriate technical 8. nontechnical requirements within 
existing rule 

SHERU0aD>0 0 General Electric Co .Nuclear Energy Products Div MFN 
030-79 79/03/01 5pp 


7907060134 Comments on. proposed rule 1DCFR50 agrees w/proposed changes 
ra specific assumptions in analyses 6 agrees u/proposed 
changes to lOCFRSO 34 which would allow certain corrections 
to vendor EGGS performance until OL review 

SCHERER. A E Combustion Engineering. Inc LD-79-013 79/02/13 

2pp 


7907060341 Comments on proposed rule IDCPftSO urges NRC to 
replace present provisions to facilitate implementation 
of rule under current circumstances 
REEDrC Commonwealth Edison Co 79/03/05 5pp 


79071 1OD10 Comments on proposed rules 10CFR31 & 33 approves 
suggested change for veterinary licensure from specific one 
for In vitro cltnlcal^or lab testing of byproduct matl to 
general licensure authorizing such use 

MANNlNOrJ F Illinois. Univ of. Urbana-Champalgn 79/05/09 ip 


7907110016 Comments on proposed rules 10CFR31 tt 32 approves 
suggested change for veterinary licensure from specific one 
for In vitro clinical or lab testing of byproduct matl to 
general licensure authorizing such use 

MANNINO. J P Illinois* Univ of. Urbana-Champaign 79/05/09 Ip 


7907110024 Comments on proposed rules iOCFRSi 6 32 approves proposal 
which would eliminate Inconvenience 6 red tape 
LORD.P F Yale Univ 79/05/07 Ip 


7907110024 Comments on. proposed rules lOCFR3t 8. 32 approves proposal 
which would eliminate incanvenienca U red tape 
LORO, P F Yale Univ 79/05/07 Ip 


7907110020 Comments on proposed rules 10CFR7O 8t 73 concurs w/contents 
KIRK.N F United Nuclear Carp 79/05/03 Ip 


7907110020 Comments on proposed rules 10CFR70 8< 73 concurs w/conbents 
KIRK. U F United Nuclear Corp 79/05/02 Ip 


7907110036 Comments on pro-posad rules 1DCFR31 6 33 favors including 
veterinarians among those authorized under general license 
for use of byproduct matl for in vitro clinical or lab 
testing 

RENDANO.V T Corns II Vniv 79/05/09 Ip 


7907110036 Coiwnenti on proposed rules 10CFR31 l< 32 favors Including 
veterinarians among those authorized under goneral license 
for use of byproduct matl for in vitro clinical or lab 
testing 

RENDANO.V T Cornell Univ 79/05/09 Ip 


7907110613 Notice of authorization of certain medical licensees to 
prepare rad iopharmaceuticals from radioisotope generators 
NRC is considering requiring licensees to test 
radl opharmac eutlca Is for contaminant Mq-99 

CH1I.H..8 J, Office of the Secretary of the Commission 7590-01 
79/05/31 7pp 


790711-0-613 Notice of author 1 latlon of certain medical licensees to- 
prepare radl opharmaceutlca Is from radioisotope generators 
NRC is considering req.ulrlng licensees to test 
radi opharmaceutlca Is for contaminant Mo-99 

CHlLKiS U Office of the Secretary of the Commission 7590-01 
79/05/31 7pp 


7907120391 Comments on proposod rule 10CFR9. p ortlon of proposed 
Implementing regulation should be modified to delete 10 
working day limitation of requester 
HOFFNANiH J Navy. Dept of 79/05/10 ip 


7907120030 Comments on propoeed rule iOCFft9 proposed revision Is 
well-written 8< sufficiently clear 
MIKEENtD D* Navy. Dept of 0970. 79/05/23 Ip 


7907130033 Comments on proposed rule 10CFR9 urges proper Indentation in 
order to distinguish hierarchy of various sentences It 
phrases in regulations 

KARNEYjP. T 8t, LouiSf MD 79/05/10 Ip 

7907130043 Commants on proposed rule 10CFR9 cofftnends efforts to 
simplify wording of original FOIA 

MERRIMANiH 8 Navy* Dept, of* UB Marine Corps. 79/05/17 Ip 
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7';07130ICO Co'ntnts on prapo**d rule 10CFH9 further revisions In style* 
crjenii^ticn t fornat tfo not appear necessary 
l.SW-AN P Plateau Resources* Ltd 79/05/1^ 2pp 


7907190600 Comments on proposed rule 
committee as too largo S< unwloldy 
coordination function 
LOKEN.H K Affiliation Wnlfuoujn 


iocrnas crit i c 1 1 »* 
Rociueftts def likl i I oty 

79/03/31 Ip 


prop n s • d 

of 


7507130103 Co-nenci on proposed rule 10CFR140 urges changes which would 
nakf proposed policy 6 certificate forns conform w/those 
subnitted on behalf of fiEHA L MAELO 

ALTOW C 0 American fluclear Insurers 79/05/31 I3pp 


7907190698 Comments on proposod rules 10CFR70 
changes are excessive tc confirming in mcoiv* 
DIPIAZZA* R P WestlnghouBO Clectrlc Corp 
3PP 


tc /a (tropused 

WRn-Ln«:n-'V9v 


/V/05 


7t 07160359 Advance notice of proposed rulemaking re mgt disposal of 
lou lavel wastes by shallou land burial & alternative 
disposal methods 

CHILIS. S J Office of the Secretary of the Commission 78/10/95 

2pp 


7907190698 Comments on proposed rules IOCFR/0 ti 73 proposed 
changes are excessive & confining in ecope 
OJP1A22A.R P WestlrighousD electric Corp WRn-L£JPII* 

3pp 




7907100264 Comments on proposed rule I0CFRI4O suggests clarif icatl on 
re effect of regulations' operative provisions where single 
reactor is cjred by multiple licensees 
RITS^iER.J A Ropes t Cray 79/05/29 5pp 


7907190704 Comments on proposed roloo lOCrR3l & 32 oiipporls liitrsi 
of veterinarians as ussrs of byproduct matl for in vitro 
testing 

ALLEN# T A Affiliation Unknown 79/03 /Wj Ip 


79O716OJ06 Cements On proposed rule 10CFR2 unclear how extra 30 days 
Qf predocketing review can shorten SER preparation by 12 
months 

UHRIO. F E Florida Power & Light Co L-79-133 79/05/22 Ip 


7907190704 Comments on proposed rules lOCr«3l 32 siJpport* IKenil 
of veterinarians as users of byproduct moll for in vitro 
testing 

ALLEN#! A Affiliation Unknown 77/03/16 ip 


7907100298 CoTiisents on proposed rule 10CFR4 urges self-study 
reyuiremtnts be met by prior self-studies completed for 
other federal agencies 

rEAflNLEy*« F West Virginia Unlv 79/05/11 ip 


7907190717 Comments on proposed rule lOCrR39 opposes uppo iiitmenl of 
radiation safety committee becouso of nddl expense 
inefficiency 

MARTIN, N D Kettering Medical Center aM/KE 79/03/09 Ip 


7907100352 Comments on proposed rule 10CFR2 finds definition of "ex 
parte c ommunltatlon“ let forth in 2 7e0fb) confusing t# 
poorly drafted Suggests ''participants" in "all participants 
in proceeding" be replaced u/"partleB#" to reduce vagueness 
STEPTOE.P Isham. Lincoln i# Reale 79/04/17 2pp 


7907100353 No comments on proposed rule J0CrR2 
MftlERATTO. L E Inter iof# Dept of 79/06/25 Ip 

7907100340 Corrents on proposed rule iOCFR4 requirements of State of WA 
remain compatible u/federal govt regulations by HEW tc pose 
no conflict In imple-nentation 
WILL.H C Washington# State of 79/06/21 ip 


7907100367 CoTuents on proposed rule 10CFR4 clarifies application of 
nondl scr ininatlon principle to program b activities funded 
by NRC 

law- J T New York, State of 79/06/20 Ip 


7907190719 Comments on proposed rsilo 10nrR35 supports «»f<iend 
AHUJA.M 8 t Francis Hosp CO# Missouri 79/03/04 Ip 


7907190725 Comments on proposed rule 10CFR9 supports new v«r«lnM 
refs should be placed in separate index 
R08HU8SEN# T L Winona Memorial Hosp 79/05/04 ip. 


7907190720 Comments on proposed rule l0crR9 Approves cH* revision 
SCHULTZ# D P Interior# Oop t of# Fish 8 # Wildlife nurvice /V/05/03 
Ip 


7907190733 Comments on proposod rule 10CFR9 requests espanslDli sj f 
"plain English" revisions of 10CFR19# 20# 21 # 30, 33# 34# 7 1 . IVO k 
toll-free sve for "plain fingllsh" Interprotati on 

AMMERHANN^e 0 Vet Admin Kosp 0A# Vtrpinia 65(1/115 /V/OS/C? 

Ip 


7907180371 Commsntt on proposed rule 10CFR35 further mod needed 
Radiation safety committee should be chaired by physician 
u/nuelear nedicine specialty 

BTAHL# T J Middlesex General Hosp 79/06/20 Ip 


7907190740 Comments on proposed rule 10CFR9 requests plAiii Gnglish 
revisions of 10CrR19r 20# 21# 30, 33# 34# 71 # 1 10# 170 6 toll-free 
service for plain English Interprets t ion 
cnawLEy,j l ctl Engineers# Inc 79/05/OB |p 


7907180304 Comments on proposed rules 10CFR31 
veterinarians to list Process should extend 
categories of personnel as well 
VAN PELT# W R Hoff/ban-La Roche# Inc (subs 
Co , Ltd ) 79/06/15 2 pp 


& 32 supports adding 
to other 

of F Hoffman-La Roche t* 


7907180304 Comments on proposed rules lOCFRSi 
vstSTinarians to Ust Process should extend 
categories of personnel as well 
WAN PELT#W R Hoffisan-La Roche# Inc (subs 
Co . Ltd ) 79/06/15 2 pp 


l« 32 supports adding 
to other 

t»f F Hoffman-La Roche & 


Comments on proposed rule l0CFfi35 supports amend bocausa it 
PTsonnel 6 maintains quality of 

OUICLEY.W S Guernsey Memorial Hosp OH/CA 79/05/07 Ip 

IsSrii:"-'""'"" “1= 


7907190321 Comments on proposed rule 
counterproductive 

WIS0FF#C P Norfolk General Hosp 79/05/07 Ip 


8 HERHOOI>.« e 5 . MFN-lSi-79 79/04/27 Ip 


^07190678 Comaentt on propos 
■evUion of FOIA rule 
EINSTEIN, P P Notre Dame# 


le 10CPR9 supports "pi 
of 79/05/09 tp. 


aln English" 


7907190747 Comments on proposed rule 10CFR9 Individual A or 
organi xatlons should be notified of FOIA request for 
release documents pertaining to those IndlViduali or 
organiiatlons 

CHESSINiH Affiliation Unknown 79/05/05 Ip 


x T L ru*w 4ux,rn7 requetvi cittrjrises 

lOCFRSO App D tt NRC organiiation tc respons lb i U tl e» Buggatli 
guides using "plain English" approach 
ZADINA.E United States Testing Co # Inc 79/05/J0 Ip, 


7907190762 Comments on proposed rule lOCFR?- opposes alloc At Inn of #of 
to change language of ruins 
PREOlDONiM M Cordis Corp 79/05/10 Ip 


^*^?nltltotionr''"^* P'’ 9 posed rul aloCFRPO! supports change for i«aJk 
DYER#L Affiliation Unknown 79/05/24. jp 


f’ru/ iru^ro Comments of proposed rule iOCFRC 
committee In small institutions only 
WeiR,G J Marshfield Clinic 79/05/ql 


rtcommends- 

Ip 


proposed 


T'uie 10CFR33 recom 

NAROYANAW ? P^opoaad committee 

NAROyANAN#C Lutheran Hosp IN/FO 79/0S/31 |p 


rule luurnyo recommends Inclusion 


& ri 9 {fai> 1 a I. r'-r---- iwrx- * #> kJ ». F • q U S B s s info OH proB 

KASHY# T A Bridgeton Hosp 77/05/01. Ip. 
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7-9O71'?oa00 Comments on proposed rule 10CFR33 no section directed 
to handling U disposing o-f ueste 
BROWNED E Affiliation Unknoun 79/05/il ip 

7-9O7190306 Comments on proposed rule 1 0CFR9 retiulres ‘-'plain English" 
r ev i s 1 Dti 

SCDTT, H W Lutheran Medical Center MD/8T 79/05/0<» Ip 

79O719-0IBO9 Godiments on proposed rule 10CFR9 supports “plain English" 
revi s ion 

FISCHER. P E Chevron Oil Co <subs of Standard Oil Co of 
California! 79/05/10 Ip 


7907190819 Comments on proposed rule LOCPR3S supports adoption of 
proposed rule Administration of committee more flesible St 
less costli^ 

HCDQMALD< J Affiliation Unknotun 79/05/31 Ip 


790719092^ Comments on proposed rule lOCPRBS opposes proposed change 
for larger institutions u/establ 1 shod committees tc radiation 
safety procodures Revision uould be counterproductive 
LAUGHLINiJ Q Affiliation Unknown 79/05/21 2pp 


790/190031 Comments on proposed rule tQCFR35 supports change in 
committee as applied to smaller Institutions Foresees 
difficulties In including internists tU hematologists 
ORISSINOERjD Delaware Valley Hosp PA/DR 79/05/33 Ip 


79O7190B39 Comments on proposed rule 10CFR39 suggests several depts be 
Included on committeei rather than each dept Questions 
inclusion of nurse on committee Instead of nuclear medicine 
specialist 

RIVERA. J V Puerto Rico« UnlV nf 79/03/23 Ip 


7907190849 Comments on proposed rule 10CFR39 too many committees 
currently exist Requests that NRC consult w/Joint 
Commlsflion on Accreditation of Hospitals to eliminate 
dup 1 Icat i on 

PAULfJ Greater Community Hosp 79/09/29 Ip 


79O7190B59 Comments on proposed rules l0CrR20-i3 opposes certification 
of health physics personnolias petitioned Proposes 
1 ic ensee~control led certi f i catiooi as used by ANBl in 
recommended practices 8NT-TC-1A. June 1979 
DALTRDFFiS L Philadelphia Electric Co 79/09/02. 2pp 


79Q7200273 Comments on proposed rules 10CFR19 20 opposes ellatlnatlon 

of accumulated dose averaging formula Proposed amends should 
include provisions for planned special radiation exposures 
JONES. J A Carolina Power & Light Co 79/0-5/15 2pp 


7907200273 Comments nn proposed rules 10CFR19 it 20 opposes elimination 
of accumulated dose averaging formula Proposed amends should 
include provisions for planned special radiation exposures 
JOh(pSi J A Carolina Power it Light Co 79/09/19 2pp 


790/230132 Comments on proposed rule 10CFR39 radiation safety committee 
would bo too Urge L unwieldy Urges NRC to modify plan to 
address medical ctrs u/eitensive research programs 
DELAND. FH Kentucky. Univ of 79/09/10 Ip 


7907230130 Comments on proposed rule 10CFR39 objects to Including 
p hysic i an-spoc lal 1 st from each dept using radionuclides on 
radiation safety comnvlttee Large number of medical 
specialists would tend to dominate decisions 
WILLIAMS. t E Affiliation Unknoun 79/05/10 Ip 


7907230140 Comments on proposed rule IOCFR39 concurs u/proposal 
KA8TL. W H Vet Admin Hosp AL. Louisiana 79/09/il Ip 

7907330197 Comments on proposed role IOCFR33 endorses changes to 
radioactive isotopes committee 

KOERPERi J E Affiliation Unknown 79/09/03 ip 

7907330U6 Comments on proposed ruU L0CFR35 larger radiation safety 
committee is unwieldy Addition of individuals w/llttle 
knowledge 8< no involvement in this area will not Improve 
present conditions 

DEROERON.D A Affiliation Unknoun 79/05/11 Ip 


7907230175 Comments on proposed rule 10CFR35 requests verification 
to what Institutions are covered 
TREASEiH. W Iowa. Unlv of 79/04/34 Ip 

7907230102 Comments on proposed rule 10CFR9 supports “plain Englleh 
revision of rule 

URDUOHTONiPL Aff i I iat ion Unknown 79/09/09. 3pp 


79D7S30190 Comments on proposed rule 10CFR35 radiation safety committee 
duplicates existing univ committee Requirement for 
representative from each user dept would result in 
unworkable number 

PENDLETCN. R C Utah. Unlv of 79/04/30 Ip 

7907200393 Comments on proposed rule iOCFR2 addl delay in issuance of 
CP will increase risks associated u/decreased energy supply 
situation 

GORDON. J Q Affiliation Unknown 79/06/20 Ip 


7907200510 Comments on proposed rule 10CFR19i20 concurs w/deletion of 
accumulated dose averaging formula. el Imlnation of NRC-d 
forms St Initlatio-n of worker requirement re statement of 
previous exposure 

DALTR0FF.5 L Philadelphia Electric Co 79/04/25 2pp 


7907200510 Comments on proposed rule lOCFRl9i20 concurs w/dsletion of 
accumulated dose averaging formula, el iminatl on of MRC-4 
forms Sc initiation of worker requirement re statement of 
previous exposure 

DALTROFF.S L Ph i I ade 1 p h 1 a El ec tri c Co 79/04/25 2pp 


7907230110 Comments on proposed rules 10CFR19 & 20 supports furtheT 
reduction of dose limit std for workers to 0 5 rems/yr over 
S^yr period & tno-nltorlng on consecutive rather than calendar 
basis 

HAN5ELL.D Illinois, State of 79/05/04 7pp 


7907230110 Comments on proposed rules iOCFRl9 k 20 supports further 
reduction of dose limit std for workers to 0 9 rems/yr over 
3-yr period it monitoring on consecutive rather than calendar 
basis 

MANSELL. D Illinois. State of 79/05/04 7pp 


7907230122 Comments on proposed rules 10CFR19 l» 20 recommends mod of 
period of application for annual limits from calendar yr 
to any four consecutive quarters Objects to deletion of 
ALARA requirement 

DEBOER. T K New York, State of 79/09/04 2pp 


7907230122 Comments on proposed rules 10CFR19 4< 20 recommends mod of 
period of application for annual limits from calendar yr 
to any four consecutive quarters Objects to deletion of 
ALARA requirement 

DEBOER. T K Now York, State of 79/05/04 2pp 


7907230200 Comments on proposed rule 10CFR35 radiation trained 
certified individuals should comprise radiation safety 
committee U comm-ittoe should monitor set area or sites 
of survey, as determined by chairman 
YOBBAOY. J J at John Medical OH/ST 79/05/01 Ip 

7907230211 Comments on proposed role 10CFR9 supports “plain English" 
revision of rule 

BOWEN. V T Woods Hole Oceanographic Institute 79/05/07 Ip 


7907230215 Comments on proposed rule 10CFR35 endorses proposal to 
replace radioactive isotopes committee 
KELHAMi 0 Grand Valley Hosp 79/04/27 Ip 

7907230231 Comments on proposed rule 10CFR35 cowmandi use of term 
"Isotope" i. exclusion of hematologist from committee 
membership Suggests narrowing committee membership in 
larger institutions Questions NRC legal authority 
HUBBARD. L B Affiliation Unknown 79/05/12. 2pp. 

7907230234 Comments on proposed rule tOCFR39 supports prop osal- Medi ta I 
staff from each dept using isotopes l< from institution mgt 
should be on radiation safety committee 

NEE8E. A S . HAIMEBi J F Unity Hosp FRi Minnesota. 79/04/30 Ip 


7907230279 Comments on proposed role 10CFR3S commends addition gf nurse 
as member of committee Bad features include downgrading of 
committee technical competence It initiation of 
jurisdictional disputes within hosp 

JOHNSON. A B Michael Reese Hasp It Medical Center 79/05/29 3pp 


7907230299 Comments on proposed rule 10CFR39 favors proposed committee 
as more useful to emaller institutions than current isotopes 
committee 

BREIT.D H Affiliation Unknown 79/09/n Ip 

790723D779 Comments on proposed rules 10CFR3O Sc 39* changes will clarify 
conditions it frequency that eluates must be checked before 
patient administration. 

HAMILTONiDR Affiliation Unknown 79/06/12 ip 
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7707S30779 Comments on proposed rules lOCFRpO tt 35 changes mill clarify 
conditions l< frequency that eluates most be checked before 
patient administration 

HAMILTDNrD R Affiliation Unknouti 79/06/i? Jp 


7907260176 Comments on proposed rule iOCFR35 would reduce effectiveness 
of neidly formed committees by creating large Ic unuieldy 
groups 

SRITZNAUOLE* L Connecticut. Univ of 79/06/04 Ip 


79D7260107 Comments on proposed rule 1QCFR3S opposes proposal on 
grounds that new committee would be too unwieldy & hove less 
authority to evaluate proposed uses of radioisotopes 
MAYBERRY. W E Mayo Clinic 79/06/04 Ip 


7907260193 Comments on proposed rule 10CFR35 supports inclusion of rag t 
representative on proposed committee Suggests mod to 
proposal calling for representative from each dept 
CHU.MK Oklahoma Children's Memorial Hosp 79/06/06 Ip 


7907260i9fi Comments on proposed rule 10CFR39 endorses amend as 
beneficial to small institution. 

MADDQCKS. N 9et Admin Hosp Des Malnes. fA 79/06/07 Ip 


7907260204 Comments on proposed rule lOCFROS rcf^uests waiver due to 
temporarily discontinued radiation therapy sves 
SMITH. R B Lutheran Kosp WI/MI 79/05/31 Ip 


7907260310 Comments on proposed rule 10CFR4 supports amend re 
nondiscr imination against handicapped. 

J0WE9. B M Georgia. State of 79/06/14 ip 


790726021S Comments on proposed rule I0CFR35 commend o efforts to 
simplify govt procedures regulatlane. 

WOLF. South Carolina, tinlv of 79/06/04 tp 


7907260225 Comments on proposed rule iOCFR35 proposed change better 
reflects radiation safety surveillance role of committee 
Representation from each dept would only serve to inflate 
committee size 

WE03TER. EW Massachusetts General Hasp 79/06/05 Ip 


7907260«'26 Comments on proposed rule J0CPR35 new comraittee should 
supervise all sources of loniiing radiations 

SWINGLE. K F Vet Admin Medical Center CA/LJJ 600/1 14A 79/06/01 

Ip 


7907260234 Comments an proposed rule lOCFRSS agrees in pr inclple. but 
questions definition of mgt representative Hew committee 
would be -cost effective by replacing four committees w/one 
DIELMAN.R Affiliation Unknown 79/OS/lS Ip 


7907260243 Comments on proposed rule 10CFR4. o f fers no comments re 
nondiscrimination in federal 1 y-as s I sted commission programs 
as applied to handicapped 
MENDOZA. A A Puerto Rico 79/06/11 Ip 


790726GSB5 Comments on proposed rule i0CFR20-’J3 further 
certification of health physics personnel Is unwarranted 
Prohibiting licensee Prom overriding decisions of health 
physicist gives physicist undue authority over myt 
BALZER.sJ L Affiliation Unknown 3012 79/04/30. 2pp 


7907260958 Comments on proposed rule i<?CFR9 general public would not 
readily understand rules & regulations as written QA 
requirements in 10CFR71 re industrial radiography are 
difficult to understand 

MATHEWa.R D Amoco Oil Co (subs of Btandard Oil Co of Tndianai 
79/06/06 2pp 


7907260968 Comments on propoeed rule 10CFR9 revised rule not 
significant enough change to warrant expenditure of time & 
funds Further experiments should be directed to 10CFR21 
Agrees that all new amends be written as clear as possible 
BUR8TE1N.8, Wisconsin Electric Power Co 79/06/14 2pp 


7907261014 Comments on proposed rule 10CFR9, change Itrs & rombers 
In tabulations to engineering 8. business format Forwards 
addl suggested changes. Supporting documentation end., 

JUBIZ.W. . BEES. K Y Vet. Admin Hosp. SL. Utah 660/115 
79/05/14 18pp 


7907270030 Interim final rule re physical protection of irradiated 
reactor fuel in transit, NUREO -0561 uilH be issued as guide 
to assist licensees in implementation of requireraenta. 
omment period ends on 790317. 

ILKiS V Office of the Secretary of the Commlaai on,. 79/06/12 


7907370111 Comments on proposed rules lOCrRSi 6 32 endorses 
authorisation of veterinarians to uso limlied quantities of 
byproduct mat! for in vitro testing 

KNELLER. 8 K Illinois. Univ of. Urbana-Champatgn 79/05/29 Lp 


7907270111 Comments on proposed rules 10CFR3I & 33 endorses 
author! cati on of veterinarians to use limited quantities of 
byproduct mail for In vitro testing 

KNELLER. S K. Illinois, Univ of, Urhnna-Chiifnpa Ign 79/05/2? if 


7907S70138 Comments on proposed rules 10CFR31 & 32 endorses 
authorl latlon of veterinarians to uso byproduct matls under 
general license 

JASPER, D E California. Univ of, Davis 79/05/15 ip 


7907370130 Coirmsnts on proposed rules 10CFR31 tt 32 endorses 
autho<rliatton of veterinarians to use byproduct raatls under 
general license 

JASPER. D E Califoinla, Univ of, Davis 79/05/15 Ip 


7907270147 Comments on proposed rules 10CFR31 6 32 supports propotid 
amend authorizing veterinary use of byproduct motl for 
In vitro testing 

BULL. R W Michigan State Univ 79/05/15 Ip 


7907S70153 Comments on proposed rules lOCFRSl it 32 strongly supports 
rule authoriflng tt regulating veterinary use of byproduct 
mails 

KITCHEN. H Tennessee. Univ of 79/05/Sl Ip 


7907270153 Comments on proposed rules tOCFR3t 32 strongly supports 
rule authorizing 6 regulating veterinary use of byproduct 
matls 

KITCHEN, K Tennessee. Univ of 79/05/31 Ip 


7907S7013B Comments on proposed rules 10CFR31 8< 32 supports 
authori lation of veterinarians to use byproduct matl for in 
vitro testing 

DORINO.J O Mississippi State Univ, 79/03/10 Ip 


7907370158 Comments on proposed rules 10CFR31 I; 33 supports 
authorization of veterinarians to use byproduct matl for in 
vitro testing 

DORINO.J 0 Mississippi State Univ 79/03/10 Ip 


7907370167 Comments on proposed rules 10CFR31 $< 33 endorses addition o 
veterinarians to in vitro general license 
OLEVINS, W E Purdue Univ 79/05/18 Ip 


7907370167 Comments on proposed rules 10CFR31 U 33 endorses addition o 
veterinarians to in vitro general llcensp 
DLEVINS.W E Purdue Univ 79/05/18 Ip 


7907300020 Comments on proposed rule 10CFR35 supports change in 
function 6 mentborship of medical isotopes committee 
VINARDI.O 0 8t Francis MO/MA 79/05/39 ip. 


7907300838 Comments on petition for rulemaking 10CFRi9. SO request* 
separate hearing pursuant to 10CFR2 004 l< 10CFR8 005 re 
elimination of current accumulated dose averaging formula 
5(N-181 tt substitution of annual t< quarterly dose limits 
STRELOWi R Leva. Hawes. Symington. Martin Ic Oppenhelmer 79/04/19 
6pp. 


79Q7G0023B Comments on petition for rulemaking iOCFRl?. 80' requests 
separate hearing pursuant to 10CFR2 004 tn 10CFR3 005 re 
elimination of current accumulated dose averaging formula 
SlN-lOl substitution of annual tt quarterly dose limits 
STREL0W« R Lava. Hawes^ Eymlngton. Martin 8t Oppenheimer 79/04/19 
App 


7907300857 Comments an proposed rules 10CFR31 6 38 supports Inclusion 
of veterinarians under general license for use of 
radioactive byproduct matl for In vitro tasting Regulation 
would treat medical personnel doing similar lab work alike 
SDRENSEN, 0. K. Affiliation Unknown. 79/06/06 Ip 


7907300357 Comments on proposed roles 10CFR31 it 32 supports incluilon 
of veterinarians under general license for use of 
radioactive byproduct matl for in vitro tasting Regulation 
uauld treat medical personnel doing similar lab work alike 
SORENSEN, D.K Affiliation Unknown 79/06/06 Ip 


7907300373 Comments on proposed rules 10CFR31 6 38 supports Inclusion 
of veterinarians under general Ucinta for In vitro testing 
of radioactive byproduct matl Eliminates necessity of 
vaterinarlans to obtain specific licensure. 

OU8TAF0ON. D P, Affiliation Unknown NRC. 79/06/01 Ip 
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TO"73o 0273 CommGnts on proposed rules 10CPR31 & 32 supports Incluslort 
<3^ vefcet Inar ians under general license for in vitro testing 
<* radioactive bgproduct rnatl Eliminates neccssittj of 
terinor tans to obtain specific licensure 
GUBTAFSON, D P Affiliation Unknown NRC 79/06/01 Ip 

*?0'7 300275 Comments on proposed rules 10CFR31 & 3S supports ihcluslon 
veterinarians under general llccnsB for use of 
oac tl VB byproduct matl for ih vitro tostlng 
Wli_LlAM3, JF Michigan Stato Univ 77/06/lA Ip 


Comments on proposed rules 10CFR31 32 supports inclusion 

of votoT inarlans under general license for uso ai 
f a dlOBC t IvB byproduct matl for in vitro testing 
WILLIAMSjJ F Michigan State Unlv 79/06/l'‘l Ip 

^07300931 Comments on proposed rulos lOCfROI & 32 favors inclusion of 
veterinarians under general license for in vitrc> testing of 
byproduct -matl Veterinarians have necessary training to 
perform tests it interpret results 
HKJHTOWEn.D Teias A M Unlv 79/06/11 Ip 


<7O‘730039i Comments on proposed rules 10CPR31 b 32 favors inclusion of 
ve terlnar 1 tins under general license for In. vitro testing of 
byproduct matl Veterinarians have necessary training to 
perform tests it interpret results 
HIQHTOWER.D Teios A M Univ 79/06/11 Ip 


*?07300S56 Comments on proposed rules lOCFRSi & 32 supports proposed 
Tu-le to include veterinarians under general license for In 
■vitro testing of byproduct matl 
BiJRK.R I Affiliation Unknouin. 79/06/09 Ip 


'*?07300S36 Comments on proposed roles I0CFR31 U 32 supports proposed 
r-ule to Include veterinarians under general license for in 
vitro testing of byproduct matl 
□ URK.R I, Affiliation Unknown 79/06/09 Ip 


707300961 Comments on proposed rules 10CFR31 tc 32 supports proposal r» 
jaddition of votor tnar ians to general license for in vitro 
-be^iting of byproduct matl 

RQ3EiP E Affiliation Unknown 79/06/07 ip 


■‘707300961 Comments on proposed rules 10CFR31 & 32 supports proposal re 
addition of veterlner ians to general license for in vitro 
■beitting of byproduct matl 

ROSE. PE Affiliation Unknown 79/06/07 ip 


'^07300966 Comments on proposed rule 10CPR4 no comment on rule re 
rx and i fieri ml na t ion in fedora 1 ly>'ass isted Commission programs 
a-gainst handicapped 

rilLLER.n 0 South Carolina^ Btato of 79/06/07 Ip 


'■707300970 Comments on proposed rule 10CRR4 favors prapotal to 
correct discrimination against handicapped in 
If ederall g-ass isted Commission programs 
F^OLEYrE NeuJ Hampshire. State of 79/06/06 ip 


f '*7'073'00974 Comments on proposed rule lOCrR9 etfltortal changes 
deletions should be made to clarify rule for general public 
PERKY. J J Healthr Education U Idelfarsi Dept of 79/06/18 2pp 


/7O7310045 Comments on proposed rule 10CFR3S endorses e s tab 1 ichment of 
srsdiation safety commi ttee. bu t reiponslbi 1 it les should be 
clarified Recommends revision to specify Inclusion of 
vad i opharmac tst uihen matl is handled bg pharmacy dept 
OREENDEHO. n 0 Affiliation Unknown 79/O6/0B 2pp 


/9O7310049 Comments on proposed rule i0CrR35 endorftes revised focus on 
r^adlation safety committee ropresontetion by mgti nursing 
s-taff 1a each user dept. Group VI licensees should have 
T-adiation safety committee 

tSEDOERrT R, Meuj Vorki State of 79/06/18 Bpp^ 


7'<7O73i0056 Comments on proposed rule lOCFRGS en-dorses proposed 
■radiation safety committee u/o inclusion of nursa, 

ADAMS.O. D Oklahoma. Univ of 79/06/04. 2pp. 


?‘7073i0063 Comments on proposed rules 10CFR31 &< 32 favors Inclusion of 
■veterinarians under general license Rules tjould allow 
greater research efforts 

K^LLFELz.F.A Affiliation Unknown 79/05/31 Ip 


7^07310063 Comments on proposed rules lOCFRDi & 32.i favors Inclusion of 
vaterltiarians under general I Icense, Rules would allow 
greater ratearch efforts 

KALUFEUZ, F A Affiliation Unknown. 79/09/31 Ip, 


7907310073 Comments ■on proposed rule 10CFR3S objiocts to lack of 
physician representation C. unwieldy siie of proposed 
committee Qppases changes in rules govern-lhg composition of 
radiation safety committee 

LULL, ft J Affiliation Unknown 79/06/05 2pp 


7907310088 Comments on proposed role 10CFR35 suggests extension to 
790719 for comments Favors revision of rule to establish 
committee tu/expanded fnembershlp Amend should require 
inclusion of high-^level administrator 

CLASS, R N Vet Admin Hosp Cleveland. PH 79/06/07 2p p 


7907310101 Comments an proposed rule iOCFR35 questions authority 6 
capability of rodlati^on safety committee to review research 
projects it approve studies Involving administration of 
radioactive mat! to bumant 
2CLAC, R E Temple Unly 79/06/06 2pp 


PfiM PETITIOM rOR RULEMAKING 


7907060460 Notification that UC6 NROC have filed comments on 
rulemakiny action &< petition for rulemaking PRM-a-a 
CHILK. 8 J Office of the Secretary of the Commission 79/05/30 
3pp 


7907090038 SECY 78-163 

Analytes Issues of NRDC petition for rulemaking PRM-20-7 
Recommends raspon-se Sc requests approval of proposed FA 
notice re Commission response 

SMITH. C V Office of Nuclear Material Safety l< Safeguards 
78/ It/24 6pp 


— 7907090043 Esprosses concern re radioactive wastes it lou level waste 
disposal Requests NRC preparation of ElS re NRC low level 
waste disposal program b all reasonable alternatives 
COTTON, R . LA^SH, R Natural Resources Defense Council 76/08/06 

2pp 


— 7907090049 Petition to adopt interim regulations governing disposal of 
low level radioactive waste 

COTTON, R Natural Resources Defense Council 7B/08/06 95pp.. 


—7907090053 Outline of comments received on NRDC petition for rulemaking 
FRM-aO-7 re low levQl wastes Overall response was opposed to 
petition 

* Commission 79/05/03 I6pp 


— 7907090050 Draft notice of denial re petition for rulemaking PRK-20-7 
CHlLKt8 J Office of the Secretary of the Comrnission 79/03/30 
2Spp 


•“~?907^090063 Draft Itr forwarding notice of denial re 760B06 petition for 
rulemaking PRM-20-7, 

CHlLKiS J Office of the Secretary of the Commission 70/U/24 

app, 


7907090069 Draft Itr forwarding notice of denial re petition for 
rulemaking PRM-aO-7 

HART*0 ' Senate. Environment Public Uorks OINOELL, J D House 
of Rep . Interstate Foreign Cornmarce UDALL.H K House of Rep . 
Interior & Ineular Affairs 70/11/24, 3pp 


7907090080 BECY-70-613A 

Revises eECY-7a-6l3 to Incorporate tommonls by Dfc of Policy 
Evaluation I4 Qfc of General Counsel Revised draft Fft notice 
of denial re NRDO petition for rulemaking pnM-20-7 end. 
DIRGK8.H J Office of Nuclear Material Bafety b Safeguards 
79/Ol/Oa 2pp 


— 7907090004 Draft FR notice of denial of NRDC petition for rulemaking 
FRM-20-7 

CHILK.8 sf Office of the Becretary of the Commission 79/01/02 
aapp, 


7907090091 BECY“7a-6l3D 

Forwards revisions to &ECV-7B-613 it 613A re response to NRDC 
petition for rulemaking PRH-BO-? Responses by NM88 to 
comments bg Commissioners Kennedy S< Ahearne end 
DlRCKSrH Office nf Nuclear Material Bafetg b Safeguards. 
79/02/16 4pp 


— 7907090097 Draft FR notice eP d«nlal of petition for ruLsmaklng 
PRM-20-7, 

CHlLKrS J Office of the Secretary of the Commission 79/02/16 
31pp 
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— 79070^0103 Draft 1 tr fortuarding FR notice re deTilal of petition for 
rulemaking PRM“20~7 

CHlLKiS J Office of the Secretary of the Coromiesion 79/02/16 

2pp 


— 790709010A Draft Itr f ort»iard 1 na FR notice of denial of petition for 
rulemaking PRM-20^7 

D1RCK&, M J Office of MucUar Materiel Safety Safeguards 
79/02/16 3pp 


7907090138 SECV'7e-690 

Requests approval of proposed Itr to KHC^ Inc denying 
petition io reconsider issuance of security personnel 
qual If Icatl on training & equipment reauirement s Approval of 
draft FR notice of denial Of petition for rulemaking sought 
MJNDOUEj R B Office of Standards Development 7B/12/27 &pp 


— 7907090137 Memo in support of petition for reconsideration of proposed 
Implementation of security personnel qtial 1 f Icatlon training 
It equipment requirements 
KWUTH. D F KMC, Inc 7Q/iO/23 Hpp 


— 7907090164 Draft Itr forwarding FR notice of denial re petition to 
reconsider Issuance of security persDunel qual H f Icat i on 
training equipment requlraments 

CHILKfS J Office of the Secretary of the Coaimlssion 78/12/27 
7PP 


—7907090169 Draft FR notice of denial of KHCi Inc petition for 
rule/hiak ing 

CHILKjS j Office of the Secretary of the Commission 78/12/27 

Bpp 


7907090174 8ECV-70-69OA 

Forwards mods to SgCy'-7O-690, Ene I D St C, per 790130 request 
OOSElCKiL V Office of the Executive Director for Operations 
79/Q3/19 Ip 


’—7907090181 Returns SECY~70-69O for mods following NRC revtsu 
Response to KMCi Itic petition should be expanded to more 
completely respond to contention that M/REO guidance 
documents re-establish deleted training requirements 
CHILK* S J Office of the Secretary of the Commission 79/0'i/30 
Spp 


— 7907090186 Draft Itr forwarding FR notice re denial of petition for 
rulemaking submitted by KfTCi Inc 
HENDRlErJ M Commission 79/03/19 Bpp 


—7907090189 Draft FR notice re denial cf petition for rulemaking 
submitted by KHC* Inc. 

CHILK, 8 J Office of the Secretary of the Commission 79/03/19 
app 


7907090323 Comments on petition for rulemaking iOCFR&O-lO ability of 
health phgslci personnel to perform responsibilities is 
dependent upon training & experience relating to- particular 
unit Certification would not be beneficial 
DAITROFF/ S L PhlJadolphla Electric Co 79/03/02 2pp 


7907090333 Comments on petition for rdlemefclng 10CFR20-1 3, no forma) 
certification of health physics personnel by NRC is 
warranted Compliance u/Reg Oulde J 0 & ANSI la 1 will 
assure necessary experience Si expertise 
JONESiJ A Carolina Power it Light Co 79/05/03 ip 


7907090339 Comments on petition for rulemaking 10CFR2D-13 nln stdm & 
qualifications adequately described in existing ANSI 8td 
3 1-1978 2c Reg Guide 1 8,RevlsJon 1 Addl stds would be 
superfluous Petition should be rejected 

CODGHLlNiJ Public Service Co of Indisnsi Inc 79/04/27 2pp 


7907090346 Comments on petition for rulemaking 10CFR;20’’>1 3' methods 
for health physics qgal i f i ca tion presently used in nuclear 
pauer Industry are more than adequate to provide necessary 
guidance b protection against radiation 

NICHOLS# T C Soui(h Carolina Electric t< Gas Cq 79/04/27 Ip 


7907090335 Comments on petition for rulemaking 10CFR2^7-13, cart if lea t Ion 
program es proposed l« unwieldy Downgrades need for formal 
education in favor of experience as determined by working 
certain number of hours In licensed facility 
OJLLELAHD# J E Tennessee Valley Authority 79/OS/ll 2pp. 


7907110403 Comments on petition for rulemaking 10CFR20-6A parsons 
w/indicator diseases should be notified of risk of low level 
radiation 

» Affiliation Unknown 70/10/07, 2pp 


7907130204 Notice of receipt of UC3 tt NRDC 790302 Itr commenting on 
781019 amend to 10CFR21# "Reporting of Defects h 
None ompl lance " 

CHILKjS j Office of the Secretary of the Commission 77/09/30 
3pp 


7907130229 Notice of Joint Intarvenor* 790909 petition to renew U tuppi 
790806 evacuation plans Provisions will improve licensee h 
governmental ability to cope w/radiologi cal dangers 
following nuclear accident 

CHILKiS J Office of the Secretary of the Commission 79/05/3D 
9pp 


7907130280 Notice of denial of Chem-Nuclear Sysi Inc 770924 petition 
requesting exemption for package owner from requirements of 
10CFR71 Concerns of public outweigh concerns of petitioner 
OaSSICK^L V Office of the Executive Director for Operatlans 
7590-01 79/09/30 6pp, 


7907160391 NUReO-0240 

"Low Level Radioactive Haste Mgt Program " 

» Division of Fuel Cycle & Material Safety 77/09/30 32pp 


7907180294 Comments on petition for rulemaking 10CFR30-96 petition li 
w/o merit re byproduct matl fees for app 1 ication# amend & 
insp# as compared to fissile matl fees 
KIRK.WF Affiliation Unknown 79/09/29 Ip 


7907180691 Comments on petition for rulemaking 10CFR20-6A no ipecifkc 
amend proposed 2< raw data not available to duplicate 
experiment 

STRELOH# R. Leva# Hawes, Symington# Martin h Dppenhelmer 78/10/20 
ISPP 


790719D147 Comments on petition for rulemaking 10CFR20-13 ignorei 
existing certification programs by American Board of Health 
Physics It Natl Registry of Radiation Protection 
Technologists Certl f Icat Ian by NRC is conflict of interest 
MUELLERiM A Health Physics Society 79/04/19 2pp 


7907190263 Comments on petition for rulemaking lOCFRBO-lS opposes 
rulemaking because present stds already require highly 
qualified radiation protection personnel & rulemaking would 
reduce licensae responsibility for facility radiation safety 
LYONiP.W Power Authority State of New York 79/04/30 3pp 


7907190273 Comments on petition for rulemaking 10CFR20-13 no need 
exists fop further certification of health physic ists, Unwi se 
for mgt not to be able to override decision of health 
physicists Safety record does not show undue mgt pressure, 
CUNNINGHAM# 0 E General Electric Co # Nuclear Energy Products Dlv 
79/04/30 2pp 


7907190635 Comments on petition for rulemaking 10CFR39-1 supporM 
removal of restrictions on use of radiopharmaceutical s 
ALAVl.A * EYMONTTiM J » HANBELL# J R Affiliation Unknown 79/08/11 
Ip 


7907190642 Comments pn petition for rulemaking 10CFR39-1 supports 
removal of restrictions on use of rad iopharmaceuticals 
Proposed limitation Is more restrictive than Food & Drug 
Administration# 1 saving more to physician jurisdiction 
LAWRENCE, JH California# Univ of, Berkeley 79/09/31 ip 


7907190646 Comments on petition for rulemaking tOCFR35“I . supports 
removal of restrictions on use of radiopharmaceuticals NRC 
recommondations would restrict clinical application t< hinder 
further development of newer applications of approved drugs 
COHAN# R J Affiliation Unknown 79/05/29 Ip 


7907190649 Comments on petition for rulemaking 10CFR35-1 supports 
removal of restrictions on use of radiopharmaceuticals, 

MAYNARD# C D Affillotion Unknown 79/09/20 Ip 


7907190694 Commante on petition for rulemaking IOCFR39-1 . supper ts 
removal of restrictions on use of radlopharmaceuticals 
CHANDLER# H L Mount Auburn Hosp 79/09/20 Ip 


7907190639 Commants on petition for rulemaking 10CFR39-1. supports 
removal of restrictions on use of radlopharmaceuticals NRC 
amend would preclude use of cartain drugs w/potentlal 
benefit to patients. 

DHORKIN.H J. Affiliation Unknown 79/06/01 Ip 


7907190679 Comments on petition for rulemaking 10CFR20-13> matters in 
suggested program for certification of health physics 
personnel are already addressed In rag guides or individual 
license terms Proposal should bi denied, 

DlBEtD P Niagara Mohawk Power Corp. 79/09/31 2pp, 
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7907190710 CotnmentB on petition for rulemaking 10CFR71-7 requests 
extension af due d^te & suggests public (nectlng to discuss 
ensctJnent 

SANTOROiM P Automation Industries* Inc 78/05/31 Ip 


7907190714 Commonts on petition For rulemaking 10CFR20‘-13 accrediation 
oF health physicists should be left to appropriate 
educational Institutions tt prof soce Licensee Insps it 
personnel revieu can determine program quality 
■KlRVipH F Affiliation Unknown 79/05/29 Ip 


7907190766 Comments On petition for rulemaking l0CFRS0-i3 opposes NRC 
certification of health physics personnel Duplicates 
American Board of Health Physics program Present licensing 
program adequate 

DRADL'EY»F J New Vork. State of 79/05/14 Spp 


7907190801 Comments on petition for rulemaking 10CFR20*'13 weakens 
radiation protection efforts b places pressure on health 
physics personnel to avoid make decisions ^ overlook poor 
practices Reg guides b ANSI stds give adequate guidelines 
RENDEROHRrD L Washington Public Power Supply Systen 79/04/30 
3pp 


790719-0856 Comments on petition For rulemaking 10CFR35-1 supports 
petition to remove restrictions on use of 
rad i opharmaceutical B 

NELPfW D Affiliation Unknown 79/05/31 Ip 


7907200263 Comments on petition for rulemaking l0CFR35~i supports 
petition to remove restrictions on use of 
rad iophartnac eutlcal B Often drugs can ^ should he used In 
manner not outlined in package insert 

HAMILTON. O U , LARSONi 8 M Vet Admin Hosp WA/9E 79/03/24 Ip 


790720026B Gomments on petitictn for rulemaking lOCFR39**t supports 
petition to remove restrictions on use of 

rad iopharme-ceuticals Recent NRC regulation would eliminate 

safe alternative uses of certain drugs 

0R036HANi Z T> Affiliation Unknown 79/05/34 Qpp 


7907300487 Comments on petition for rulemaking 10CFR2-7 supports 
petition it recognlies that intent to circumvent NRC rules 
would invalidate otherwise legitimets late filing 
EDDLEMAMi W Afflllotlon Unknown 79/06/14 3pp 


7907300494 Comments on petition for rulemaking 10CFR39-1 supports 
petition to remove restrictions on use of 
rad iopharmac eutl cal s 

GDODHiNi 0 A Vet Admin Hosp LL. California 79/05/23 Ip 


7907200499 Corntnents on petition for rulemaking 10CFR33-1 supports 
petition to remove restrictions on use of 
r adlop harmac eutlcal s 

POTCHENjEO Michigan State Unlv 79/05/29 Ip 


7907200S06 Comments on petition for rulemaking lOCFRSS-l supports 
petition to remove restrictions on uso of 

r adlopharmaceutlcal s NRC regulation hinders development of 

new applications of approved drugs 

CHA 8 E 4 P 0 JFK Memorial Hosp 79/06/06 2pp 


7907200307 Comments on petition for rulemaking lOCKRSS-l supports 
removing restrictions on use of rad lopharmaceuticals. NRC 
regulation prevents physician from using best judgment In 
patient care developing new applications for safe drugs 
ATKlNBrH, L New York. State Unlv of. Stony Brook 79/05/25 Ip 


7907230234 Comments an petition for rulemaking 10CFR20~13* exist Ing 
license Insp procedures ensure quality of radiation 
surveillance it radiation protection New radiation level not 
justified ui/low present exposure 

BAVIGNAC, N F, United Nuclear Corp 79/05/01 ip 


7907230247 Comments on petition for rulemaking 10CFR20-13 no formal NRC 
cartl f Icetton of health physics personnel is warranted 
JONEaiJ A Carolina Power t. Light Co 79/05/03 Ip 


7907240116 Comments on petition for rulemaking lOCFRSS-l * supports 
patitlan to remove restrictions on use of 
radiopharmacBUtlcels 

MYERBiM^O Afflllatlan Unknown. 79/03/34 Ip 


7907240461 Comments on petition for rulemaking 10CFR20-13 present 
health physics personnel certification programs are 
adequate Forwards info re American Board of Health Physics 
certification it registration programs. 

TERPtLAK. M. 3, American Board of Health Physics 79/05/23 305pp 


7907240307 Comments on petition for rulemaking 10CFR35-1 urges revision 
of proposed rule to allow greater discretionary 
radiopharmaceutical use, 

BLAND. WH Affiliation Unknown 79/05/S5 ip 


7907240311 Comments on petition for rulemaking iO-CPR39"l endorses 
removal of restrict i Otis an use of rad 1 opharmaceuticals Cites 
NCR ambiguity in allowing intravenous application of drug 
but Hot oral admlni strat 1 on of lesser amount of drug 
DOQLEY/M B Affiliation Unknown 79/05/11 Ip 


7907240327 Comments on petition for rulemaking 10CFR33-I supports 
removal of restrictions for use of radlopharmac eutUals 
Food tt Drug Administration has acknowledged that package 
inserts frequently lag behind medical developments 
TEATEB.C D Virginia, Unlv of 79/05/10 Ip 


7907240532 Comments on petition for rulemaking 10CFR35->1 supports 
petition to remove restrictions on use of 
r ad 1 ophar mace Utica 1 s 

HARB16.C C Duke Unlv 79/05/24 !p 


7907240336 Comments on petition for rulemaking lOCFROS-l supports 
removal of restrictions on use of radiopharmaceuticals 
Comments on two addl techniques which are orally 
administered, are simp I a. sensit ive It involve less radiation 
FREEMAN. L M Monteflore Hasp /Monteflore Hosp Assoc of Western PA 
PI. PA 79/05/24 2 pp 


79O7240S42 Comments on patltion for rulemaking 10CFR3S-1 supports 
removal of restri ctlons on use of rad iop harmaceuticals 
Inhalation Ic imaging is lOO times cheaper than current 
meth ods 

O^CONlNELLiP Winchester Memorial Hosp , Virginia 79/05/24 Ip 


7907240551 Comments on petition for rulemaking 10CFR35-1 supports 
removal of restrictions on use of radiopharmaceutical » 

DelLeves regulation hinders development of new applications 
of approved drugs 

O'DRIEN. H A New Mexico. Unlv of 79/0S/23 Ip 


7907240559 Comments on petition for rulemaking lOCFRBS-*! supports 
removal of restrictions on radiopharmac eut i cals 
SMOAK.W M Miamir FL, Unlv of 79/05/31 Ip 


7907240572 Comments on petition for rulemaking 10CFR35*-1 supports 
removal of restrictions on use of rad iopharmac eutical s 
8AEN0ER.E L Cincinnati. Unlv of. Medical School 79/05/29 ip. 


7907240579 Comments on petition for rulemaking lOCFfi33-l supports 
removal of restrictions on radiopharmaceuticals Cites 
long-term effect ensuring stagnation of medical practice 
throvgh use of outmoded techniques 
HAYES. M, Affiliation Unknown 79/05/31 Ip 


7907240586 Comments on petition for rulemaking iOCFROS-*! concurs 
w/removal of limitations of pharmaceuticals Cites 
possibility that present rules would stifle utilisation of 
Improved technology 

MECKELBURO, R Meckel burg, R U MD 79/09/10 Ip 


7907240594 Coirirtients on petition for rulemaking 10CFR35‘-‘l physicians 
should be allowed to perform clinical procedures 
w/radlopharmceut i cal s not specificallv Hated on 
package inserts 

LOKGN.MK Minnesota. Univ of, Minneapolis 79/05/31 Ip 


7907260037 Comments on petition for rulemaking lOCFRBO-'lS creates 
unreasonable responsibility for health physicist it erodes 
licensee control of facility Rulemaking not warranted 
REEDrC Commonwealth Edison Co 79/05/14. Ip 


7907260617 Comments on petition for rulemaking lOCfRBO-lS opposes 
petition Certification uo-uld not guarantee competence or 
Immunity from bad practice Requirements for evaluations *« ^ 
decisionmaking impose severe restrictions on licensee 
MANM.J R Health Physics Society 79/04/27 3pp 


79072606P9 Comments on petition for rulemaking 10CFR2D-13 opposes 
petition Suggests mod of license application forms to 
require training & experience resumes 

TARA0J D N Army, Dept of, Headquarters Material Development it 
Readiness Command 79/04/36 2pp 


7907260635 Comments on petition for rulemaking 1DCPR20-13: opposes 
petition because health physicist qua 1 if ications are part of 
llcanse application Proposed recertification 6 validation 
are unwieldy for small staffs 

ORANLUNDfR W Pannsylvanla state Univ 79/03/13 2pp 
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7907S£0£>59 Conijnents ori ^or rulemahin-g I;0cm20’-13 b^Mes/et 

petition duplicates current ^ealth phv^ics qual If i cPt J ons 
9ge (( over regulates reciuiring ^cerfifled health phi^slci^t 
to make all decisions re radiation protection 
WILLI AHSjP R Dow Corninj Corp 79/04/23 Spp 


79072&0^ii8 Cominents on petition for ruletraking JOCFR20~13 foresees 
c erti f i cat i on process as addl administrative burden 
Quettlonft legality of authoriiing health physicists to 
establish regulations 

REN^ETTlt J U Navi^iPejit of# Naval Facilities Engineering Comirand 
79/04/aft ip 


7907S&0&7B Continents on petition for rulertatlng 10CFR20'13 supports 
petition Suggests contacting Natl Registry of Radiation 
Protection Tochnolog Ists for info re certification 
program 

SMiTWiH P Affiliation Unknown 79/04/09 Spp 


7907560973 Comments on proposed rulemaking 10CFfi30"96 supports petition 
re divisjng separate reg body to control non^fissile matls 
■b separate regulations for byproduct users 
WaPCRAFTj C P ML Industrlesi Inc 79/06/i4 2pp 


7907070056 Comments on petition for rulefraislng t0CFR20"l3 supports 
health physicist car tlfi cation Sonie TNI mistakes ^ight have 
boon avoided u/more effective health physics plan# inc 1 udlng 
adequate emergency plan 

HGf?CAN#K Z Oeorgia Institute of Technology 79/05/1 & Jp 


7907270(>3a Comments on petition for rolemaking JOCFR20-i3 personal 
etperience of petitioner not representative of std practice 
Adequate certification programs for health physicists 
already eilsfr 

WISBlKKfR 0 Affiliation Unknown 79/04/24 Spp 


7907270065 Comments on petition for rolemaklnfi lOCFnaO“i3 public 
Interest adequately protected by state federal 
regulations No need far proposed rulemating 
MARDrsi 0 California# State of 79/05/15 Ip 


7907370073 Conments an petition fur rulemaking |OCFR20-ia proposes 
referral procedures In event of disagreement betbteon health 
physicists Contract health physics groups should emplay at 
least one master health physicist 
BEUMAN.R L Affiliation Unknoun 79/06/06 Ip 


7907370030 Coipments an petition for rulemaking lOCFR20“ia requests 
cldT 1 ^icat i on re ghether certification of health physicists 
uould estend to employees of state or territorial govts 
ROSARIO; J C Ouam 79/04/M Ip. 


7907270 16g Comments on petltlan for rulemaking 10CP|i20>'Jai suggei ts 
effective utiliiatlon of existing prograrns 6 more espllplt 
criteria re health physics staff qualifications 
CL ABAC#! I L A Affillatien Unknown 79/05/17 2pp 


7907310236 Comments on petition for rulemaking l0CFfl20-l3 op;(oies 
petition Current regulations & cer ti f Icatl on programs assure 
professional respans ibf 11 ty 

D1P|AZ?A.I1 P tJestinghouse Electric Corp friJlO-LBAS-743 79/04/30 

3pp. 


7907310257 Comments an petition for rulemaking 10CFR2O-ia agrees 
lu/health physicists cer tif icatlon program but fpresees 
iwplenentat len d i ff icul ties due to varying staff site, 

Certi P Ication should also cover radiation safety officers 
FEEPLE6;MP Affi Hat Ion Unknown 79/03/05, Ip 


PROJ PROJECTS - PREOOCKET LICENSING 


7907020011 third set of Interrogatories to Intorvenor Nothern CA 

PousT Agen?^ Certtflcate of 9vc end. 

DOVLEfMH , ARWSTRONOjWH . FUR BUSH. M H HeCutchen# Doyle. Brown 6 
EiftBTson 79/05/29 


7907100374 Forwards JE Circular 79-08. “Attempted Eitarliofi - u&u 
Enrichedu " No action required 

O'^REILLVia/ P Region 2# Atlanta# Office of tho Director 
79/05/1 B Ip 


7907110408 Identifies personnel to whom correspondence shpuld bi 
address ed 

8HEPARD;L 0 International Generation Transmlssian Co # Int 
79/06/13 ip 


— '7y07li0497 Notifies of status of discussions w/DOE ro ropiacemtnt ef 
oll-^fired generators in New England through importation of 
pouor from Canada Company will arrange for technical 
& executive meetings 

HARRIS. O N International Generation Ik Transmission Co fin: 
79/06/14 app 


7907120644 Forwards “Evaluation of Secondary Heat Transport Dyi 
Transient Natural Circulation Test '■ 

DQUCHEYi 0 D Energy# Dept of 79/07/05 3pp 


— 7907120649 "Evaluation of Becondary Heat Transport 6ys Trantlsrl 
Natural Circulation Test." prepared by Hanford Bngineoring 
Development Lab of Westinghouse 

# Energy. Dept of Ta-3A018 PART C 79/06/13 g4pp 


7907160097 Affirms ASLD 790125 order modified to reflect content of Ck 
Dept of Water Resources 790607 Itr Pacific Oas & Electric Co 
agrees to nake available documents supplied by Bouthern CA 
Edison Co re FERC proceedlngt 

ROSENTHAL# A 8 r FARRAR# M C . 8ALZHAN# R 8 Atomic Safety and 
Licensing Appeal Panel 79/06/15 36pp 


79071B0726 Responds to KRC first set of interrogatories 6 docu/iint 
requests Submits Info, re load dropping abi 1 1 tyi reserve 
capacity* min loadmative load (< energy back account 
Supporting documehtat Ion L certificate of Sve end 
MEISS. n L Pacific Gas ti Electric Co DDYLErfl M NeCuteben. tJoyW. 
Broun Emerson 79/06/15 I70pp 


7907130B04 Discusses review of NUREG-OSSD re yelloucake transportation 
accidents Torwards “U Ore Concentrate Shippers l< 

Transporters Recommended Transportation Accident Response 
Guide ’* 

LANG. E A Atomic Industrial Forum 79/05/10 17pp 


7907190371 Comments on NUnEO-0935 re Yeilowcake packaging b emerjenev 
responses to transpor tation accidents Forwards Electric 
Util ad hoc Nuclear transportation group statement 
Recommondatlons endorsed in general 

TftP6TEN#L M LeOoeuf# Lamb# Loiby I< MacRae 79/05/31 13pp 


7907190370 Comments on NUREO-0533 it NUREO/CR-OS58 re transportation 
accidents involving natural U concentrate voluntary 
industry response to event would be sufficient Proposed 
mod's to DS-gallon shipping drum are hot warranted 
SHELLg/iW J, Kerr-McOoe Corp 79/05/16 2pp 


7907240248 Opposition by Util to Northern CA Power Agency motion for 
protective order re 790529 interrogatories “Smoking 
pistol" documents have been categorized but have not 
previously been requested Certificate of Sve end 
FALL IN# J F. McCutcheUp Doyle# Brown b Emerson 79/06/37 5pp 


7907260346 Kasponds to 790434 Itr re S Settle questions Dlscusics U*tl« 
dieposal & decontamination at THIjDDE plant at Shipp Ingport* 

PA tt estimates costs of nuclear power for state of PA 
0DS8ICK L V Office of the Executive Director for Dperations 
79/06/13 8pp. 


— 7907260359 Forwards 8 Dattle 790418 Itr u/questions r* THJ waitf 
d 1 sposali pi ant at 8h I pp I ngport# PA & nuclear power costs 
IRELAND, A House of Rep 79/04/34 4pp 


7907060134 Forwards analysis of well water samples r^e ongoing seepages 
monitoring & control program for 79l23l“790a3l relating to 
Cotter Corp Canon City Mill eipanslort project 
MCOflATH#Ej, McGrath# E. J 79/05/23 Spp 


7907060400 Motion by Northern CA Fower Agency for protective o 
util 790529 fourth set of intarrogator le* ftuesttons seek 
opinions of lawyers about documents supporting case It are 
duplicative of 790129 interrogatories deferred ty ABLD 
DAVIDSON* » 1 Spiegel U McBiarmid 79/06/13. 5pp. 


rder re 


7907270227 Forwards comments on seven Nuclear Alternative Bys 
Assessment Program preliminary safety tt environ Info 
documents & backup documents submitted by DOE 

HALLER, N M Office of Management and Program Analysis 79/06/19 
153p p 


7907270366 NUREO/CR-0553 

“Dispersion & Dasimetry (UDAD) Code. “ 

HDMENr,H H * YUAN, Y. , 2iELEN*A. J Argonne National Lab ftra tor y 
AWi /cs-72 79/0W81 315pp. Available at NTIS 
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PTHl NQNCOMPL I ANCE REPORTS AND RELATED CORRESPONDENCE 


79O7&40S6C] Subniits results of analysis of injection pu:mp failures per 
7Q092S Part 2i rept re emergency diesel generators Injection 
pumps removed & revised Pumps are presenblv in good 
condition & units rsadi^ to startup 

NGRIARTYj J M Colt Industriesi Inc 79/03/23 Ip ^ 


7907250100 Submits info as follouup to 790412 U3 Steel has tested 190 
loose 8( installed fittings Nill contact customers to review 
records Sc rept on installed fittings 
OEOROEi-H H Chemetron Corp 79/OD/lO Zpp 


QA999 QUALITV ASSURANCE INSPECTIONS 


790703001*? Foriiiards QA Program Insp Rept 9?9003ii4/79-01 on 790327-2B 
No aoncompl lance noted 

POTAPOVBiU Region 4 j Dallasj Vendor Inspection Drench 

79/04/2A Zpp 


•7907030026 QA Program Insp Rept 99900364/79-01 on 790327-28 No 
noncomp 1 lance noted Major areas inspected followup on const 
deficiency repts re failed resistance welds in strut matl 
ELLERSHAUfL E t HUNNtCUTTrD M Region 4< Dallas. Vendor 

Inspection Branch 79/04/26 4pp 


7907030029 Forwards OA Program Insp Rept 99900404/77~02 on 790403-04 
Mo noncomp 1 1 ance noted 

POTAPDVSi U Region 4. Dallas. Vendor Inspection Oranch 

79/04/26 2pp 


— 7907030032 QA Program Insp Rept 99900404/79-02 on 790403-04 No 
-noncomp I iance noted Major areas Inspected followup oh IE 
Dulletln 79-04 re topical rept WCAP-a370 U stress analysis 
of sa-f 0 ty-rala ted piping 

ANDERBON. D 0 . P0TAPQV8. U . KALEi C U Region 4. Dallas. Vendor 

Inspection Branch 79/04/24 Qpp 


7907030036 Forwards OA Program Insp Rept 99900061 /79'-01 on 790403-09 
No noncomp 1 1 anc« noted 

PDTAPOVBiU Region 4. Dallas. Vendor Inspection Branch 

79/04/26 app 


—7907030039 QA Program Insp Rapt 99900061/79-01 on 790403-05 No 
noncomp 1 iance noted Major areas Inspected Implementation of 
iOCPRSO. App B applicable codes Ic stds re vendor 
ac tiv i t ie s. mf g process control ■ training it audits 

KELLEY. W D . WHiTEBELLi D E Region 4. Dallas. Vendor Inspection 

Branch CLEMENBON. F Plant 8y stems Branch 79/04/25 llpp 


7907090064 Ac V receipt of 790412 27 lira Informing NRC of stops 

taken to correct deviation noted in OA Program Insp Rept 
99900526/79-01 

POTAPOVfli U Region 4. OaHas. Vendor Inspection Branch 

79/09/22 Ip 


7907036530 Forwards QA Program Insp Rept 999O0362/79-OJ on 790326-2'7 No 
none ornp liance noted 

PQTAPOVBi U Region 4. Dallas, Vendor Inspection Oranch 

79/04/27 2pp 


—7907050536 QA Program Insp Rept 99900362/79-01 on 790326-27 No 
noncompliance noted Major areas inspected folloujup of const 
deficiency rept re failed resistance welds In strut mail 
ELLERSHAW, L E . KUNNICUTT, D M Region 4. Dallas, Vendor 

Inspection Branch 79/04/27 4pp 


7907060041 Forwards OA Program Insp Rept 99900363/79-01 on 79032? No 
noncompliance noted 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch. 

79/04/26 2pp 


— 7907060046 QA Program Insp Rept 99900363/79-01 on 790329 No 

noncompliance noted Major areas inspected follow-up of const 
deficiency rept re failed resistance welds In strut matl 
ELLERSHAW. L E , HUNNICUTT. D M Region 4. Dallas. Vendor 

Inspection Branch 79/04/26 3pp 


7907090381 Oi&cusses possibility of NRC inspectors signing 
nond i BC losur« agreements Ofc of Executive Legal Director 
advises that inspectors should not sign such agreements 
POTAPOVS. (J Region 4. Dallas. Vendor Inspection Branch 

79/05/22 3pf 


7907090394 Discusses insp of Implementation of QA program described in 
Topical Rept SL-TR-IA. Revl slon 5 Implementation is 
satisfactory 

BEYFRIT. K V Region 4. Dallas. Office of the Director 79/03/17 

2pp 


7907090397 Forwards 790Z27 Itr from Tube Turns ro QA Program Insp Rop-t 
9990002B/7B-02. hand delivered during 790515 insp Original 
itr sent to NRC not received 

OLLER.R E Region 4. Dallas. Vendor Inspection Branch 79/09/S9 

Ip 


—■7907090403 Discusses subcontractor certification for callbr periPormed 
in June 1970 on Rockwell Testers 41V05 t< 41V06 gas flow 
meters on welding eciuipment not calibr or not on callbr 
schedule 

SEAY. J L Chemetron Corp . Tube Turns Div 79/02/27 Bpp 


7907090462 Forwards QA Program Insp Rept 99900300/79-01 on 79040a-OD 
No noncomp 1 lance noted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/04/27 Zpp 


— 7907090466 QA Program Insp Rept 99900300/79-01 on 790402-05 No 
noncompl iance noted Major areas inspected Implementation of 
Part 21 rept requirements re fuel injection pump failures U 
exhaust rocker arm failures 

FQSTER.M E . HUNNICUTT. D M Region 4. Dallas. Vendor Inspection 

Branch 79/04/25 Gpp 


— 7907050093 Responds to NRC 790402 Itr re deviation noted In OA Program 
Insp Rept 99900526/79-01 Corrective actions, will prepare 
nonconforming item repts re five drawings cited Further 
conf ortnanc es will be documented on those ropts 
ADAM. P J. Black it Veatch. 79/04/27. 2pp 


--7907050097 Ack receipt of QA Program Insp Rept 99900926/79-01 on 
790312-16 No proprietary Info 
ADAM I P J. Block l» Veatch 79/04/13 Ip 


—7907090101 Forwards QA Program Insp Rept 99900526/79-01 on 790312-16 it 
notice of deviation 

POTAPQV&. U Region 4. Dallas. Vendor Inspection Oranch 

79/04/02 Sfpp 


— 7907050104 Notice of devlaion from insp on 790312-16 

POTAPOVS. U Region 4* Dallas. Vendor Inspection Oranch 

79/03/30 Ip 


— 7907090109 QA Program Insp Rept 99900926/79-01 on 790312-16 
NoncompUanci noted, containment spray sys-nuclear 
requirements authoriied ui/o approval of QA manager 
drawings approved w/o chock it slgnoff by checker, 

BRICKLEY. R. H i HALEr C J Region 4. Dallas. Vendor Inspection 

Branch 79/03/30 6pp. 


7907090470 Forwards QA Program Insp Rept 99900029/79-01 on 7Q1 i02-03 h 
790iZ3-2S No noncompliance noted 

POTAPOVSiU Region 4. Dallas. Vendor Inspection Branch 

79/04/06. 2pp 

— 7907090474 QA Program Insp Rept 99900029/79-01 on 781102-03 6 
790123-25 No noncompliance noted Major areas inspected 
Implementation of lOCFRSO.App B & generic considerations re 
rejection of 8A~312 austenitic stainless steel piping 
OLLER.R E , RODERDS. IL W, I HUNNICUTT.DM Region 4. Dallas.. 

Vendor Inspection Branch 79/04/06 12pp 


7907090476 Forwards QA Program Insp Rept 99900070/79-01 on 790403— OS, 
No noncompliance noted 

POTAPOVS»U Region 4. Dallas. Vendor Inspection Branch, 

79/04/26 2pp 

— 790709047G QA Program Insp Rept 99900070/79-01 on 790402-05 No 
noncompliance noted Major areas inspected implementation of 
lOCFRSO.App B criteria h codes. Inc ludlng qualification of 
nondestructive examination personnel 

RDBERDB.H W . HUNNICUTT. D M Region 4, Dallas. Vendor 

Inspection Branch 79/04/26 5pp 


7907050-377 Responds to U Potapovs 790509 Itr re QA Program Insp 
99900507/79-0-1, Action to prevent recurrence of deviations 
confirmed, wr I tten instructions will be issued per Bi<L 
procedures It will be available for Insp on 790601, 

MCFARLAND. J. E. Sargent l< Lundy. Inc, PROJECT 0037-00 79/05/16, 


Ip. 


7907100721 Ack receipt of 790509 Itr Informing NRC o# steps taken ta 
correct deviation noted In QA Program Insp Rept 
99700042/79-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch, 

79/05/22, Ip 
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— 7'907I00727 Respands^ to IMRC 79041B Itr re deviation noted in QA Program 
Inap Rept 9 99000 42/ 7 9 ^0 I Corrective actions containers of 
electrodes & flux have been scrapped (Warehouse storage area 
uLll be oiaintained in accordance w/procedure 
rtUTCHIMSON, L R Babcock & Wilcox Co 79/09/09 2pp 


— 7907100733 QA Program Insp Rept 99900042/79-01 on 790326-'S9 

HONTERi^^ H r WHITEBELLiD E Region 4. Dallas* Vendor Inspoction 

flranch 79/04/lA 5pp 


— 7907100730 Forward* OA Program Insp Rept 99900042/79-01 on 79032A-29 V 
notice pf deviation 

POTAPOVB* U Region 4i Oallasi Vendor Inspection Branch 

79/04/je 2pp 


7907110060 Forwards OA Program Insp Rapt 9990061 7/77^01 on 790319-23 
Ma noncamp 1 lane e noted 

POTAPOVS, y Region 4* DaUaSi Office of the Director 79/04/02 

2pp 


— 7907110067 CA Program Insp flept 9990061 7/79-01 on 790330 No 
none omp 1 lance noted Major area* inspected gifa 1 i f ication, 
experience t* training of commi i stoned Inspectors, 

Invest Igat i ons, record s maint & test control 

ANDERSON, D 0 , KALE. C J , POTAPOVS. U Region 4. Dallas. Office 
of the Director 77/03/30 7pp ^ 


77071301S6 Act receipt of 790330 U 0304 Itrs informing NRC of steps 
taken to correct deviation noted in QA Program Insp Rept 
99900089/79-01 

POTAPOVS I U Region A> Dallas. Vendor Inspection Branch 

77/'03/2l ip 


— 7907130J9I Responds to NRC 790309 Itr r« deviation noted in QA Program 
Insp Rept 99700009/79-01 Corrective actions visual 
examination procedure will be revised to include ref to 
general shop ueldlng std for Insp of matl 
HAM.K Huico. Inc. 79/05/04 Spp 


— 790713D194 Responds to NRC 79030? Itr re deviation noted In QA Program 
Insp Rept 999000a9/79“01 Corrective actions Issued 
Acceptance/Receiving Procedure detailing procedure to be 
followed for dimensional insp of rolled plates 
HAN.X Huico. The 79/03/30 4pp 


““7907130199 Forwards QA Program Insp Rapt 99900009/79-01 on 790209-08 & 
notice of deviation 

POTAPOVS, U Region 4. Dallasi Vendor Inspection Branch 

79/03/09 2pp 


"“7907130206 Notice of dovlatlnn from Insp on 790205-00 

* Region 4, Oallasi Vendor Inspection Branch 79/02/22 2pp 


—7907130213 QA Program Insp Rept 99900009/79-01 on 790205-00. 
Noncompliance noted dimensiona] insp not documented bg 
detailed written procedure 2r welding procedure spec did not 
document performance of root pass welding 
MCNEILL. W M . WHITESELL* D E Region 4. Dallas. Vendor 

Inspection Branch 79/02/22 9pp 


7907130221 Act receipt of 790330.0501 St 15 Itrs Informing NRC of 
steps taken to correct deviation noted in QA Frogram Insp 
Rept 99900116/79-01 

PDTAPOVS.U Region 4. Dallas. Vendor Inspection Branch 

79/05/22 I p 


-"7907130228 Responds to NRC 790316 Itr re deviation noted in OA Program 
Insp Rept 99900116/79-01 Corrective actions all wlret/luga 
have been relnspacted & wires reqi/iring rework have been 
mash i ned 

WRIOHT. H D Bunker-Ramo Corp j Amphenol North America Div 
79/05/15 5pp. 


— 7907130'246 Responds to NRC 790316 1 fcr re deviation noted in QA Program 
Insp Rept 99900116/79-01 Corrective actlons'QA mgt has 
gaTierated QA Engineers *^0n Job Training Form " Form will be 
used to document QA Engineer's training Sample forms encl> 

WRICHT.H D. Bunker-Ramo Corp., Amphenol North America Div 
79/05/01 7pp 


— 7907130251 Responds to NRC 790316 Itr r« deviation noted in QA program 
Insp Rept 99900116/79-01 Requests addl 30 dags to comply. 

WRIOHTjH 0 Bunkei — Ramp Corp . Amphenol North America Div 

79/03/30 ip 


—7907130369 Forwards QA Program Iftsp Rept 99900116/79-01 on 790220-23 
U notice of devtatlnn 

POTAPOVS. U Region 4. Dallas. Vendor Inspsctlon Branch. 

79/03/16, 2pp 


— 7907130370 Notice of deviation from Insp on 790220-23 

♦ Region 4. Dallas. Vendor Inspection Branch 79/03/J5 Ip 


—7907130372 QA Program Insp Rept 99900116/79-01 on 790220-83 
Noncompliance noted QA dept porsonnel had not received 
specific auditor training 

AGEE. J R . HUNNICUTT. D M Region 4. Dallas. Vendor InspectiQi^ 

Branch 79/03/15 lOpp 


7907130335 Forwards QA Program Insp Rept 99900505/79-02 on 790409-13 
No noncompl 1 ance noted 

PDTAPOVS.U Region 4. Dallas. Vendor Inspection Branch 

79/04/27 2pp 


—7907130349 OA Program Insp Rept 99900505/79-02 on 790409-13 No 
none omp 1 iance noted Major areas inspected implementation of 
topical rept GTR-lOOl re design inputs, design corrective 
action 6 product acceptance 

COSTELLO. J R , DROWN, R L . HALE. C J Region 4, Dallas. Vendor 

Inspection Branch 79/04/26 I4pp 


7907190732 Forwards QA Program Insp Rept 99900059/79-01 on 790417-19 
No noncompliance noted 

POTAPOVB.y Region 4. Dallas. Vendor Inspection Branch 

79/05/08 2pp 


—7907190742 QA Program Insp Rept 99900058/79-01 on 790417-1? No 
nonciompl lance noted Major areas Inspected implementation of 
10CFR50 App D. Including design verl fication. computer program 
weld heat 

KELLEY, W D . WHITE9ELL, D E Region 4. Dallas, Vendor Inspection 

Branch 79/05/07 lOpp 


7907230095 Ac k receipt of 790831 Itr Informing NRC of stops taken to 
correct dovlatlo-n noted In QA Program Insp Rept 
99900519/79-02 

PQTAPQVSi U Region 4. Dallas. Vendor Inspection Branch 

79/06/15 Ip 


—7907230059 Responds to NRC 790503 Itr re deviation noted in OA Projrio 
Insp Rept 99900519/79-02 Corrective actions log established 
to Include action items from all verification meetings b 
program procedure prepared for sys descriptions 

BALD. C E Bechtel Power Corp (subs of Bechtel Corp ) 79/OS-/3J 

18pp 


— 7907230061 Forwards QA Program Insp Rept 99900519/79-02 on 790409-13 
notice of deviation 

POTAPPVSiU Region 4. Dallas. Vendor Inspection Branch 

79/05/03 2p p 


““790723O067 Notice of deviation from insp on 790409-13 

» Region 4. Dallas, Vendor Inapection Branch 79/05/03 Qfp 


—7907230074 QA Program Insp Rapt 99900519/79-02 on 790409-13 
Noncompllanca noted log for unresolved issues it positive 
closure eys not established as required bu project 
procedures I* personnel not adequately trained 

HALErC J , BRICKLEY, R H . JDHNSDNi J M Region 4. Dalle*. Vendor 

Inspection Branch 79/05/03 19pp 


7907230206 Ack receipt Of 790608 Itr informing NRC of steps taken to 
correct devlatons noted in oA Program Insp Rept 
99900401/79-02 

PDTAPOVS.U Region 4. Dallas. Vendor Inspection Branch 

79/06/10 Ip 


— 7907230291 Responds to NRC 790510 Itr re deviation noted In QA Progrea 
Insp Rept 99900401/79-02, Corrective actions* QC corrective 
action log updated to indicate status of corrective action 
audit records 6 log book to be reviewed monthly 
ETHERIDGE. N R Combustion Engineering. Inc 77/06/08 2pp 


—7907230297 Forwards QA Program Insp Rept 99900401/79-02 on 790423-27 fc 
notice of deviation 

PDTAPOVS.U Region 4. Dallas. Vendor Inspection Branch 

79/05/10 2pp 


— 7907230302 Notice of deviation from insp on 790423-27 

a Region 4, Dallas. Vendor Inspection Branch 79/05/09 Ip 


—7907230300 QA Program Insp Rept 99900401/79-02 on 790423-27 
Noncompl ianca noted’ some audit repts undated it two different 
corrective action repts assigned same ID number 
HALE.C.J, OROWN.R L, . COSTELLO. J R Region 4, Dalla*. Vendor 

Inspection Branch 79/05/09 25pp 
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7907230730 Forwards OA Program Insp Rcpt 99900502/79—02 on 790307—11 No 
noncomp 1 iance noted 

PaTAPOVSi U Region 4, Dallas^ Vendor Inspection Dranch 

79/05/25 2pp 


— 7907230736 QA Program Insp Rept 99900502/79-02 on 790507-11 Wo 
noncomp 1 i ante noted Major areas inspected implementation of 
IOCFR50j App D S< Topical Rept □2<R-002Ai including design 
change control t action on previous insp findings 
ANDERSQNi D 0 . HALEi C J Region 4> Dallasi Vendor Inspection 

Branch 79/05/23 Bpp 


7907240261 Ac It receipt of 790612 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900307/79-01 

POTAPOVBi U Region 4 j Dollas. Vendor Inspection Branch 

79/06/29 Ip 


—7907240262 Responds to KRC 790522 Itr re devialton noted in QA Program 
Insp Rept 99900307/79-01 Corrective actions QA manual 
clarifications ro use of tool s. instruments « gages. measuring It 
testing devices will be completed within 30 dags 
PAKCIERAiN Litton Bioneticsi Inc (subs of Litton Industries. 

Inc > 79/06/12 Spp 


—7907340263 Forwards QA Program Insp Rept 99900307/79-01 on 790409-13 I* 
notice of deviation 

POTAPOVS. U Region 4. Dallas. Office of the Director 79/09/22 

app 


—7907240264 Notice of deviation from insp on 790409-13 

* Region A. Dallas. Vendor Inspection Dranch 79/05/21 Ip 


—7907240265 QA Program Insp Rept 99900307/79-01 on 790409-13 
Noncompliance noted all tools, gauges Sc instruments used In 
mfg activities not callbr It pressure gauges not clearlij 
marked 

SWTTON.V W . WHITESLLL. D E Region 4i Dallas* Vendor Inspection 

Dranch 79/05/21 7pp 


7907250090 Forwards QA Program Insp Rapt 99900040/79-01 on 790409-12 
No noncompliance noted 

POTAPOVS. U Region 4. Dallas* Vendor Inspection Dranch 

79/05/02 23pp 


—7907250102 QA Program Insp Rept 99900048/79-01 on 790409-12 No 
noncompl lance noted Major areas inspected implementation of 
lOCFRSO criteria & applicable codes stda. Including mgt 
meet Ing. inspector interface !< mfg process control 

HUNTER. V Hi WHITCSELL. D E Region 4. Dallas. Vendor Inspection 

Branch 79/04/28 2pp 


7907250149 Forwards QA Program Insp Rept 99900116/79-01 on 790507-09 
No none omp 1 iance noted 

POTAPOV 81 U Region 4. Dallas. Vendor Inspection Dranch 

79/05/21 2pp 


— 79072S0154 QA Program Insp Rept 99900110/79-01 on 790507-09 No 
none omp 1 iance noted Major areas inspected implementation of 
ID'CFRSO App D S< applicable codes l< stds l< vendor 
action on previously identified items 

KELLEV.M D . VJHITEEELLiD E. Region 4, Dallas. Vendor Inspection 

Branch 79/05/17 i2pp 


7907250190 Ack receipt Of 790510 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900293/79-01 

PDTAP0V5»U Region 4. Dallas* Fuel Facility it Materials Safety 

Dranch. 79/06/03, Ip 


—7907250192 Responds to NRC 790423 Itr re deviation noted in QA Program 
Insp Rept 99900293/79-01 Corrective actions weld procedure 
H3-BA-6 revised I* roqualifled to include tighter control of 
interpass temp 

CAPRDN.L P Oulf It Western Industries. Jnc 79/05/10 2pp 


—7907250193 Forwards QA Program Insp Rept 99900293/77-01 on 790326-30 It 
notice of deviation 

POTAPOV 8 .U Region 4. DalUs. Vendor Inspection Dranch 

79/04/23. Ip 


—7907250196 Notice of deviation from Insp on 790326-30 

a Region 4. Dallas. Vendor Inspection Dranch 79/04/19 2pp 


“-790723D197 QA Program Insp Rept 99900293/79-01 on 790326-30 
Noncompliance noted welding procedure gas flow rate not 
maintained as required. Spec if ic weld metal deposit it flux 
Identified in procedure qualification record 

SUTTON. sJ W j WHITE 8 EUL 1 O E Region 4* Dallas. Vendor Inspection 

Dranch. 79/04/19 5pp 


7907250320 Ack receipt of 790511 tt 0613 Itrs informing NRC of steps 
taken to correct deviation noted In QA Program Insp Rept 
99900113/79-01 

SEYFRtT. K V Region 4. Dallas. Office of the Director. 79/06/22 
IP 


— 7907250334 Responds to NRC 790601 Itr re deviation noted in QA Program 
Insp Rept 99900113/79-01 Corrective actions manager of 
engineering sves instructed employees to ensure that all 
documents are complete pTior to filing 

UELT.Q International Telephone & Telegraph Corp 79/06/13 6 pp 


—7907250339 Responds to NRC 790601 Itr re deviation noted in OA Program 
Insp Rept 99900113/79-01 Corrective actions manager of 
engineering sves has been roplacod Std L procedures engineer 
hired to maintain std 6 procedures 

NELTiO I ntornationa 1 Telephone & Telegraph Corp 79/03/tl 3pp 


— 7907250347 Ack receipt of 790511 Itr Requests addl info re steps taken 
to correct documents referred to in Item A of notice of 
deviation 

SEVFRIT.K V Region 4. Dallas. Office of the Director 
79/06/01 ip 


—7907250355 Forwards QA Program Insp Rept 99900113/79-01 on 790220-23 6 
notice of deviation 

8 EYFRIT.K V Region 4* Dallas. Office of the Director 
79/04/10 2pp 


—7907250360 Notice of deviation from insp on 790220-23 

* Region 4. Dallas. Office of the Director 79/06/26 2pp 


—7907250367 QA Progra 4 n Insp Rept 99900113/79-01 on 790200-23 
Noncompliance noted failure to take committed corrective 
actions relative to Insp Rept 78-01 

FOSTER. W E . KUNNICUTT. D M Region 4. Dalles. Office of the 
Director 79/03/26 6 pp 


7907250540 Ack receipt of 790524 Itr Informing NRC of steps taken to 
correct unresolved item noted In QA Program Insp Rept 
99900404/79-02 

POTAPOVa.U Region 4* Dallas. Vendor Inspection Branch 

79/06/07 Ip 


—7907250553 Responds bo NRC 79Q426 Itr re unresolved item noted in QA 
Program Insp Rept 99900404/79-02, Correct 1 ve actions 
investigation of effects of valve d i screpancy . notl f 1 cat i on 
of customer s. correction of drawings 6 OA surveillance 
JACOBI. M M WestinghouSB Electric Corp PA8''EJH-79~131 
79/05/24 4pp 


7907250558 Ack receipt of 790529 Itr informing NRC of steps taken to 
correct finding noted in QA Program Insp Rept 
99900017/78-02 

POTAPOVS. U Region 4* Dallas. Vendor Inspection Branch 

79/06/12 ip 


—7907250561 Responds to NRC 790402 it 701219 Urs re finding noted in OA 
Program Insp Rept 99900017/7B-02 Corrective actions weld 
test specs & procedures changed 8 * personnel alerted of 
problem 

8CHWAD.0 Dravo Cerp. 79/05/29 Ip 


7907250563 Ack receipt of 7906614 Itr Informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900004/79-02 

POTAPDVS.U Region 4. Dallas. Vendor Inspection Branch. 

79/06/20 Ip 


•7907250569 Responds to NRC 790426 Itr re deviation noted ill QA Program 
Insp Rept 99900 OO 4 / 79 -OS Corrective actlons.QA review of 
analytical chemistry lab procedures will accomplish desired 
degree Of control w/o conversion of those procedures 
RICKARD. C L General Atomic Co. {subs of Gulf Oil Corp 1. 

79/06/14 Ip 


7907260010 Ack receipt of 790615 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900266/79-01 

PDTAPOV 81 U Region 4. Dallas* Vendor Inspection Branch 

79/06/28 Ip 


— 7907260029 Responds to NRC 790530 Itr re deviation noted in QA Program 
Irtsp Rept 99900266/79-01, Correc tive act Ions, uelder a reminded 
of emergency lys group requirement l< weld procedure 
evaluated Ic revised. 

MCDERMOTT. R J Rockwell International Corp 79/06/15 2pp 
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*"7907240045 QA Frojran Irt«p Rept ^99002fct/79‘-Ol ot\ 790430-0902 

Si notice of rffvtation 

POTAPOVS. U Region 4. DalU*. Vendor Inspection Oranch 

79/05/30 Zpp 


—7907240031 Wot Ice devldMof> fcon insp on 790430-0902 

* Region 4» Pallas. Ol^ice of the Ditectcv 79/05/29 Ip 


7907100064 Re9 Ooida 1 fa« •' lv\d 9 pe«donce IlBtuiicn UDdundanfc Stiiirdb^ 
(Onwite) PDti»®r 9nv)TcS»« Qet^Joon Thaif 01 strlbut Un 6g> " 

* Office of etandartfe Devalopmant 72/12/31 2pp 


7907100073 Rog Ould® 1 8#R®vlslon IR. •Tarsonnai OeUctJon h 
* Office 0f Standards JJ^velopw^nt 77/09/31 Spp 


—7907240090 OA Program In#p Rept 9990026 6/79-01 on 790430-0302 
WOnc onp I tanc e noted failure to ueld per specified amperage 
range 

HUNTER/ V H . WHirES£UL/0 E Region 4. Dallas, Vsi^dor Inspection 

Branch 79/Q5/2'> 5pp 


7907260100 Ack receipt of 790521 fc 0611 Ur» informing KRC of steps 
talren to correct deviations noted in OA Program Insp Rept 
99900100/79-01 

POTAPOVS. 1/ Region 4. Dallas, Vendor Inspection Branch 

79/04/21 Ip 


7907100073 Reg Oolda 1 lO/RovlnioP 1 j "Hfic hanico ] (Cadu/nld) Bpllcv* iri 
Reinforcing Bars of Catogory I Concrete Btructures " 

* Office of Standards Development 73/01/02 3pp 


7907100077 Reg fluid® 1 13i Revision 1/ 
EarlhqooJtes " 

a Office of Standards Development 


’'instrumentation for 
74/04/30 3pp 


7907100079 ’'Ftvr Oor’wdnt'* issue t>f Rbfl Guide t 13, Revision li "Openl; 
Fuel Storage Facility Daslgn Dosis ” 
a Office of Standards Devel opmoiit 73/J2/31 3pp 


—7907240114 Responds to HRC 790426 Ite re deviation noted in QA Program 
Insp Kept 999QQ10Q/79-Oi Corrective actions welding uilll be 
performed l« data will be maintained to furnish evidence of 
persQTiTifl ^.uaJ i fications 

CROOME, K Liml torque Corp 79/06/11 2pp 


—7907240130 Ack receipt of 790521 Itr informing NRC of steps taken to 
correct deviation noted in OA Fropram Insp Rept 
99900100/79-01 

FOTAPDVg, U Region 4» Dallas. Vendor Inspection Branch 

79/04/01 Ip 


7907240138 Responds to NRC 790424 Itr re deviation noted in OA Program 
In»p Rfpt 99900100/79-01 Corrective actions weldinp 
procedure will be revised & uelder in process of being 
qual i f ird 

GRCKWE. K Limi torque Corp 79/03/21 2pp 


79071000B3 “For Comment" issue of Rog Ouldu 1 14,Revlelon !■ "Riftclor 
Coolant Pump Flgupheel Integrity 

a Office of Standard* Development 7d/<JQ/3l 4pp 


7907100066 Reg Ootde 1 15, Revision Ir "Testing of Reinforcing Ban for 
Category t Concrete StrOcturoo '' 

♦ Office Of Standards Dovolopmont 72/12/20 2pp 


79071000SS "For Comment*' issue of Reg fluldo i 16# Revision 4, "noportiiif 
of Operating Info - App A Tech Specs " 

« Office of Standard* Development 75/0P/31 I9pp 


7907100091 Reg fluid® \ 17, "Protett ion of Wuclear Power Plant* Agatmt 
Industrial Sabotage " 

e Office of Standards Development 73/06/30 2pp 


—7907240144 Forwards QA Program Insp 
It notics of deviation 
POTAPOVS, V Region 4, Dai las j 
79/04/26 5pp 


Rept 99900100/79-01 on 790326-29 
Vendor Inspection Branch 


7907100090 Reg fluid® I 19, Revision li 
Primary Containment Liner Weld* “ 

* Office of Standards Development 


"Nondestructive Examination of 
7S/0Q/U 4pp 


— 7907860147 Notice of deviation from insp on 790326-29 

* Region A, Dallas. Vendor Inspection Branch 79/04/84 Ip 


—7907260158 OA Program Insp Rept 99900100/79-01 on 790326-29 
None omp 1 lance noted failure of welding control procedure to 
provld* parameters necessary for fiNAW t GNAW control 6 
failure to maintain records of welder qual I ficatlon 
aiERrR e . AOEE. J R , KUNNlCUTTrO H Region 4, Dallas, 

Inspection Branch 79/04/24 J6pp 


Vendor 


7907100101 Reg fluid® 1 20i Revision 8, "Compr ehenpl VP VlbrallDn 
Assessment program for Reactor Internals During 
Preoperational & Initial Startup Testing " 

* Office of Standard* Development. 76/05/31 Qpp 


7907100104 Reg Guide I 21i Revision i, "Moasuring, Evaluatinfl << RaporiJrfkg 
Radioactivity in Solid tiaste h Roleates of Rodioactive HatU 
in Liquid It Oassouo Effluents from Light Water Cooled 
Nuclear Power Plants " 

# Office of Standards Development. 74/06/30 filpp 


RECCD regulatory GUIDES 


7904210407 Camments on proposed Revision 2 to Reg Guide 1 8 request* 
txttniioh of comment period for at least another 30 days du® 
to Involvement lo THI Incident ^ 

TERPiLAK.rt 5 American Board of Health Physics 79/04/20 Ip 


7907090241 Nofeifitatlon of intent to use respiratory 
equipment in accordance w/Reg Guide 0 IS ’ 

U18S1NK,R 0 3tt Co,, Minnesota Mining It Mfg Co 


protective 

79/06/05 


IP 


Rej Guide 1 1, "Nat Positive auction Head for E/neroencu Core 
if Containment Heat Removal flys Pumps, " 
e of Standards Development 70/li/02 Ip 


7907I0004P Reg Guide 1 1, 
Cooling L 
* Offic 


7907100050 R.g Oald. 1 8. -Th.r»,I shock S,„to, Pr«.ur, 
d OdfJc, 0, Sf.nd.rd, Dtv.lopih.nt 70/IJ/08 2pp 


. ^ Rjdlolagical Consequence* of LOCA for BUR '■ 

Office of Standards Development 74/06/30 I2pp 


790710005Q Reg 
Radlolog leal 
» Office of 


Guide 1 4, "Assumptions Used for 
Consequences of LOCA for BWR '* 
Standards Development 74/06/30 


Eveluating Potential 

App 


7907100039 Reg 
Radlolog ical 
BWR* " 

* Office of 


Guide I 5, "Aisumptions Used for 
Consequences of Steam Line Breat 

Btandardi Development 71/03/10 


Evaluating Potential 
AetJdant for 

4pp 


790/100100 Reg Guide I 22, "Periodic Tatting of Protection Ey* 
Actuation Functions " 

* Office of standards Development 72/02/17. 3pp 


7907100112 Rog Guide 1 23, "Onsite Meteorological Program* " 
* Office of Standards Davelopmont, 7S/08/17 6pp. 


7907100113 Reg Guide i 24, "Aisumptlpn* Used for Evaluating Potential 
Radiological Convequences of pw« Radioactive Ga* Storage 
Tank Failure " 

« Office of Standards Development 72/03/23. 6pp 


7907100118 Reg Guide 1 25, "Assumption* Used for Evaluating potential 
Radiological Consequences of Fuel Handling Accident In Fuel 
Handling h Storage Facility for BWR* & PWR8 
* Office of Standard* Development 78/03/23 lOpp 




Group Classifications !< 8tds for Water, Bteam l< Radloactivo 
M Components of Nuclaer Power Plants.*' 

Office of Standards Davelopment, 76/02/89, 3pp 


U r . ^.oin/nen* .vbv« mt n« 

Heat 81nh for Nuclear Power Plants 
Office of Standard* Development 


vv4gir 




76/01/31 5pp. 


Cemmenf' Issue of Reg Guide I 88, Revision 1, 
Program Requlremente (Design St Conatl. 

♦ Office of Standards Development. 78/03/31 2pp, 


'*QA 


T.iuiroa «HGl»>.m.nts for In.tauat|pn.ln*p 

I ^ instrumentation St Electric Eoulpment " 

Office of Standards Development 72/08/11. ip 
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770710013a Reg Ouida 1 31 # Ravi si on 3, "Control ot Ferrita Content in 
SteinlosK Steel Weld Metal " 

* Office of Standards Development 78/04/30 Spp 


7907100141 Reg Guide 1 32 j R evision "Criteria for Safety-Related 
Electric Power By* for Nuclear Poiaor Plants " 

» Office of Standards Development 77/02/S8 3pp 


7907100144 Reg Ouide 1 33# Revision 5# "OA Program Rectuire/nent s 
{Dperationl 

H* Office of Standards Development 7B/02/2B 7pp 


7907100147 Reg Guide 1 34i "Control of Electroslag Held Properties “ 
# Office of Standards Development 72/12/20 Spp 


7907100149 Reg Guide 1 S3#Revlslon 2# "Inservlce Inep of Ungrouted 
Tendons in Prestressed Concrete Containment Structures " 

* Office of Standards Development 76/01/31 4pp 


790710D1S2 Reg Guide 1 36# *‘Nonmetal 1 Ic Thermal Insulation for 
Austenitic Stainless Steel " 

■» Office of Standards Development 73/02/53 3pp 


7907100107 Rag Guide 1 37# "QA Requirements for Cleaning of Fluid Sys tc 
Associated Components of Water Coaled Nuclear power Plants '* 
o Office of Standards Development 73/03/16 2pp 


79071001SB Reg Guide 1 3Bi Revision 2# "QA Requirements for Packaging# 
5h i pplng # Rcc e iving# Storage it Handling of Items for Water 
Cooled Nuclear Power Plants " 

« Office of Standards Development 77/0S/31 2pp 


7907100163 Reg Guide 1 39# Revision 2# "Housekeeping Requirements fer 
Hater Cooled Nuclear Power Plants " 

• Office of standards Development 77/09/30, 2pp 


7907100166 Reg Guide 1 40# "Qualification Tests of Continuous Duty 
Motors Installed in Containment of Hater Cooled Nuclear 
power Plants " 

» Office of Standards Development 73/03/J6 Ip 


7907100171 Reg Guide 1 41# "Preoporat 1 onal Testing of Redundant Onsite 
Electric Power Sys to Verify Proper Load Group Assignments " 
a Office of Standards Development 73/03/16 2pp 


7907100174 NRC has withdrawn Reg Guide 1 42#Rcvlsion I# "Interim 
Licensing Policy on as Low as Practicable for Gaseous 
Radioiodine Releases from Light Water Cooled Nuclear Power 
Reactors " See Reg Guides 1 109# 1 I 1 1 !< 1 112 for guidance 
MINDQUE<R D Office of Standards Development 76/03/10 ip 


7907100178 Reg Guide 1 43i "Control of Stainless Steel Weld Cladding of 
Low Alloy Steel Components " 

* Office of Btandords Development 73/0D/31 3pp 


79071001S2 Reg Guide 1 44# "Control of Uso of Sensltlied Stainless 
Steel " 

« Office of Standards Development 73/05/31 3pp 


7907100103 Bog Guide 1 45i "Reactor Coolant Pressure Doundary Leakage 
Detection Sys " 

* Office op Standards Development 73/03/31 4pp 


7907100189 Reg Guide 1 46# "Protection Against Pipe Whip Inside 
Containment " 

* Office of Standards Development 73/03/31 4pp 

7907100191 Rog Guide 1 47# "Bypasses & Inoperable Status Indication for 
Nuclear Pouer Plant Safety Sys " 

a Office of Standards Development 73/03/31 3pp 


'9O710019D Reg Guide 1 4B# "Design Limits it Loading Combinations for 
Seismic Category 1 Fluid Bys Components " 

-t Office of Standards Development 73/05/31 Spp 


7907100197 Rag Guide 1 49# Revision l< "Power Levels of NucUor Power 
Plants " 

* Office of Standards Development 73/12/31 2pp 

7907100199 Rag Guide 1 30# "Control of Preheat Temp for Welding of Low 
Alloy Steal " 

♦ Office of Standards D» '*lopinent 73/05/31 2pp 

79Q710020S NRC has wtthorawA Reg Guide i ui# "InserVice Insp of ABhE 

■Code -Class S 8< 3 Nuclear Power Plant Components " Guidance 

is incorporated in A8NE Boiler i< Pressure Vessel Code 
Section }(lil974 edition# currently roferenced in licensing 
a Office of Standards Development 75/07/15 Ip. 


7907100211 Reg Guide 1 52# Revision 3, "Des igo# Te sting & Maint Criteria 
for Post'^Ac c idont Engineered Safety Feature Atmosphere 
Cleanup Bgs Air Filtration & Absorption Units of Light Water 
Cooled Nuclear Power Plants " 

a Office of Standards Development 70/03/31 Spp 


7907100213 Reg Guide I 33» "Application of Single Failure Criteria to 
Nuclear Poorer Plant Protection Sys " 
a Office of Standards Development 73/06/30 Spp 


7907100315 Reg Guide I 54# "QA Requirements for Protective Coatings 
Applied to Water Cooled Nuclear Power Plants " 

« Office of Standards Development 73/06/30 2pp 


79071DD21S Reg Guide I 33. "Concrete Placement in Categury 1 
Struc tures " 

* Office of Standards Development 73/06/30 Spp 


7907100220 Reg Guide 1 57# "Design Limits fc Loading Combinations for 
Metal Primary Reactor Containment Sys Components " 

♦ Office of Standards Development 73/06/30 6pp 


7907100224 Reg Guide i SB. "Qualification of Nuclear Power Plant Insp. 
Examination S< Testing Personnel “ 

* Office of Standards Development 73/0B/31 2pp 


7907100235 Reg Guide t 59# Revision 2# "Design Basic Floods for Nuclear 
Power Plants " 

* Office of Standards Development 77/06/31 66pp 


7907100227 Rug Guide 1 60# Revision I# "Design Response Spectra for 
Seismic Design of Nuclear Power Plants " 

* Office of Standards Development 73/12/31 6pp 


7907100231 Reg Guide 1 61# “Damping Volues for Seismic Design of 
Nuclear Power Plants 

«» Office of Standards Development 73/10/31 2pp 


7907100233 Rug Guide 1 62# "Manual Initiation of Protective Actions " 
* Office of Standards Development 73/10/31 2pp 


7907100240 Reg Guide l 63# Revision 2. "Electric Penetration Assemblies 
in Containment Structures for Li ght‘-l4ateT**CoD 1 etS Nuclear 
Power Plants " 

♦ Office of Standards Development 70/07/31 3pp 


7907100242 Reg Guide 1 64# Revision 2# "OA Requirements for Design of 
Nuclear Power Plants " 

* Office of Standards Development 76/06/30 Spp 


7907100246 Rog Guide 1 65# "Metis L Insp for Reactor Vessel Closure 
Studs " 

•* Office of Standards Development 73/01/31 4pp 


7907100230 NRC has withdrawn Reg Guide 1 66# "Nondestructive 
Examination of tubular Products " Guide was supplemental to 
ASME Code for tubular prod ucts# whlc h has now incorporated 
Guide's Important regulatory positions 

MINOQUE.R B Office of Standards Development 77/09/20 Ip 


7907100253 Reg Guide 1 67# "Installation of Overpressure Protection 
Devices. " 

e Office of Standards Development 73/10/31 2pp 


7907100237 Reg Guide 1 6Q# Revision 2j "Initial Test Programs for Water 
Cooled Nuclear Power Plants " 

« Office of Standards Devalopnent. 70/08/31 23pp 


7907100261 Reg Guide 1 60 1# Revision I# "Preoperat 1 nna 1 1# Initial 
Startup Testing of Feeduoter it Condensate Sys for DWP Power 
Plants " 

e Office of Standards Development 77/01/31 3pp 


7907100265 Reg Guide 1,68 2# Revision I# "inicial Startup Test Program 
to Demonstrate Remote Shutdown Capabllty for Hater Cooled 
Nuclear Power Plants 

e Office of Standards Development 78/07/31 3pp 


7907100274 Reg Guide 1 69j "Concrete Radiation Shield* for Nuclear 
Power Plants " 

« Office of Standards Development. 73/12/31 2pp. 


7907100275 Reg Guide 1 71# "Welder Qualification for Areas of Limited 
Accesilb 1 1 1 ty. " 

» Office of Standards Development 73/12/31, Spp 
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750MCC2j:o ftrg I 74, "QA Ternj Definitions *’ 

• Offici of StArtiariJs De 74/02/2B Ip 


7907100366 Peg Guide 1 lOOr liovi«tui\ i, ''SDlamic Qu« I 1 f * c I on of 
Electric Equlpnenfc for Nutlear Ptiumr Pianti '■' 

* Qffico of StandArds DevdopmoTit 77/00/31 Ppp 


/t'u/icOS'?? (?Lnde I 76< ‘‘Oesijn Basis Tornado for Nuclear Power 
PUnts - 

* Office of Standards Development 74/04/30 3pp 


Reg Guide t 77# “Ajsu'ip tion» Ll*ed for Evaluating Control Rod 
Eiicticn AcCid»nt for pWRs " 

• Office of Standards Development 74 / 05/31 Ilpf 


7957100^01 Rig Cuide I 70, “As Sunp t ions Used for Evaluating 
K4& 1 tab 1 1 1 tq gf Nuclear Power plant Control Room During 
Postulated Maiardoui Chemical Release " 

* Qffit* of Standard* Development 74/06/30 lOpp 


7907100372 Reg Ogldo 1 lo2< Re^/i*! bn I, "Flftod Prcitactlpn for Nudtir 
power Plants " 

a Office of Stofiddrds Dovolopmont 76/09/00 Opp 


7907100377 Reg Guide 1 toO/ReVleion 1< "Po^t-Ton# loriuiJ Praeifasi-irg 
for Contrate Reactor Vessels & Contal noient s " 

# Office of Standard* Oevolopmenfc 76/lO/Dl 4pp 


7907100333 “For Comment'* issue of Rofl Guide 1 i04 "Dvariiearf Cran* 
Handling 3gs for Nuclear Power Plants," 

* dffica of Standards Development 76/08/30 iOpp 


7517100310 Reg Guide I 60. "Preopirallnnal Testing of 0pstat4&nai Air 
Syj “ 

* Office of Standard* Development 74/06/30 iyy 


7907tC03l4 Reg Guide 1 Bl. Revision 1, “Shared Emergency fr Shutdown 
Electric Sg* for Multl~i;nlt Nuclear Power Plants ' 

» Office of St^andard* Development 73/01/31 app 


79Q71003B6 Reg Guide 1 lOSi Rovis 1 oii !• "Inslromant Oolpoiiit* 
« Office of Standards Development 76/11/30 Spp 


79Q7100392 Reg Guide 1 106« Revision I* "Thermpl Ovarlmnf rt'Ptactlon let 
Electric Motors on Motor^Operatod Valve* ** 

* Offlco of Standards Development 77/03/31 8pp 


7507|C03i7 Reg Guide 1 83. Revision j. "jnsarvjcp Jnsp of PUft steam 
Cenerptar Tubes " 

* Office of Standards Development 73/07/31 5pp 


7907100394 Reg Guide 1 1074 Revision "QUal I f far CaPient 

Grouting for Frestressing Tendon* if> Contalnivenit 
Structures '* 

* Office of Standards Development 77/oa/SQ 7pp 


7907100321 Reg Guide 1 86> "Terriinatlon of Operating Licenses for 
Nucleer Reactor* ” 

» Office of Stenderds Development 74/06/30 5pp 


7907100123 Reg Guide 1 80. Revision 2, 
Nuclear Power Plant OA Records “ 

* Office of Standards Development 


"Collection, Storage Maint of 
76/10/31 ipp 


• Office of Standards Development 74 / 11/30 gpp 


7907ICG329 r ,9 quu* i 9o.Revisioh i. "Insewiee Insp of Prestres*ed 
ContalnmeMt Structures w/Grouted Tendon* ** 

Office of standards Development 77/0Q/31 igpp 


7907100397 Reg Guide I 10B» Revision Ir 'Terlodic Tasting of Diaeai 
Generator Units Used a* Onsite Elocfcrlc Power D9* at Nuclear 
Power Plants.*' Errata sheet end 

* Office of Standards Development 77/00/31 Dpp 


79071004QI Reg Guido 1. 109i Revi * ion I4 *'Calculati on tif Annual PQ*ei le 
Man from Routine Releases of Reactor Effluents for 
Purpose of Evaluating Compliance w/lOCFRDOi App 1 *' 

* Office of Standard* Development, 77/10/31 nOf{>, 


7907100403 "For Comment:*' issue of Reg Ouido 1 HO* 
Analysis for Radwaste 8ys for Light Water Cooled 
Power Reactor* " 

« Office of Standards Development 76/03/31 


'*Ct>*t/]leii«*n 

Nuc 1 eaT 
09pp 


« Coment* issue of Reg Guide i 9i. Revision 1, 
Evaluetions of Explosions Postulated to Occur on 
franiportatlon Routes Near Nuclear Power Plants '• 

Office of Standards Development 78/05/26 6pp 

Office of Standards Development 76/02/28 Opp 

7W100337 R,, |uid, I ?3 -AvaiUbllUv o4 El.ctric Oou.r Source, " 
Office of Stendorei Devtlopncnt 74/IS/3I Ofp source, 

ISS V sS:iSrir£SS 

* Office of Standards Development 76/04/30 2pp 

* Office of Standards Development 77/01/31 6pp 

7907100349 Reg Guide 1 9 Aj c 4 nn < 

Velv, Leito’. Controi^su^ eor'sHR Nucitli’S °* “Jl" f*'*" 

'ToToXirHVr “'-'--"‘'tlon 40. Ui,u w.c„ 

Ourin, (, Foii.uin, AcciCJ Condltioo. 

* “"•‘e 04 Steoecs. o,v„o4«.„t 

T9D710O358 R#e Guide i on «a 
;.4...2,.c.. con..,uo„c;. 

0//Jce of Standard* Deveiopment. 76 / 03/31 6pp 
Rae Guide j wo < 


* xij.KBvision J4 "Method* for 

o*? Transport 6 Dispersion of Gaseou* Cffluanbi in 
Routine ftoUases from Ulght-Water-Coi led Reactor* ’■ 

« Office of Standards DaveUgment 77/07/31, £?4pp 

“Oeltul.tioi, 04 tmioAoe. o. 

IJoht u.f^ ? *? 1 *' ‘-‘lUlil E44lMont, f.om 

eight Water Cooled Power Reactor* « 

» Office of Standards Development 76/04/30 I3pp 



♦ Office of Standards Develpptnent 77/04/30 S&pp 


907110094 Reg Guide I U3, Revision I4 
Turbine MjssiJe*, 
Office of Standards Development. 


'"Protection Against 
77/07/31, 


^lniuintloS,?niJWJitinn'^if R^qwlroment* for 

7907uoio 4^„., ■•T«rn*du^0..i«n Cl... , ficeu.u 

^^oui?'fc*’prJ|,c?{^n *^l4fl.ff«vl,lon B, "Purlodlc T„tlns o# CUetrli 
' Office Of Standard* Development 70/06/30 3 pp, 

r 


0 flee of atandards Development, 77/06/23. 




0»44c. o4 


*'ir«Be* for Pluggtn. 
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7907) 10133 Re-9 Outde 1 12Si Rovl g ion 1» "De-ve 1 opment of Floor De^isn 
ftespanse Spectra for Sei#mic Design of Floor-Supported 
Equipment or Components '* 

• Office of Standards Development 78/02/28 4pp 


7907110140 Reg Guide 1 ISdincvlsion i« "Sve Limits t< Loading 
Comb 1 net Ions for Class 1 Linear-Type Component Supports ’* 
e Office of Standards Development 70/01/31 d>pp 


79071 10144 Reg Guido I 126. Revision I, "Acceptable Model it Related 
Statistical Methods for Analysis of Fuel Denoi f icati on " 
e Office of Standards Development 78/03/31 5pp 


7907110147 Reg Guide 1 127. Revision 1. "Insp of Water-Control 
Structures Associated W/Nucloar Pouer Plants *' 

» Office of Standards Development 78/03/31 Bpp 


7907110155 Reg Guide 1 129iRevision 1. "Malnt. Testing h Replacoment of 
Large Lead Storage Qatteries for Nuclear Pouier Plants " 

» Office of Standards Development 78/02/28 Spp 


79O711015B ^’For Camment" Issue of Reg Guide 1 131. "flual i f I cat ion Tests 
of Electric Cables. Field Splices & Connections for 
Light Water Cooled Nuclear Power Plants *' 
ft Office of Standards Development 77/08/31 4pp 


7907ll01i>t *'For Comment" Issue of Reg Guide 1 132. "Bite Investigations 
for F-oundatlons of Nuclear Pouer Plants " 
ft Office of Standards Development 77/09/30 30pp 


7907110168 "For Comment" Issue of Reg Guide 1 133. "Loose Part 
Detection Program for Primary Sys of Light Water Cooled 
Reactors " 

ft Office of Standards Development 77/09/30 6pp 


7907110173 "For Comment" issue of Reg Guide 1 135. "Normal Hater Level 
Discharge at Nuclear Power Plants " 
ft Office of Standards Development 77/09/30 Spp 


7907110181 "For Comment" issue of Reg Guide 1 137. "Fuel-011 8ys for 

Standby Diesel Generators " 

ft Office of Standards Development 78/01/31 4pp 


7907110184 "For Comment" issue of Reg Guide 1 I30i "Lab Investigations 
of Soils for Engineering Analysis & Design of Nuclear Power 
Plants " 

ft Office of Standards Development 78/04/30 ISpp 


7907110190 Reg Guide 2 1. "Shield Test Program for Evaluation of 
Installed Slological Shielding in Research & Training 
Reactors " 

ft Office of Standards Development 73/05/31 3pp 

7907110193 Reg Guide 2 2. "Development of Tech Bpecs for Experiments In 
Research Reactors " 

ft Office of Standards Development 73/11/30 4pp 


7707110204 Reg Guide 2 QjRevision i. "Quality Verification for 
Plate^Type U-Al Fuel Elements for Use in Research Reactors " 
ft Office of Standards Development 76/07/31 3pp 


7907110214 Reg Guide 2 4.R«vlsion 0-R. "Review of Experiments for 
Research Reacturs " Front page reissued May 1977 
ft Office of Standards Development, 76/07/31 6pp 


e 

7907110221 Reg Guide 2, 5# Revision O-R. "QA Program Requirements for 
Research Rectors " IReissue of first page w/«ortfs "For 
Comment'* deleted } 

s Qffice of Standards Development 77/10/31 2pp 


7907110229 Reg Guide 3 li "Use of Dorosi I i cate-Olass Rashlg Rings as 
Neutron Absorber in Solutions of Fissile Matl " 
ft Office of Standards Development 73/01/08. Ip 


7907110233 Reg Guide 3 2. "Efficiency Testing of Atr-Cleanlng Bys 
Containing Devices for Removal of Particles,*' 
ft Office of Standards Development. 73/Oi/OB Ip 


7907110237 Reg Guide 3, 3. Revision 1. "QA Program Requirements for Fuel 
Reprocessing Plants b for Pu Processing tt Fuel Fabrication 
Plants '* 

ft Office of Standards Development, 74/03/31, Ip 


7907110244 Reg Guide 3 4«R«vislon 1-R* "Nuclear Criticality Safety In 
Operations VJ/Fi sslonable Matls Outside Reactors '* 
ft Office of Standards Development 7B/02/28 l.2pp 


7907110250 Reg Guide 3 6t "Content of Tech Specs for Fuel Reprocessing 
Plants " 

ft Office off Standards Development 73/04/09, Bpp 


7907110260 Reg Guide 3 7< "Monitoring of Combustible Gases it Vapors in 
Pu Processing U Fuel Fabrication Plants " 
ft Office of Standards Development 7^/03/Si 2pp 


7907110270 "For Comment" Issue of Reg Guide 3 8* Revision li 
"Preparation of Environ Ropts for U Mills " 

■* Office of Standards Development 78/09/30 60pp 


7907110273 Reg Guide 3 9« "Concrete Radiation Shields 
•' Office of Standards Development 73/06/30 2pp 


7907110280 Reg Guide 3 10# "Liquid Haste Treatment Sys Design Guide for 
Pu Processing Fuel Fabrication Plants ” 
ft Office of Standards Development 73/06/30 Spp 


7907110282 Reg Guide 3 lltRevlsion 2. "Design Const & 1 nsp -of 
Embankment Retention Sys for U Mills " 
ft Office of Standards Development 77/12/31 7pp 


/907110287 Reg Guide 3 2. "General Design. Guide for Ventilation Sys of 
Pu Processing it Fuel Fabrication Plants " 
ft Office of Standards Development 73/08/31 6pp 


7907110405 Reg Guide 1 123. Revision 1. "GA Requirements for Control of 
Procurement Items b Bve* for Nuclear Power Plants " 
ft Office of Standards Development 77/07/31 3pp 


7907110500 Notice of issuance & availability of Reg Guide 1 84. 
Revision 15. "Design it Fabrication Code Cate Acceptability. 

ABNE Section III Div 1." it Reg Guide 1 BS.Revision 13. 

"Matls Code Case Ac c eptab 1 1 1 ty . ABME Section til Dlv 1 " 

MINOGUE. ft 0 Office of Standards Development 7596-01 79/05/30 

2pp 


7907 1 lOSOO Notice of Issuance & availability of Reg Guide 1 84. 
Revision 15. "Design it Fabrication Code Case Acceptability. 

ASHE Section III Div 1." Sc Reg Guide 1 BS.Revlsion 15. 

"Matls Code Case Ac c eptab 1 1 1 ty . A8ME Section III Dlv i " 

MINQQUE. R D Office of Standards Development 7596-01 79/03/30 

Spp 


-7907110512 Reg Guide 1 84. Revision 15i "Design b Fabrication Code Case 
Acceptability. ASME Bection til Div 1 " 

■ft Office of Standards Dovelopment 79/03/31 lOpp 


-'-7907110591 Rog Oulde i B5. Revision IS* "Metis Code Case Acceptblllty - 
A8ME Beet ion 1 11. Dlv 1 " 

ft Office of Standards Development 79/09/31 6pp 

—7907110591 Reg Guide i B5. Revision IS# "Matls Code Case Acceptblllty - 
ASME Section HI. Div 1 '* 

ft Office of Standard* Development 79/03/31 6pp 


7907120040 Notice of Issuance tc availability of draft Reg Guide 1 KXX. 
"Ultrasonic Testing of Reactor Vessel Welds During Inservlce 
Eiaminallon" & associated value/impact statement 
ARUOTTO. G A Division of Engineering Standards 7590-01 
79/06/04 2pp 


—7907120055 Draft reg gu i (fe# "Ul trasonlc Testing of Reactor Vessel Welds 
During Insorvlce Eiamlnat i on. " May 197? Issued "For 
Comment " 

ft Office of Standards Development 79/03/31 i6pp 


—7907120067 Draft value/impact statement associated u/"Ultrasonlc 
Testing of Reactor Vessel Melds during Insorvite 
Examination#" May 1979 Issued "For Comment." Guide provides 
Interim ultrasonic techniques 

ft Office of Standards Development 79/05/31 17pp 


7907130027 Comments on proposed! Reg Guide S 6 concurs w/varlous aspects 
of plan as outlined In Annex A Buggests that introductory 
remarks recommend assistance be obtained# If needed. from 
outside reactor line organl i ation. 

8HMIDT.tr Bendia Laboratories 79/05/11 2pp. 


7907130030 Camments o-n draft Reg Guide Qua llty^’Oroup D Is not 
safety-related 8. should be omitted. Sugge st* clarlf Ication of 
definition of '^manually operated" valves. 

MCWHORTER. R J Ohio Edison Co. 79/03/07 2pp. 


7907130034 Comments on proposed Rag Quids 1 e#R«vislan 2:Posltlon C 2 
should be expanded to Include four years of technical 
experience as equivalent of bachelor degree 
BULLIVAN. T. J Consumers Power Co 79/05/Oa. 2pp 
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7'9<17l 30i04 CDtnui«nts on proposed Reg Guide A iSiRevlalon 1 l>osttiDn C A 
r-t petantion requirements should be modified 

SUL.l_lVANrT J Consun^ers Pouer Co 79/05/01 Ip 


7907iaQt09 Comments on proposed Reg Guide 5 XXX draft paragraph 
CQrLCHerning app 1 icab i 1 1 tij of guide to NRC licensees ?< 
*Ppl-n:afitB should be revised to reflect exemptions listed in 
IOCFH73 & 

ICUHQRTER-R j Ohio Edison Co 79/05/02 Ip 


7907130116 Comments on proposed Reg Guide 1 144 btfllevet audit should 
be b^sed on results of evaluation of info re supplier 
p et' f ormence 

crane, P A Pacific Gas «c Electric Co 79/05/04 Spp 


79'07l 60139 Comments on proposed Reg Guide i 6i Revision 2 Position C 6 
should be revised to more clearlg define which licensed 
oji«-rations come under jurisdiction of Reg Guide 
DAUTrdFF.S t Philadelphia Electric Co 79/05/02 4pp 


7907160324 Comments on proposed revision to Reg Guide 8 B NRC should 
place greater emphasis on Amenrican Board of Health Physics 
c BT b i f ication Draft revisions should he further revised 
alciTig lines that would support 8< endorse certification 
KATHren,R U Affiliation Unknown 79/04/26 Spp 


79t>7l7clE36 "For Comment’* issue of proposed Revision 1 to- Reg Guide 5 7, 
“Entry/Eiit Control to Protected Areasi Vital Areas h Hall 
Access Areas " 

* Office of Standards Development 79/05/31 16pp 


7907 170230 '‘For Comment" issue of proposed Revision i to Reg Guide 
5 lA,"Use of Observation (Visual Surveillance) Techniques in 
Ma 1 1 Access Areas “ 

♦ Office of Standards Development 79/05/31 13pp 


7907190603 Comments on proposed Reg Guide 4 15 requirements for 
qualifications of auditors already described In other reg 
guides Recommends deletion of "qualified in rad iocheml s try 
tnoTiitorlng techniques" from Section C 9 
UHRlOtR E Florida Power it Light Co 79/05/22 Ip 


7907190729 Comments on proposed Reg Guide 3 111 suggests dally 
a-* ami nation i recording of pond water elevations unnecessary 
in neui nill tailing ponds Need for quarterly surveying of 
embankment slopes questionable 
PDWeRS. KH The Southern Co 79/05/30 Ip 


7907190780 Comments on proposed Reg Guide 10 B objects to area survey 
procedures Thin window survey meter not necessary to detect 
lobi level radiation Sensitivity requirement for area wipe 
t^sts too low to be practical 
LUCAS* A N Riverview Hosp Ul 79/05/22 Ip 


79O7190B1B AeV receipt of 790504 itr describing ulno measuring sys 
HINOOUEj R D Office of Standards Development 79/06/07 Jp 


^*-7907 1 90852 Requests that wind measuring sys Should be considered for 
use as early warning sys 

KEELi W S Approach Fith< Inc 79/05/04 6pp 


7907240311 Discusses rebar coupler syi re bid rejection Future nuclear 
pl-ant const applications will ref mechanical rebar 
coupler sys that are acceptable to utilioppear to have 
economic merit 6 that have AC1/A8ME Code approval 
RXNO-iL E Tennessee Valley Authority 79/05/24 Ip. 


**■"•79072^0360 Notifies that staff is reviewing correspondence re rebar 
couple sysi in response to 790322 Ur 
RINQ*L E Tennessee Valley Authority 79/04/27 Ip 


7907240372 Discusses rejection of 770308 bid. Ref Number 72-022237 Binco 
util is federal ag ency, procurement must be open for 
competitive bids Forwards response of HR Denton W/o 
«T1C 1. 

FOXrC J Fox Industries 79/03/22 2pp 


'907240377 Notifies of review of rejected bid re Invitation for Olds 
73-82481 1, Use of coupler which is not approvsd by NRC will 
T'esult in significant expenditure to revise PBAR. 

RXNO,LE TennessBB Valley Authority 79/03/07 Ip. 


7907240301 Ack receipt of 790130 Ur re award of Contract 
79K73-02^SU to EMco Products Investigation being rtied# 
of allegations 

RINOi D E Tennessee Valley Authority, 79/05/21, Ip 


— 79072403B4 DIbcusbos Invitation for Olds 73-Q24B 1 i # ind ef 1 n i t e quantUi 
term contract for rebar splicing matl for nuclear plant Reg 
Quides state that methods L solutions dlfforont from those 
specified in guide are acceptable under certain conditions 
FOX,C J Fox Industries 79/01/30 2pp 


-*•7907240303 Discusses loss of contract bid re rebar splicing matl 
Qualified suppliers should not bo precluded from bidding on 
govt work Forwards Itr to L Seeber, Genera 1 Manager of TVA 
W/o end 

FOX.D J Fox Industries 79/02/02 Ip 


— 7907240395 Forwards Itrs from Oechtsi Powor Corp TVA in support of 
Fox Industries Topical Ropti "Tapor Threaded Reinforcing 
Qtoel Coupler 

FOK/C J Fox Industries 70/04/20 4pp 


—7907240406 Accepts for review Fox Industries topical rept '’Taper 
Threaded Reinforcing Steel Coupler " Review will not begin 
until Juno 1978 due to higher priority work 
KNIEL, K Light Water Reactors Branch 2 78/03/22. Ip 


— 7907240412 Forwarda sketch of device for situations requiring major 
adjustments re couplersi in response to 700221 telcon 
FOK*C J Fox Industries 78/02/22 3pp 


— 7907240419 Notifies that topical rept is unacceptable Two corrmltmanU 
are required from nuclear plant applicants re ref qf 
product in applications Forwards NUREO-0390, "Topical Rept 
Review Status " W/o end 

KNiELrK Light Water Reactors Oronch 2 77/12/05 Ip 


—7907240426 Notifies of 770826 submittal of topical ropt "Taper 
Threaded Reinforcing Steel Coupler " Expresses Interest In 
expediting review process 
FOX,C J Fox Industries 77/11/10 Ip 


7907550139 Comments on proposed Reg Guide 1 XXX seat loakage limits 
should not be specified for DWR safety relief valves 
SHERWOOD, G 0 General Electric Co , Nuclear Energy Froducts Dlv WK 
i37-79 79/05/09 2pp 


7907550134 Comments on proposed Reg Guide 1 XXx would Impose 
unnecessarily stringent impact on industry , wh tch could be 
avoided by endorsement of ANSI consolidation document 
ANDERSON. T M WostlnghoUBo Electric Corp N5~Tt1A-2076 79/05/33 

4pp 


■’907550141 Comments on proposed Reg Guide 1 75, Revision 2 departupe 
from current practice it existing NRC position on fire 
protection is unjustified 

SHERWOOD/G 0 General Electric Co , Nuclear Energy Products Dlv HFM 
127-79 79/05/01 2pp 


7907250419 Comments On draft reg guide, "Functional Specs for 
Saf ety-Related Valve Assemblies in Nuclear Powor Plants " 
terminology needs clarification t< ssismlc response spectra 
is unnecessary 

D0R8TEIN. S Wisconsin Electric Power Co 79/08/07 3pp 


7907260249 Comments on proposed Reg Guide I 8, Revision 2 supports 
proposed revision Critlcixes specifying where radiation 
protection manager should be located as unnecessarily 
limiting Forwards info re continuing certification program 
TERPILAK, h B American Board of Health Physics 79/05/23 206pp 


79072603B2 "Prompt Neutron it Gamma Doses from Accidental Criticality * 
Ref for Reg Guides 3 34, Revision 1 It 3 35, Revision 1 
WILLIS. C A US Embassies 79/07/26 9pp 


7907260382 "Prompt Neutron 8< Gamma Dotes from Accidental CrltUallty “ 
Ref for Reg Guides 3 34, Revision I It 3 35. Revision I 
WILLI8.C A, U 9 Embassies 79/07/26 9pp 


7907270090 Comments On proposed Reg Guide 1 35 1 suggests c lar If Icailo-n 
of computation values Notes typographical error 
RUSSELL, K 0 Portland Cement Association 79/05/22 Ip 

t 

7907270124 Comments on proposed Reg Guide 1 B. Revision 2 requirement 
of onsite health physicist could causa hardship to util not 
ampLoying one at each plant Recommends Incorporation of 
transition period in implementation section, 

COPELAND. R.L Energy. Dept of. Clinch River Breeder Reactor Plant 
79/04/23 ip 


7907300014 Comments on proposed Reg Guide i 134, Revision i.Racommendi 
mod of wording to ensure confidentiality of medical info 
Hequests definition of professional personnel for evaluatl-on 
of potentially d Is qual i Py ing medical conditions 
BULL 1 VAN. T, J Consumers Power Co C 79/05/23 Ip 
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nes RESEARCH AND TECHNICAL AfiSI STANCE REPORTS 


7907030S43 '‘Studtj af Plutonium Oxide Leak Rates from Shipping 
Contai-norsi " quarterly progress rept for Jan-Har 1979 
MADIAiU, vl ^ MISMlHAi J < SUTTERr S L Gattello Hemorial Institute. 
Pacific Northujost Laboratory FIN D-2093 PNL~22*0-10 79/05/30 

40pp 


7907OS0S2O “Croaro Douncooier Effects Program*" monthly programs repti 
Apr 1979 

DLOCK* J A Croaro< Inc NRC”04-75-lA2 79/03/07 3pp 


79O704i0a'43 "Mator Reactor Safety Research < Heat Transfer Highlights*" 
Feb 1979 

LOTTES* P A Argonno National Laboratory 77/02/28 i9pp 


790706044a *'5af eguarde Analysis for Byproduct hatls & Small Quantities 
of SKrti " progross ropt for Apr 1979 

“"'^BTERiR 0 Rldtjfi National Laboratory 79/03/09 7pp 


79O706O43S "Evaluation Of Docket Files for Terminated Licenses*" 
progress rept for Apr 1979 

nOK^ER* P S Oak Ridge INational Laboratory 79/05/lA App 


7907090137 "Code Assassment S< Applications Program* Cefflpar Ison of 
nELAP4/MD»6 to THTF Test 177 '* 

DA918.C D EO 8< 0. Inc FIN A~6047 CAAP-TR-049 79/03/31 47pp 


7907090429 "Environ Statements Project*'* monthly progress rept for 
Mar 1979 

ZITTEL. M E Oak Ridge National Laboratory FIN U-OOOl 79/03/31 
epp. 


7907090443 "La-’G Pro'-LOCA Maneuver Coro Safety Analysis " 

ATKINSON* a A . BATTERWHITE* D EO U 0. Inc 79/04/30 ISOpp 


7907110064 "Forecasting Electricity Demand by States in US on Annual 
Basil*" monthly progress rept for Apr 1979 
CHERN.kl a Oak Ridge National Laboratory FIN B-’OWO 
iORNL/ED/EAS~79/ 79/03/09 3p p 


7907110113 "Loft 'Doslpn Thermal Transient Rake Pin Stress Analysis '* 
MOaDYtW n EQ 4* 0» Inc FIN A-6048 RE-A“7B~3l I 79/01/31 I3pp 


7907110149 ’•'Stress Analysis of Ultrasonic Density Detector for LOFT 
Core Inlet Steady State It LOCA Conditions*" Suppl 1 
M09QY»l+ n EO 0* Inc RE~A-78-19S 79/04/30 SOpp. 


7907120103 ‘'FLECHT-9EA9ET Program, " informal monthly progress rept f t>r 
Aug 1970 

MASaiE. H W Wostlnghouse Electric Corp NRC-04-77-i27 78/09/26 

0pp 


7907120107 "FLECHT-9EAEET Program*" informal monthly progress rept foT' 
Bept 1978 

MASSIE.H W Wostlnghouse Electric Corp NRC'04-77”t27 78/J0/26 

2Bpp 


7907120109 "FLECHT-BEASET Program*" informal monthly progress rept for 
Feb 1979 

MA5SIE*H U Wastinghouse Electric Corp NRC-04**77-l27 79/06/k'> 

lOpp 


7907120113 "FUECHT-SEA8ET Program." informal monthly progress rept for 
Mar 1979 

MASSIE.H W WostinghousD Electric Corp NRC-04-77-127 79/05/10 

12pp 


7907120123 "FLECHT-SEABET Program. " informal monthly progress rept for 
Jan 1979 

MASSIE.H W Westing house Electric Corp NRC-04-77-127 79/03/00 

Bpp 


7907120126 "FLECHT-SEASET Program. " informal monthly progress rept for 
Dec 1970 

MASSIE.H U Westinphouse Electric Corp NRC-04-77-127 79/01/31. 

30pp 


T907120131 "FLECHT-SEASET Program " Informal monthly progress rept for 
Oct 1970 

MASSlEiH W Westinghouse Electric Corp NRC-04-77-127 70/ll/i7. 

epp 


7907120138 ''FLECHT-SEASET Program." Informal monthly progress rept for 
Nov 1970 

MASSIE.H W Westinghouaa Electric Corp NRC-04-77-127 70/12/14 

13pp 


7907120146 '*Ma 1 1 Control at Licensed Processing Facilities*" progress 
rept for Mar 1779 

0''BRIEN. J H Lawrence Uivermore Laboratory MC 79-272 79/03/lB 

5pp 


7907120168 Research Info Ltr 35 CONCEPT computer code & capital cost* 
for high S« low sulfur coal plants at li200*MW Forwards 
NUREG-0243. ''Capital Coat High & Low Sulfur Coal 
Plants - 1200 MW." VoU 1-3 

LEVINE. 8 Office of Nuclear Regulatory Research 79/03/29- Bpp 


7907110316 "WatflT Reactor Rosaarch Directorate IWRRD) Monthly Rept" for 
April 1979 

YOARRONDOiL J EO 8< 0. Inc FIN A-6038 79/06/11 120pp 


7907110403 "Praasurb t Void Distributions in Converging-Diverging 
Noiile W/Nonequi 11 brium Water Vapor Oeneratlon." informal 
rept 

JONEBrO, C . IIMMER.O A . HU* Q J C Srookhaven National Laboratory 
FIN A-3043 DNL“NURe0-26003 79/04/30 2t9pp 


7907120096 "Physical Protection of Nuclear Facilities**' progress rept 
for Mar 1979 

C HAP MAN I L D Sand la Laboratories FIN A-i060 79/04/83 Upp 


790712006S "Roseorch In Field of Eddy-Current Testing In German 
Labs. " tr I p rept 

DDDD.C.V Oak Ridge National Laboratory FIN B-0417 DRNL/FTR-601 
79/03/85 13pp 


— 7907180171 "Copltal Cost High t* Low Sulfur Coal Plants - 1*200 MW< *'■ 
Vols 1-3 

* United Engineers U Constructors. Inc {subs of Raytheon Co > 

AT <49-24 1-0351 :OD-2477-7 79/05/29 450pp Available at NT IS 


7907190637 "Aerosol Measurements U Modeling for Fast Reactor safety. '* 
monthly progress rept for May 1979 

21E8EKE.J A Battelle Memorial Institute* Columbus Laboratories 
NRC-04-76-a93-07 79/06/21 3p[. 


7907190673 "Faroe ast ing Electricity Demand by States in US on Annual 
Basis." progposs rept for May 1979 

CHERN.M 9. Oak Ridge National Laboratory FIN B-0190-8 
ORNL/ED/EAS-79/ 79/06/06 5pp 


7907190691 "Source Term Measurements at PWRs. " progress rept «or May 
1979 

NANDLER. J W EO Ic G. Inc FIN A-6075. 79/06/13 4pp 


7907180070 "Ropt af Foreign Travel of Staff Engineers for Advanced 
Instrumentation for Studies <A3R9) Program '* 

HAROV. J E I LEAVELL.W H . PAULU8. T J Oak Ridge National Laboratory 
FIN 0-0413 79/05/16. 7pp 


7907300282 "Assessment of Radiation Dotes Resulting from Releases of 
Fln-a22 k Radlum-226 from U Mining k Milling Activities." 

Interim rept. Apr 1975 

TRAVia.C, C . MCDOWELL-BOYERi WATSON. A P Oak Ridge National 
laboratory FIN D-02B1 aRNL/HA9RD-30. 79/05/20 4pp, 


7907120076 '’■FLECHT-aEAQET Program." informal monthly progress rept. 
MASSlE^H W. Westlnghouse Electric Corp NRC-OA-yy-lE?. 79/04/30 

12pp 


7907120082 "Environ Assessments of Fuel Cycle 
BTograss rept for Apr 1979. 

ZITTELiK E Oak Ridga National Laboratory 

6pp. 


Facll itiasi *' monthly 
FIN B-0279 79/04/30 


790730G306 "Rept of Foreign Travel of MB Herikovlti. ta,C Development 
Engineer 6 HR Payne* Design Eng inter. Advanced Instrumentation 
for Reflood Studies <AIR8) Program," interim rept 
HERSKOVITZiM B . PAYNE. H R Dak Ridge National Laboratory FIN 
0-0413 DRNL/ENG/FTR-60 79/05/30 12pp 


79073G036B "Environ Statements Project." interim rept. Apr 1979 
ZITTEL.H E. Oak Ridge National Laboratory FIN 0-0001 
ORNL/ED/ElS-92 79/G4/30 BpP 


7907180097 "Matl Control at Licensed Processing 
progress rept for Fob 1979 

O'BRIBN.J H. Lawrence Livermore Laboratory 
4pp. 


Facilities. " 
FIN A-0n5 


informal 

79/04/24 


•907300381 "<lr«cfc Arrest Technology*" monthly progress rept 
RQ8ENFIELD. A R Battelle Memorial Instllute. Columbus LabDraturl4B 
AT <49-24 >-0293 7U/nA.ynA 3pp 
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7'9073004SI "S«fegudr(fs for fit^produicfc Metl £c 8/nall Ouatibtti^B 

of SNMf " monthly p-rogre-BB rcpfc May 1'979 

CHE8TER1R 0 , KlRJ^SCEYiK A , RANDOLPH* M L Oak RiiJjfr National 
Laboratory FIN D-6I0S ORNL/HASRD'4D 79/06/19 7pp 


7907310320 "LWR Source Term Neaourements Program*" Interim r«ptj Jjri 
1979 

HAMDLEit* J W eo i< 0* Inc FIN A-6075 79/07/11 4pp 


790730 043A 7904300436 

''Aerosol Heasurenentf Ic HadeJing for Fast Reactor Bafety*'' 
moritMy pTograss repiiApx 1979 

OIESEKE; J A Sattelle Memorial Instltutei Columbus Laboratories 
NRC-04'*76”29a"07 79/06/12 Spp 


79073 103S 5 PNL-8A-7610 

"Criticality Experiments w/Subcr i tlcal Clusters pP Low 
Enriched U Oxide Rods in Neter ui/U of Lead Reflecting 
Mails " 

DtERHAMiB, R * DURST* S M » CLAVTON* E D Dattelle Mejnorlal rnstUuli. 
Pacific NorthuiBst Laboratory 79/03/31 29pp 


7907300440 "Fission Product Transport Analysis*" monthly progress ropt* 
Mar 1979 

OlESEHEj A Battella Hemorial Institute* Columbus Laboratories 
NRC -04-76 -293- 02 79/06/11 3pp 


7907300458 "Aereso! Measurements t* Hadelltig for Fast Reactor Safety* " 
monthly progress reptiMar 1979 

OIESEUE, J A DatteJlf Memorial institute* Columbus Laboratariei 
NRC-D4-76-293-07 79/06/ IJ 3pp 


7907310591 "Dynamic Rhotoelastic Study of Cract Arrest* " progress T4|t 
for Apr 1979 

DALLV, J M Maryland. Univ of NRC-04-76-172 79/05/02 5pg 


7907310620 PNL-2Q9a 

"Environ Redon & Radon Daughter Dosimetry In Respiratory 
Tract " 

MCPHERSON. R D Oattelle Memorial Institute. Pacific Northuest 
Laboratory FIN A'2l36 79/04/30 24pp 


7907300467 "Fission Product Transport Analysit*" interim rept* Apr 1979 
OIESEHEiJA Battelle Memorial Institute* Colucnbus Laboratories 
NRC-O4-76-293-0a 79/06/12 3pp 


79073D0489 "Acoustic Emissl on/Fl au Relationships for tnservlce 
Monitoring of Nuclear Pressure ^eiselsi " inter Im rspt# Way 
1979 

HUTTON. P H . aCHWENK.E B , KURTZ. R J Dattelle Memorial Institute. 
Pacific Northwest Laboratory FIN 0-20BB 79/06/15 Bpp 


7907300507 "Evaluation of Docket Files of Terminated Licenses.^’ Interim 
rept* Nay 1979 

HDLQHAV.C F> . LANTZ.P W . DICKSDN.H H Oak Ridge National 
Laboratory FIN A-9D85--7 ORNL/WASRD-39 79/05/31 4pp, 


7907000527 ' Acc i d ent-l nduc ed Flow It Watl Transport in Nuclear 
Facilities." Interim rept. May 1979 

GREODRy. N S , MARTIN. R A Los Alamos Scientific Laboratory FIN 
A-7029 l^ifOUHrf 3pp 


7907300541 "Rept of Foreign Travel of UD Hylton. J6C Div* f or Advanced 
.Instrumentation for Reflood Studies lAlRS) Program.'* interim 
rep t 

KVLTON.i/ a Oak Ridge National Laboratory FIN D-04J3 
0BNL/FTR“6aa 79/D6/2B 5pp 


7907300554 *'Acoustic Emlssi on/Flau Relationships for fneervica 
Monlterlng of Nuclear Pressure Veseele* " interim rept. June 
1979, 

HUTTON. P H . fiCHWENK. e D . KURTZ. R J Dattelje Memorial Institute, 
Pacific Northwest Laboratory FIN 8-2080 7^^07/19 3pp 


790730OSB5 "LNR Thermal Hydraulic Development Program. " interim rept, 
June 1979 

JONES. 0 C Drookhaven National Laboratory FIN A-304 5 79/07/18 

6pp 


7907310109 "Thermal Hydraulic LNFQR Safety Experimente. " interim reptj 
June 1979 

JONES. O C Broakhaven National Laboratory FIN A-3024, 79/06/30 

4pp 


7907310J33 "Advanced Reactor Safety Analysis* Techni cal Assistance. 
Reactor Projects." interim rept* June 1979. 

BARliR A Drookhaven National Laboratory FIN A-3000 79/07/05 

5pp 


7907310149 "Stds Steering Tiommlttee Code Development it Validation*" 
Interim rept. June 1979 

AORAWALiA K * OUPPY. J O Drookhaven National Laboratory FIN 
A-3015-8 79/07/17 7pp 


79073J0208 "Flsiion Product Transport Analysis*" Intorlm root. June 
1979 

0JE8EKE.J A Dattelle Memorial Institute* Columbus Laboratories 
NRC-04-76-a93-02 79/07/23 3pp 


REVIEW ORP NRC RESEARCH REVIEW GROUPS 


790524095D Lists four typos of LOFT documents currently filed in PM 
Project number will be listed on cover of all LOFT documents 
for easy i dentif ication 

MCPHERSON. G D Division of Reactor Safety Research 79/05/Q2 If 


7906220227 Notification of 790625 meeting In Idaho Falls. ID to review 
Zircaloy cladding program 

FICKLESIMER* M L Fuel Behavior Branch 79/05/15 3pp 


7907050335 Forwards Info promised In 790419 notice re next revleu qrotp 
meeting Info pertains to small break model 1. backup 
handouts 

MCPHERSON. 0 D Division of Reactor Safety Research 79/09/24 Ip 


— 79070S0399 "Loft Small Break RELAP-4 Model" «< related vugrapht 
» EO 6 0. Inc 581752481 79/05/02 lt7pp 


7907090271 Forwards summary of Qualification Testing Research Review 
Group maetlng on 790516 to discuss NRC connector tests 
FEIT.R, Division of Reactor Safety Research 79/05/30 Jp 


—7907090272 Bummary of 790516 dual 1 f ication Testing Research Revieu 
Group meeting in Dethesda. MB to discuss final Sandia test 
plan for NRC dirseted connector test l< LOCA test facility 
performance 

FEIT*R Division of Reactor Safety Research 79/0S/30 3pp 


7907090273 Notifies of time change to 12 PM for 790331 meeting re 
loft L2-3 presentation 

NDRIAN* P Analysis Branch 79/05/30 Ip 


7907100571 Reyuests NRC assistance in answering hypothetical eituatlone 
in encl seismic evaluations Info will be used to develop 
manual of general practices L earthquake motions 
KRINiTZBKVrE. L Army, Dept of, Corps of Engineers 79/06/28 Ip 


79D7190033 Forwards minutes of 790600 meeting of Surveillance I* Walie 
Diagnostics Review Group 

FARMER* H s Division of Reactor Safety Research 79/06/19 ^PP 


— 7907190035 Summary of Qurvelllance L Noise Diagnostic* Review OrdUp 
790608 meeting re recent accomplishments at ORNL for 
NRC-funded programs 

Divtilon of Operating Reactor* 79/06/08 lOOpp 


7907300080 Summary of 790606 meeting in Betheida.KD of Qualification 
Testing Evaluation Research Reviiw Group re Bandla LOCA 
test facility pe-rformance 

FEIT, R Research Support Branch 79/06/13 7pp 


?9073l02l9 "Aerosol Haasurement* tt Modeling for Fast Reactor Bafaty* " 
interim rept. June 1979 

OtE8EKEiJ, A Dettelle Memorial Inititute* Columbus Laboratories, 
NRC-04 -76-293-07. 79/07/20- 3pp 


907310303 "BWR fll owd own/EC C* Interim rept* June 1979 

BURNETTE* 0 W- Genaral Electric Co. .Nuclear Energy Products Dlv. 
NRC-04-7A-215, 79/06/30. |5pp 


SECY POSITION PAPERS BEFORE THE COMMISSION 


79070301 73“ Seeks approval' of pan "to formaTlxe Interim organ 1 sat fonel 
structure to deal w/impacts of TMI incident* using resourca* 

& priorities within off lce> Forward* task description* chart 
«f organisation structure L casework Impacts 

-06MTQN*HR' Office of Nuclear Reactor Regulation. 79/05/i9 33PP 
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7907090038 SECY 78-163 

^ralvzes iasues of NRDC petition for ruletnaking PRM-20-7 
Recommends response it requests approval of proposed FR 
notice re Commission response 

SMiTHi C V Office of Nuclear Material Safety £< Safeguards 
78/11/24 6pp 


— 7907090043 Expresses concern re radioactive uastes U lou level hiaste 
disposal Requests NRC preparation of ElS re NRC lou level 
iiTdste -disposal program h all reasonable alternatives 
carrON. R ■ lash, n Natural Resources Defense Council 76/0B/06 

2pp 


—7907090049 Petition to adopt Interim regulations governing dispoea)! of 
lou level radioactive waste 

COTTON. R Natural Resources Defense Council 78/08/06 93pp 


— 7907090053 Outline qf comments received on NRDC petition for rulemaking 
PnM-20-^7 re low level wastes Overall response was opposed to 
petition 

» Commission 79/05/03 lApp 


— 79-0709005Q Draft notice of denial re petition for rulemaking PRM-20-7 
CHILK»S J Office of the Secretary of the Commission 79/05/30 
25pp 


— 7907090063 Draft Ur forwarding notice of denial re 760B06 petition for 
ruiomakinp PRM-aO-7 

CHILK»Q J Office of the Secretary of the Commission 78/11/24 

2pp 


—7907090060 Draft Ur forwarding notice of denial re petition for 
rulemaking PRH-20-7 

HARTtO Senate, Environment 8< Public Morka DlNOELL, J D House 
of Rep , Interstate l< Foreign Commerce UDALLi M K House of Rep , 
Interior it Insular Affairs 70/11/24 Opp 


7907090080 8ECY-78-613A 

Revises 8ECY-70-&13 to Incorporate comments by Ofc of Policy 
EvaluatiO'ii ft Ofc of General Counsel Revised draft FR notice 
of denial re NRDC petition for rulemaking PRM-aO-7 end 
DIRCKSiM J Office of Nuclear Material Bafety & Safeguards 

79/01/02 2pp 


— 790709'0084 Draft FR notice of denial of NRDC petition for rulemaking 
PRH-20-7 

CHILMiB J Office of the Secretary of the Commission 79/01/02 

aapp 


7907090091 8ECY-70-613D 

Forwards revisions to 8ECy-70-613 St 613A re response to NRDC 
petition for rulemaking PRM'-20-7 Responses by NH86 to 
comments by Commissioners Kennedy St Ahearne end 
^ DIRCKBjM j Office of Nuclear Material Safety St Bafeguards 
79/02/16 4pp 


— 7907090097 Draft FR notice of denial of petition for rulemaking 
PRM-&0-7. 

CHILKi B J Office of the Secretary of the Commission 79/02/16 
31pP 


— 7907090103 Draft Ur forwarding FR notice re denial of petition for 
rulemaking PRH-BO-7 

CHILKrB O Office of the Secretary of the Commission 79/02/16 
Spp 


—7907090106 Draft Ur forwarding FR notice of denial of petition for 
rulemaking PnM-20-7 

DlRCKSi W J Office of Nudoar Material Safety 8t Safeguards 
79/02/16 3pp 


7907090130 SECY~70-69O 

Requests approval of proposed Itr to KMCj I nc denying 
petition to reconsider issuance of security personnel 
qualification training Si equipment requirements Approval of 
draft FR notice of denial of petition for rulemaking sought 
MIN001;E,R. D Office of Standards Development 78/12/27, 6pp 


— 7907090157 Memo In support of petition for reconsideration of proposed 
implementation of security personnel qualification training 
It equipment requirements, 

KNUTHiD F KMC, Inc. 78/10/23 I4pp 


"”7907090164 Draft Ur forwarding FR notice of denial repetition to 
rtconelder issuance of security personnel qualification 
training equipment requirements 

CKILKi B vi Office of the Secretary of the Commission 78/12/27 
7pp. 


— 7907090169 Draft FR ciotice of denial of KMCj Inc petition for 
rulemak Ing 

CHILK.S J Office of the Becrotary of the Commission 78/12/27 

epp 


7907090174 SECV-78-690A 

Forwards mods to SECY-70-69Oi Enc 1 B e, C, per 790150 request 
GDSSlCKiL V Office of the Executive Director for Operations 
79/03/19 Ip 


-”7907090181 necurns SECV-7a-690 for mods following NRC review 
Response to HKC# Inc petition should be expanded to more 
completely respond to contention that NUREO guidance 
documents re-establish deleted training requirements 
CHILtiiB J Office of the Secretary of the Commission 79/01/30 

2pp 


--79070901B6 Draft Itr forwarding FR notice re dbniai of petition for 
rulemaking submitted by KHCiInc 
HENDRIE, 0 M Commission 79/03/19 8pp 

—7907090189 Draft FR notice re denial of petition for rulemaking 
submitted by KMC, Inc 

CHlLKi 8 J Office of the Secretary of the Commission 79/03/19 

8pp, 


7907120273 Notifies of approval of DUR LQCA-ECCB cooperative research 
program u/ERRI 6 OE Forwards dissenting opinion of 
Commissioner Ollinslcy 

CHILK. 8 J Office of the Secretary of the Commission 79/05/09 
20PP 


— 7907120270 0ECY-79-215 

Requests NRC approval for joint NRC/EPRI/OE program on BMP 
LOCA/ECCB research to study countercurrent flou-llml ting 
phenomena It funding for research effort Forwards breakdown 
of past t( future costs 

LE'/lNErS Office of Nuclear Regulatory Research 79/03/26 7pp • 


7907120289 Forwards organiiation of conflict of interest waiver 6 
Findings St Determination prepared by Division of Contracts 
Haiver is necessary in awarding contract to OE Concurs 
w/conc lus i one in Findings & Determination 

LEYiNE.a Office of Nuclear Regulatory Research 79/05/09 7pp 


7907130422 BECV-79”27eA 

Provides NRC w/supp I emantal info re 8ECY-79-27a Discusses 
two methods of Implementing requirements by order modifying 
license or by rulemaking process 

DIRCKBtN J Office of Nuclear Material Safety k Safeguards 
79/05/07 app 


—7907120439 Informs of philosophical agreement w/ropt an physical 
protection of irradiated fuel shipments Subject was 
addressed w/o consideration of other radioactive matl 
shipments 

DAVISrvi 0 Office of Inspection 6 Enforcement. 79/05/03 Ip 


— 7907120452 Discusses proposed rule on safeguarding spent fuel 
shipments Offers no objection to interim ropt from Bandia 
Labjwlll wait until final rept Bhiptnents through areas of 
high population density should bo kept at min 

MILLER, J R. Assistant Director for Site b Bafeguards 79/04/37 

ip 


—7907120466 SECY-79 -270 

Seeks NRC approval of proposed amends to 10CFR73 requiring 
physical protection of irradiated fuel shipments Forwards 
draft of FR notice 

DlRCKSiN J Office of Nuclear Material Safety tt Safeguards 
79/04/10 45pp 


—7907 1 2046 6 SEC Y-79 -270 

Seeks NRC approval of proposed amends to 1DCFR73 requiring 
physical protection of irradiated fuel shipments Forwards 
draft of FR notice 

D1RCK8, M J. Office of Nuclear Material Safety Ir Safeguards 
79/04/10 4Spp 


7907130427 8ECY-79-100 

Recommends NRC approve Nestinghouse license to export 
various epmpananii to Philippines 

8HEAi J R Office of International Programs, 79/O5/0B> 9pp 


— 7907130441 Executive Branch position re Nest Inghoute appUcation.f or 
Itcenia to export various components to Philippines. 

License should be Issued 

NOBENZO.L V State, Dep t. of 70/11/03 9pp. 
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7'?07l60707 FQIA req^u*»t for U Bickwit 790329 nemo to NRC which 
leiJ to ££Cv-A-79'42 re ordpr concerning Noclear Engineering 
Co> Inc difpoial \ite at Sheffield. IL Request included 
770t0t-0i:07 documents which relate to order to ehou cau&e 
CGf^VER.T D Conner. Moor# h Corber 79/0h/O7 2pp 


7907180730 Motlfie^ that N'RC approved notice of hearing 1 memo & 
order during 790405 Affirnation Section 79-16 re 
E£Cy-A“79-42> Nuc lear Engineering Co. Inc diipo&al eite at 
Sheffield^ IL 

CHILk. S J Office of the Secretary of the Commission 79/06/07 
IP 


— 7907tE07a3 Concurs in SECy-A-79-42 paper re Nuclear Engineering Co 
show cause order for ticente 13-10042~01 
KEWNEDV. R T Com-imion 79/05/lB Ip 


—7907130742 Consent calendar item responfe note re SECV-*A-79-4a 
Approved as modified Requests response and/or comments 
on Ofc of General Counsel/Ofc of Rolicy Evaluation mono* if 
I % sued 

QfiADFOSP.P A Commission 79/05/18 tp 


7907240421 SECV-79-300 

lufo rapt for Comml s^iorere summari i Inp isauas ro mrltmlc w 
geologic siting regulat Ion- P oH cy proctitis for ncJcl^ar 
puttier plants Sackgrosind info ra g eooc 1 encu. pnglnoDr 1 np 
designj pol icq 6 technical issues one) 

MlNOOUe, R B Off lea of Stan>JaF«l« Dovol opmo-nt 79/04/2/ yaps 


TCJPltEP VENDOR REPORTS AND RELATED CDHRIHSr'ONDENcE 


79062A0134 Discusses oyaluatldn of topical ropt ’’Nutlear 

Main 6t«am Isolation Valva Rys " 9atl«flas Criteria l-'CTi 
stipulated in NUREO'0390 

VASSALLOt D D Assistant Director for Light Nator Reactor* 
79/09/15 2pp 


7907030357 Foruard* Rpvlsion 0 to OA Program CE^l-'A 
JANECEK*R F Commonwealth Edison Co 7*?/06/21 Ip 


— '7907260584 Revision b to OA program 

# Commonwealth Edison Co 79/06/21 34pp 


— 79O710O73O Requests adtfl Info re SECY~A-79-42 show cause order 
Withdraws previous concurrence 
KENNEDY. R T Commission 79/05/U fp 


7907030440 Forwards Mark I containment activity revl«w*M«y t■V7y 
0OBON> L J Oanoral Electric Co ^Nuclear Energy Rroductc f)tv 
KPN- 172-79 79/06/26 Sp p 


—7907100757 Consent calendar item response note r* SECY-'A**79-42 
Approved as modified 

AHEAflNE, j F Comnissinn 79/05/10 2pp 


7907100852 Forwards secY-79-72A re Eiecutive Director response on 
pending application to eiport highly enriched U to Japan 
MCORECOfi.e H Office of the Executive Director for Operations 
79/OQ/fS Ip 


—7907180860 SECY-79-72A 

Forwards Eiecutive Branch position re OE application to 

eiport 161 kg 0-233. contained in 5,875 kg U enriched to 

nax of 3 l/„to Japan Requests Commissioner input 

SHEA. JR ^^**5*"* Director for Export/Import 6 International 

Safeguards 79/06/05 ip 


790703O4B0 Forwards "Solid Raduiasto Syij '* Mur 1979 
DEOROOTiS Stock Equipment Co 79/04/09 Ip 


—7907030482 8RS-0O1-NF 

"Bplid Radwaste 6ys, " Mar 1979 
* Stock Equipment Co 79/03/31 ld7pp 


7907060249 Forwards Revision 1 to DAW-l0l3Di *'LOCA Mots & KnorffV 
Release for Containment Dealgn. *■ which corrects 
typographical errors In equations for complete mixing model 
TAYLOR* J H Dahcock & Wilcox Co 79/04/23 Ip 


— 7907060B32 "LOCA Mass & Energy Roleaio for Containment Doal-gn*” 
Revision 1 

SMITH, K C * DUNN, 0 M Dabcoefc U Wilcox Co 79/04/53 9pp 


—7907180069 Eiecutive Branch position re DE appllc. 
to export 161 kg J-235. contained m 5,075 kg 1/ 


ICation for license 

' - -» W enriched to 

max of 3 U, to Japan Ltr of assurance encl License should be 
g ranted 

NOSENIO. L V btate. Dept of 79/05/29 3 pp 


7907060279 Advises that WE8TDYN Computer code Analysis of lienchraari 
problems will be completed by 790731 

ANOERBON, T M. Westinghouse Electric Corp ND-TMA-ai05 VO/Q6/2A 
If 


7907190009 SECY- 78-6 55A 

’’r?""' ’’"‘““X x. p.nilnj .pplic.tUn 
Japan*^ ^ ^ Co* Inc license to export highly enriched U to 

SHEA, J R Office of International Programs 79/03/29 ip 


—7907190012 Eiecutive Branch position re Mitsui 6 Co, Inc application fi 

granted End use statement encl 

NQSENZO. L V State. Dept Of 79/05/23 2pp 


7907060207 Forwards response to NRC request for adei info rt cof^trol 
blade life <04C loss) 

orIDLEY.r l General Electric Co ,Nucieav Energy Products Div 
I1FN-I7e‘'79 79/06/29 9pp 


7907060324 Forwards results of comparisons to two-loop 
Peak cladding temps ui/OE licensing evaluation model 
average power test by approx 


test 

Model 


app wra g us 


® ^ Oeneral Electric Co .Nuclear 
MFN-I 77 -. 79 . 79/06/59 4pp 


Eriorgy Froiiucte, O-lv 


7907230188 SECY-79-36B 

Notification of receipt of TransnucUar. lnc application tr 

deSlItedV^ni.? ^ ^26,000 kj ^ 

BHpi I p y-aas.to France 

SHEArJ R Office of International Programs 79/06/04 2 


7907100574 Forwards "Ouide Thimbl# Tube Wear in Wostinghou* 

AUiDESBoi^Y M ^*11 withheld {ref lOCtRtf 790) 

ANDERSON, T M Westinghouse Electric Corp Na-TMA-2I02 


pi/o-l 

7*7/06/37 


s TransnucUar, lnc 79/05/03 2pp 


7907240393 0ECY‘'78-6l6A 

;r‘”' 

OENTOM.H R o. Nutl.af H.actii, B.gul.tloh 78/12/88 


45pp 


7907240404 6ECY-78-616 

Forwards for Commissioner action draft ttctioei of 
EN ONiH R Office of Nuclear Reactor Regulation 78/11/27 SOOpp 


7907240416 SECy-78-|JD 

^^SR LWR safty 

BMEA.J R Office of International Programs 78/05/09. 9pp, 


proprietory info in shared compixter 
eys If hvmt number ^ batch number entries of Table I 
are eliminated, propriety will be protected. 

TAYLOR. J H, Babcock *< Wilcox Ca 79/07/03, Ip. 

PoiluU»J*.klJT “'J*!! .. t« MhRth.f 

bIll i?* T ii prinurg purpoa, p, ,,ciilty. 

BELLr J n Virginia, Btate of 2-55 79/07/05 4pp 

7907110451 Forwards XN-NF-7 q*,3o< A) L XN-NF-.7n,^n a«-«.i 
.fa5Il''upd^U‘’ENC°WReM”iTA*B‘’ **"*'’‘' P* Ev.luatlan ’ 

^VM/m'’ ip^"”" ®“ ' e„on C«rp > 


I-" 

Exxon Nuclear Co WREM-Dased Generic pUR ecca UAff 


Int. 



NONDOCKETED ITEMS 


369 


79f>7lt043^ Foruarda i-H»ponse» to concarns raJaod at 790312 mftatlng 
u/Nf^C ra procsdora far calculating min critical power -ratio 
ie aummariiing data base for critical heat flux correlation 
fleBponse withheld (ref 1QCFR2 790) 

MHITEi J A Exxon Nuclear Co i Inc (subs of Exxon Corp > 
79/07/0S 4pp 


7907110502 Notifies of schedule for rovletu of CENPD~i77-Pi ”CEDNDR-A 
Computer Code for Transient Thermal Margin Analgiis of 
Reactor Core*" in response to HL Daer 790608 request Addl 
info will be provided during fourth quarter of 1979 
SCHERER# A E C-E Power Systems LD-*79-039 79/07/03 Ip 


7907120039 “Thermal Reactor Safety Code Development. Hi gh 1 igh t« for 
Apr 1979 " 

* DrooVhaven National Laboratory 79/04/30 9pp 


7907120354 Forwards addl info to complete revieui of first part of 
KED0-51Q89. "Mark 1 Containment Program Load Doflnltion 
Repti “ In response to NRC 790503 request 

SQDONjL J General Electric Co .Nuclear Energy Products Dtv 
KFN-iflO-79 79/07/06 74pp 


7907100583 Forwards "Application of Leibnitr Rule in GE LDCA Evaluation 
LOCA Evaluation Model." final rept 

DUCKHQLZ. R M General Electric Co . Nuclear Energy Products Olv 
MFN-1 83-79 79/07 /t3 2pp 


• ^7907180586 "Application of Leibnitz Rule in OE LQCA Evaluation Model, 
final rept 

e General Electric Co .Nuclear Energy Products Div 79/07/13 
5pp 


79071B0912 Requests addl info in order to complete review of 
CENPD-177~P. "CEDNIQR - Computer Code for Transient Thermal 
Margin Analysis of Reactor Core " 

DAER. R L Light Hater Reactors Qranch 2 79/06/0B 3pp 


79071B0916 Requests add! info re small break LDCA analysis 
R0S8/ D F Division of Project Managerhent 79/06/04 9pp 


7907190342 Forwards Revlelon 9 to Comm Ed QA program topical rept 
CE~l-A Revisions reflect Imp I ementatioMi of organizational 
changes at remaining operating nuclear station-* 

JANECEK.R F Commonwealth Edison Co. 79/07/16 Ip 


79D7130239 Forwards Hestinghouse rept. "Rept on Small Dreak Accidents 
for Hestinghouse NB8S Sys Rept withheld (ref lOCFRS 790) 

ANDERSON. T M Wastlnghouso Electric Corp NS-TMA-aiOB 79/07/09 

2pp 


--7907130245 Notifies that proprietary info re Mostinghouse rept "Rept on 
Small Break Accidents for Hestlnghouso N8SB Bys" 
supplements matl previously submitted re development of ECC6 
models Info end 

WE13EMANN. R A Mestinghouse Electric Corp CAW-79-24 79/06/29 

IP 


7907160012 Foruiards NRC avaluatlon of topical repts SAW- 10062. Revi si On 
1. DAW-10074 j Revision 1 nAW-10075. Revision 1 re smoll break 

analyses for 06W plants 

6CHWENCER.A Light Water Reactors Branch 2 76/01/00 3pp 


— 7907160D1B Evaluation of BttU topical repts re small break analyses for 
SikW MS. 177 t. 205 plants HAW- 10062. Re vis i on l.BAW-10074, 

Revision i 6 QAW-10075. Revl sion 1 Repts are acceptable 
e Light Water Reactors Qranch 2 76/Oi/O0, 5pp 


7907160380 Forwards Mark 1 containment program rept NEDD-25090. 
^Analytical Model For T-Quencher Water Jet Loads On 
Submerged Structures " 

SQBDN. L J General Electric Co mFM- 174-79 79/06/20 Ip 


—7907160334 NEOa-25090 

"Analytical Model For T-Quencher Water Jet Loads On 
Submerged Structures " 

DDDOEiF T r LASHER. L . lANNtiP W General Electric Co 79/05/31 
73pp. 


7907170021 Ack receipt of NRC 790614 Itr re organizational 
changes Responsibilities of fuel QA were consolidated in 
QA engineering section 

TAVLOR.J H Babcock U Wilcox Co 79/07/03 2pp 


7907170143 Submits status rept on progress of FI0Y8 analysis of five 
NRC benchmark problems, per Hartlmon 790512 Itr Forwards Info 
PB problems 

GRiDLEViR L General Electric Co .Nuclear Energy Products Dlv 
096-79 79/07/06 5pp 


7907170170 Forwards page 6 of 6 to Revision 3 to App C of FFLTOAR 
|-76Ar Topical QA Rept 

UHRIOiR C Florida Power Light Co 79/07/11 2pp 


— 7907190357 Revision 9 to Comm Ed QA program topical rept CE-l-A 
* Commonwealth Edison Co 79/07/16 3lpp 


7907200194 Forwards Amend I to NEDE-24076-P. "Design Rept 6 Safety 
Evaluations For High Density Fuel Storage Sys " Requests 
rept be withheld (ref 10CFR2 790) 

OUtRKiJ General Electric Co .Nuclear Energy Products Dlv MFN 
162-79 79/06/00 Ip 


7907200209 Forwards Amend 2 to NEDE-24057-P. "Assessment of Reactor 
Internals Vibration in 13WR/4 it BWR/5 Plants " Requests rept 
be withheld (ref 10CFR2 790> 

QUIRK. J General Electric Co, .Nuclear Enerou Products Div MFN 
170-79 79/06/26 Ip 


7907200200 Forwards SAW-l 93B. Revl i ion 1. "Astump tlons. Methodology b 
Acceptance Criteria Rept for Asymmetric LQCA Loads 
Evaluation " 

TAYLOR. J H Babcock 4c Wilcox Co 79/07/16 Ip 


—7907200293 DAW- 1538 REV 1 

"Assumptions. Methodology it Acceptance Criteria Rest For 
Asymmetric LDCA Loads Evaluation " 
s Babcock 6 Wilcox Co 79/04/30 38pp 


7907200299 Forwards nofipropr letary version of WCAP-940S. "Study of 
Reactor Vessel Upper Head Region Fluid Temp " 

ANDERSON. T H Wee ting house Electric Corp NS-TMA-2070 79/07/11 

Id 


—7907200305 MCAP~9405 

"Study of Reactor Vessel Upper Head Region Fluid Temp." 
nonpropr ietary version 

s Westlnghouse Electrir Corp. 7R/12/31 I4lpp 


7907200358 Forwards proprietary version of WCAP-9404. "Study 
Reactor Vessel Upper Head Region Fluid Temp " Application 
for withholding it affidavit end 

ANDERBONiT M Mbs t lr»gh oust Electric Corp NB-TMA-2070 79/07/11 

9pp 


7907240395 Forwards Itrs from Bechtel Ppuer Corp 6 TVA in support of 
Fox Industries Topical Rept. "Taper Threaded Reinforcing 
Steel Coupler " 

FOXirC J. Fox Industries 78/04/20 4pp. 


— 7907840406 Accepts for review Fox Industries topical rept "Taper 
Threaded Reinforcing Steel Coupler " Review will not begin 
until June 1978 due to higher priority work 
KNIEL.K, Light Water Reactors Branch 8 78/03/28 Ip 


7907170173 Forwards NEDE-asJO-P. "Mark II Containment Supporting Program 
Caorso Safety Relief Valve Tests.Phaso 1 Test Rept^ " 

May 1979 Rept withheld (ref lOCFRa 790) 

SOBON. L J. General Electric Co .Nuclear Energy Products Div 
MFN-176-79, 79/06/20 ip 


79-07 1B0534 Forwards 790705 "Interim Rept on Resulti of ATWB 
Vertif tcation Analyses " 

TAYLOR, J H. Babcock U Wilcox Co. 79/07/11 Ip 


--79071B0340 "Interim Rept on Results of ATW8 Verti f lea tlon Analytes 
a Babcock 1< Wilcox Co, 79/07/05 86pp. 


— 7907240419 Notifies that topical rept is unacceptable Tuo commitments 
■ara required from nuclear plant applicants re ref of 
product in applications Forwards NUR£0-0390i "Topical Rept 
Review Btatus. " M/o sncl 

KNiELtK Light Mater -Reactors Branch 8 77/18/05. Ip 


— 7907240426 Notifies of 770826 submittal of topical rept "Taper 
Threaded Reinforcing Steel Coupler " Expresses Interest in 
expsititi-ng review process 
FQX.C J- Fox Industries 77/11/18, Ip 


7907840443 Summary of 790524 meeting w/OE re implications of two loop 
apparatus results on OE ECC8 evaluation model Slides 
presented by OE ecicl 

HQDGEB.M, Analysts Branch 79/06/18. 87pp. 
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7907240400 Forwards su/nflary of 790^>14 steam generator meeting in Silver 
Sprlng-^MD to review & assess GML experience in modeling 
U-Tuhe lUSTO) if once^throug h steam genetrators 
ZUDER, 7 Analysis Development Dranch 79/0^/29 40pp 


7907250200 Notification of 790615 meeting w/C-E to discuss info 
needs from C-E on small breait analyses 
SMERONi 0 W Analysis Branch 79/06/13 Ip 


790706020B Notification of 790522 meeting w/DOE in Oermantouin^ HD Id 
discuss NRC high level waste program Agenda encl 
HAUAROi J C High Level & Transuranic Waste Branch (Pre 7905011 

79/05/08 2pp 


7907tS0875 Requests placement on distribution list for meeting notlcrs 
re radwaste repositories 

WELDEN, R C Hooker, Alley 8< Weldon 79/05/08 Ip 


7907250254 Submits further clarification of ad d 1 info in GE 790&15 Itr 
re two**lDDp test apparatus scheduled for submission by 
790731 

STfiaUPE»E P General Electric Co jNuclear Energy Products Div MFN 
IB5-79 79/07/20 3pp 


7907250320 Submits void fraction data, In response to NRC 790430 Itr 
requesting addl clarification re uncertainty in neutron 
effective void correlation 

C0Dl4iK W General Electric Co jNuclear Energy Products Div 
MFN- 106-79 79/07/19 4pp 


790/19018B Confirms agreement to postpone next briefing for NRC on 
nuclear waste Isolation program until 790523 
MEYERS, S Energy, Dept of 79/05/U 3pp 


7907190270 Requests placement on distribution list for meeting notictc 
re radwaste repoeitories 

DAY,0 R Illinois, State of 79/09/14 Ip 


7907190203 Requests placement on distribution list for meetins notltti 
re radwaste reposltorlBs 

KELL, DS Florida, State of, 79/05/14 Ip 


7907290392 Forwards “Hod af OE Thermal Limit Evaluation '■ Technical 
partian of OA process for implementation completed Remaining 
itejns to be completed by Jul 1979 

COOK,K W General Electric Co .Nuclear Energy Products Div 
MFN-17J-79 79/07/20 Ipp^ 


7907190293 Notifies of postponement of NRC/DQE meeting on radwaste 
repositories 

MALARO, J C High Level Waste Licensing Management Branch 

79/05/19 tp 


— 7907250395 "Mod of OE Thermal Limit Evaluation “ 

♦ General Electric Co , Nuclear Energy Producto Div 79/07/20 
3pp 


7907190302 Requests placement on distribution list for meeting notices 
re radwaste repositories 

LOWERRE, n w. Texas, State of 79/05/15, Ip 


7907250604 Summary of 790509 meeting w/Vfest 1 tig house In Dethesda<MD re 
recommended response to Item 7« of IE Bulletins 79-06A St 
79-06Ar Revision I 

0'R£jLLy,P D Standerd 1 2 ation Qranch 79/06/12 6pp 


7907290609 Summary af 790518 meeting wt/DNL It Naval Research tab re 
resolution of potential FWR neutron shield tank low 
fracture toughness 

SNAIDER.R P Systematic Evaluation Programs Branch (Pre 7906251 

79/09/29 4pp 


'7907190312 Requests placement on distribution list for meeting notlcii 
LONOLEV.M V Vermont, State of 79/05/15 Ip 


7907190321 Requests placement on distribution list for meeting 
notices re radwaste repositories 

SHEALT, H 0 South Carolina. Btate of 79/09/15 ip 


7907190330 Requests placement on distribution list for meeting notices 
re radwaste repositories 

MUDREY.M 0 Wisconsin, Univ of, Madison 79/09/19 Ip 


790730016? Responds to DNL 790522 itr Discusses NRC pqlicy toward 

inservice testing revi buis -h reasons for not reviewing relief 7907190333 Requests placement on distribution list for meeting notices 

requests for non-safety related valves re radwaste repositories 

WANO.A Plant Systems Branch 79/06/12 Ip FERMAN, J W Minnesota, State of 79/05/lS Ip 


7907300232 Notification of 790621 meeting ui/BNL t 0£ in Bethesda.MD 
to discuss basis for definition of condensation oscillation, 
ebugg itig , downc omer lateral it submerged structure drag loads 
for Mark I long term program 

oniMEEiC I Olvislnn of Operating Reactors. 79/06/13 Ip 


790730D369 Notification of 790622 meeting w/C-E in Wash Ing ton, DC to 
discuss revision to CENPP-153 

SCHEMEL, R Cor* Performance Branch 79/06/22 2pp 


7907310313 Forwards June £979 “Mark I Containment Activity Review “ 
SQBON, L J General Electric Co , Nuclear Energy Products Div 
HFN- 167-79. 79/07/23 Ip 


7907190344 Requests placement on distribution list for meeting noticti 
re radwaste repositories 

ALLEN, G W Kansas. State of 79/05/15 Ip 


7907190331 Requests placement on distribution list for meeting notices 
re radwaste repositories 

SETSER, J L Georgia, State of 79/05/15 Ip 


7907190360 Requests placement on distribution list for meeting notlcit 
re radwaste repositories 

CASHMANiT J New York, State of 79/05/15 Ip. 


— 7907310317 "Mark I Containment Activity Review," -June 1979 

# General Electric Co (Nuclear Energy Products Div 79/06/30 

6pp 


7907190365 Requests placement on distribution list for meeting notlcti 
re radwaste raposltprlas 

OOTZENROD, F7 C North Dakota, State of 79/05/15 Ip 


7907310457 Forwards topical rapt evaluation of BAW~10120-P» ^'tomparlson 
of Core Physics Calculations w/Measurements ** 

VARGA, a A Light Water Reactors Branch A 79/06/14, 2pp 


— 7907310465 Topical rept evaluation of BAW-10120-P, "Comparison of Core 
Physics Calculations w/Ms a sur aments " Rept acceptable for 
ref in licensing actions. 

BROOKS, w L Core Performance Branch 79/06/14 4pp 


7907190372 Requests placement on distribution list for meeting notices 
re radwaste repositories 

VESSELS, fl D New York, State of 79/05/15 Ip 


7907190380 Requests placement on distribution list for meeting notices 
re radwaste repositories 

OL80N, N K South Carolina, State of 79/05/15 Ip 


7907190386 Requests placement on distribution Hit for meeting ttotlcii 
rr radwaste repositories 

LlOERATaR£,A Illinois, State of. 79/05/16 Ip 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


7905240076 Responds to 790304 Itr ra problem of nuclear was tee. Forwards 
info re heat emanating from LT pelleti & freezing coelant 
water after use in reactor 

OENTOM, H R Office of Nuclear Reactor Regulation 79/04/S4* 6pp 


— 7905240084 Requests c lar 1 f { cation re fuel rods 8< fission it coolant 
water 

tiBQVITCA, V V Affiliation Unknown. 79/03/04, Ip. 


7907190394 Requests placement on distribution list for meeting noticei 
re radwaste repositories 

MASSICOT, P Maryland, State of 79/05/15 Ip 


7907190405 Requests placement on distribution list for meeting notices 
re radwaste repositories, 

» Energy Research Group, Inc, 79/05/16 Ip 


7907190413 Requests placement on distribution list for meeting notices 
r> radwaste repositories 

RICE, E R Uaihington, State of 79/05/16 Ip 
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7907190422 Requests plac 0 ^nont an d i vtrlb at i on Hat for moating notlcea 
re radwaste repoattorles 

EW0tQ8EN»K M Moaduard-C I g d b Consultanta 79/05/16 Ip 


7907190427 Raqueats placement an distribution Hat For meeting notices 
re radwaate reposltorlea 

HATEM* T J Maryland, State aF 79/05/16 Ip 


7907190434 Requests placement on distribution list for meeting notices 
re radwaate repositories 

RVDARCZYK<n 0 Pennsg Ivania, State of 79/05/16 Ip 


7907190444 Requests placement an distribution list For moating notices 
re raduaste repositories 

MGROENSTERN, L Massachusetts! State oF 79/05/16 Ip 


7907190449 Requests placement on distribution list For meeting notices 
re radwaste repositories 

VANN,J NchJ Jerseg. State of 79/05/16 Ip 


7907190454 Requests placement on distribution list For meeting notices 
re radiuaste repositories 

FURDERDURO.R D Idaho, State of 79/05/17 Ip 


7907190473 Requests placement on distribution list for meeting notices 
re radiiiaste repositories 

O'SRtANiG F Pennsg Ivanlai State of 79/05/17 Ip 

79071904B1 Requests placement on distribution list for* meeting notices 
re radbiaste repositories 

NEII-LiR.H New Mexico, State of 79/05/17 Ip 


79071904G6 Requests placement on distribution list for meeting notices 
re radwaste repositories 

KALLEMEYN.V South Dakota, State of 79/05/17 Ip 


7907190491 Requests placement on distribution list For meeting notices 
re radwaste repositories 

tRJLI-i D A Oregon, State of 79/05/17 ip 


7907190496 Requests placement on distribution list For meeting notices 
re radwaste repositories 

UlLLiR C Washington, State of 79/05/lB Ip 


7907190505 Notifies that name has been placed on distribution list 
for meeting notices re radwaste repositories 
HALAROj J C High Level Waste Licensing Monagement Itranch 

79/05/02 Ip 

7907190509 Notifies that NRC S, DOE will hold meetings on radwaste 
repos 1 tories 

RVANiR 0, Office of State Programs 79/05/07 Ip 


7907190617 Requests placement on distribution list For meeting notices 
re radwaste repositories 

RATTEjO a Vermont, Btate of 79/05/15 Ip 


7PQRTHC EXPORT AND IMPORT LICENSES 


7311300307 LU for Oan Elec Co to export tool s, equ ip, components It metis 
to Switzerland 

SHEAi J R Office of International Programs 70/11/S0 3pp 


7906140602 Application bg Transnuc lear, Inc for license to export 
125,900 Stg U. enriched to 0 357. U-23Si «< 500 kg U 
hexafl ouor Ider enriched to 0 35 0-235, to France 
MATSOM, V Transnuc 1 ear, Inc 79/05/03 Ip 


7907020500 Forwards export license application 

ROGERS, HF Metal Bellows Corp A14009 79/05/21, Ip, 


— 7907020501 Application bg Metal Bellows Corp for license to export 
flexible metal hose to Spain 

RCOERSrW F Metal Dellows Corp 79/05/21 Ip. 


7907030104 Requests renewal of license to export thorium contained in 
optical glass, photograph 1 c lens It dye transfer paper 
HARTER, E. 8 , BCHERBEROER, R F Eastman Kodak Co, 79/05/01 Ip, 


7907030190 Notifies of request for withdrawal of export license bg 
Westing house 

OPLiNOERrQ, 0. Assistant Director for Export/Import & International 
Befeguards 79/05/29 Ip, 


7907030196 Requests quantity of tf-a30 In export license application 
be raised 3 g 

MARC HAL I J European Communities, Commission of 79/05/17 ip 


7907030291 Application by Westlngbouse for license to export two Type 
NL 8073 fission c hamb ers, enric h ed to 93X U-23Si to France 
9CHNAUT2, C E Westinghouse Electric Corp 79/05/16 3pp 


7907030297 Application bg GE for license to export 100 pieces of 
unfinished Zr tubing designed for fabrlcatlan of nuclear 
fuel to Switzerland 

WILSON. B D General Electric Co 79/05/22 Ip 


7907030303 Application bg Reuter-StoVes, Inc For license to export 
U'>235, depos i ted as U dioxide on internal surface of 
Model RS-C6-020l"231 radiation detector, to West Oermang 
« Reuter-Stokes, Inc 79/05/17 2pp 


7907030316 License for Isotope Products Labs to export 10 uC 1 Cm-344 
contained In Hoilel PK-244 sealed x-ray source to Kenya 
OFLINGER, 0 O Assistant Director for Export/Import 6 International 
Qafeauards 79/05/31 2pp 


7907030320 Amend 1 to license for Mitsubishi Inti Corp increasing 
quantity of matl to 12 500 g 11-235 for export to Japan 
QPLINGER, 0. 0 Assistant Director for Export/Import h International 
Safeguards, 79/05/29 Ip 


7907030324 License for Rou t er- 8 tok e s . Inc to export two Model 
R3-C J-1210-L35 compensated ion chambers to France 

ClPLINOER, G O Assistant Director far Export/ Import it International 
Safeguards 79/05/23 Ip, 


7907030333 Forwards 790516 application for export license 6 790517 
Itr of assurance 

QOPPELi M European Communitiesi Commission Of 79/05/17 Ip 


—7907030337 Application by Delegation of Commission of European 
Communities for license to export S g U-0002i 1 g U-500 tc 
1 g U-940 to France Ltr of assurance end 
« European Communities, Commission of 79/05/16 3pp 


7907050106 Requests Executive Branch position re Trantnucl ear, Inc 
application for license to export 17,569 kg enriched 
to 3 35'/ U-235, to The Netherlands 

QPLlNOERiO 0 Assistant Director for Export/ Import 6 International 
Safeguards 79/06/05 Ip 


7907050243 Requests Executive Branch position re Mitsui & Co 
application for license to export 30,451 kg U, enriched to 
3 95'/C U-S35, for use as raload* fuel for Fukushlma I, Unit 3, in 
Japan 

QPLINOER, 0 0 Assistant Directo<r for Export/ Import b Interna tlonal 
Safeguards 79/05/24 Ip, 


79070S024B Forwards application for export license for minor nuclear 
export Ltr of assurance required 

OFLINOERfO O Assistant Director for Export/ Import 6 International 
Safeguards 79/05/84 tp 


79-07050232 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

DPLINOER,Q O Assistant Director for Export/Impor t 6 International 
Safeguards 79/05/24. Ip 


7907050262 Reviews application by Transnuclear, Inc to export 6 NM 
to -Bwiti er la-nd Recommends license be issued. 

MOQRE.R N Office of International Programs, 79/03/29 Ip 


7907050311 Reviews application by Rhone-Paulenc, Inc to export source 
matl to France Recommends license be issued 

MOORE, R N, Office of International Programs 79/05/24. Spp 


7907050314 Discusses OE application to export Zr tubing to Bwltxerlsnd 
License issued w/o waiting period 

OPLINOER, O, 0 Assistant Director for Expor t/Import Sc Internattonel 
Safeguards. 79/05/84 ip 


7907050482 License for Tranmucl ear, Inc to export 740 018 kg U-233 8 c 
0 034 kg U-235 as U hevaf luor 1 de to Switzerland, 

QPLINOER, 0 Q Assistant Director for Export/ Import 6 International 
Safegoardt, 79/05/29 2pp 


7907060045 License fnr Sigma Chemical Go to export 2 kg heavy water 
to India 

OPLINOER, 0- 0 Assietent Director for Export/ Import k International 
Safeguards 79/05/30 2pp, 
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7907-(>f»00^9 Ltcense for Sigma CJ^amlcal Co to export 5 kg heavy water 
to India 

□PLINGER»0 0 Assistant Director for Expor t/leipor t Jk Internet 1 otiol 
Safeguards 77/05/23 2pp 


7907060477 Executive Dranch position re Hltsui Coi Inc application 
for license to export 7S6 kg U-235j contained in 26> 90S kg U 
enriched to max of 3 957.« to Japan License should be granted 
NOBENZO, L V State, Dept of 79/05/29 4pp 


7707060031 License for Sigoia Chemical Co to export 8 kg heavy teeter 
to Mexico 

QPLlNGERiO Q Assistant DirectoT for Export/Import L International 
Safeguards 77/05/23 2pp 


7707070389 Ac k 770331 telcon re license application Part 8<al 
should be changed to reflect tuo units uj/elemontal weight 
shown as 3B32 56 fflg Part 8(b) should be changed to reflect 
tiiio units liT/lsotopic weight of 3564 2G & 3832 56 isg total U 
OERAGHT/iC R eutcr-Sto k es, Inc 79/05/31 Ip 


7907060033 License for Rhone-Pou lone , Inc to export lit 500 kg thorium t* 
U to France 

0PLIN5ER, 0 Q Assistant Director for Expox t/lmp art & International 
Safeguards 79/05/24 2pp 


7907060080 Isotope Products Lab License to export O Ok micrograms 
Cf'‘252 to Australia 

OPLiNSERi 0 0 Assistant Director for Export/lmp art It International 
Safeguards 79/05/23 2pp 


7907060082 Confirms 790524 telcon Requests that export license to ship 
lOr 000 Cl Co‘‘60 to Hanoi I Vie tnam be extended to 8D0601 
DAVIDSON,! Bach Hal Hosp Emergency Relief fund DQ, hassach usetts 
79/03/24 Ip 


7907060086 License for GE to export 100 pieces of uTvfktilshod zirconium 
tubing to Swlt i erland 

□PLtNGER,0 0 Assistant Director for Export /Import & Internatl anal 
Safeguards 79/05/24 Ip 


7907090408 Certifies that 0 007 g Of U-235 contained In 0 037 g U Ic 
transfer of matl will he subj to all terms b conditions of 
Addl Agreement for uoopvratlon, dtd S00725p as amended 
Intermediate Ic ultimate consignees authorlied by EURATQM 
GOPPELi M European Communitlesp Commission of 79/05/30 Ip 


7707090415 Forwards notification of corp name change Also forwards AF 
Gerald 790329 Itr detailing nature & reason for change 
PACHT,E Scallop Corp , Seal lop Materials Service Div 79/03/29 

IP 


— 7907090423 Notification that Asiatic Petroleum Carp is now known as 
Bcallop Corp 

GERALD, A P Scallop Corp , Scallop Materials Service Piv 
79/03/29 ip 


7907090410 Requests amend of NRC License )(C0M-119,re reactor vessel 
Btudsinuts ik washers for export to Bpain 
MUIR, H 3 Sabcock & Ullcox Co 79/05/31 Ip 


7907060091 License for GE to export notzle fittings to The Netherlands 
OPLINGERtO 0 Assistant Director for Ex por t/Import Sc Int ernati onal 
Safeguards 79/05/25 Ip 


7907100043 Confirms that transfer of matl identified on license will be 
subject to terms 8( conditions of Agreement for Cooperation 
KEEFE, H Canada, Atomic Energy Control Board 79/03/24 Ip 


7907060233 Amends Exxon Nuclear Co export license for Most Germany, 
extending expiration date to B00201 

□PLINGERjG G Assistant Director for Cxport/Impor t It International 
Safeguards 79/05/24 Ip 


7907060255 Amends Westinghouse license to export reactor pressure 
tubes, Zr tubes k spec i al 1 y ‘~des i gned components to Canada, 
increslng value of exported items 

tlPLINGEn, 0 G Assistant Director for Export/ Impor t & International 
Safeguards 79/05/24 Ip 


7907060259 Amends Transnucl ear« Inc export license for France* Inci easing 
quantity of U-SDS to 4 2 g 

DPLINGHR*G G Assistant Director for Ex por t/ Import b International 
Safeguards 79/05/24 Ip 


7907060262 License for United Kingdom Treasury 4( Supply Delegation to 
export 150 pieces of Zlrcalay-4 tubing to United Kingdom 
DPLlNOERtO 0 Assistant Director for Export/Impor t k International 
Safeguards 79/05/23 Ip, 

\ 

7907060286 Requests amend to Nestlnghouse License XC0I1‘'149, Increasing 
value of export of reactor pressure tubes to Canada 
HER5CH, M H Uestinghouse Electric Carp 79/03/18 Ip 


7907060290 Discusses delay in processing License X9NM^1517 

WRIGHT, D.L Office of International Programs 79/03/24 Ip 


7907060440 Forwards License XB-1012 for export of 110,000 Cl tritium to 
Rad ium-Chemle Ltd in Switxerland for production of luminous 
compounds U/o end 

OPLINGERiG 0 Assistant Director for Export/ Impor t L International 
Safeguards 79/06/01 Ip 


7907100047 Executive Dranch position re Westinghouse application to 
amend export license by adding new ultimote censignees in 
France License should be granted 
wnnpMZO. L V State, Dept of 79/06/01 2pp 


7907100033 Requests Export License X8NM'’I373 be amended to reflect that 
matl will be in form of U dioxide 
MAT80N,V Transnoclear, Inc 79/06/04 Ip 


7907100306 License for Eberline Instrument Corp to export 22 
micrograms Pu-*a39 eloc troplated on 1 75 inch stainless steel 
disc for callbr of radiation detection equipment to Canada 
SHEA, J R Office of International Programs 79/06/06 2pp 


7907100343 License for NASA to export 1 g Th“238, 0 6 g 0-230 8t 0 03 g 
Np“237» contained In foil, to Soviet Union 

OPLIN0ER,0 0 Assistant Director for Export/Import Internet ictial 
Safeguards 79/06/OB 2pp 


7907110053 License for Unipax Inti to export 900 kg U, In form of 
depleted U metal bars containing IS kgs matl to be used for 
shleLding purposes, to South Korea 

□PLINOERiO 0 Assistant Director for Export/Import h Internatl onal 
Bafeguards 79/05/31 2pp 


7907110701 Ltr of assurance re Delegation of Commission of European 
Communities application for license to export U-235 to 
France 

MARCHAL, J European Communities, Commission of 79/05/22 Ip 


7907110739 Application by Aramco 8vc Co for license to export 54 kg 
depleted U to Saudi Arabia 

INFAMTE.R, Aramco Services Co 79/04/02 Ip. 


7907060443 Notifies that action on. Llconso XflNM’’J379 to export low 
enriched U fuel to India has not been completed Action 
deferred by Executive Branch pending clarification of 
certain Issues. 

SHEA, J R Office of International Programs 79/06/04 Ip. 

7907060467 Requests 6-month extension of export license to 800201 
License authorizes export of U oxide fuel pellets to West 
Germany, 

NECKODOMtW S Exxon Nuclear Co , Inc (subs of Exxon Corp ) 
79/03/11 Ip 


7907060403 Executive Branch position re GE application for license to 
export 161 kg U-235, contained in 8,87 3 kg U enriched to 
max 3. IXm to Japan 

NQSENZO, L. V. 9tate,Dept of 79/03/29 3pp. 

7907060491 Executive Branch position re Transnwelear, Inc application 
for license to export 227.073 kg (J-235 contained In 10,221 
kg U enriched to max of 3*/. plus 0 125 kg U-235 in 4 hg U* 
to Nest Germany. License should be granted 
NOBENZO, L.V etate,Dept of. 79/06/01 3pp 


7907110744 Requests amend of License X8NM~749 extending expiration 
date to 800701 

UILSON, B D Genera) Electric Go 79/03/31 Ip 

7907120047 Certifies that 0 033 mg of Pu-239, as mentioned in 
application OER 1, dtd 790315 will be subj to all terms k 
conditions of 600725 Addl Agreement for Cooperation 
MARCHAL, J , OOPPELrM European Communities, Commission of. 
79/05/21 3pp 


7907120047 Certifies that 0 033 mg of Pu-239, as mentioned in 
application GER 1, dtd 790315 will be subj to all terms t, 
conditions of 600725 Addl Agreement for Cooperation 
HARCHAL, J , OOPPELfM European Communities, Commission of, 
79/05/21 3pp 


7907120047 Certifies that 0 033 mg of Pu-239, as mentioned in 
application OER I, dtd 790315 will be subj to all terms 6 
conditions of 600725 Addl Agreement for Cooperation. 
HAftCHALi J , ODPPELrM European Communities, Commission of 
79/05/21. 3pp 
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7*yO7Ly0360 Forwards appUcafcion by Mitsui h Co. Inc for two licenses to 
export QNM In form of U hexafluoride or U dioxide to Japan 
MQIJDEN. T Mitsui 8< Co , Ltd 79/05/01 Ip 


— 79071K049S /Application by Mitsui U Co. Inc for license to export 339 kg 
enriched U hexafluoride U 4B3 kg enriched U dioxide to 
Japan 

* Mitsui U Co I Ltd 79/03/01 Ip 


7907120305 Foruards telex providing more detailed explanation of 
end use listed in application XU-a461 
MATSUM. V Transnucleor, Inc 79/05/25 3pp 


-.^7907 120 to 3 Application by Transnuc 1 ear, Inc for license to export 
I23i SOO kg depleted U in form of U metal as derb ies, enriched 
to 0 371 11-233 500 kg depleted U in form of U hexafluoride, 

enriched to 0 37. U-235 
* Transnuc lear, Inc 79/03/03 2pp 


7907120394 Forwards application by GE for Itconso to export 2r tubing 
to Sultierland 

mUaON, n o Oeneral Electric Co DDW-79135 79/05/23 Ip 


7907130053 Rol^uotts Executive Branch position re Ucstinghause 
application for License to export reactor pressure tubes & 
specially designed components to Argentina 

DPLIMQERi 0 0 Assistant Director for Export/Import It International 
Safeguards 79/06/01 ip 


790VL3005Q Requests Executive Drench position re Mitsubishi Inti Corp 
application for license to export 40.023 kg U enriched to 
3 aSV. U-S3S. to Japan 

OPLINGCR, 0 0 Assistant Director for Export/Import t International 
Safeguards 79/06/01 ip 


7907130060 Requests Executive Dranch position re QE application for 
license to export one fuel grapple assembly to Italy 
QPLlWOERiO 0 Assistant Dlrbctor for Export/Import 6 International 
Eiafaguards 79/06/01 Ip 


/907130074 Requests Executive Branch position re Metal Bellows Corp 
application for license to export specifically designed 
components to Spain 

OPLJMOER.O 0 Assistant Director for Export/Import St International 
Safeguards 79/06/01 ip 


7907130059 Amend 3 to Transnucl ear. Inc export license to Include D In 
form of LT oxide as well as UF6 in export to Prance 

OPLiNQEn.O 0 Assistant Director for Export/Import it International 
Safeguards 79/06/01 Ip 


7907130234 Forwards application for license to export 20 ND8 stds U-030 
A. U hexafluoride to Italy 

CDPPELi Hi European Communities. Commission of 79/05/16 2pp 


--790'7130240 Application by Delegation of Commission of European 
Communities for license to export 20 g U-030 enriched 
U oxide to Italy 

a European Communities. Commission of 79/05/16 2pp 


7907130427 8ECY-79-100 

Recommends NRC approve Westlnghouse license to export 
various components to Philippines 

SHEA.J R. Office of International Programs 79/05/00 9pp 


— 7907130441 Executive Dranch position re Westlnghouse application for 
license to oxpart various components to Philippines 
Llcenso should be issued 

NOfiENZOiL V State, Dopt of 7B/U/03 9pp 


7907130500 Certifies matl S< transport procedures re export license 
XBNM-IS13 comply w/all terms & conditions of 600725 Addl 
Agreement for Cooperation 

GOPPEL, M European Communities, Commission of 79/05/17, 2pp 


7907100277 Forwards license application for minor nuclear export 
Utr of assurance required W/o end 

PETERSON, M R. Assistant Director for Export/Import 6 International 
Safeguards 79/07/06 ip. 

7907100204 Requests Executive Branch position re Eherllne Instrument 
Carp application for license to export BNM to Chile, 

PETER0ON, M R Assistant Director for Export/Import 6 International 
Oafeguards 79/07/06 Ip 

7907180S46 License for Delegation of Commls^^lon of European Communities 
to export 2.486 g 0-235 to France 

OPLINCER.G 0 Assistant Director for Export/Import b International 
Safeguards 79/06/01 2pp 


79071S0350 License for Westlnghouse to export 0 0164 g U -233 to 
South Korea 

OPLINGERtG G Assistant Director for Export/Import 2. Internationa’ 
Safeguards FE-20040 79 / 06/01 2pp 


79071Q0563 Application by Transnuc 1 ear, Inc for license to export 0, 
enriched to max of 1 16’/, U-235, to France 

MATSON, V Transnuclear, Inc 79-155/01 TNPae 79/05/30 3pp 


79071B0660 License for Reuter-Stokes, Inc to export 0 0001 g U-235. 
enriched to 727. max in U-235, to West Germany 

DPLINOER. G 0 Assistant Director for Export/Import 6 International 
Safeguards U-a060 79/06/05 2pp 


7907180663 License for Tr ansnud ear. Inc to export 277 073 kg U-235i 
enriched to 37. w/o max, 6 0 120 kg U enriched to 3'/ u/o max, 
to West Germany 

OPLINGERtG G Assistant Director for Export/Import t, International 
Safeguards 270 EU/26 79-06 79/06/05 2pp 


7907IB0669 License for Reuter-Btokes, Inc to export 0 007 g U-235. 
enriched to 1B*4 w/o max. to West Germany 

QPLINGER.O 0 Assistant Director for Export/Import 6 International 
Safeguards U-a063 79/06/05 2pp 


79071B0675 License for Reactor Experiments, Inc to export 0 033 mg 
Pu-239 to West Germany 

DPLINGER/O G Assistant Director for Export/Import It International 
Safeguards GER-l 79/06/01 2pp 


7907180678 License for Reactor Experiments, Inc to export 0 095 mg U-235 
enriched to 93 15 u/o max, olectrodeposited onto nickel foil, 
to West Germany 

QPLINOER.G G Assistant Director for Export/Import 6 International 
Cafeguards OER-1 79/06/01 2pp 


7907180820 Requests amend to include Borg-Warner Nuclear Valve Dlv of 
Dorg-Warner BV 4870 AB Etten-Leur, The Nether lands, as 
Intermediate consignee 

HAN, 8 Y Borg-Warner Carp 79/05/30 2pp 


7907160838 Application by Sigma Chemical Co for license to export 
compounds containing deuter ium. over 2-yr period, to New 
Zealand 

STERN, W C Sigma Chemical Co (subs of Sigma Aldrich Corp ) 
79/06/05 ip 


7907180852 Forwards BECY-79-72A re Executive Director response on 
pending application to export highly enriched U to Japan 
MCGREGOR, E W Office of the Executive Director for Operations 
79/06/12 Ip 


—7907180860 8ECY-79-72A 

Forwards Executive Branch position re GE application to 

export 161 kg 0-235, contained in 5,875 kg U enriched to 

max of 3 IK, to Japan Requests Commissioner input 

SHEA, J R Assistant Director for Export/Import tc International 

Safeguards 79/06/OS Ip 


— 7907180869 Executive Branch position re GE application for license 
to expprt 161 kg U-235, contained in 5,875 kg U enriched to 
max of 3 IK, to Japan Ltr of assurance end License should be 
granted 

NOSENZO, L V State, Dept of 79/05/29 3pp 


7907100861 Application by Matheson Gas Products for license to export 
200 liters deuterium, chemically pure, 36 g 6 two Siie 4 
cycle, each containing ICO liters, to South Africa 
# Matheson Gas Products 79/06/05 2pp 

/9O710OB60 Application by Marubeni America Corp for license to export 
U-30B, w/var ious max weights of U-235, to Japan End use 
statement encl 

MAMIYA, S Marubeni America Corp (subs of Marubeni Corp ) 
79/05/17, 3pp 


79O71BQ073 License for Weitinghouse to export three compensated 
ionization chambers, Type WL-23944, to France 

QPLINGER.O 0 Assistant Director for Export/Import Ic International 
Safeguards 79/06/U Ip 


7907180877 Forwards TX Nuclear Div application for license to expbrt 
30 mCi Pu-235 to Italy 

HENDRICK, W 0 Ramsay Engineering Co , Texas Nuclear Div 79/06/12 

Ip 

—7907160900 Application fay TX Nuclear Dlv for license to export 30 
mCi Pu-235, as sealed source contained In Model 9256 source 
holder.to Italy ^ ^ 

HENDRICK, W 0 Ramsay Engineering Co , Texas Nuclear Dlv 

79/06/12 ip 
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77071E[jGaO A-^iend 2 to OA Co eiport 1 increasing U-235 bij 3?0 g 

contained Jn J < 970 g V 

S^iEA, J fi A«tlstant Director for Eiport/lmport & International 
Safeguard! 79/06/0B ip 


7907l€0909 License for United Kingdon Treasury t Supply Delegation to 
eiport 3 914 y U'235 to United Kingdom 

Q/’LINOERiO <5 Assistant Director for Eiport/lmport ft International 
Safeguards ^-3391/01 -7028 79/06/01 Spp 


7907190001 Application by Hestinghouse for license to eiport one 
co»pensatfd loniiation chamber to Japan 
POCHALfW P Ue s t ingh ou s e Electric Corp 79/06/05 Ip 


7907190009 SECY-78-655A 

Foruardi Eiecutive Qranch position re pending application 
for Mitsui tt Co< Inc license to eiport highly enriched U to 
Japan 

SHEA# J fl Office of International Programs 79/05/29 Jp 

— 79071900IB Eiecutive Branch position re Mitsui Coi Inc application for 
license to eiport 3i511 tg U-235 to Japan License should be 
granted EncJ use statement end 
NGSENZOrL V State# Dept of 79/05/23 2pp 


7907190034 Reguests Eiecutive Qranch position re WJ Woolley Co 
application for license to eiport specially-designed 
eguipment to South Korea 

PETERSDN/M R Assistant Director for Eipor t/Jmport fc Iirternat ianal 
Safeguards 79/06/20 Ip 


7907J90I63 Eiecutlon Branch position re OA Co application for license 
to eiport increased amount <390 g) U-235/ contained in 
1.970 g Ur enriched to 19 B/5. to Turkey 
NOSENZO.L V State, Dept of 79/06/05 4pp 


7907190633 Llconae for Sigma Chomlcal Co to export 15 kg doutarlum 
oxide. contained in compounds. to Now Zealand 

PETERSON. M R Assiatant Director for Eipor t/Impor t 8< International 
Safeguards 79/06/27 2pp 

7907190657 License for Mathason 0ns Products to export 36 g 
deuterium, chemically pure, contal nod in two Slio 4 cyllndors. 
to South Africa 

PETERSON.H R Assistant Director far Export/Imp art ft Iniornn t Lon>i 1 
Safeguards 79/06/27 2pp 


7907190663 License for Beuter-Stok es. Inc to export O 0004 g 13- 
enriched to 9355 w/o max. as detectors In Model 
nB-C6-0201*^231r to West Germany 

PETERSOM.M R Assistant Director for Cxport/Impor t 8. 1 ntor i>aU onal 
Safeguards 79/06/27 2pp 


7907190660 License for Monsanto Research Corp to export 0 33 fl Pu-ajQ. 
contained in one Pu-23B beryllium solaod neutron source, MRC 
Model 2724* to Turkey 

PETERSDN.M R Assistant Director for Expor t/Impor t ti I fit oriia t tons I 
Safeguards 79/06/27 2pp 


790719D676 License for Metal Dellotiis Corp to export six pieces of 
1-inch hose assemblies 769-09.18 pieces of 3-lnch hose 
assemblies 769-90 it 100 pieces of instrumentation hose 
739-69 to Spain 

PETERSOM.M R Assistant Director for Eipor t/lmpor t 8* Inter na t i 1 
Safeguards 79/06/26 Ip 


7907190603 License for Transnuc 1 ear , Inc to export 530 13 U-2,i5, 

contained In 12 282 11 kg U. 0 043 kg U-233. contained In 
1 kg U. to France 

PETERSON. H R Assistant Director for Expor t/lmpoi't t< In tarnat ( ana 1 
Safeguards 79/06/25 Ip 


79O71906J5 License for Hoke. Inc tq eiport two I S-lnch beMows-sealed 
control valves to Canada 

PETERSDN.M R Assistant Director for Eiport/Jmport fc International 
Safeguards 79/06/27 Jp 


7907190606 License for Reactor Expor imen ts. Inc to export 0 20M wfl 
Np-237, elec trodeposi ted into nickol foil, to Ci ec hos lovak i a 
SHEA.JR Office of International Programs 79/06/20 2pp 


7907190621 License for World Wide Import/Export Svc.Ltd to export one 
uncompensated ionlxation chamber. Model WL-6937A. 8« one 
compensated ionliation chamber. Model WL-230B4, to Braxil 
SHEA.JR Office of International Programs 79/06/23 Ip 


7907190692 License for Transnuc lear. Inc to export 4QQ 25 kg 
contained in 14.100 kg U,!< o 033 kg U-23&. conta Ined in 
1 kg U. to Guieden 

SHEA. J R Office of International Programs 79/06/20 2pp 


7907190624 License for Chase Nuclear 
extruded tube to Korea 
PETERSDN.M R Assistant Director 
Safeguards 79/06/27. Ip 


iUS) to export one ZircaIoy-2 
for Export/Import t* International 


7907190697 License for Gearhart Owen Industr 1 as. Inc to export S Ci 
Cs-137 source contained in density toDl.3 Ci Ain-241 source 
for Gamma flay-CCL-neutrcn tool it 250 me I Am-241 source 
contained In olluall density tool to Poland 

SHEA. J R Office of International Programs 79/06/20. ffpp 


7907190627 License for WestinghGuse to export one compensated 
ionliation chamber. Type WL-230a4. to Japan 
SHEA. J R Office of International Programs 79/06/27 Ip 




7907190705 License for Byron Jackson Pump Dlv to export mlic «l J ant ou i 
specially-designed or prepared parts t components, for u«e 
In coolant pumps of listed reactors. to Japan 

PETERSDN.M R Assistant Director for Export/Import It In terria i I on*) 
Safeguards 79/06/20 2pp 


?t.H •“ 


7907190633 License for Edleu Inti Co 
contained m is g solution nitric 
Sweden 

PETERSON. MR Asititant Director 
Safeguards 79/06/25 2pp 


to export 0 09 mlcrograms Pu-242, 
acid. MBS Std 4335. to 

for Export/lmport 6 International 


7907190636 License for TX Nuclear Dlv to export 2 830 mo Pu-23B. 
contained in 3 520 mg Pu as sealed sources In Models 9256 & 
9264 source holders, to Singapore nooeis 9256 h 




in lM0O.ooo‘'kru-3OBffci‘'un!ted 1*000.000 kg U. contatnad 

SHEA. J R Office of International Programs 79/06/21 2pp 
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79-07190773 License for Carpenten Technologg Corp to export &15 
Zirca 1 alloy fuel channels to West Oormany 

PETERSQNi M R Assistant Director for Ex p ort / Imp or t It International 
gafeguards 79/00/01 Ip 


7907230135 License for JT Baker Chemical 
Uj contained in 25 lb uranyl acetatei to 
PETERBONi M R Assistant Dlroctor for 
3afeguar(Ji 79/OA/ao app 


Co to export 14 03 lb depleted 
Mexico 

Exp ort/Impor t & International 


770719077B License for Dorg-Warnor Corp to export globe it chock valvesr 
carbon U stainless steeli pneumatical ly * el ec tr i cal ly it 
manua 1 1 y-opevatedi per Section III of ABME Boiler t< pressure 
Vessel Code to The Netherlands 

PETER S 3N* M R Assistant Dlrsctor for Expo-rt/lmport it International 
Safeguards 79/06/20 ip 


7907190703 License for Westlnghouse to export reactor i n terna 1 s p rea c tor 
control mechanisms other specifically-designed or prepared 
parts U components for use in nuclear reactor to 
Suit z er land 

PETERSOMi M R Assistant Director far Export/lmp ort U International 
Safeguards 79/06/20 Ip 


7907190791 Amend 2 to Transnuc lean# Inc export 1 i censei extend ing 
expiration date to B0D6O1 

OPLIROER^O 0 Assistant Director for Expor t/Import it Internatlorial 
SafegU'ards 79/06/05 Ip 


7907190797 Amend 2 to Transnuc 1 oar i Inc export 1 icenae< extending 
expiration date 800701 

OPLINDER«0 0 Assistant Director for Export/lmp ort it International 
Safeguards 79/06/05 Ip 


7907190005 Amend 1 to Westlnghouse export 1 i censei adding specifiod 
French nuclear reactor facilities as ultimate consignro* * 
ravlsinig items authorized for export 

SHEA/JR. Office of International Programs 79/06/06 2pp 


7907190010 Amend 1 to Westlnghouse export 1 1 c ense* c hong 1 ng other 
party to export to Westlnghouse Electric Corprc/O' i-tW 8t 
John Go 

QPLIWOER<0 0 Assistant Director for Export/ Imp ort «< International 
Safeguards 79/06/06 Ip 


7907190014 Amend 3 to OE export license^ extend Ing expiration date to 
B0070I 

SHEA I J R Office of International Programs 79/06/06 Ip 


79O719O02S Amend 1 to Scallop Matls Svc export 1 lcense« chang Ing name 
of licensee from Asiatic Petroleum Corp it changing ultimate 
consignee to read all countries except Cambodia^ Cuba* North 
Kovoar Rhodesia S< Uganda 

SHEA/JR. Office of International Programs 79/06/06 Ip. 


7907190330 Amend 1 to B$<W expert 1 icense* odd Ing intermediate consignee 
in Spain Ic M Snedeker Corp as other party to export 
CPLINSERiO 0 Assistant Director for Export/Import it International 
Safeguards 79/06/05 Ip 


79^07190037 License for Westinghouso to export three compensated 
Ionization chambers) Type WL -23944) to Franca. 

OPLlNOHRiOD Assistant Director for Expor t/lmport it Internatlana 1 
Safeguards 79/06/05 Ip 


7907190843 Forwards application r«r uLonse for minor nucleai 
export Ltr of oiiurance required 

PETERSQN^ti R Assistant Director for Export/Import it International 
Safeguards 79/06/25 Ip 


--7907190855 Application by Isotope Products Labs for license to export 
1 microgrem Pu-23Bi I microgram Pu-239 b 1 microgram Pu-236 
to West Germany, 

AMiLAUER.K Isotope Products Laboratories 79/06/12 Ip 


7907230032 Application by Eberline Instrument Corp for license to 
export one Pu-239 dl sC) electroplated on stainless steelr 
to United Kingdom 

BOLES. A E Eberline Instrument Corp. 79/06/10. Ip 


7907230046 Application oy Iransnuc tear) Inc for license to export U« in 
form of U hexafluoride enriched to 93. 30X U-235i to West 
Germany. End use statement end 
MATSDNiV Transnucloar. Ine. 79/06/05. 2pp. 

— 7907230052 Forwards application for llcenie'to export 33 0 kg Ur 
containing 30.0 kg U-23S enriched to 93 30K U-235i to France. 
HATBON)V Transnudearr Inc. 79/06/05 7pp 


7907230090 Application by Gearhart Owen Industr ies* Inc for license to 
export H Ci Gf-137 source for density tool & 3 Cl Am-241 
radioactive neutron source for Gamma Ray-CCL-fieutron tool to 
Poland. 

CLAUhICH) A Oearhart-Owen Industriesr Inc t GO Wireline Services Dlv 
79/06/01 2pp 


7907230140 Application by TX Nudoar Div for license to export 30 mcl 
Pu-233)as Sealed source contained In Model 9264# to 
Sing apore 

IfENDR 1 CK) W O Ramsay Engineering Co # Texas Nuclear Div 79/06/18 

IP 


—7907230146 Requests expediting of export lice-nse since rigid shipping 
schedule Is required Llcanse end 

HENDRICK. W 0 Ramsay Engineering Co > Texas Nuclear Dlv 
79/06/ia Ip 


7907230149 Executive Pranch position re Dyron Jackson Pump Div 
application for licence to export components for cnolaot 
pumps to India License should be gra-nted 
NOSENZDiL V State, Dept of 79/06/15 2pp 


7907230162 Application by Reuter-atoks s, Inc for license to export 
R8-C6-iloa local power range mo-nitor assembly Type 
U-234/U-235 mixture sensitive matl to 0weden 
BKURUPArJ □ Reuter-Btok cs» Inc 79/06/18 3pp 


7907230168 Executive Branch position re Mitsui & Co application for 
license to export Zircalo-y-S tube shallsito be used as fuel 
cladding, to Japan License should be granted 
NOSENZO)L V State, Dept, of 79/06/15 2pp 


7907230171 Amend 2 to Westingnuuse export license) to extend expiratlou 
date to 001231 

PETERSONrM R Assistant Director for Exp ort/ Import & l-ntornatlonal 
Safeguards 79/06/27 Ip 


7907230177 Amend i to Westlnghouse export license, to extend expiration 
date to 8L0SD1 ) del ete Condition 3 & change max enrichment 
perc entag e 

PETERSON. M R Assistant Director for Expart/lmport It International 
Bafoguards 79/06/25 Ip 


7907230179 Executive Branch po-iition re Reactor Exper Iments, Inc 
application for license to export O 2014 mg Np-237 
elec trodepos 1 ted on nickel fnil^to C z echoslova kia 
License should be granted 

NOSENZO,L V State, Dept of 79/06/15 2pp 


7907230105 Forwards SECY-‘79-360 re Transnuc tear . Inc application for 
export license to transport source matl to France. 

HCOREOQR,E W Office of the Secretary of the Conimisslon 79/06/12 

ip 


79072301 00 SECy~/V-36B 

Notification of receipt of Tra-nsnuc 1 earj Inc application to 
export 23. OB? 9 kg Ui enriched to 3 35K maxr& 1S6.,OQO kg 
depleted Ui enriched to 0 3*/. max U-23 5i to France 
SHEA. J R Office of International Programs 79/06/04. spp 


— 7907230196 Application by Transnuc 1 tar* Inc to export depletod U. in fot 
of U metal as derbies at 0.31: U-235) & depleted 
U in form of depleted LI hexafluoride as heelsiat max 
of O 3K U-235, to France End Use statement end. 

# Transnuc leer, Ine 79/05/03 2pp 


7907230193 Executive Branch position re CE application for license to 
export plp« whip restraints to Belgium License should be 
granted 

ND8EN20,L, V State, Dept of 79/06/15 2pp 

7907230210 Amend 2 to OE export license, to add Conditions il it 12 
8HEA* J R. Offlcs qf International Programs 79/06/20 Ip 


7907230227 Amend 3 te Transnuc lear, I nc export license* to add 
Conditions 10-12 re shipments of highly enriched U 
, SHEA* JR Office df Internationa] Programs 79/06/20 2pp. 

7907230230 Amend 1 to TX. Kuclcar Dlv export licenser to add Ramsay 
RECi Ltd) Canada as additional Intermediate consignee 
SHEA* J. R Office of Internationa] Programs 79/05/20 ip 


7_90723p.443 Executive Branch position re Carpenter Technology Coi^p 
appl icat ion ^of license to export Zlrcaloy^A allay fuel 
channels ta West Germany 

NOBENZOrL U. State) Dept of 79/06/15 Spp 


7907230445 Executive Branch position re OE application for license to 
export offgas filter vessels it associated valves to Italy. 

NOSENZQiL V Btate* Dap t. of. 79/06/15 2pp, 
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79&7S3044B Exffcutlv'e Branch pasltlon re Tran&nuclear Inc application 
far license to eipart S2B 13 is U“235i enriched to 4 3X» ■!< 

0 043 ig con ta 1 Tied in J kg lr« to France 

NOSENZO^L V StateiDept of 7?/0&/lS> 2pp 


7907230437 Executive Branch position re Nuclear Value Dlvt Borg^Warner 
Carp application for licenae to export globe & check valves 
to Belgium 

N0SEM20,L V State. Dept of 79706/13 2pp 


7907830521 Submits application to amend license bo export nuclear matl 
to Spain Requests change in ulbiHiata consignee 
HlLSONifl P General Electric Co iNuclear Energy Products Div 
EDW-77lil 79/06/14 ip 


7907830i600 Requests Executive Branch posltidn re Eaiota Inti Co 
eppllcatiDD for license to export U-835 to Suieden 

PETERSONjM R Assistant Director for Export/ Impqr t tt International 
Safeguards 79/07/0^ Ip 


7907330629 Requests E«ecutlve Branch position re Mitsui L Co 
application for license to export Zlrcaloy’-S tubes to Japan 
PETERSON.M R Assistant Director for Export/Import *« International 
Safeguards 79/07/05 Ip 


7907230633 Requests Executive Branch position re Hitsgl 1 Co (USA). Inc 
application for license to export U-235 to Japan 

PETER80N.M ft Assistant Director for Eiport/Import & International 
Safeguards 79/07/03 Ip 


7907230636 Requests Executive Branch position re Par Bys Corp 
application for license to export neutron absorber tubes to 
Spain 

PETERSDN.M R Assistant Director for Export/lxnp ort t< International 
Safeguards 79/07/03 Ip, 


7907330641 Requests Executive Branch position re Ues tlnghouse 
application for license to export J82jS 29 kg U. enriched to 
3, U~235. to Suitzerland 

PETERSDN^M fl Assistant Director for Expor t/Imp ort l< 1 rsternational 
Safeguards 79/06/89 Ip 


7907230636 Executive Branch position re Sancivic Special Metals Corp 
application for license to export 2100 xirconlum tubes, for 
use as cladding for fuel elements# to Sueden License should 
be issued 

NOBENZO.L V State, Dept of 79/07/02 2pp 


7907230690 Executive Branch position re Mitsui & Co appHcatlon for 
license to export Zircaloy.'4 tube shells to Japan License 
should be granted 

NOSENZOiL V State. Dept of 79/06/15 2pp 


7907230708 License for Mitsubishi Inti Corp to export 0 41g U-239, 
contained in 40 97 g depleted U. to Japan 

PETERSBN.M R Assistant Director for Export/Import 6 Internatiorai 
Safeguards 79/06/89 8pp 


7907240007 License for 0£ to export one fuel grapple asscfubly ii jnod kit 
tf> ltal\) 

FETERSOM/ M R Assistant Director for Export/Iropor t internaUcnal 

Safeguards 79/07/09 ip 


790724000B Amend 1 to TX Nuclear Dlv export license, to add Ramsey REC. 
Ltd as addl Intermediate consignee 

SHEA# J R Office of International Programs 79/06/80 Ip 


7907S40010 License for Westinghousc to export reactor prossure tubes b 
ml sea I laneous reactor parts t< components to Argentina 
PETERSONfM R Assistant Director for Export/Import & Interratlonsl 
Bafeguards 79/07/09 Ip 


'907240012 License for Mitsui «. Co to export 25# 463 lb of Zlrcaloy-4 
tube shells to Japan 

SHEA# J R Office of International Programs 79/06/20 Ip 


7907840015 License for Wostinghouse to export one compensated 
iani cation chamber/ Type UL-23729< to Stuitxerland 

PETERSON. i1 R Assistant Director for Export/Import l< InternetleMl 
Safeguards 79/07/0Q Ip 


7907230646 Requests Executive Drench position r< Isotope Products Labs 
application for license to export byproduct matl to 
Argent! na 

PETERSPN# M R Assistant Director for Expart/Import tt International 
Safeguards 79/06/23 Ip 


7907210691 Foriuards application for export licensa for minor nuclear 
export Ltr of assurance required U/o end 

PETERSON. M R Assistant Director for Export/Imp ort ic Internat i ona I 
Safeguards 79/07/05 Ip. 


7907230656 Requests amend to extend export license to BlOSOl 
WILSON. B D Genera] Electric Co ^Nuclear Ettorau Products Dlv 
79/06/10 ]p 


7907^30699 License for Amersbam Carp to export 400 mCi Cn-244 to 
United {kingdom 

PHTERSONiWR Assistant Director for Export/ Itnpar t International 

Safeguards 79/07/03 2pp 


7907230661 License for Air Products L Cbemlcalsi Inc to export 167 g 
deuterium to Canada 

PETERGDN# M R Assistant Director for Export/Import tf International 
Safeguards 79/06/39 2pp 


7907230664 License for Mitsubishi to export 500 mCi of Cf-852 to Japan 
PETERSON# M R Assistant Director for Export/Import & International 
Safeguards 79/06/20 8pp 


7907240017 License fur Dyron Jackson Pump Dlv to export parts fur uii 
In coolant pumps to India 

PETERSON# M R Assistant Director for Export/Impor t 6 Internatlanel 
Bafoguards 79/06/20 Ip 


7907240019 License for Westinghouse to export tuo compensated 
iontxation chambers. Model WL-6377< to The Netherlands 
PETERSONtM R Assistant Director for Expurt/lmport 1/ Intarnailonal 
Safeguards 79/07/03 tp 


7907240024 License for OE to export 331 kg U-'S35r enriched to 3 VA max# 
to Japan 

PETERSON. M ft Assistant Director for Export/Import It Internat loral 
Safeguards 79/07/03 2pp 


7907240031 License for Byron Jackson Pump DW to export on* tandum-tyf e 
mechanical teal cartridge for use In coolant pumps to India 
BHEA. J R Office of International Programs 79/06/20 2pp 


7907240036 License for Byron Jackson Pump Dlv to export 56 coll springs 
for use In coolant pumps to India 

BHEA. J R. Office of International Programs 79/06/80 Ip 


7907240039 Amend 1 to TX Nuclear Dlv export license, to add Ramsey# REG. 
Ltd as inturmedlate consignee 

8KEA. J R Office of International Programs, 79/06/80 Ip 


7907240054 License for Transnuclear. Inc to export 411 23 kg 0-835. 
enriched to 3 55H. I. 0 0355 kg U-BSS. contained in 1 kg U 
enriched to 3. 55?ir to Suitzerland 

PETER80N/M ft, Assistant Director for Export/Import St International 
Eafeguards 79/07/03 2pp 


7907830660 Executive Branch position r» Byrun Jackson Pump Dlv 
application for license to export parts for coolant pumps to 
India License should be granted 
N06ENZO.L V State. Dept of 79/06/1 3 8pp 


7907230671 Llc«n«« for Westinghouse to export 3,36 g U-233. auric had to 
93X lu/o max. to Bweden. 

PETERBON. M, R Assistant Director for Export/Import 8c Interna ti ona 1 
Safeguards, 79/06/28 2pp 


79072a0<}/tf License for fteuter^Stokes Inc to export 40 9S6 mg 
U-235i enriched to 93/4 w/o max. to Japan 

PETERSON/ M,fi Assistant Director for Export /Import L International 
Safeguards 79/07/02 2pp 


7907240056 License for TX Nuclear Div to export I 415 mg Pu-230. 
contained in £.76 mg plutonium, to Italy 

PETERBONi M R Assistant Director for Export/Import 8( Internatlonel 
Safeguards 79/07/03 2pp 


/907240059 Cleanse for Mitsubishi Inti Corp to export 342'kg U-S35. 
enriched to 2 S5'}(i to Japan 

PETER8DN.M R Assistant Director for Export/Jmport 8< International 
Safeguards 79/07/03 2pp 


7907240103 Application by Amoriham Corp for license to export 400 mCl 
Cm*'244 as sealed source to United Kingdom 
BELGRAlft. D P Amersham Corp 79/06/06, lp> 


NONDOCKETED ITEMS 


377 


7907240111 Application by Nost Inghouso for licsnse to export 
one compensated ionization chamber to Sui tzerlartd 
fOCHALiH F WostinghousB Electric Corp 79/0t/13 Ip 


790724011a Application by Air Products L Chemi cal s, Inc #or license to 
export 167 p deuterium to Canada 

MDVAK091CH«D Air Products U Chemicals* Inc 79/06/09 Ip 


7907240146 Executive Branch position re OE application for license to 
export -one fuel grapple assembly 6 mod hit to Italy License 
should te granted 

NOSENZO. L V State, Dept of 79/07/02 Spp 


7907240162 Executive Branch position ro tJest inghouse application for 
llcenso to export reactor pressure tubes 6 components to 
Argentina License should be granted 
MDSEN20, L V Slate. Dept of 79/07/02 2 pp 


7907240177 Exocutlvo Branch position re Hoke* tnc application for 
license to export bellouis sealed instrument isolating valves 
to Argentina Licenso should be granted 
NGSENZQ* L V State* Dept of 79/07/02 2pp 


7907240190 Application by l^estlnghouse for license to export tuio 
fi-ssion chambers to France 

PQCHAL* M E Wostinghouse Electric Corp 79/03/16 Ipp 


7907240200 Poruiards application to export U as U-hexaf iuoridc* 
for use in fabricalian of reload fuelito Eueden. 

HAnMDHiD VJ Edloiii International Co 79/06/26 Ip 


-"*7907240209 Application by Edlou Inti Co for license to export U as 
U-hexaf luor idoi for use In fabrication of reload fuelito 
Eueden 

HAriMDNi D V} Edlou International Co 79/06/26 Ip 


79O7240&1Q Forurards application to export enriched U-^hexaf Ivor Ida to 
Japan Use not specified 

KONDENiT Mitsui h Co * Ltd 79/06/21 Ip 


'’-7907240510 Application by Mitsui co for license to export enriched 
U-hexnf luoT i de to Japan Use not specified 
MDMDDN. T Mitsui t< Co * Ltd 79/06/21 ip 


7907240223 Fort/ards application to export 30 mCl of Pu-23B. for use In 
analysis of carbon t( alloy steels* to Canada 

HEKOniCKiU O Ramsey Engineering Company T-1402 79/06/21 ip 


— 7907240277 Application by Ramsey Engineering CorpiTX Nuclear Dlvi for 
license to export 30 mCl Pu-23B» for use in analysis of 
carbon U alloy steels* to Canada. 

IIENORICKrtJ O Ramsey Engineering Company 79/06/21 Ip 


79072402130 For uards application to export U-dloxIde pellets* 
to be assembled in fuel rods* to Spain 

VtEENAN*n P Uesilnghouse Electric Corp ICS-ee21 79/06/21 lp« 


--7907240534 Application by Westlnghouse far license to export U-dloxiria 
sintered p e 1 let s* encapsulated In sealed fuel rods l< 
assembled in fuel assemb 1 1 es* io Spain 

|iEENAN*n P Uestlnghoiise Electric Corp ICS-SaSl 79/06/21 Ip. 


7907840209 Application by Mitsubishi Inti Corp for license to export 
500 mCi Cf-aOHi fur use as primary neutron source rods* to 
Japan 

TANAKAjN Mitsubishi International Corp (subs of Mitsubishi 
Corp 1 64-7I4L-8 79/06/15 Ip 


7907S40295 Application by Hoksj Inc for license to export 1 9 Inch 
bellou sealed control valve* for use In D~ 2-0 collection 
tank level control* to Canada, 

MNDNER.T P Hoke. Inc 79/06/20 Ip 


7907540274 Application by Hoke* Inc for license to export 1 . 5-lnch 
bellow sealuu control valves* fo use in D-S-0 collection 
tank level control* to Canada 
LINDHER.T P. Hoka* Inc 79/06/20 Ip 


7907240463 Executive Branch position re World Wide Import/Export 8 vc» 
Ltd application for license to export one uncompensated it 
one compensated lonitatlon chamber to Bratil Ltr of 
assurance end, License should be granted 
KQBENZO*L.V, 8 ta te* Dept. of. 79/06/21 3pp 


7707240400 Forwards application for export license for minor nuclear 
axport Ltr of assurance required W/o end 

PETEftBONjfl. R, Assistant Director for Export/Import & International 
0af«guardi. 79/06/22. Ip 


7907230017 Application by Chase Nuclear Div for license- *0 export one 
Zircaloy-2 extruded tube to South Korea 

a Chase Brass U Copper Co , Inc (subs of Kennocott Copper Corp > 
79/03/29 Ip 


7907230-033 Application by Westlnghouse for license to- export two 
compensated io-nizatlon chambers b two fission cauntepa to 
The Netherlands 

SCHNAUrZiC E Westinghouse Electric Corp 79/06/13 Ip 


7907230030 Amend 1 to NU3 Corp export 1 1 c en se* de 1 et 1 n 9 Republic of 
China as ultimate consignee 

SHEA* J R Office of International Programs 79/06/13 Ip 


7907230033 Requests extension of expiration dates for Licenses XShM-937 
6 XSNM— 1072 to B006'Q‘l & 000701* respectively 
MATBON. V Transnuc 1 ear* Inc 79/05/30 Ip 


7907250033 Requests extonslon of expiration Oates for Licenses X8Nrt-937 
h X8NM-t072 to 000601 6 8007D1 . re sp ec 1 1 ve ly 
MATSON* V Transnuc 1 ear. Inc 79/05/30 Ip 


79O7830074 Executive Branch position re GE application for license to 
export 796 kg tf-235* contained in 29*526 kg U as U 0 v t de 
paudei enriched to m^ax 3 65X* to Japan License should be 
granted 

NOSENZ-O. LV State* uept of /9/06/28 3pp 


7907230030 Amend 1 to Edloui Inti Co export 1 icense* rep 1 ac Ing Republic 
of China u/Taiu-an as ultimate consignee 

SHEAiJ R Office of International Programs 79/06/13 ip 


7907230096 Amend 1 to CE export Uc ense* deleting Republic of China 
as ultimate consignee 

BI-IEA* J R Office of Internafi one 1 Programs 79/06/13 ip 


7907230101 Amend 1 to Westlnghouse export I Icense* del e t 1 ng Republic of 
China as ultimate consignee 

SHEA* J R Office of International Programs 79/06/13 Ip 


79O72301C8 Amend 2 to Mitsubishi Inti Corp export 1 icen<-sar increas ing 
enrichment of mail to be exported to 3 16G7X u/o max 
RETERSDN* M R Assistant Director for Export/Import International 
Safeguards 79/06/13 Ip 


7907230113 Amend 1 to Mitsubishi Intl Corp export 1 iconi«e* increas ing 
amount of matl for export to Japan from 1 2 to 1 2214 9 
U-235 

PETERSON* M R Assistant Director for Export/Import & International 
Safeguards 79/06/13 Ip 


7907230235 Amend 1 to license for Edloiu Inti Co to imp-art U from South 
Africa Amend changes expiration date to 011231 

PETERSON* M R Assistant Director for Export/Import: 4c International 
Safeguards 79/06/29 Ip 


7907230236 Application by Mitsui 6 Co* Inc for license to export 
Zircaloy -2 tube shells to Japan 
MDNDENtT Mitsui & Co * Ltd 79/06/27 Ip 


7907230230 Forwards application for license to export 30 assembled 
projectiles to France 

TARAS, D N. Army* Dept of 79/06/29 Ip 


/907330240 AppUcatl-on by UB Army Tank Main Armament Sys for license 
to export cartridges containing one metallic deplAted U 
penetrator to France 

LOOANiJA Army, Dept. of. 79/06/25 Ip 


7907230242 License for Hoke* Inc tu export bel lows-s ea I ed instrument 
Isolating valves to Canada 

PETERBON. M R Assistant Director for Export/Imp or t t, International 
Safeguards 79/07/05, ip. 


7907250422 Ameno I to OE export 1 Icanse* ref lectlng change in name of 
ultimate consignee 

a Assistant Director for Export/Impor t & Internet i asial Safeguards 
79/06/27 Ip 


79Q7250431 Amend 1 to GE export Uencse* extending expiration date 
from 770B01 to B1080J. 

PETERBON* M R Assistant Director for Export/Impart it International 
Safeguards 79/06/a'7 Ip 


7907250346 Amend 6 to OE Technical Bve Co* Inc export 1 1 c ante* extending 
expiration date to 010001 

PETER80N*M R. Assistant Director for Export/Impor x L lnt*rnafcion«i 
Bafeguardi. 79/06/27 Ip 
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7907550973 Resj^onds %a FOIA rBqu«s^t for all documents re facility k 
Applications XR-iao, XCDM- 13 & XSNM-1471 Three documents 
ulthheld <ref FOIA Exemption 1) 

FELTOM. J M Dlyislon of Rules and Record# 79/07/06 3pp 


7907280073 Responds to FOIA request fnr all doctiments re facility & 
Applications XR-120» KCOM-13 t* XSiqM-HTl Three documanfcs 
uLthheld <ref FOIA Exemption 1). 

FELTONi J H Divislcn of Rules and Records 79/07/06 3pp 


7907260023 Executive Rranch posttian re Rijron Jackson Pump Dlv 
application for license to export parts for primary coolant 
pumpi to Japan License should be granted 
KOSENZO, L V State. Dept of 79/06/18 2pp 


7907S601'91 License for Radium Chemical Co to export ItO. 000 Ci tritium 
in qaseous form to Stdi t zerland 

OPLiNOERiG 0 Assistant Director for Export/Import ti International 
Safeguards 79/06/01 2pp 


7907260203 Amend L to Qach Mai Hasp Einerg«nci| Relief Fond. Inc export 
1 i censcn e ttend ing expiration date to G0060I 

0PLIN2ER.0 G Assistant Director far Export /Import & International 
Safeguards 79/06/01 Ip 


7907260383 Executive Branch position re Mitsubishi Inti Corp 
application for license to export 40 37 g U. containing 
0 23 9 U-’235 for centrifuge RlfD. to Japan Ltr of assurance 
end License should he granted, 

NOSENZO.L V State. Dept of 79/06/22 3pp 


7907260363 Executive Branch position re Metal Bellous Corp application 
for license tb export specially designed 6 prepared flexible 
metal hose to Spain License should be granted 
R09EN20 .lv State, Dept of 79/06/22 2pp 


7907260368 Executive Branch position re Ifestlnghouse application for 
license to export 23.003 kg V-23S. in 727,173 kg enriched to 
max of 3 SX. to South Korea Ltr of assurance end License 
should be granted, 

NDSENZO. L V State. Dept of. Bureau of Oceans 6 Internatl Environ 6 
Scientific Affairs 79/06/31 3pp 


7907260369 Executive Qranch position re Mestinghouse application for 
license to export nuclear reactor components to Switierland 
License should be granted 

NOSENZOi L V State. Dept of. Bureau of Oceans tc Internatl Environ 6 
Scientific Affairs 79/06/11 2pp 


7907260372 Executive Branch position re GE application for license to 
export thermal sleeves for use in reactors to India 
License should be granted 

NOSENZO.L V State. Dept of. Bureau of Oceans 6 Internatl Environ k 
Scientific Affairs 79/06/tl Spp 


7907270107 Submits application to amend licenses to reflect shlpnini ie 
Canada 

HENDRICK. M 0 Ramsey Engineering Company 79/06/12 ip, 


7907300005 License for GE to export 4500 kg U-235 to Taiwan 

DPLINGER. G 0 Assistant Director for Export/Import 6 Interrati-onal 
Safeguards 79/06/08 2pp 


7907300006 License for Westinghouse to export tiuo FWRs w/tberma] pouix 
of 2.785 MW each, plus components 6 associated equipment from 
listed categorl esi to Taiwan 

QPLlNGERi O O Assistant Director for Export/lmport h Internatloml 
Safeguards 79/06/00 3pp 


7907300025 Submits application for Amend 6 to expert license, extending 
expiration date to 010801 

WILSON. D D General Electric Co .Nuclear Energy Products Dlv 
79/06/1 a ip 

7907300162 Corrects max enrichment figures License X8NM''1426 should b» 
2 58'/. License XSNM-1432 should be 3 95’/. ft License XBMN'1436 
should 3 n 

MIVAQAYABHI, M Japan, 79/06/13 Ip 


7907300162 Corrects max enrichment figures License XSNM''i426 shoulif Xi 
2 557.. License X8NM>1432 should be 3 95’/ 6 License XBHN-1436 
should 3 17. 

MIYABAVAflHl.M Japan 79/06/13 Ip 


7907300162 Corrects max enrichment figures License XBNH-1426 should t« 
2 55%, License X8NM-1432 should be 3 987, 6 License XfiMN-1436 
should 3 r/ 

MIVABAYABHI.H Japan 79/06/15 Ip 


7907300165 Ltr of assurance for Westinghouse to export 3 36 g II-23S, 
contained In 3 62o U, to France 

OOPPELiM European Communities. Commission of 79/06/10 Ip 


7907300172 Application by Westinghouse to amend license to export 3 apj, 
U. contained In 3 62 g U--235 enriched 93’/ 

8CHANUTZ.C E Westinghouse Electric Corp 79/06/12 Ip 


7907300294 Ltr of assurance re Westinghouse applications to export 
0 004 g U-235 to Sweden 
MANHUBEN.C Sweden 79/06/15 Ip 


7907300S94 Ltr of assurance re Westinghouse applications to export 
0 004 g U-235 to Sweden 
MANHUaEN.C Sweden 79/06/15 Ip 


7907300304 Ltr of assurance re Edlow Inti application to export 0 09 
mlcrograrn Pu~242 to Sweden 
MANJUaSHN, C. Sweden 79/06/15 Ip 


7907260332 Executive Drench position re Trancnuc 1 ear. Inc application 
for license to export 458 28 kg U-235. contai ned in 14,1 kg 
U enriched to 3 25%. to Bueden Recommends license be issued 
Forwards ltr of assurance, 

NOSENZOi L V State. Dept of. Bureau of Oceans & Internatl, Envl ron I* 
Scientific Affairs 79/06/06 4pp 


7907260593 Executive Branch position re United Kingdom Treasury It 
Supply Delegation application for license to export 780 leg 
depleted U to United Kingdom Recommends license be Issued 
NOSENZOr L V Btate.Dept of. Bureau of Oceans k Internatl Environ & 
Scientific Affairs 79/06/06 2pp 


7907260591 Application by Isotope Products Labs for license to export 
50 mlcroeurles Po-2l(li contained in Model AR-l. it 50 
mlcroeuries Ca-'2S2. contained in Model FF-252. to Argentina 
AM L AUER. K Isotope Products Laboratories 79/06/20 IP 


7907260D52 License for Edlow Inti Co to export 10.000 leg U as depleted 
U to Taiwan 

SHEA. J, R Assistant Director for Export/lmport tc International 
Safeguards 79/06/00 2pp 

7907260913 Executive Branch position re GA Co application for 
license to export instrumrntat i on replacements for 
research reactor to Philippines License should be granted 
Ltr of assurance end 

N08ENZ0. L V Btate, Dept of. Bureau of Oceans St Internatl Environ St 
Scientific Affairs 79/06/11. 3pp. 

7907270107 Submits application to amend licitises to reflect shipment to 
Canada 

HENDRICK. M 0 Ramsey Engineering Company. 79/06/12 Ip 


7907310037 Application by Edlow Inti Co for license to export 3 units 
of ND9 8td BRH4334 609 mlcrograma Pu-242, contained in 12-g 
solution of 5 molar nitric acid. to Sweden 
HARMON. D W. Edlow International Co 79/06/28, 8pp, 


7907310040 Application by Sigma Chemical Co for license to export 5 
kg deuterium liquid over 2-yr period to Australia 
8TERN.W C Sigma Chemical Co (subs of Sigma Aldrich Corp. ) 
77/06/29 Ip 


7907310047 License for Bandvlk Special Metals Corp to export 2.100 
pieces of Bandvlk Zircaloy-2 seamless fuel cladding to 
Sweden 

PETERSON. M R Assistant Director for Export/Import 6 Internatlohil 
Safeguards 79/07/06 Ip 


7907310053 Licenae for Westinghouse to export reactor control drive 
mechanl sms. reac tor internals K< other parts to Spain 

PETER80N.M R Assistant Director for Export/lmport Sc Internatlnnal 
Safeguards 79/07/06 ip 


7907310090 License for OA Co to export i 72 g U-235. contained In 
1 S4 g U. enriched to 93X u/o max, as fission counter, to 
Phil Ipp ines, 

PETERSON. M R. Assistant Director for Export/Import S, Interna tlOTiiS 
Safeguards 79/07/06 2pp 


'907310103 Ltr of assurance for Reuter-Stokes. Inc to export radiation 
detector containing 0 0004 g U-235, in 0 0004 g U enriched to 
93%, to West Germany _ 

GOPPEL, M European Cortimunitlb#, Commission of 79/06/18 Ip, 


7907270107 Submits application to amend licenses to reflect shipment to 
Canada. 

HENDRICK. W (7 Ramsey Engineering Company 79/06/12 ip 


7907310113 Ltr of assurance for Transnudear, Inc to export 0 237 tg 
U-S35i contained in 23.611 kg U. to France 

ODPPEL, K European Communities, Commission of 79/06/lB Ip. 
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7?07310il4 Confirms addition of Hitachi AmericaiLtd a& addl partij to 
Export license No license amend required 

PETERSQNr M R Assistant Director for Export/Import International 
Rafeguards 79/06/20 ip 


7907310194 Amend 2 to Eastman Kodak Co export i icenssi extending 
expiration date until 000701 

QPLiNGERrO O Assistant Director for Expor t/Imppr t «< International 
SaFeguards STD-0274 79/06/01 Ip 

7907310301 Forwards 790613 telex reply re end use statement for 
depleted Uj in response to 790609 request 

MATSDN# V Transnuc loar# Inc 78-357/01 79/06/13 2pp 


7907310353 Discusses Executive Branch views on application by United 
Kingdom Treasury Supply Delegation to export 750 kg 
depleted U to United Kingdom for research into use of high 
density high strength matl in mfg penetrators 

MQOREi R N Assistant Director for Export/ Import International 
Safeguards 79/06/20 ip 


7907310361 Discusses Executive Dranch views on Transnuc 1 eari I nc 
application to export J4> lOl kg of U enriched to 3 25/, 

U-235( to Bufoden for use in nuclear plant License should be 
granted 

MOORE > R N Assistant Director for Ex per t/Imp o-rt Interna tl ona 1 

Safeguards 79/06/20 Ip 


7907310573 FOIA request for all documents re facility U applications 
XR-120, XCOM-13, U X8NM-1471 

A8HERi T R Asher. T R PC 79/09/14 9pp 


7907310573 FOIA request for all documents re facility U applications 
XR-120, XC0rt-i3. Sc X8NM-1471 

A8HER.T n Asher. T R PC 79/05/14 Spp 


7907310609 Executive Dranch position, re JT Dakar Chemical Corp 
application for license to eipart 14 03 lb depleted U. 
contained in 2S lb uranyl acetate, to Mexico License should 
be granted 

NO8ENZ0.L U State. Dept of 79/06/15 Spp 
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WASTE MOT 

ALLEN. P. D 

7907170222# 

30-321 

R 

ALMETER. F. M. 

7907230226# 

30-298 

0 

ALTON. C 0 

7907130103 

PR 


ALTON. C 0. 

7907090337 

80-293 

0 

ALTON, C 0 

7907230318 

90-219 

J 

AML AUER, K 

7907190B88# 

XPORTLIC 


AHLAUER, K. 

7907260591 

XPORTLIC 


AMMERMANN.E. D. 

7907190733 

PR 


ANAMOSArH. 0, 

7907300249# 

FOIA 


ANAMOaArH D 

7907300168# 

FOIA 


ANAM08A, H D 

790730026B# 

FOIA 


ANDERSON, L P> 

7907230882# 

27-47 


ANDERSON, T. M. 

7907020 1 30# 

80-320 

P 

ANDERSON, T. M 

7907O2O33O 

FOIA 


ANDERSON,! M 

7907280134 

REOOD 


ANDERBON, T M. 

7907060279 

TOPREP 


ANDERSON,! M 

7907100374 

TOPREP 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

ANDERSON, T. N 

7907130239 

TOPREP 


ANDERSON. T, M 

7907200299 

TOPREP 


ANDERSON. T. M 

7907200382 

TOPREP 


ANDERSON. P L 

7907110866# 

80-309 

B 

ANDERBON. C R 

7907060480# 

80-244 

0 

ANDERSON. D 0 

7907110069# 

<1A999 


ANDERSON. D 0 

7907030032# 

0A999 


ANDERSON. D O 

7907230736# 

0A999 


ANDERSON. N 

7907120739 

FOIA 


ANDERSON. C J 

7907130018 

80-322 

A 

ANDERSON. C J 

7907180413 

50-322 

A 

ANDERBON. C J 

7907090251 

50-322 

A 

ANDERSON. C J 

7907250063 

50-322 

A 

ANDERSON, C J 

7907300171 

50-322 

A 

ANDERSON, C, J, 

7907280097 

50-387 

A 

ANDOONINIi 0 C 

7907020221 

50-293 

J 

ANDOONINI.D C 

7907200444# 

50-293 

Q 

ANDDGNINI. D C 

7907190680 

60-293 

Q 

ANDOONINI. 0 C 

7907100647 

50-293 

0 

AMnnONINUD C 

7907190396 

80-293 

P 

ANDDONINl.D C. 

7907240283 

30-293 

F 

ANDDONINIj 0 C. 

7907260700 

80-293 

H 

ANDREWS, R. D. 

7907240331 

40-8452 


ANDREWS, R. D 

7907100086 

40-B4S2 


ANDREWS, R. L 

7907230833 

80-288 

8 

ANDREWS. D L 

7907160263# 

70-143 


ANDREWS. D L 

7907110898# 

50-400 

Q 

ANDREWS. D L 

7907100482 

50-320 

H 

ANQiW P 

7907190149# 

50-413 

0 

ANO,W P 

7907 U 0743# 

50-339 

Q 

ANO 4 W P, 

7907110657# 

50-4 1 3 

0 

ANO.W P. 

V907280106# 

80-348 

Q 

ANO. w p, 

7907260076# 

90-207 

Q 

ANOELQ. J. 

7907100913 

GEN TEC 

16 

ANNO, 0 . H 

7907100162 

FOIA 


ANNO. 0, H 

7907 1001 68 

FOIA 


AP person, C E, 

7907120186 

NUREO 


ARCHITZEL. R 

7907230479# 

50-220 

0 

ARLOTTOrO, A 

7907120040 

REOOD 


aRmand. M.P. 

7907160034# 

90-369 

D 

ARMSTRONG, W. H 

7907020011 

PRDJ 


ARNOLD, R C 

7907100041# 

50-31ZO 

T 

ARNOLD, J H. 

7907110350 

30-320 

0 

ARTHUR, J. E 

7907110302 

90-408 

0 

ARTHUR. J. E 

7907100110 

30-403 

Q 

ARTHUR, J E. 

7907020487 

30-405 

0 

A 8 HSAUGH. C. E 

7907090046 

30-142 

P 

ASKENDEN. M 0 

7907300010# 

30-33B 

0 

abhenden. M c. 

7907190078# 

30-200 

0 

A5HENDEN. H C 

7907100841 

30-320 

K 

ASHER, T,R 

7907310573 

30-874 

A 

AS WELL, D. L 

7907110677* 

30-302 

Q 

ASWELL. D L 

7907240118# 

80-302 

G 

A 8 WELL. D, L. 

7907260063 

30-302 

0 


382 


PERSONAL AUTHOR INDEX 


ACCESSION SUOJECr 


AUTHOR 

NUHDER 

CATEGORY 

AS HELL. D L 

7?0726D070 

50''3B9 

Q 

ASHELL. D L 

7707090327 

50-302 

S 

ASHEUL.D L 

77072606S1 

50-302 

0 

ASWELL. D L 

7707200249 

50-302 

A 

ASWELL. D L 

7707240214 

50-382 

F 

A8HELL. D L 

7707240346 

50-382 

K 

ASWELL. D L 

7707240349ft 

50-302 

H 

ATKINSON. J B 
ATKINSON. 8 A 
ATKINS. H L 

7907180363 

7707090443 

7907200507 

50-466 

RES 

PRM 

0 

AU-DETTE. R F 

AUSTIN, M A 
AUSTIN. N A 
AUSTIN. M A 

7907260503 

7907050475 

7907060504 

7907160851 

50-320 

70-135 

70- 364 

71- 4949 

H 

AUTID. H A 

7707100485 

50-89 

S 

AUriO, H A 

7907100473 

50-39 

s 

AXELROD. M 

7907130081 

50-344 

0 

AXELROD. M 

7907180739 

30-344 

0 

AXELSQN. W L 

7907300412ft 

50-305 

a 

AX ELSONi U L 

7907300 i94» 

50-266 

0 

AX ELSQN. W L 

7907100405 

50-320 

H 

AXELSQN. W L 

7907250292ft 

50-409 

0 

AYCDCK»M 

7707100026 

50-320 

P 

AYCOCKtM 

7905070072 

50-320 

P 

AYCCCK, M 

AYER. J e 

7907100031 

7907180894 

50-320 

70-1257 

P 

AYRES^O U 

7907250037ft 

50-272 

H 

BADOITTj 0 

79071 BOOS 5 

50-320 

T 

BABBITT. Q 

790 71 8007 7 

50-320 

T 

DASDITT. Q 

79071 B0092 

50-320 

T 

BABBITT. B 

7907IB0106 

50-320 

7 

BABBITT* B 

7907ia0107ft 

50-320 

T 

BABBITT, n 

7907100022 

50-320 

T 

OABBITTi B 

7907180013 

50-320 

T 

BABBITT. D 

79071B0073 

50-320 

T 

SABBlTTi 0 

7907180003 

50-320 

T 

BACHNER. D 

7906210421ft 

50-466 

0 

BACKUS. R A 

7907100719* 

30-443 

0 

BACON. J L 

7907070366 

30-329 

K 

BACON. J L 

BAER.R L 

7907170006 

7906270273 

30-329 

OHO 

C 

BAER.R L 

7907110164 

SO-445 

A 

BAER.R L 

7907190008 

50-437 

A 

BAER. R L 

BAER, R L 

79O710OB92 

7907180912 

30-443 

TOPREP 

A 

BAER.R L 

7907270389 

50-445 

A 

DAILEY. R. 

7907130163ft 

S0-1B4 

Q 

BAILEY, R U 

7907270306* 

50-220 

0 

BAIR.O 0 

79O71S06l3ft 

30-344 

R 

BAIRD. J D 
DAISDEN, L 

BAISDEN. L 

7907260534* 

7907300557 

7907300564 

50-206 

CONTRACT 

CONTRACT 

0 

BAKER, D C 

BAKER. C E 

BAKER. C E 

7906210234* 

7907020464 

7907030221 

50-397 

40-Q6Qt 

40-0601 

A 

BAKER. K R 

7907020115ft 

80-346 

Q 

BAKER* K R 

7907270407ft 

50-315 

Q 

BAKER* R E 

BALD.C E 

7907190301 

7907230059* 

50-320 

QA997 

H 

BALDWIN, W A 

7907130347 

50-275 

0 

BALLARD, R L 

7901110268 

50-437 

D 

BALLARD. R L 

7907020495 

50-560 

A 

BALLARD. R. L 

79071300J 5 

30-327 

A 

BALLARD, R L 

7907130019* 

50-327 

A 

BALLARD. R L. 

7907130096 

50-560 

0 

BALLARD, R L 

7907250193 

50-560 

D 

BALLARD, R L 

7907250198 

50-560 

J> 

BALLARD. R. L. 

7907250199 

50-568 

D 

BALLARD, H L. 

7907250201 

50-560 

D 

BALLARD, n L. 

7907250202 

50-560 

D 

BALLARD. R L 

7907250203 

SO-560 

D 

BALLARD, R. L 

7907250205 

50-568 

D 

BALLARD, R L, 

7907250207 

50-568 

D 

BALLARD, R L. 

7907230200 

50-560 

D 

BALLARD, R L 

7907250210 

50-568 

D 

BALLARD. R L 

7907060427 

50-358 

D 

BALLARD* « L. 

7907110023 

30-599 

A 

BALLARD* R L. 

7907310162 

5C-437 

A 

BALOUOH. R G, 

7907050444 

30-445 

M 

BAtSLEYf J, R 
BALZEft.J L 

7907110737 

7907260305 

80^344 

PR 

H 

BANKS. H R 

7907 11 0543 

50-323 

8 

BANKS, H R 

7907110470 

50-325 

8 

BANKS. H R 

7907240413* 

80-324 

0 

BANKS, H R. 

7907050310 

50-325 

B 

BANKS, H R 

79070602B4 

50--325 

P 


AUTHOR 

ACCESSION 

NUHDER 

SUBJECT 

CATEGORY 

BANKS. H R 

7907060403 

50-324 

8 

BANKS, H R 

7707060405 

50-324 

8 

BANKS, H R 

7907060406 

50-325 

8 

BANKS, H R 

790706040B 

50-325 

8 

BANKS, H R 

7907090229 

SO-324 

8 

BANKS, H R 

7907100357 

50-261 

8 

BANKS, H R 

7907190400 

50-325 

8 

BANKS, H R 

7907130339 

50-325 

8 

BANKS. H R 

7907130360 

50-325 

8 

BANKS, H R 

7907130451 

50-261 

R 

BANKS, H R 

7907160360 

50-324 

8 

BANKS. H R 

7907160392 

50-324 

B 

BANKS. H R 

7907160371 

50-324 

B 

BANKS, H R 

7907190373 

80-324 

fi 

BANKS. M R 

7907190531 

50-324 

B 

BANKS. H R 

7907230315 

50-325 

B 

BANKS. H R 

79072305S1 

SO-324 

8 

BANKS, H R 

790723058B 

50-324 

8 

BANKS. H R 

7907240397 

50-325 

8 

BANKS. H R 

7907230325 

50-325 

8 

BANKS, H R 

7907240340 

50-261 

8 

BANKS, H R 

7907240366 

50-324 

8 

BANKB, H R 

7907300423 

50-324 

8 

BANNISTER, R W 
BANWARTHiC 8 

7907190079* 

7907050362 

50-309 

ORO 

H 

BARD, L 

BARI.R A 

7907090328 

7907310133 

50-592 

RES 

0 

BARKER, J L 

7907190507ft 

50-10 

Q 

BA^IKER.J L 

7907300406 

50-237 

Q 

BARKER, J L 

7907260022ft 

50-237 

B 

BARLETT.R H 

79070S0471 

50-471 

H 

BARRETT, P, A 

7907230746ft 

50-456 

Q 

BARRETT, L 

7907160222 

50-320 

P 

BARRETT, L 

7907160099 

50-320 

P 

DARTELLS, P B 

7907260674 

80-320 

P 

BARTH. C A 

7907090461 

80-258 

Q 

BARTH, C A 

7907200222 

50-255 

0 

BARTH, C A 

7907060303 

80-500 

0 

BARTLETT. J 

7907020491 

50-410 

0 

BA8DEKA8, D L 

7907090441 

50-320 

H 

BA8DEKA8, 0 L 

7907160200 

50-320 

Q 

BABKIN, K P 

7907130531 

50-361 

Q 

BASKIN, K P> 

7907090230 

50-361 

Q 

BABKIN, K P 

7907090235 

50-361 

Q 

BASKIN, K P 

7907050370 

50-361 

A 

BASKIN, H P 

7907100602 

50-206 

8 

BASKIN, K P. 

7907100629 

50-206 

P 

BASKIN. K P 

7907260666 

80-361 

A 

BASKIN, K.P 
DASSIN, N 

7907190549 

7907050074ft 

50-206 

70-364 

P 

BATCH, 8 N 

7907100444ft 

50-346 

8 

BATES, E F 

7907310393ft 

50-120 

R 

BATES, R W 

7907230487* 

50-336 

8 

BATES, R. W 

7907260592ft 

50-336 

8 

BATES, A 

7907100200 

50-269 

P 

BATES, A 

7907090456 

50-320 

P 

BATES, A. 

79071 10216 

50-320 

□ 

BATES, A 

BATES, J W, 

DATES. J W 

BATSON, D H 
BAUMAN, R 

79071 10225 

7907200054ft 

7907200074ft 

7907020403 

7907300304 

50-320 

70-1113 

70-1113 

70-2909 

FQIA 

0 

BAUNACK, W. H 

7907310017ft 

50-213 

a 

BAUNACK, U. H 

7907100456 

50-320 

H 

BAUSER.M A 

790711 0660 

80-250 

0 

DAUSER.M A 

7907190472 

80-250 

0 

BAXLEY, 8. X 

7907020264* 

50-366 

8 

BAXLEY, B X 

7907050376ft 

50-366 

a 

BAXLEY, 8. X 

79071 70 i05« 

50-366 

a 

BAXLEY, 8 X 

7907170096ft 

50-366 

8 

BAYNARD, P Y, 
DAYNARD, P. Y 

7907250062 

7907250066 

50-302 

71-6275 

p 

BAYNARD, P. Y 

7907250062 

50-302 

p 

BAYNE, U P 

7907120030 

50-2S6 

0 

BAYNE, J P 

7907050249 

50-286 

Q 

BAYNE, J P 

7907190861 

50-206 

Q 

BAYNE, J P 

7907100423 

50-206 

8 

BAYNE, J P 

7907170007 

50-206 

R 

BEACH, A, B. 

7907110747* 

50-482 

0 

BEACH, A B 

7907310126* 

50-466 

Q 

BEAN, J 

7907190055* 

50-309 

H 

BEAN, L. S. 

7907060360* 

50-295 

0 

BEARD, J T 

7907120642 

50-320 

P 

BEARD, J T 

BEATON, R H 

BEATON, R H. 

7907120643 
790706021 1 

7907060223 

50-320 

70-1113 

70-1308 

P 


A 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCEaSION 

NUMBER 

BUOJECT 

CATEODRY 

BEATGNjft H 

7907180771 

70-754 


BECHET. L J 

7907310090» 

CONTRACT 


DECHHOEFER. C 

7907260761 

90-387 

0 

BECHHOEFERi C 

7907100674 

30-49B 

O 

DECHHOEFER, C 

7907130067 

30-358 

0 

BECHKOEFER. C 

7907180596 

50-3B7 

9 

BECHHOEFER, C 

7907090099 

90-358 

T 

DECHHOEFERi C 

7907030265 

90-35B 

T 

DFCHHOEFERi C 

79070303B8 

50-358 

T 


DECHHOEFER. C 

7907120294 

S0-35B 

T 

DECHHOEFER. C 

7907120170 

SO-358 

T 

DECHHOEFER. C 

7907120303 

50-3 5B 

T 

DECHHOEFER. C 

7907120400 

50-350 

T 

DECHHOEFER. C 

790712015B 

50-350 

T 

DECHHOEFER. C 

7907120446 

50-350 

T 

DECHHOEFER. C 

7907120469 

90-358 

T 

DECKMAN. D A 

7907100538 

50-320 

H 

BECNEL. R M 

7907250026 

50-382 

0 

DEDNAR. L 

790717006H^ 

50-290 

B 


BEELER. T 

7907170034* 

90-346 

S 

BEHLINO.S R 

7907300464 

50-320 

P 

DELANGER.J L 

7907300205* 

SO-263 

Q 

DELEWrO U 

7907100564* 

90-390 

Q 

BELEW. Q L 

7907100569* 

90-390 

Q 

BELCRAIR.D P 

7907240103 

XPORTLIC 


DELISLE. 0 A 

7907020108* 

90-269 

Q 

BELL. J R 

7907110429 

TOP REP 


DELLHON. H 

7907310556* 

COMMISSION 

BELLMAN. T P 

7907190520* 

50-315 

8 

BELLMAN. T P 

7907190537* 

90-316 

8 

BENDER. M 

7907100223 

50-320 

0 

DENDER. M 

7907130519* 

50-320 

0 

bender. M 

7907190562 

ACR8 


DENDER. M 

7907120338 

ACR8 



BENDER. M 

7907230654 

ACRB 


BENEDICT. R A 

7907240424 

50-363 

A 

BENEDICT. R A 

7907240620 

90-302 

A 

DENIOFF.P A 

7907290403 

NUREO 


DENNETT. N J 

7907130499 

50-599 

0 

DENNETT. N J 

7907I30S05* 

90-599 

0 

DENNETT. N J 

7907190339 

90-599 

0 

DENNETT. N J 

7907190716 

SO-599 

0 

DENNETT. N J 

7907190784* 

50-599 

0 

DENSON. 0 J 

7907100627* 

50-120 

I 

DERATAN. L L 

7907110645* 

50-338 

0 

DERATAN.L L 

7907110694* 

50-330 

0 

DEROERDN. D A 

7907230166 

PR 


DER0HUI8. F C 

7907120299 

90-510 

6 

BERK80N. H 

7907020439 

50-320 

P 

DERKY. J. J 

7907300974 

PR 


BERNARD. 8. R 

7907190501 

NUREO 


BEVAN. R B 

7907130054 

90-324 

P 

SEVAN. R D 

7907190266 

90-254 

Q 

SEVAN, n D 

7907110749 

90-324 

Q 

DEVAN. R D. 

7907310210 

90-324 

Q 

DEVAN. R B 

7907260645 

90-254 

P 

DEVAN.R D 

7907300341 

90-294 

P 

BICKWIT.L 

7907100287 

90-320 

0 

OICKWIT.L 

7907090013* 

lOCFR 


DICKUIT.L 

7907100101 

90-320 

0 

BICKWIT. L 

7907100133 

90-320 

0 

BICKWIT. L 

7907160047 

COMMISSION 

BlCl^WIT.L 

7907230178 

COMMISSION 

BIDDLE.C T 

7907110353* 

90-466 

0 

DIDDLE. C. T 

7907130546 

90-466 

0 

DIDDLE.C T 

7907130960 

90-466 

0 

DIDDLE. C.T 

7907190701 

50-466 

0 

DIDDLE.C T. 

7907190419 

90-466 

0 

DIDDLE.C T 

7907230090 

50-466 

0 

DIDDLE.C T 

7907200497 

50-466 

0 

ElEHLiN A 

7907110139 

50-320 

p 

BIELAW5K1. A, P 

7907100346 

90-299 

0 

'bIELAWSKI. A, P 

7907060344 

90-299 

0 

BIELANSKIiA. P 

7907160820 

50-456 

0 


BIELAWSKIiA P, 

7707100844 

50-454 

0 

BIERMAN. 8. R 

7907310909 

BE8 


BIQALQN.E 

7907060419* 

COMHlBerON 

BIRKEL. R A. 

7907060247 

90-389 

A 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

GIRKEL. R A 


7907300290 

50-437 

0 

BI8CH0FF, C 

A 

7907050371 

50-992 

G 

B I aCHOFF. C 

A 

7907060030 

S0-S92 

0 

D I SCHBFFi C 

A 

7907100119 

50-592 

0 

G I SCHDFF . C 

A 

7907100313 

50-592 

0 

BISCHOFF.C 

A 

7907180070 

50-992 

Q 

0ISCHOFF. C 

A 

7907020006 

SO-592 

Q 

BIBCHOFF. C 

A 

7907190706 

50-592 

0 

aiSCHOFF. C 
BISHOP.. T A 

A 

7907190493 

7907190711 

SO-592 

NUREO 

Q 

»18H0P,C J 


7907180714 

50-338 

0 


aiBHDP.C J 

7907240359 

50-405 

0 

BlBHDPtT W 

7907030094* 

50-397 

Q 

BISHOP# T W 

7907050392* 

30-397 

D 

BISHOP# T W 

7907110634* 

50-397 

0 

BISHOP, T W 

7907260597* 

50-397 

Q 

DISSERT. F J 

7907030410 

50-334 

R 

BJSSETT.P H 

7907160734* 

70-020 


DI SSET# P 

7907S00490* 

70-920 


DIVANS. E L 

7907160034* 

50-309 

0 

0IVEN8.M B 

7907090003* 

50-522 

0 


D I XEL. D A 

79071902B9 

30-155 

Q 

G 1 XEL. D A 

7907160234 

50-155 

Q 

GIXEL. D A 

7907190239 

50-155 

Q 

BIXEL. D A 

7907240324 

50-155 

Q 

D I XEL. 0 A 

7907270215 

50-153 

D 

Q I XEL. D A 

7907S60727 

50-155 

P 

BLACK. R L 

7907020494 

50-522 

T 

BLACK. R L 

7906260534 

S0-S22 

0 

BLACK. R L 

7906260536 

50-522 

0 

BLACK. R L 

7907090001 

50-522 

0 

BLACK. R t 

7907020025 

70-1300 


black. R L 

7907020029* 

70-1308 


BLACK. R 1- 

7907190660 

70-1308 


dlack.r L 

7907100611 

50-522 

0 

BLACK. R L 

7907260490 

50-522 

Q 

BLAOROVE. N 

7907300577 

5Q-33B 

0 

blare# J J 

79071B0801* 

30-395 

Q 

dlake.j j 

7907190319* 

50-416 

0 

BLAKE# U J 

7907260542* 

50-340 

Q 

gland# H 

7907240507 

PRM 


BUATT. M 

7907050337 

50-3 

P 

BLEVINS. W e 

7907270167 

PR 


GLtVENiO F 

79071B0870 

50-560 

H 

BLOCK. J A 

7907050520 

RES 


BLOCK. L K 

7907050499 

71-1 16 



GLUM. G 


7907190050 

70-2623 


BQDINE. J 


7907160404* 

So-244 

B 

bodtke. p. j 


79071701B1* 

50-255 

R 

BDEOLI. J. 8 


7907260120 

50-369 

A 

goehl.d j 


7907240330 

30-344 

P 

BOEHNERT* P 


7907110020 

50-320 

0 

GOODEN. 0 


7907310150 

40-1162 


SO ODEN. 0 


7907030290 

40-1162 


DQOOS. R 


7907190160* 

50-332 

A 

DOom.M B 


7907310373 

30-574 

A 

BQHN. R. J. 


7907060232 

30-367 

R 

BOHN. R J. 


7907120587 

30-367 

R 

BQHNrR J. 


7907230566 

50-367 

R 

BOHN. R j 


7907270245 

30-367 

R 

BQHN.M P 


7907270308 

NUREO 


BOLLMANrC, T, 


7907090295 

50-320 

J 

BDUZ. R e 


7907200311 

50-134 

P 

DQNINEf J> E. 


7907060073 

POIA 


BONNER# J F. 


79071301 IB* 

50-275 

0 

BONNER# J. A 


7907260032 

CONTRACT 


BDDKrH E 


7907300260* 

70-25 


DOOK.H E 


7907300245 

70-25 


BOOK#H Ej 


7907260543 

50-275 

0 

BOOK# K E 


7907260549* 

50-275 

0 

BOOK#H E 


79071B0261* 

70-754 


BOOK.H E 


7907100243 

70-754 


DOOK.H E, 


790726052B 

50-206 

0 

BOOK.H. E 


7907260534* 

50-206 

Q 

BOROENIGK.G 

M. 

7907160131 

80-277 

0 

BDRDENICK. D 

M. 

7907060522 

50-502 

0 


383 



•i 


384 


PERSONAL AUTHOR INDEX 

1 

1 

1 


AUTHOR 

ACCESSION SUBJECT 

NUMBER CATEGORY 

AUTHOR 

j 

i 

accession buuject ! 

NUMBER CATEGORY 


BORDENICK.B M 
BQRDENICKjB m 
BORE ftiP U 
6DR0MAA9^,E a 
bqrohann.e a 

7TO71&0194 SO-5IB Q 

7?07iaoiea 50-277 0 

7907170234# 3D-29B R 

7907130153 50-359 0 

79071901 51 50-350 Q 

BRUDSKYj a 
DROEHL. D J 
DROEHL.D J 
ORDEHL. 0 J 
BROOKS. E H 

7707120743 50-320 P ' 
7907050400 30-344 0 ^ 
7707070146 50-344 0 

7707170175 50-344 P 5 
7707230740* 30-33B Q } 


BOnCKAHN.E A 
BOROMANNiE A 

sdrckann.e a 

BOROMAWtE A 

bqromanh.e a 

7907090425 50-350 0 

7907190607 50-358 0 

79071 700B4 50-350 R 

7907300307 50-350 F 

7907230491 50-358 K 

BROOKS. W L 
BROUGHTON. P L 
BRQUOHTONi J H 
BROWN. M P 
BROUN.? D 

77073 J 0465# TOPRE? 

7907230102 PR 

7707270400 NUREO 

7707030141* 30-320 p 

7907060506 50-556 0 


BORCKANN. E A 
BORlHg«J Q 

bqrrs^h h 

BORYSlAKiM 
BQSSENHAlERi W S 

7907310429 50-350 A 

79072701 50 PR 

7907190033 NUREO 

7907100450* 50-346 0 

7907310352 50-312 P 

DROWN.? D 

BROWN. D E 

DROWN. E G 

BROWN. 8 C 

DROWN. S C 

7707160169 50-576 © 

7707170000 PR 

7907060147* 50-273 u 

7907020477 50-404 0 

77071001G3 50-404 Q 


B03TIAN.R « 
BOUCHEYiO D 
flOUHNIOKTi J A 
BOUflNIA. A 
BOUTON. 0 A 

7907130273* 70-2623 

7907120644 PRQJ 

7907190435 50-445 « 

7907240434 50-373 E 

7907130331 50-330 0 

BROWN. 8 C 

BROWN, a C 

BROWN. 8 C 

DROWN. S C 

BROWN. B C 

7907100186 30-339 Q 

7907100306 50-404 ft 

7907190511 30-339 Q 

7907170347 30-339 o 

7907090357 50-337 8 


BOUTON. D A 
BOWEN, V T 
BQWERSiC E 
BOWERS. C E 
BOWERS. E 5 

7907060444* 50-330 0 

790723021 1 PR 

7907060493 70-020 

7907100690* 70-020 

79071 80645 50-322 0 

BROUN. 8 C 

BROWN, S C 
drown. 8. C 

BROWN, 8 C 
BROWNLEE. U L 

7907050360 50-404 8 

7907I20DB2 50-339 8 

7907230326 50-337 Q 

7707260406 30-330 F 

7907240347* 50-339 Q 


BOWERS. E S 
BOYO.D C 
bdyo. D C 
boyd.d C 

BOYOjO c 

7907240300 50-445 0 

7907120166 50-320 H 

79071 B0323* 50-295 Q 

7907240630* S0-3d5 Q * 

7907260264* 50-409 Q 

DROWN, R A 
BROWNLEE.U L 
DROWN. 0, D 

BROWN, G. D 
DROWN.© D, 

7906200393 50-380 P 

7907190078* 50-200 Q 

7906140394* 40-0006 

7906140584 40-8006 

7907090446* 50-313 Q 


boyd.d c 
boyd.d c 
boyd.d c 

BOYD.R 8 

BOYD, ft S 

7707300479 50-155 Q 

7907100400 50-320 H 

7907240152* 50-266 Q 

7907160109 50-275 A 

7907120226* 50-322 A 

BROWN.© 0 

DROWN,© D 
DROWN.© D 
brown, R L 

BROWN. R L 

7907190049* 50-29Q © 

7907310574* S0-49B 0 

7907310532* 50-313 0 

7707130347* QA979 

7907230300* QA999 


BOYD.R B 

BOYD, R 8 

BOYD.R S 

BOYD. R 8 

BOYD. R 8 

7907100691 50-275 a 

7907050029 50-495 A 

7907050034* 50-495 A 

7907110724 50-520 A 

7907120333 50-275 H 

BRUOOER.R M 
BRUNNER. E J 
BRUNNER, E J 
BRUNNER. E J 
BRUNNER, E J 

7907050322 50-106 0 

7907300406* 50-37 0 

7707S00453* 50-293 Q 

7907300501 50-2D7 0 

7907300431 50-293 Q 


BOYER. V 6 

BOYER. V S 

BOYER. V 3 

BOYER, V S 

BOYER. V 8 

7907230340* 50-352 0 

7907050468 50-352 Q 

7907060244 50-352 Q 

7907130516 50-352 Q 

7907190074 50-352 0 

BRUNNER, E J. 
ORUNNER.B J 
BRUNNER, E J 
orunner.e j 
BRUNNER. E J 

7907130226 50-307 0 

7907330549 50-2/2 Q 

7907230471 50-220 Q 

7907310115* 30-333 0 

7907110421 30-333 Q * 


BOZARTH.B 
BRADFORD. W H 
BRADFORD, P A 
BRADFORD. P A 
BRADFORD.? A 

7907050447 71-156 

7907100435 50-320 H 

7907270220* COMMISSION 

7907060147 50-309 H 

7907190210 50-16 ? 

BRUNNER. E J 

brunner.e j 

BRUNNER, E. J 
ORUNNER.E J. 
BRUNNER, E J 

79071 10409 50-311 0 

7907310011* 50-213 0 

79071 J 0534 50-272 Q 

7907100471 50-247 Q 

7907180430 50-206 Q 


BRADFORD.? A 
BRADFORD.? A 
BRADFORD,? A 
BRADFORD.? A 
BRADFORD,? A 

7907190219* 50-16 P 

7907180742* FOIA 

7907030360 lOCFR 

7907130070 lOCFR 

7907100130* 50-320 T 

brunner.e j 

BRUNNER.E J 
brunner.e j 
brunner.e j 

BRYAN, J K 

7907180441 50-336 Q 

7907110633 30-277 0 

7907200395 50-57 0 

7907310006 50-213 Q 

7907300516 50-483 0 


BRADFORD. P A 
BRADFORD ? A 
BRADFORD.? A 
BRADFORD.? A 
BRADFORD,? A 

7907160229 lOCFR 

7907160246 lOCFR 

7907030407 lOCFR 

7907030413 lOCFR 

7907170093 50-207 T 

DRYAN.S E 

BRYAN. 8 E 

BRYANT, J. C 

BRYANT. J C 
ORVANT.J C 

7907100322* 50-320 Q 

7907050008 50-313 © 

7907110743* 50-339 0 

7907240227* 50-400 Q 

7907110670* 50-330 © 


BRADLEY, F U 
BRADLEY. E J 
BRADLEY, E J 
8RADLEY.R D 

BRADY. W xi 

7907190766 ?RM 

7907130326 50-277 J 

7907130374 50-171 j 

7907050109* 50-400 0 

7907170199 50-574 A 

dryant.j c 

BRYANT, J C 
DRYANT.J. C 

BRYANT, J C. 
DRYANT.J C 

7907190121* 50-321 0 

7907190149* 50-413 © 

7907200250* 80-340 © 

7907130443* 50-510 © 

7907050157* 50-413 © 


BRAUN. D 0 

BREAUX, J 
breit.d h 

BRENNER, L 

BRETTA.L F 

7907100609* 50-205 P 

7907310253* 50-302 u 

7907230299 PR 

7907030131* 60-450 A 

7907120563 50-560 D 

DRYANT.J C 

dryant.j C 

DRYANT.J C 
dryant.j. c, 
dryant.j c 

7907230768* 50-390 0 

7907110657* 50-413 © 

7907090433* 50-491 Q 

7907240201* 80-390 © 

7907110560* 50-413 © 


brickley.r h 
brickley.r h 
brigos.l 

BRIOHT.O 0 

BRiftHT.e 0 

7907050109* 0A999 

7907230074* QA999 

7907100551 50-320 H 

7907090099 50-350 T 

7907030265 50-350 T 

dryant.j c 

BRYANT, J C 

BRYANT. J C 

BRYSON, J E 

duchholz.r h 

7907240163* 50-369 0 

7907250106* 50-340 0 

7907260151* 50-395 Q 

7907260503* 50-892 0 

7707100503 TDPREP 


bright. 0 D 
bright,© 0 
bright.© 0 

BRIGHT. 0 0 

bright.© 0 

7907030380 50-350 T 

7907120294 30-350 7 

7907120170 50-353 T 

7907120303 50-350 T 

7907120400 50-350 T 

buckorn, P. 
duckham.j a, 
BUCKLEY, B. C 
BUCKLEY. B C, 

dudnitz.r j 

7907110106 50-490 © 

JW12O3O0 50-332 0 

7907240373 50-461 A 

7907100199 50-461 A 

7907160271* 50-300 H 


bright,© 0 
bright.© 0 
bright.© 0 

BROCK8EN.R W 

BRODSKY. R 8 

7907120150 50-330 T 

7907120446 50-350 T 

7907120469 50-350 t 

7907060289 50-440 a 

7907060492 OR© 

dukaty.s a. 
bukaty.s a 

DULL.R W 

bunch. D 

BURDETTE, T E 

7907060102* 50-402 0 

7907060107* 50-402 © 

7907270147 PR 

7907020152 50-320 P 

7907240099* 50-510 0 




buroin.r f. 

7907100461 50-320 H 
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AUTHOR 

ACCESSlOh 

NUMBER 

SUBJECT 

CATEGORY 

DURHARDTi W 

BURK^R L 

BURKE. K D 

BURKEiU J 

7907110232 

7707300556 

7707020486 

7907240279<* 

70-364 

PR 

FOIA 

50-280 

n 

BURKHARDT, W 
aURNETTEiO W 
BURNETT. P T 

7907180894 
79073 1 0303 
7907120560» 

70-1237 

RES 

30-324 

0 

BURNETT. P T 

7907300043* 

50-302 

Q 

BURNETT. R F 

BURNETT. R F 
BURNETT. R F 
BURRON. J F 

7907160123* 

7907050464 

7907110427 

7907260530 

70-143 

70-33 

70-133 

50-320 

P 

BURSTElNf B 
DURSTEIN. 5 

7907250419 

7907130162 

REOOD 

50-266 

Q 

DUR8TE1N. S 
BUR9TEIN. 8 

790726096Q 

7907100605 

PR 

30-302 

J 

BURSTEINrB 

7907250277* 

50-266 

B 

DUR8TEIN. 6 

7907160321 

50-266 

P 

DURSTEINiS 

7907170160 

50-266 

R 

BURT.L 

7907100773 

50-471 

0 

BURT. L 

7907190650 

50-471 

0 

BUSCH. R N 

7907060510 

50-522 

0 

DU8GH. R H 

7907190318 

50-522 

0 

BU9CH. R W 

7907190324* 

50-522 

0 

BUSH. 8 H 

BUTLER. R. R 

7907250064 

7907230174* 

ACR8 

50-320 

p 

BUTLER. W R 

7907260483 

80-320 

p 

DUTZEL. A K 

7907160U6 

50-549 

0 

BUTZEL. A K 

7907160125* 

50-949 

0 

BYRD. H F 

7907180816* 

50-338 

0 

CABA. E C 

7907110520* 

50-346 

R 

CADMAN. W K 

7907310357* 

50-402 

A 

CAHILL. W J 

7907270257* 

50-3 

J 

CAHILL. W U 

7907120409 

50-3 

0 

CAHILL. W J 

7907100591 

50-3 

J 

CAHILL. W J 

7907170094 

SO-3 

H 

CAHILL. N J 

7907170132 

50-247 

P 

CAHILL. W J 

7907190519 

50-3 

K 

CAHILL. W J 

7907200309 

50-247 

0 

CAHILL. W U. 

7907100490 

50-3 

R 

CAHILL. W J 

7907240309 

50-247 

6 

CAHILL. U J 

79072S0251 

90-3 

0 

CAHILL. U. J 

7907250337 

50-247 

Q 

CAHILL. W. J 

7907270255 

30-3 

J 

CAHILL. W U 

7907310249 

50-247 

P 

CAHILL. W. U. 

7907310449 

50-3 

F 

CAHILL. W J 

7907300207 

50-247 

8 

CAHILL. U 0 

7907300393 

50-247 

P 

CAIN. C 

7907190049* 

50-298 

0 

CALDWELL. R A 

7907100653* 

50-298 

0 

CALLIHANjD 

7907300444* 

30-201 

I 

CALLIHAN.D 

7907300144 

30-471 

T 

CALC. I HAN. D 

7907250194 

50-471 

T 

CALL I HAN. D 

790731 O044 

50-471 

T 

CALLIHAN. D 

7907310054 

30-471 

T 

CALL! HAN. D 

7907300133 

30-471 

T 

CANTER, H L 

7906210231* 

30-397 

A 

CANTER. H. L. 

7907270015* 

50-206 

0 

CANTER. H. L. 

7907130179* 

50-70 

Q 

CANTRELL. F. 8 

7907260500* 

30-230 

Q 

CANTRELL. F 8 

7907200411* 

50-200 

Q 

CANTRELL. F 8 

7907180650* 

50-340 

Q 

CANTRELL. F. B. 

7907240279* 

50-200 

Q 

CANTRELL- P ^ 

7907050071* 

50-338 

Q 

CANTRELL, h U 

7907310203* 

50-330 

Q 

CANTRELL. F 8. 

7907250147* 

50-335 

Q 

CAPHTQN. D L 

7907110426* 

50-333 

Q 

CAPHTON. D. L. 

7907110494* 

50-311 

Q 

CAPHTON. D. L. 

7007110544* 

60-272 

0 

CAPHTON. D. L. 

7907180445* 

50-336 

0 

CAPLAN. Q 

7907190003 

50-596 

0 

CAPRA. R. A 

7907230324 

50-320 

P 

CAPRA. R. A. 

7907300411 

50-346 

8 

CAPRA. R. A. 

7907130084 

50-59^ 

A 

CAPRON.L.P 
CARBON. H. W. 
CARBON. M. W 

7907250 192* 

7907250064 

7907020104 

QA999 

ACR8 

50-320 

0 

CARBON. N U. 

7907100192 

50-320 

0 

CARBON. M. W 

CARBON. H. W, 

7907190562 

7907020394 

ACRB 

50-320 

0 

CARBON. K. U, 

7907020404* 

50-320 

0 

CARBON. N W 

7907160068 

COMM 189 IDN 

CARBON. M. W. 

7907260720 

30-320 

T 

CARLSON. R. W, 

XiARLSON. R. T. 

7907300208* 

7907230011* 

71-6698 

30-311 

0 

CARLSON. R T 

7907200491* 

50-307 

Q 

CARLSON. R T. 

7907200477 

SO-3 07 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CARLBDN, R T 

7907110529* 

30-320 

Q 

CARLSON. R T 

79071106B0* 

30-387 

Q 

CARLSON. R T 

7907230453* 

5D-412 

Q 

CARLSON. R T 

7907230579* 

50-307 

Q 

CARLSON. R T 

7907050494 

50-363 

Q 

CARLSON. R T 

7907050925 

50-123 

Q 

CARLSON. R T 

790713029«= 

50-206 

Q 

CARLSON. R T 

7907190016* 

50-307 

Q 

CARLSON, ft T 

7907300374* 

30-410 

Q 

CARLSON. R 7 

79071 106QB 

50-471 

Q 

CARLSON, ft T 

7907160252 

50-412 

Q 

CARLSON. R T 

7907240216* 

50-44S 

Q 

CARLSON, R T 

7907110013 

50-423 

Q 

CARLSON. R T 

79071 8 03B9 

50-247 

Q 

CARLSON, ft T 

7907270379 

50-220 

0 

CARLSON. R T 

7907240609 

50-334 

Q 

CARLSON. R T 

7907110663 

S0-3B7 

0 

CARLSON. R T 

79071 lOSlO 

30-209 

Q 

CARLSON, ft T 

7907190006 

50-307 

Q 

CARLSON. R T 

7907230553 

50-3B7 

B 

CARLBDN. R. T 

7907300522 

90-31 1 

8 

CARLEON. R T 

7707230060 

50-418 

Q 

CARLSON. R T 

7907230342 

50-352 

Q 

CARLSON. R T 

7907240204 

50-443 

Q 

CARLSON, ft T 

7907300364 

50-410 

Q 

CARL80N. R. T 

7907230005 

50-311 

Q 

CARLSON. R T 

7907230440* 

50-392 

Q 

CARLSON. J D 

7907270290* 

30-397 

Q 

CARMODYiJ T 

7907190206 

50-389 

0 

CARR, A V 

7907130001 

30-344 

D 

CARR, A V 

7907100739 

50-344 

Q 

CARR. R 

7907110006* 

90-320 

0 

CARRtCK, J T 

7907240267* 

50-294 

Q 

CARRIER, W C 

7907170239* 

50-320 

J 

CARRIER, W C 

7907030399 

50-320 

0 

CARRIER.W C 

7907030489 

30-320 

J 

CARRIER.W C 

7907100557 

SO- 320 

J 

CARRIER. M C 

7907170232 

50-320 

J 

CARRIER. M C 

79072606B4 

50-320 

0 

CARROLL. J T 
CARRUTHER8,L M 
CARTER. M K 

CARTER. W K 

7907270170 

7907180156 

7907190021* 

7907190017 

30-319 

NUREO 

71-3> 

71-31 

8 

CARTER, T F. 

7907110572* 

90-237 

0 

CARTHRIOHTiH R 

7907060333* 

90-330 

8 

CARTWRIGHT. W. R 

7907060334* 

50-330 

8 

CARTWRIOHT.W R 

7907030485* 

S0-33B 

8 

CARTWRIGHT. W ft 

7907030429* 

50-330 

0 

CARTWRIGHT. W R 

7907060332* 

50-338 

0 

CARTWRIGHT.il R 

7907090205* 

50-330 

8 

CARTWRIGHT. M R 

79071 10541* 

50-330 

8 

CARTWRIGHT. M R 

7907170221* 

sn 

S 

CARTWRIOHT.W ft. 

79072305/6* 

50-330 

8 

CARTWRIGHT, W ft 

79O7S3O50O* 

90-330 

8 

CARTWRIGHT, M ft 

7907310436* 

50-330 

8 

CA8E.E G 

7907260493 

90-320 

H 

CASHMAN. T J 

7907 1 90360 

WASTE MOT 

CASTRO, R 0 
CATCHPDLE.G J 
CATTON. 1 

CATTON. 1 

CATTON. I 

7907020S13* 
7907310366 
7907110734 
7907050350 
79070 602B a 

90-312 

40-0693 

NUREO 

ACRS 

ACRE 

0 

CAVANAUGH. M 

7907310439 

30-360 

P 

CERNE. A C 

7907050527* 

90-423 

a 

CERNE, A.C 

7907110628* 

-0-482 

Q 

CHAN, J 

CHANDLER. H L. 

7907030408* 

7907190654 

90-237 

PRM 

8 

CHANDLER. L J 

7907310488 

90-361 

0 

CHANDLER. L J 
CHAPMAN, ft H. 
CHAPMAN, L D 

7907100559 

7907030441 

7907120056 

50-445 

NUREO 

RES 

0 

CHARNOFF. 0 

UriASEiP J". 

GHE)4.M J. 

7907190304 

7907200506 

7907190510 

90-329 

PRM 

NUREO 

0 

CHEN.P Y 

CHERN.W. 8 

CHERN. W> S 

7907110262 

7907110064 

7907190675 

50-311 

RES 

REB 

A 

CHERNY. F. C 

7907190474 

OEN TEC 

IS 

CHERNY. F.C 

7907200508 

OEM TEC 

10 

CHERNY. F. C 

7907120240 

50-320 

H 

CHESKOfR C 
CHF8BIN. H 

CHESTtR.R D. 
GHEOTER. R 0 

7907100472# 

7907190747 

7907060446 

7907300421 

90-346 

PR 

RES 

RES 

B 

CH 1LD8. M, V 

7907130467* 

50-333 

B 

GKILDB, W V 

7907170039* 

90-333 

B 

CHILDS, W V. 

7907230292* 

50-333 

S 
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PERSONAL AUTHOR INDEX 


AUTKOR 

ACCESBIDN 

NUMDEfl 

SUBJECT 

CATEGORY 

CHILDS. W V 

7907 2606 52* 

50-333 

S 

CHlLDa.W V 

790736074 7« 

50-333 

B 

CHI UK. S J 

790726O396» 

50-272 

0 

CHILK. S J 

7907160356* 

COMMISSION 

CHILK, 8 J 

7907090063* 

SECY 


CHlLKi 8 -J 

7907090164* 

BECY 


CHlLKifi J 

790709OJ69* 

5ECY 


CHILK. 8 J 

7907090084* 

BECY 


CH ILK. B J 

7907090181* 

SECY 


CHILKi 3 J 

7907310591* 

COMMISSION 

CHILK. 8 J 

7907090097# 

SECY 


CHILK. 9 J 

7907090103* 

SECY 


CHILKi S J 

7907090109# 

SECY 


CHILK, S J 

7906860446 

lOCFA 


CHILKi a J 

7906260325 

50-400 

A 

CHILK. 8 J 

7906260292 

50-2^9 

P 

CHILK. 5 J 

7907130273 

SECY 


CHILK. 3 J 

7907230752* 

50-280 

V 

CHILK. S J 

7907100067 

50-320 

0 

CHILK, B J 

7907020478 

80-269 

0 

CHILK. S J 

7907060460 

PRM 


CHILK, 8 J 

7907090053* 

SECY 


CHiLKiS J 

7907130204 

PRM 


CHILK. S J 

7907130239 

PRM 


CHILKi 8 J 

7907110613 

PR 


CHILK, B J 

7907100180 

50-320 

H 

CHILK. 8 J 

7906360196 

50-269 

P 

CHILK. 8 J 

7907100679 

50-466 

0 

CHILKi S j 

7907180127* 

50-219 

0 

CHILKi 5 J 

7907100188* 

50-320 

J 

CHILK. 8 J 

7907180730* 

FOIA 


CHILKi S Ji 

7907270030 

PR 


CHILK, 3 J. 

7907100061 

50-320 

G 

CHILK, S J 

7907160130 

27-39 


CHILK. a J 

79071 80727 

30-312 

0 

CHILK, S J 

7907190292 

*30-320 

0 

CHILK. 8 J 

79071 B0907 

50-443 

0 

CHILK. 8 J 

7907100140 

50-320 

p 

CHILK, 5 J 

7907190662 

50-344 

0 

CHILK,S J 

7907230190* 

C OMNI S8 ION 

CHIfiASAHTAi K 

7907060026* 

30-320 

p 

CHQULBSiN C 

7907100433 

50-020 

H 

CHOULESrH C 

7907230083* 

50-266 

Q 

CHOULEB. N C 

7907240112* 

50-301 

0 

CHOULeS.W c 

7907100355 

50-320 

H 

CHOH. E T, 

7907260300* 

50-155 

0 

CHOMiE T 

7907300339* 

SO-263 

0 

CHRISTMAN. J N 

7907120019 

30-338 

0 

CHRISTMAN. J N 

7907130082 

50-33B 

0 

CHRI8THAN. J H 

79071 10726 

50-338 

0 

CHRISTMAN. J N 

79071 J 0746 

50-338 

0 

CHRISTMAN, J N 

7907130294 

50-338 

o 

CHRISTMAN, S N 

7907180330 

30-333 

0 

CHRISTMAN. N 

7907180339 

50-038 

0 

CHRISTMAN, J N 

79071803B9 

50-333 

G 

CHRI8TENBURY. E 

7907270008 

50-261 

0 

CHRIBSOTIhOS. N 

7907310096* 

50-254 

0 

CHRlSSRTIMOSi N 

7907180453* 

50-254 

Q 

CHHI8SOTIH08. N 

7907300491 

50-254 

Q 

CKU, N K 

7907260193 

PH 


CIE82KIEHICZ,S 

7907 1 70078# 

50-10 

R 

CLANCY, W, 

7907 1 00632 

50-20 

B 

CLARK. R H 

7907 J 80040 

50-445 

h 

CLARK, D R 

7907060132 

40-4492 


CL ARKrL 

7907230107* 

70-938 


CLARK, L 

7907100632 

50-20 

6 

CLARK. L 

7907110928 

50-20 

B 

CLARKE, M L. 

7907230750 

NUREO 


CLARK, D. 

79071 10462* 

50-234 

6 

CLARK. R. J 

7907130048 

50-259 

P 

CLARK, n, J 

7907250120 

50-259 

P 

CLARK. R J 

7907250116* 

90-277 

P 

CLARK, R J 

7907250122* 

50-331 

P 

CLARK. R. A 

7907230191* 

COMMISSION 

CLASS, R N 

79073100B8 

PR 


CLAUNCH, A 

7907230090 

XPORfLiC 


CLAY. E L 

7907200074* 

70-1113 


CLAViE 1, 

7907200054* 

70-1113 


CLAYTON, F. L. 

7907110409 

50-348 

B 

CLAYTON, F L 

7907110455 

50-348 

8 

CL AVTON. F. L 

7907100172 

50-348 

Q 

CLAYTON, F L 

7907190165 

50-364 

0 

CLAYTON, F L 

7907310326 

50-34B 

Q 

CL AVTON, F.L 

7907250100 

50-348 

Q 

CLAYTON, F L 

7907260506* 

S0-34B 

a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CLAYTON, F L 

7907030439 

50-348 

P 

CLAYTON, F L 

7907100286 

50-340 

0 

CLAYTON. F L 

7907170049 

50-340 

B 

CLAYTON, F L 

7907180469 

50-348 

R 

CLAYTON, F L 

7907180976 

50-348 

P 

CLAYTON. F L 

7907170103 

50-34 a 

P 

CLAYTON, F L 

7907250340 

50-340 

P 

CLAYTON, F L 

7907240359 

50-340 

8 

CLAYTON, F L 

7907300321 

50-340 

P 

CLAYTON, E D 

7907310953 

RES 


CLEARY, P 0 

7907130276 

50-295 

0 

CLEMENSON, F 

7907030039* 

QA999 


CLEMENSDN. F 

7907240414 

50-863 

P 

CLEMENSON, F 

7907300072 

50-263 

3 

CLEMONS. P E 

79073101 7B* 

50-29 

Q 

CLINE. K 

7907050049 

FOIA 


CLUBEN, R C 

7907110009* 

50-320 

0 

COBERLEY, M E 

7907250204 

50-522 

G 

COCHRAN, T D 

7907160150* 

70-143 


COCHRAN, T B 

7907160137* 

COMM 1 SB I ON 

COCHRAN, T B 

7907160134* 

70-143 


COCHRAN,! D 

7907190734 

FOIA 


COCHRAN,! B 

7907030112 

FOIA 


COCHRAN.T D 

7907030274 

FOIA 


COCHRAN. T D 

7907060037* 

70-2623 


COCHRAN.T B 

7907200203* 

50-237 

0 

COCHRAN.T D 

7907250480* 

70-2623 


COCHRAN.T B 

7907250497* 

70-2623 


COCHRAN.T B 

7907250435* 

FOIA 


COCKRANiR G 

7907030249* 

50-59 

n 

COCHRAN. R G 

7907030247 

50-59 

R 

COCHRAN, fi 0 

7907090314 

50-59 

P 

COCHRAN.T D 

7907310211# 

50-302 

U 

COCHRAN, B J 

7907180640* 

50-390 

a 

COCHRAN, D J 

7907110678* 

50-330 

G 

COCHRAN, B J 

7907240391* 

50-390 

Q 

COE, N E 

7907160034* 

50-389 

0 

COFFMAN, N A 

7907250504 

FOIA 


COHEN. J 

7907250307 

NUREO 


COHEN. 1. 

7907130050* 

70-1100 


COHEN. 1 

7907240297* 

70-33 


COLE.R F 

7907200228 

50-261 

0 

COLE.R F 

7907240300 

50-445 

0 

COLE, R F 

7907300144 

50-471 

r 

COLE.R F 

7707250194 

50-471 

T 

COLE.R F 

7907310044 

50-471 

T 

COLE.R F 

7907310054 

50-471 

I 

COLE.R F 

7907300133 

50-471 

T 

COLEMAN, M 

7907120415* 

50-200 

p 

COLLiN A 

7907160027 

50-389 

0 

COLU.N A 

7907230071 

50-309 

0 

COLLIER, fi P 

7907110635 

NUREG 


COLLIER, R P 

7907190711 

NUREO 


COLLINS, H £ 

7907130536* 

50-346 

0 

COLLINS. H E 

7907100155 

FOIA 


COLLINS, H E 

7907180150 

FOIA 


COLLINS, P M 

7907260023* 

50-281 

a 

COLLINS, P F 

7907110365 

50-320 

A 

COLLINS, P. F 

7907100685 

50-452 

A 

COLOMBO, R H 

7907100508* 

50-312 

R 

COLOMBO, P 

7907310060 

NUREO 


COMPTON, R M 

7907050157* 

50-413 

a 

COMPTON, R M 

7907240201* 

50-390 

G 

COMPTON, R M 

7907850106* 

50-348 

0 

COMPTON, R M. 

7907190121* 

50-321 

Q 

CONLON.T E 

7907260522* 

50-395 

0 

CDNLON, T E 

7907050103* 

50-327 

0 

CONLON.T E 

7907100801* 

50-395 

Q 

CONLON, T E 

7907190319* 

50-416 

0 

CONLON. T E 

7907240186* 

50-430 

Q 

CONNER,! B 

7907110438 

50-358 

Q 

CONNER, T S. 

7907100707 

FOIA 


CONNER,! B 

7907060006 

50-350 

0 

CONNER. !i D 

7907100708 

50-358 

0 

CONNER,! B 

7907020018 

27-39 


CONNER,! B 

7907300492* 

50-201 

I 

CONNER, T. B 

7907300466* 

50-201 

1 

CONNER,! B. 

7907300440* 

50-201 

I 

CONNELL, C 

7907170010* 

50-206 

R 

CONNOR, L. 

7907190437 

FOIA 


CONRAD. V L 

7907020199 

50-556 

A 

CONRAD, V L 

7907200874 

50-556 

a 

constable, G. L 

7907050195* 

50-298 

Q 

CONTE, R, J. 

7907310130* 

50-333 

Q 

CONTI, P L 

7907060306 

50-201 

I 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

CONWAYiW F 

7907260595 

80-271 

0 

CONWAYiW F 

7907260599* 

50-271 

8 

COOK. L 

7907160031* 

COMMISSION 

COOKr K M 

7907110466 

50-277 

P 

CDOKiK U 

7907250320 

TOP REP 


COQI^iK W 

7907250392 

TOPREP 


COGK.R J 

7907300096* 

50-329 

Q 

COOLEY. W J 

7907300260* 

70-23 


COOLEY* W J 

7907180261* 

70-754 


COONEY, M 

7907090296 

80-270 

8 

COONEY, M J 

7907090298* 

30-270 

8 

COONEYiM J 

7907120592 

50-270 

8 

COONEY. M J 

7907120597* 

30-278 

8 

COONEY* M J 

7907170157 

50-270 

S 

COONEY, M U 

7907170166* 

80-270 

s 

COONEY. M U 

7907230522 

30-270 

8 

COONEY. M J 

7907130420 

50-277 

R 

COONEY, M 

7907170102 

30-277 

8 

COONEY, N J 

7907180504 

30-277 

8 

COONEY, H J 

7907100309* 

50-277 

B 

COONEY* H J 

7907270206 

80-277 

8 

COONEYiM J 

7907270221* 

80-277 

8 

COONEY, M J 

7907270238 

50-270 • 

3 

COONEY, M J 

7907270247 

30-270 

8 

COOPER, J 

7907110490 

30-302 

8 

COOPER* J 

7907030433* 

50-302 

S 

COOPER* J 

7907030486* 

30-302 

9 

COOPER, U 

7907090234* 

30-302 

B 

COOPER, J 

7907130367* 

50-302 

5 

COOPER. J 

7907180324* 

50-302 

a 

COOPER, J 

79071B0553* 

50-302 

3 

COOPER, U 

V9073003SB* 

50-302 

8 

COOPER, M R 

7907090464* 

FOIA 


COOPERSTElNi R 

7907110170 

40-8508 


COOPERSTEIN, R 

7907110175 

40-0722 


COGPERSTBIN* R 

79071 10180 

40-8663 


COOPERSTEIN, R 

7907120103* 

40-8722 


COPELAND, J 0 

7907110152 

30-445 

M 

COPELAND, J 0 

7907090036 

50-490 

M 

COPELAND. J 0 

79071 10342 

50-466 

G 


COPELAND. J 

0 

7907130546 

50-466 

0 

COPELAND, J 

0 

7907130360 

50-466 

0 

COPELAND, J 

0 

7907190701 

80-466 

0 

COPELAND, J 

G 

7907190823 

50-466 

G 

COPELAND. J 

G 

7907190586 

30-466 

G 

COPELAND, J 

0 

7907190435 

80-445 

M 

COPELAND, J 

G 

7907190419 

50-466 

0 

COPELAND. J 

0 

7907230080 

80-466 

0 

COPELAND* J 

0 

7907200497 

80-466 

0 

COPELAND. R 

L 

7907020191 

80-337 

D 

COPELAND, R 

L 

7907020195* 

80-337 

B 

COPELAND, R 

L 

7907270124 

REGGD 


CORBETT, J 

8 

7907230599* 

FOIA 


CORDOY, J M 


7907190179 

PR 


CORE, M R. 


7907230543* 

80-203 

8 

CORNELL, E 

K 

7907130414# 

80-320 

P 

CORNELL, E 

K 

7907030008 

30-320 

H 

CORNELL, £ 


7907130343 

50-320 

H 

CORNELL. E 

K 

7907130402 

30-320 

P 

CORNELL. E 

K 

7907030006 

30-320 

H 

CORNELL, E 

K 

7907130365 

80-320 

0 

CORNELL, E 

K 

7907030001 

50-320 

H 

CORNELL. E 

K 

7907030002 

30-320 

H 

CORNCLU* E 

K 

7907030003 

30-320 

H 

CORNELL* E 

K 

7907030004 

50-320 

H 

CORNELL* E 

K 

7907030028 

80-320 

H 

CORNELL, E. 

H 

7907030293 

30-320 

H 

CORNELL, E 

K 

7907030302 

30-320 

H 

CORNELL* E. 

K 

7907030033 

80-320 

H 

CORNELL. E 

K 

7907030040 

80-320 

H 

CORNELL, E 

K. 

7907030024 

50-320 

H 

CORNELL, E. 

K 

7907030043 

50-320 

T 

CORNELL. E. 

K 

7907030048 

30-320 

H 

CORNELL* E 

K 

7907030052 

80-320 

H 

CORNELL* E. 

K 

7907030130 

80-320 

H 

CORNELL, E 

K 

7907030280 

80-320 

H 

CORNELL, E 

K. 

7907030283 

30-320 

H 

CORNELL. E. 

K 

7907130261 

50-320 

s 

CORNELL* E 

K 

7907130233 

50-320 

H 

CORNELL* E 

K 

7907130318 

80-320 

K 

CORNELL, E. 

K 

7907130346 

80-320 

H 

CORNELL, E 

K 

7907130274 

30-320 

0 

CORNELL. E 

R. 

7907130300 

30-320 

H 

CORNELL* E 

K 

7907130312 

80-320 

H 

CORNELL* E 

K 

7907160335 

50-320 

P 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEQDRY 

CORNELL* E K 

7907160348 

50-320 

P 

CORREA. A G 

7907110691* 

50-309 

H 

CORREA* C 

7907180493 

50-53S 

J 

CORRY, A F 

790-7160304 

SO-293 

F 

CDRRY, A F 

7907230447 

50-293 

P 

CORYELL* 0 P 

7907230652* 

70-143 


C08TELL0. D J 

7907170004* 

50-200 

R 

COSTELLO, F M 

7907100249 

50-320 

H 

COSTELLO* F tl 

7907110664* 

40-7903 


COSTELLO, 0 R 

7907130349* 

QA999 


COSTELLO, J R 

790723030B* 

QA999 


COSTLE.D M 

7907160182* 

50-320 

P 

COTA.P C 

7907230607 

50-382 

A 

COTHRAN, H E 

7907190483 

NUREG 


COTTON, M 

79070B0267 

S0-4G2 

H 

COTTON, R 

7907090043* 

SECY 


COTTON, R 

7707090049* 

BECY 


COTTRELL* W 0 

7907300099 

NUREO 


COUGHLIN, J 

7907090339 

PRM 


COUGHLIN, J 

7907110267 

50-546 

Q 

COUGHLIN, J 

7907100111 

50-546 

Q 

COUGHLIN* J 

7907100214 

80-546 

Q 

COUGHLIN* J 

7907100360 

50-546 

8 

COUGHLIN* J 

7907120610 

30-546 

B 

COUGHLIN. J 

7907120633 

50-546 

8 

COUGHLIN. J 

7907190561 

50-546 

8 

C0UN81L.H 0 

7907060460 

50-2 1 3 

Q 

COUNSIL. U G 

7907310000* 

50-2 1 3 

0 

COUNSIL.W G 

7907030370 

50-213 

P 

COUNSIL, H 0 

7907060167 

90-213 

Q 

COUNSIL. H G 

7907100543 

50-2 1 3 

F 

COUNSIL. H 0 

7907230528 

90-213 

G 

COUNSIL* H 0 

7907030270 

PR 


COUNSIL, U 0 

7907050160 

90-213 

Q 

COUNSIL.W 0 

7907100018 

SO-336 

0 

COUNSIL.W 0 

79070903B5 

50-423 

Q 

COUNSIL* G 

7907110607 

50-245 

Q 

COUKSlL.t^ G 

7907020325 

90-293 

Q 

COUNSIL, W G 

7907110640 

SO-336 

0 

COUNSIL, N 0. 

7907050556 

50-245 

P 

COUNSIL.W G 

7907080233 

50-245 

Q 

COUNSIL.W 0 

7907050450 

50-336 

Q 

COUNSIL.W 0 

7907190090 

90-423 

0 

COUNSIL.W 0. 

7907190106 

50-423 

0 

COUNSIL, W 0 

7907260183 

50-245 

Q 


COUNSIL, W. 0 

7907050316 

50-336 

0 

COUNSIL, W 0 

7907050357 

50-249 

P 

COUNSIL, W 0 

7907060202 

90-336 

0 

COUNSIL.W 0. 

7907120630 

50-249 

p 

COUNSIL.W 0. 

7907200349 

90-245 

p 

COUNSIL.W 0 

7907260737 

50-213 

p 

COUNSIL.W 0 

7907230578 

80-213 

F 

COUNSIL.W 0 

7907310339 

50-336 

P 

COWAN, R, J 

7907190646 

PRM 


COWAN, D Z. 

7907230421 

50-437 

G 


COWAN, D Z. 

7907250428* 

50-437 

G 

CQX^T H 

7907130362 

50-320 

H 

CRANE. P A 

CRANE. P A 

7907130116 

7907130496 

REOGD 

50-278 

0 

CRANE, P A. 

7907190301 

50-275 

Q 

CRANE, P A 

CRANE, P A 

7907270376 

7907090390 

70-1738 

SO-275 

0 

CRANE. P A 

7907090161 

50-133 

Q 

SRANE.P. A 

7907230242 

50- 1 33 

P 

CRANE, P. A. 

7907240234 

50-275 

F 

CRANE. P A. 

7907260643 

50-275 

F 

CREED, J, R 

7907240164* 

50-329 

Q 

CREITZ.M. n. 

7907100034* 

50-320 

T 

CREWS, E H 

7907100100 

50-395 

a 

CREWS, E, H, 

7907090406 

50-395 

Q 

CREWS, E » 

7907190340 

50-395 

0 

CREWS, E. H 

7907030217 

50-395 

F 

CREWS, E H 

7907050369 

50-395 

A 

CREWS, J L 

79071 1007B 

80-133 

Q 

CREWS, J L 

79O7130171 

50-70 

Q 

CREWS, J L 

7907270140 

50-275 

0 

CREWe, J L 

7907300119 

50-344 

Q 

CREWS, J L 

790719047B 

50-224 

Q 

CREWS, J L. 

7907270270 

50-344 

Q 

CREWS* U L 

7907270009 

50-206 

0 

CREWS, J L 

7907270260 

50-275 

Q 

CREWS. J L 

7907270287 

S 0-397 

0 

CR EW8, J, L 

79073O04S0* 

50-312 

P 

CREWS, J L, 

7907300219 

50-344 

Q 

CROCKET* L 

79071 10727 

50-219 

P 
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AUTHOR 


ACCESSION 

NUMBER 

BUBJECT 

CATEODRr 

CROCKER«H Vi 


7907O9044'9» 

50-213 

Q 

CROCKER. H W 


79070300*0* 

30-333 

0 

CROCKER. H U 


7907030126* 

70-930 


CROCKER. H N ’ 


79071 104*0* 

30-245 

0 

CROCKER, H U 


7907030037* 

30-220 

0 

CROCKER. H U 


7907310170* 

50-29 

Q 

CROEOIE.K L 


7907060317 

71-247 


CROgSMAN.M A 


7907130139* 

50-402 

Q 

CROSSMAN. M A 


79070501 B7* 

50-402 

Q 

CROSSMAN. U A 


7907030179* 

50-498 

0 

CRO&SMAN.M A 


79071 10*93* 

50-449 

0 

CROSSMANiM A 


79072504B8* 

30-402 

Q 

CRQSSMAN.tl A 


79070605* 1 * 

50-445 

Q 

CROSSMAN.H A 


7907300036* 

30-490 

0 

CRO&3MAN.U A 


7907310603* 

S0-4B2 

Q 

CROSSMAN. A 


7907110612* 

50-490 

Q 

GROSSMAN. U A 


79071 1041 B* 

50-302 

0 

CROSSHAN.H A 


79O705O51B* 

50-445 

Q 

GROSSMAN. U A 


7907060492* 

50-490 

Q 

CROSSMAN. W A 


7907050226* 

50-482 

Q 

CROSSMAN. \4 A 


790730025** 

50-449 

Q 

CROW. M T 


79073J0526* 

90-361 

0 

CBDW.M T. 


7907030490 

70-2443 


CROWiM T 


7907050077 

70-1207 


CROU.M T 


7907110605 

70-1 191 


CROWiM T. 


7907110611 

70-371 


CROW.M T 


7907060039 

70-33 


CROW. W T. 


7907090365 

70-1113 


CROW. W T 


7907160227 

70-27 


CROW. W T 


7907I30I IB 

70-992 


CROW. W T 


7907100717* 

70-2038 


CROW. W T 


7907020466 

70-1100 


CROW.M T. 


7907110183 

40-2061 


CROW.M T 


790723071 B 

70-1113 


CROW.M T 


7907230725 

70-36 


CROW.W T 


7907100692 

70-2030 


CROWLEV. J L 


7907190740 

PR 


CROWLEV. C T 


7907100645 

50-56S 

D 

CRUTGHEtELD. D H 

790719023* 

30-320 

M 

CULL 1 NOTOW. R 

F 

7907050412 

71-101 


CULP.n H 


790713054* 

50-466 

0 

CUNNl NOHAM. R 

0 

7907130420 

50-9 

F 

CUNN INOHA^. 0 

E 

7907090370 

70-794 


CUNNINGHAM. 0 

E 

7907190273 

PRM 


CUNNINGHAM. 0 

E 

7907090306 

71-9009 


CUNNINGHAM. 0 

H 

7907020SI2 

50-312 

0 

CUNNINGHAM. 0 

H 

7907020474 

50-312 

o 

CUNN I NGHAM. A 

L 

79072401.4B* 

30-993 

Q 

CUNNINGHAM. A 

L 

7907160266* 

7d-143 


CUNNrNOHArti A 

L 

7907110390* 

50-400 

0 


CUNNFNOHAH. R 

E 

7907100726 

70-2219 


CUNMINQHAM. R 

E 

7907120195 

70-143 


CUPP.E A 


7907300484* 

50-290 

0 

CUPPiE /\ 


7907200220* 

50-192 

0 

CURRAN. J. H 


7907100995 

90-206 

R 

CURRIE. R. B 


7907100373 

50-206 

R 

CURTIS. N W 


7907030254 

90-307 

0 

CURTIS. N W 


7907260007 

50-307 

Q 

CURTIS. N W 


7907260192 

30-307 

0 

CURTIS. N.W 


7907260196 

90-307 

Q 

CURTIS. N W 


7907030353* 

50-307 

K 

CURTfS^N W 


7907030327 

90-307 

S 

CURTIS. N,W 


7907030349 

90-3 B7 

H 

CURTIS. N W 


7907170045 

90-307 

A 

CURTISiN W 


7907260691 

90-387 

8 

CURTI 81 N W 


7907260497 

50-387 

A 

CURT 1 Sr N U 


7907270250 

30-367 

6 

CURTIS. A-E 


7907060450* 

50-244 

Q 

CURTIS. A E 
CURTIS. 8 . A 


7907260596* 

7907250403 

50-244 

NUREO 

0 

CURTIS. J R 


7907260934* 

50-206 

Q 

CUTCHIN^U M 


7907130501 

90-367 

0 

CUTCHIN^J M 


7907190722 

30-592 

0 

CUTCHiNrU M 


7907060407 

50-367 

Q 

CYDULSKIB.P 


7907260716* 

30-320 

P 

CYPNERT^B 0. 
B'AMaHEFM 


7907100040 

7907300062* 

50-445 

70-1191 

H 

DACKO, S 0 


7907230310 

50-443 

A 

OAlLiL C 


7907020303 

50-413 

Q 

DAIL.L, C 


7907050118 

50-48 B 

0 

OAIL.U, C* 


7907090151 

50-413 

Q 

DAIL.L G. 


7907190667 

50-413 

Q 

DAIL,L.C. 


7907190132* 

90-413 

Q 

DAIL.L C. 


7907190122 

90-413 

Q 

DAIL.L, C. 


7907190176 

80-4SB 

Q 
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CATEGORY 

DAIL.L C 

7907110555 

50-413 

0 

DAIL.L C 

7907090420 

90-491 

0 

DALE.L F 

7907190332 

90-416 

0 

DALE.L F 

7907190557 

90-416 

Q 

DALE.L F 

7907190303* 

50-416 

0 

DALE.L F 

7907030490 

90-416 

B 

DALE.L F 

7907090324 

90-416 

e 

DALE.L F 

7907190523 

50-416 

B 

DALE.L F 

7907060191 

90-416 

A 

DALC.L F 

7907200390 

50-416 

A 

DALE.L F 

7907250256 

50-416 

H 

DALLY. J W 
DALTROFFjS L 

7907310591 

7907290093* 

RES 

50-277 

Q 

DALTROFF. S L 
DALTROFF»S L 

7907200310 

7907110719* 

PR 

50-277 

Q 

DALTR0FF#8 L 
daltrdff.s L 
DALTROFFiS L 
DALTRDFF. 6 L 

7907090329 

7907160139 

7907190859 

7907020090 

PRM 

REGOD 

PR 

50-277 

Q 

DALTROFF, 8 L 

7907050446 

90-277 

0 

DALTRDFF.S L 

7907190080 

90-277 

Q 

DALTRDFFiS L 

7907110533 

90-277 

F 

DALY. H 

7907190083 

90-996 

0 

DALYi H 

7907240235 

50-596 

0 

DANDUD. A D 

DANCE. H C 

7907180137 

7907310165* 

FQIA 

90-299 

Q 

DANCE. H C 

7907270053* 

90-261 

0 

DANCE. H C 

7907230790* 

90-299 

0 

DANCE. H C 

7907100935 

90-320 

H 

DANIELSON. 0 H 

7907180319* 

90-139 

0 

DANIELSON. J 

79072S045B* 

50-320 

P 

DANIELS. T, 

7907020149* 

50-346 

Q 

DANIELS. T 

7907020076* 

90-346 

0 

DANIELSON. D H 

7907090117* 

90-309 

0 

DANIELSON. D H 

7907130394* 

90-319 

0 

DANIELS. F T 

7907240200* 

90-262 

Q 

DANIELSON. D H 

7907090593* 

90-304 

Q 

DANIELSON. 0 H 

7907180337* 

90-454 

Q 

DANIELSON. D H 

7907100302* 

90-263 

0 

DANIELSON. D H 

7907180335* 

90-315 

0 

DANIELSON. 0 H 

7907240138* 

50-237 

Q 

DANIELSON. D H 

7907300071* 

50-295 

Q 

DANKMEYER.J R 

7907090409* 

50-322 

0 

DANKO. U C 
DARMIT2EL.R W 

7907230790 

7906200236 

NUREO 

90-73 

P 

DARMITZEL.R U 

7907120383 

90-73 

P 

OARMITZEL. R U 

7907190616 

50-70 

0 

DART. C 

7907100930* 

50-329 

a 

DAUGHERTY. T M 

7907250421 

90-437 

0 

DAUGHERTY. T M 

7907250420* 

90-437 

0 

DAVIDSON. D t 
DAVIDSON. T 
DAVIDSON. D R 

7907060400 

7907060^92 

7907110251 

PROJ 

XPORTLIC 

90-440 

0 

DAVIDSON. D R 

7907110205 

90-440 

a 

DAVIDSON. D R 

7907110231 

90-440 

0 


DAVIDSON. D. 

R. 

7907250082* 

90-440 

Q 

DAVIDSON. D 

R 

7907260017* 

50-440 

Q 

DAVIS. C B 


7907090137 

RES 


DAVIS, L L 


7907190977* 

71-3 


DAVIS. J F 


7907170000 

90-318 

P 

DAVIS. S M 


7907290298* 

30-317 

B 

DAVIS. 8 M 


7907290304* 

30-310 

B 

DAVIS. 8 


7907260663* 

90-316 

6 

DAVIS. L D 


7907020493 

90-596 

H 

DAVIS, L D 


7907060379 

50-996 

Q 

DAVIS. L.D. 


7907020010 

50-956 

Q 

DAVIS. L D 


7907200295 

50-279 

0 

DAVIS. L D 


7907160075 

90-275 

Q 

DAVIS. J, 0 


7907090491* 

FOIA 


DAVIS. J 0 


7907020065 

90-269 

0 

DAVIS. J 0 


7907020097 

FOIA 


DAVIS..J 0 


7907020134 

FOIA 


DAVIS. J.O 


7907120439* 

SECY 


DAVIS. J 0 


7907120690* 

90-320 

P 

DAVIS. J. G 


7907020469 

90-313 

A 

DAVIS, J 0. 


7907130178 

90-220 

0 

DAVIS. A D 


7907190042 

90-10 

a 

DAVIS. A. D 


7907130310 

50-341 

Q 

DAVIS. A D 


7907110434 

70-925 


DAVIS. A a. 


7907160492 

50-295 

<k 

DAVIS. A B 


79071B0594 

90-290 

Q 

DAVIS. A. S, 


79071 9085 1 

40-8616 


DAVIS. A B, 


7907250270 

90-409 

0 

DAVIS. A B 


7907250206 

90-295 

Q 

DAVIS. A B, 


7907260102 

90-329 

0 
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ACCESSION 

BUDJECl 


AUTHOR 

NUHBER 

CATEGORY 

DAUl&iA B 

7907260223 

SO- 10 

a 

OAVI 81 A B 

7907260272 

50-106 

a 

DAU18. A D 

7907300419 

SO-303 

Q 

DAVISiA D 

7907300191 

50-266 

Q 

DAVISiA B 

7907300326 

50-367 

0 

DAVIS. A D 

7907300403 

50-305 

0 

DAVIS. A □ 

7907250376 

50-295 

Q 

DAVIS. D K 

7907160333 

FOIA 


DAVIS. D 

7907160102 

50-320 

P 

DAVI 81 D 

7907160078 

50-320 

P 

DAHSONiD M 

7907060160 

70-1300 


DAUSON. D M 

7907190091 

70-1300 


DAY. 0 R 

7907190270 

WASTE MOT 

DAYLEY. C 

79072304B2« 

50-366 

S 

DE PLANaUE. 0 

79071B0116 

NUREG 


DEAKYNE. K 

7907310373* 

50-346 

6 

DEALS. V a 

7907170240 

50-330 

0 

DEALE, V D 

79071B023B 

50-338 

0 

DE ALE. V B 

7907310083 

50-330 

0 

DE ALE. V B 

7907130309 

30-330 

0 

DfcALE, V fl 

7907300270 

50-33Q 

0 

DEALE. V D 

7907300113 

50-522 

T 

DEALE. V D 

7907270203 

50-522 

T 

DEALE.V Q 

7907270263 

S0-S22 

T 

DEARNLCY.H F 

7907180298 

PR 


DEARTH. A E 

7907300337 

40-3453 


DEBOER. T K 

7907030461 * 

PR 


DEBOER. T K 

7907230129 

PR 


DEBOER. T R 

7907310049 

PR 


DEGREODRI. C 

7907830323 

30-466 

0 

DEOROOTr a 

7907030400 

TDPREP 


DEITZ.V R 

7907100672 

NUREO 


DELAND. F H 

7907230132 

PR 


DELANEY. J C 

7907030493* 

70-2443 


DELANEY. J C 

7907230730 

70-143 


DELOEOROE. L 0 

7907060031 

30-373 

0 

DHLQEORDE.L 0 

7907030229 

50-373 

A 

DELOEOROE.L 0 

7907240230 

50-373 

A 

DELULUAK. J 

7907300494* 

50-346 

0 

DELNICHE. P 

7907060210 

50-409 

P 

DEMARB.R V 

7907260644 

50-320 

P 

DEMLOW. D. J. 

79070308BI 

50-329 

H 

DEMLOW. D J 

79O7OSO203* 

50-329 

H 

DEMMITT.T F 

7907250036 

71-6601 


DENISE, R P 

7907130010* 

50-352 

0 

DENISE, n P 

7907190304 

50-320 

P 

DENNINO. R 8 

7907260711* 

50-320 

P 

DENTON. H R 

7907240404 

BECY 


DENTON. H R 

7812290071 

NUREO 


DENTON. H R 

7907240393 

SECY 


DENTON. H R 

7905240076 

WASTE HOT 

DENTON. H R 

7907100714* 

50-443 

0 

DENTON. H R 

7907120400 

30-280 

p 

DENTON. H R 

7907060343 

50-200 

H 

DENTON. H R 

7907250037 

30-272 

H 

DENTONrH R 

790726064 1 

50-320 

8 

DENTON, H R 

7907020312 

50-269 

P 

DENTON. H R 

7907060179 

50-3 

P 

DENTON. H R 

7907030173 

SECY 


DENTON. H R 

7907090460 

30-200 

H 


DENTON. 

H R 

7907120204 

30-200 

0 

DENTON. 

H R 

7907190040 

50-309 

H 

DENTON. 

H R 

7907160320 

30-320 

K 

DENTON. 

H. R. 

7907020490 

50-309 

H 

DENTON. 

H R 

7907020304 

50-309 

H 

DENTONr 

H. R. 

7907030124 

30-309 

H 

DENTON. 

H R 

7907030548 

30-200 

H 

DENTON. 

H. R. 

7907060139* 

30-309 

0 

DENTON. 

H R 

7907060293 

50-200 

H 

DENTON. 

H R 

7907090431 

30-269 

0 

DENTON. 

H. R 

7907090440* 

50-269 

9 

DENTON. 

H.R 

7907100678 

50-443 

9 

DENTONr 

H.R 

7907100689* 

30-443 

0 

DENTON. 

H R 

7907130140 

30-443 

0 

DENTON. 

H, R. 

7907130465 

30-346 

p 

DENTON. 

H R 

7907190173 

30-443 

0 

DENTON. 

H. R. 

7907130277 

50-320 

K 

DENTON. 

H R 

7907090430 

30-313 

P 

DENTON. 

H.R 

7907030190 

30-346 

H 

DENTON. 

H R. 

7907100277 

80-320 

P 

DENTON. 

H R 

79O71OD20B* 

80-320 

P 

DENTON. 

H R. 

7907130002 

50-362 

0 

DENTON. 

H R 

7907190096 

30-313 

P 

DENTON. 

H R 

7907060313 

50-346 

0 

DENTON. 

H R. 

7907110017 

50-346 

P 
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DEIITON.K R 

7907110023* 

30-346 

P 

DENTON. H R 

7907110030 

30-346 

0 

DENTON. H R 

7707230464 

50-346 

P 

DENTON. H R 

79071 10194 

30-320 

0 

DENTON. H R 

7907130014* 

50-352 

0 

DENTON. H R . 

7907130020* 

50-352 

0 

DENTONrH R 

7907190073 

50-309 

H 

DENTON. K R 

7907190208 

30-437 

0 

DENTON. H R 

7907190229 

50-352 

H 

DENTON. H R 

79071 1 0685 

30-309 

H 

DENTON. H R 

79071 10697 

SO-320 

K 

DENTON. H R 

7907190020 

50-309 

K 

DENTON. H R 

7907130243 

30-320 

P 

DENTON. K R 

7907120513 

50-2B0 

G 

DENTON. H R 

7907120332* 

30-2BO 

0 

DENTON. H R 

7907110307 

30-416 

M 

DENTON. H R 

79071 10320* 

30-416 

M 

DENTON. H R 

7907100906 

30-309 

H 

DENTONrH n 

7907190025 

50-309 

H 

DENTONrH R 

7907190760 

30-309 

H 

DENTON. H R 

7907310039* 

30-339 

A 

DENTON. H ft 

790/130464 

5O-S0O 

G 

DENTON, H ft , 

7907300573 

50-269 

P 

DENTON. H R 

79 07300 539 

50-409 

0 

DENTON. H R 

7907300543* 

50-409 

0 

DENTON. H R 

7907020514 

50-313 

P 

DENTONrH « 

7907240370 

30-331 

0 

DENTONrH R 

7907300426 

50-312 

P 

DENTON. H R 

7907190291 

50-320 

P 

DENTON. H R 

7907300414 

50-312 

H 

DENTON. H R 

7907300434 

50-302 

P 

DEMTON. H R 

7907300303* 

50-312 

H 

DENTON. H, R 

7907300431* 

50-346 

0 

DENTON. H R 

7907300460* 

50-302 

P 

DENTON. H R 

7907 1 1 0604 

50-320 

H 

DEPASOUALE.J D 

7907250302* 

50-31 1 

E 

DEPEWi L 

7907090239* 

50-244 

R 

DEPHItLlPE.A A 
DESEYN.R J 

7907190330* 

7907250353 

40-OSB4 

50-244 

P 

DETTENMSIER. R W 

7907180627* 

30-356 

0 

DEVINC 

7907200145* 

50-516 

0 

DEVLIN. J 

DEVLIN. J W 

7907050054* 

7907130163* 

70-2662 

50-104 

Q 

DEVLIN. U U 

7907270306* 

50-220 

Q 

DEUIEASE. J Q 

7907170120 

50-259 

R 


DEWITT. R D 

790719054D* 

30-155 

P 

DEWITT. R. B, 

7907190330* 

50-135 

P 

DEWITT, R D. 

7907310308* 

50-255 

P 

DEYOUNG, R. C 

7907130190 

50-320 

P 

DE YOUNG. R 

7907130414* 

50-320 

P 

DEVOUNGiR C 

7907160230* 

50-320 

H 

DHIR. V K 

7907110734 

NUREO 


DIDERNARDO. M 

7907030086* 

50-272 

0 

DtCEYiB 0 

7907 1 003 1 3 

50-320 

H 

DICUER60N.H. W 

7907030146* 

50-267 

0 

DICKERSON, n W 

7907030160* 

50-267 

a 

DICKERSON. M W 

7907270110* 

80-267 

0 

DICKSON. H W 

7907300507 

REB 


DI DONATO, M J. 

7907100576 

30-320 

H 

DIECKAMP.H M 

790711011 1* 

50-320 

D 

DIECKAMP.H M. 

7907100334* 

50-320 

G 

DIECKAMP.H M 

7907100033* 

50-320 

T 

DIECKAMPi H H 

7907050564 

30-320 

J 

DIECKAMP.H M 

7907160030* 

50-320 

r 

DIEHL. B E 

7907100660 

50-3 5B 

G 

DI ELMAN. R. 

7907260234 

PR 


DIENHART. A V 

79D73D0349 

30-4B4 

Q 

01 OOBiR. M 

79071 10731 

50-315 

P 

DIGOB. R ti 

7907310534 

50-409 

P 

D1003.R M 

7907190530* 

50-302 

F 

DIGNAN.T 0. 

7707230042 

50-36B 

0 

DI ONAN. T, 0 

7907180078 

30-443 

G 

D3 ONANi T, 0 

7907100093* 

50-443 

0 

DIONAN. T 0 

79071B0726 

50-443 

0 

DIONAN. T Q 

7907270197 

50-443 


01 EANNI.D 

7907240399 

50-209 

P 

DTLLMAN.U T, 

7907190301 

NUREO 


OIMENTO. L J 

7907100636 

FQIA 


D I HENNA. R. A 

79071B0609* 

50-285 

P 

DINOELL. JrO 

7907090060* 

SECY 


DINOELLi J, D 

7907100633* 

50-2B0 

U 

DIPIAZZArR. P 

7907310238 

PRM 


DIPIAZZA^R P 

7907060462 

70-1 143 


DiPlAZZAfR P, 

79071 9069 B. 

PR 


DIPIAZZA.R P 

7907100702 

70-1 143 
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PERSONAL AUTHOR INDEX 


AUTHIW 

accession 

HUMBER 

SUBJECT 

CATEGORY 

0IACK8. W J 

7907090030 

SECY 


DIRCKS.M J 

7907090D91 

BECV 


DIRCKS. M J 

79070901 06» 

SECY 


DlRCKSiW J 

7905020344 

ORG 


dircks.h j 

7907I2046&# 

SECY 


OlRCKS.il J 

7907120422 

SECY 


0IRCK5. U J 

79071 2001 t 

27-47 


DIRCKS.W J 

7907120022* 

27-47 


OIRCKS.II J 

7907110522 

NUREG 


0IRK9.W J 

7907090003 

50-201 

U 

OlsEi D P 

7907190679 

PRM 


OlSSiD P 

7907230151# 

50-220 

P 

DISE'O P 

79Q724Q634 

30-220 

P 

doanCi j 

7907100701 

SO-4B2 

6 

OQOD.C V 

79Q7I200&2 

RES 


OQDD^C V 

7907190480 

NUREO 


DODDS* R T 

7907260978* 

50~361 

Q 

DODDSiR T 

7907300451* 

50-361 

0 

CODOS.R T 

7907270306* 

SO- 508 

0 

0QDGE*F T 

7907160334* 

TOPREP 


DOHERTY, J F 

7907110073 

50-466 

G 

DOHERTY. J F 

7907190658 

50-466 

0 

DQHERTYiJ F 

7907190664* 

50-466 

0 

DOHERTY. J F 

7907190671* 

50-466 

G 

DOHERTYr J F 

7907190736* 

50-466 

0 

DOHERTY, J F 

7907050516 

50-466 

0 

ddlani j e 

7907100470 

50-315 

P 

OOLAH‘J B 

7907050046 

50-315 

0 

DOLAN. J. e 

7907260697 

50-315 

P 

DDLANiJ e 

7907260705 

50-315 

J 

DOLES. A e 

7907230032 

XPOftTLIC 


DOMANUS. H M 

7907190510 

NUREO 


DOHENlCliP 

7907310621* 

COMMISSION 

DOMERICK. A 

7907300350 

30-596 

A 

DONAHUE. J F 

7907340164* 

50-329 

Q 

DPNATi T 

7907130359* 

50-327 

0 

DONICH. T R 

7907250299 

NUREO 


DaNOOHUE.D J 

7907160263* 

COMMISSION 

DONOOHUE.t) J 

7907110547* 

CONTRACT 


DONOOHUE.O J 

7907090118* 

CONTRACT 


DONOHEM. -J N 

7907230345* 

50-295 

0 

DONOHEH.J N 

7907230361* 

30-295 

G 

DOOLEY. H 0 

7907240511 

PRM 


DORE.K A 

7907160162 

FOIA 


DORE.H A 

7907100168 

FOIA 


DOTZENROD.R C 

7907190365 

HASTE HOT 

DOUGHERTY, J 0 

7907120555* 

50-280 

0 

DOUGHERTY. J B 

7907120556* 

50-280 

0 

DOUGHTERV.J 0 

7907060501 

50-338 

0 

DOUGHERTY, J B 

7907180236 

50-338 

0 

DOUGHERTY. J B 

7907100265* 

50-330 

G 

DOUGHERTY. J B 

7907160271* 

50-330 

G 

DOUGHERTY. J B 

7907100279* 

50-338 

0 

DOUGHERTY, J B 

7907060437 

30-338 

G 

DOUGHERTY. U B 

7907060464* 

50-330 

0 

DOUGHERTY. J B 

7907130369 

50-338 

0 

DOUGHERTY.J B 

7907130371* 

50-338 

G 

DOUGHERTY. J B 

7907180744 

50-338 

0 

OOUGHERTYiD J 

7907260818* 

CONTRACT 


DOUGHERTY. D J 

7907240286* 

CONTRACT 


DOUGHERTYiP J 

7907260300* 

CONTRACT 


DOUGHERTY.P U . 

7907260845* 

CONTRACT 


DOUGHERTY, D J 

7907300505* 

CONTRACT 


DOUGHERTY, 0 

7907300271* 

CONTRACT 


DOUGHERTY.P J 

7907300483* 

CONTRACT 


DOUGHERTY.P J 

7907260660* 

CONTRACT 


DOYLE, K N 

79070200I 1 

PROJ 


DOYLEi H M. 

79071B0728 

PROJ 


DRAGONgTTE.K 8 

790716P344* 

COMMISSION 

DRAGONETTE.K S 

7907230743 

27-39 


draoonette,k 8 

7907240472 

27-39 


DRAKE. J H 

7907310274 

50-361 

A 

DRAKE. J H 

7907310206* 

50-361 

A 

DRALEY.J E 

7907110706 

50-295 

0 

DROMERlCKi A 

7907030099 

50-311 

A 

DROHERICK.A 

7907230052 

50-311 

A 

DRDHERICK. A 

7907250069 

50-596 

A 

DRUH.D E 

7907050548* 

50-280 

H 

DOBERT, 0 

7907110610 

50-599 

0 

DUBRY. N. E. 

7907110438* 

70-925 


DUBRV. H E. 

79071 B0500* 

50-295 

0 

DUBRY, N E 

79072602B1* 

50-186 

0 

DUDA.E 

7907050354* 

50-220 

8 

DUDA.E 

7907130382* 

50-220 

S 

DUDA.E 

7907130305* 

50-220 

5 

DUHBAR, J 

7907100311* 

50-249 

B 
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DUNCAN. R H 

7907100102* 

90-320 

P 

DUNKLEYi K 

7907050343 

90-574 

H 

DUW. N H 

7907180732 

71-96 


DUNN. D M 

7907060S52* 

TOPREP 


DUNN. C N 

7907020093 

50-334 

O 

DUNN. C N 

7907110650 

50-334 

G 

DUNN, C N 

7907230370 

71-5026 


DUSN.C, N 

7907020160 

50-334 

P 

DUNN. C N 

7907020172 

90-334 

r» 

DUNN. C N 

7907170047 

50-334 

H 

DUNN, C N 

7907070164 

50-334 

a 

DUNN. C N 

7907200472 

50-334 

p 

DUNN, C N 

7907260430 

50-334 

0 

DUPONT, P 8 

7907260390* 

30-272 

0 

OURAISNAMY. 8 

79071 10156 

50-320 

a 

DURAND, D A, 

7907120013 

lOCFR 


DURAND, D A 

7907130093 

50-329 

T 

DURHAM, .J N 

7907240364 

50-514 

O 

DURR, J P 

7907190029* 

30-387 

G 

DURRrJ P 

7907340615* 

50-334 

a 

DURR.J P 

7907230444* 

50-352 

Q 

DURST. B M 

7907310555 

RES 


DU8EK.A J, 

7907170106 

50-192 

J 

DNORAK. J A 

79071 10635 

NUREO 


DUORAK, J A 

7907190711 

NUREO 


DWORKIN,H J 

7907190659 

PRM 


DYER, L 

7907190770 

PR 


DYERiJ A 

7906200137* 

50-269 

O 

dyer,j a 

7906200420 

50-320 

P 

OYERrJ A 

79071P0490* 

30-330 

0 

DYER.J A 

7907300043* 

90-30S 

a 

0ZtEWI8Z,J 9 

7907390470* 

FOIA 


EARLY, P J 

7907190278 

50-333 

a 

EARLY. P J 

7907190694 

50-206 

a 

EARLY, P J 

7907030463 

60-333 

p 

EARLY, P J 

79O7OZO2S0 

30-206 

a 

EARLY, P J 

7907020270 

30-333 

p 

EARLY,? J 

7907050363 

50-333 

p 

EARLY.? J 

7907100601 

30-333 

r 

EARLY. P J 

7907090303 

50-206 

a 

EARLY. P J. 

7907100590 

30-206 

p 

EARLY, P. J 

7907170046 

50-206 

0 

early,? j. 

7907S00301 

50-286 

F 

early, P J. 

7907300203 

90-286 

0 

early, P. J 

7907200291 

90-206 

fi 

EARLY, P J 

7907230462 

80-206 

P 

EARLY, P. J 

7907230494 

90-333 

P 

EARLY, P J 

7907340293 

50-2Q6 

P 

EARLY, P J 

7907270218 

90-206 

a 

EOER0DLE, J 

7907030275 

ACR8 


EBERSOLE, J 

79070302Q4 

ACRB 


EBERT, M. W. 

7907020207# 

50-29 

a 

E0NetER,9 D 

7907110542* 

90-320 

ct 

EDNETER, 8 D. 

7907230023# 

50-3U 

a 

EONETER. 8 D 

7907230590# 

90-307 

a 

ebneter.s D. 

7907100399# 

SO-247 

Q 

ECHHAROT,J H 

7907050392# 

00-397 

0 

ECKHARDT, J H 

7907110634# 

30-397 

0 

ECKHARDT, J H. 

7907120419# 

30-460 

Q 

ECKHARDT, J H. 

7907300451# 

30-361 

Q 

EODLEMAN, W 

7907200487 

PRM 


EDGAR, 0 L 

7907050092# 

FDIA 


EDWARDS, D M. 

7907020202 

50-29 

0 

EGEME1ER,8 J, 

7907260701# 

50-996 

Q 

EHRENBPEROER, W 

7907830195 

90-366 

K 

EHRENaPEROER,M. 

7907230280 

90-321 

F 

EHRENSPEROER, W 

7907240339 

90-321 

P 

EHREN9PERGER, W. 

7907200037 

90-321 

P 

EILPERIN, 8 F, 

7907100387 

27“39 


EISENHOWER, E. H 

7907310602 

50-294 

P 

EISENHUT.D, 0 

7907090477 

50-320 

0 

EiaENHUTiD 0. 

7907060270 

90-334 

P 

EISENHUTiD G 

7907090024 

90-219 

T 
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7907240100# 
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P 
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7907130123 
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P 
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7907170121 
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P 
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ELLER8HAW, L, E. 

7907050936# 
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ELLIA, J. W 
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90-922 

A 
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70-2623 


ELL18, J 

79071B076B 

90-445 

0 
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7707060196 

90-522 

A 

ELROD, 8. A, 

7907200411# 

50-200 

Q 



PERSONAL AUTHOR INDEX 


391 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORV 

ELRODiS A 

79O73OOO02* 

SO-2BO 

0 

EMBHILERrT R 
ENQELi D 

7907310452 

7907100240 

71-6030 

30-396 

0 

ENOELHAROTi T F 

79072404A2 

30''466 

0 

ENGELKEN. R H 

7904130346 

30-133 

0 

EhlOELKENiR K 

7904160043 

30-133 

Q 

ENOELKEN. R H 

7907030071# 

30-397 

Q 

EMOELKEN.R H 

7905020227 

30-133 

a 

ENGCLKEN. R H 

7903020236 

30-133 

s 

Ei^OELKEN. R H 

7906200052 

30-133 

0 

ENGELKEH^R H 

7907030073 

30-397 

Q 

ENGELKENiR H 

7907120471# 

30-460 

0 

ENOELKEN, R H 

7907200367 

30-520 

Q 

ENGELKENiR H 

7907200370 

30-344 

0 

ENGELKENiR H 

7907200372 

30-206 

Q 

ENGELKENiR K 

7907200374 

30-361 

Q 

ENGELKENiR H 

7907200379 

30-397 

Q 

ENGELKENiR H 

7907020200 

50-528 

8 

ENGELKENi R H 

7907020202 

30-133 

0 

ENGELKENiR H 

7907020284 

30-344 

0 

ENGELKENiR H 

7907020287 

30-206 

8 

ENGELKENiR H 

7907020280 

30-312 

8 

ENGELKENiR K 

7907020291 

80-397 

8 

ENGELKENiR H 

7907190416 

50-380 

Q 

ENGELKENiR H 

7907190417 

30-133 

0 

ENGELKENiR H 

7907190423 

30-275 

0 

ENGELKENiR H 

7907190425 

50-344 

Q 

ENGELKENiR H 

7907190426 

30-206 

Q 

ENGELKENiR H 

7907190420 

30-361 

Q 

ENGELKENiR H 

7907190431 

30-312 

Q 

ENGELKENiR H 

7907190436 

30-397 

0 

ENGELKENiR H 

7907060027 

30-328 

0 

ENGELKENiR H 

7907060029 

30-133 

Q 

ENGELKENiR H 

7907060030 

50-344 

Q 

ENGELKENiR H 

7907060032 

30-206 

0 

ENGELKENiR H 

7907060034 

30-312 

0 

ENGELKENiR H 

7907060036 

30-397 

0 

ENGELKENiR H 

7907020262 

50-320 

0 

ENGELKENiR H 

7907020263 

50-273 

0 

ENGELKENiR M 

7907020267 

30-361 

Q 

ENGELKENiR H 

7907080271 

30-397 

0 

ENGELKENiR H 

7907030186 

30-320 

a 

ENGELKENiR H 

7907030193 

30-344 

8 

ENGELKENiR H 

7907030193 

30-206 

a 

ENGELKENiR H 

7907030190 

50-318 

8 

ENGELKENiR H 

7907030200 

30-397 

e 

ENGELKENiR H 

79O710OS41 

30-397 

8 

ENGELKENiR H 

7907100730 

30-361 

8 

ENGELKENiR H 

7907190101 

30-361 

Q 

ENGELKENiR H 

7907030191 

50-133 

B 

ENGELKENiR H 

7907120363 

50-206 

0 

ENGELKENiR H 

7907030229 

50-320 

8 

ENGELKENiR. H 

7907030232 

50-133 

a 

ENGELKENiR H 

7907030233 

50-344 

6 

ENGELKENiR. H 

7907030230 

50-206 

8 

ENGELKENiR H 

7907030242 

50-312 

0 

ENGELKENi R. H. 

7907030844 

30-397 

0 

ENGELKENiR H 

7907020447 

50-320 

Q 

ENGELKENiR H 

7907020448 

50-133 

Q 

ENGELKENiR H 

7907020449 

50-344 

Q 

ENGELKENiR H 

7907020430 

50-206 

Q 

ENGELKENiR H 

7907020451 

50-312 

0 

ENGELKENiR H 

7907080433 

30-397 

a 

ENGELKENiR H 

7907120003 

50-528 

0 

ENGELKENiR H 

7907120006 

50-275 

0 

ENGELKENiR H 

7907120008 

50-133 

0 

ENGELKENiR H. 

7907180010 

90-344 

0 

ENGELKENiR H 

7907120012 

90-206 

Q 

ENGELKENiR H 

7907120014 

50-361 

Q 

ENGELKENiR H 

7907180013 

50-312 

Q 

ENGELKENiR H 

7907180017 

30-397 

Q 

ENGELKENiR H 
ENGELKENiR. H 
ENGELKENiR H 

ENGELKENiR H 
ENGELKENiR H 
ENGELKENi R. H 

7907100430 

7907100433 

7907100434 

7907100437 

7907100460 

7907110200 

70-904 

70-25 

70-734 

70-754 

70-1287 

50-133 

0 

ENGELKENiR H 

7907110201 

50-344 

Q 

ENGELKENi R. H. 

7907110208 

90-206 

Q 

ENGELKENiR H. 

7907110200 

50-312 

a 

ENOELKEN. R. H 

7907830520 

50-360 

Q 

ENGELKENiR H 

7907230327 

80-220 

Q 

ENGELKENi R. H 

7907230536 

50-89 

0 

ENGELKENi R. H 

7907230842 

50-70 

Q 

ENGELKENiR H. 

7907230344 

50-107 

Q 

ENGELKENi R. H 

7907830547 

50-94 

Q 
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ENGELKENiR H 

7907230361 

50-394 

Q 

ENGELKENiR H 

7907230568 

30- 1 06 

G 

ENGELKENiR H 

7907230364 

50-280 

Q 

ENOELKEN. R H 

7907230S6Q 

SO-1 13 

Q 

ENGELKENiR H 

7907230SB4 

50-224 

G 

ENGELKENiR H 

7907230390 

30-326 

G 

ENGELKENiR H 

7907230394 

30-142 

G 

ENGELKENiR H 

7907230399 

30-433 

Q 

ENGELKENiR H 

7907230601 

50-139 

G 

ENGELKENiR H 

7907230602 

30-27 

Q 

ENGELKENiR H 

7907180613 

50-528 

Q 

ENGELKENi R H 

7907120617 

30-133 

Q 

ENGELKENiR H 

7907120621 

50-273 

a 

ENOELKEN. R H 

7907120622 

30-344 

G 

ENGELKEN. R H 

7907120624 

30-206 

Q 

ENOELKEN. R H 

7907120625 

30-361 

Q 

ENGELKENiR H 

7907120627 

50-312 

0 

ENGELKENiR H 

7907120630 

50-397 

0 

ENGELKENiR H 

7907050380 

50-328 

S 

ENGELKENiR H 

7907050531 

50-133 

8 

ENGELKENi R H 

7907050533 

50-344 

8 

ENGELKENi R K 

790705O53B 

50-806 

S 

ENOELKEN. R H 

7907050341 

50-312 

8 

ENGELKENiR H 

7907080543 

30-397 

6 

ENGELKENiR H 

7907060213 

50-529 

a 

ENGELKENiR H 

7907060216 

30-133 

0 

ENGELKENiR H 

7907060210 

50-344 

Q 

ENGELKENiR H 

7907060219 

50-806 

Q 

ENGELKENi R K 

7907060224 

50-312 

0 

ENGELKEN. R H 

7907060226 

30-397 

0 

ENGELKEN. R H 

7907050491 

50-S28 

Q 

ENGELKEN. R H 

7907050492 

50-273 

Q 

ENGELKENiR H 

7907050493 

50-361 

Q 

ENGELKENi R-H 

7907050497 

50-397 

Q 

ENGELKENiR. H 

7907100529 

50-133 

Q 

ENGELKENiR H 

7907100530 

50-344 

0 

ENGELKENi R K 

7907100531 

50-806 

Q 

ENGELKENi R K 

7907100532 

50-312 

0 

ENGELKENi R H 

7907100534 

50-397 

0 

ENGELKENiR H 

7907110019 

30-528 

a 

ENGELKENi R H 

7907100651 

50-361 

0 

ENGELKENiR H 

7907100673 . 

30-361 

B 

ENGELKENiR H 

7907100392 

30-361 

8 

ENGELKENiR H 

790713019B 

50-588 

0 

ENGELKENiR H 

7907130203 

50-133 

0 

ENGELKENi R H 

7907100203 

50-275 

Q 

ENGELKEN. R H. 

79O713>O2O0 

50-344 

0 

ENGELKEN, R H 

7907130218 

50-206 


ENGELKENi R. H 

7907130216 

30-361 

Q 

ENGELKENi R. H 

7907130810 

30-312 

Q 

ENGELKENi R. H 

7907130228 

30-397 

Q 

ENGELKENiR M 

7907130303 

50-520 

8 

ENGELKENi R If 

7907130304 

50-133 

8 

ENGELKENiR H 

7907130306 

50-344 

B 

ENGELKENiR H 

79071303G7 

50-206 

S 

ENGELKENiR H 

7907 1 30389 

30-312 

8 

ENGELKENiR. H 

7907 1 30390 

30-397 

0 

ENGELKENiR H 

7907830744 

30-360 

Q 

ENGELKENiR H 

7907230745 

90-228 

Q 

ENGELKENiR. H 

7907230747 

30-89 

O 

ENGELKENiR H 

7907830749 

50-70 

O 

ENGELKENiR, H 

7907230733 

50-107 

Q 

ENGELKENiR H 

7907230734 

30-94 

G 

ENGELKENiR H 

7907230739 

SO- 106 

G 

ENGELKENiR H 

7907230760 

30-208 

G 

ENGELKENiR H 

7907230761 

30-113 

G 

ENGELKENiR H 

7907830764 

50-224 

G 

ENGELKENiR H 

7907830763 

aO-326 

Q 

ENGELKENiR H 

7907230766 

50-142 

G 

ENOELKEN. R. H 

7907230769 

30-433 

Q 

ENOELKEN. R H. 

7907230772 

90-139 

Q 

ENGELKENiR, H 

7907230774 

30-87 

Q 

ENGELKENi R. H 

7907230777 

50-133 

G 

ENGELKENiR H. 

7907230700 

30-344 

G 

ENGELKENi R. H 

7907830701 

30-206 

G 

ENGELKENi R H 

79G723O703 

90-312 

Q 

ENGELKENiR K 

7907310166 

30-394^ 

G 

ENGELKENiR H 

7907180699 

50-520 

G 

ENGELKENiR H 

7907100700 

30-273 

G 

ENGELKENiR. H 

7907100703 

30-344 

Q 

ENGELKENiR H, 

7907180704 

30-361 

Q 

ENGELKENi R. K. 

7907100706 

30-206 

Q 

ENGELKENiR H 

7907180700 

50-312 

a 

ENGELKENi R. H 

7907500711 

30-397 


ENGELKENiR H 

7907270377 

30-133 

Q 

ENGELKENi R.H 

7907310395 

50-388 

Q 
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ENGLE. L D 
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7907090309 

7907070423* 

NUREO 

NUREG 

NUREG 

XPORTLIC 

XPORTLIC 

GETTY, D C 
OHONIEM, N M 
GIDBONB, T D 
GIDB3, M. E 

01 BOB, H E 

79071B0409* 

7907190353 

7907n0S6B» 

7907160283 

7907060367 

50-133 R 
NUREG 

30-413 Q 
50-329 0 
50-556 G 

01 BBS, a, E 

01 BBS, H E 
GIBB 8 ,M E 

GIBBS, H E 
GIBSON , 0 T 

7907160120 
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7907130047 

7907060S03 

7907030203* 

30-336 0 
30-536 Q 
50-255 G 
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50-302 0 
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QlLLELANDi J E 
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OILLELAND, J E 

OILLELAND, J E 
OILLELAND, J E 
OILLELAND, J E 
OILLELAND, J E 
OILLELAND, 0 E 


OILLELAND, J E 
OILLELAf^D, J E 
OILLELAND, J E 
OILLELAND, J E 
OILLELAND, J E 

OlLLELAND,J E 
OILLELAND, J E 
OILLELAND, J E 
OILLELANDtJ E 
OILLELAND, J E 
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GODDARD, R J 
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OOSSICKiL V 
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P 
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P 
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P 

008&rCKiL U 

7903230310 
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P 
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PR 
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50-313 

PROJ 

U 

OOS81CK, L V 

7907260388 

50-272 
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OQ&SrCK L U 

7907310261 

50-338 

u 

oa&sicKiL u 

7907030057 

50-320 

p 

00S8ICK, U V 

7907030071 
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u 

OQTCHY, R 

7907120729 

50-320 

T 

ODUOEiM J 

7907240283* 

50-424 

Q 

OOULDINO.P E 

7907120363* 

50-560 

A 

OQUERiO C 

7907240340 

50-320 

8 

GRAHAM. W E 

7907030336 

50-324 

J 

GRAHAM. U E 

7907240321 

50-324 

J 

GRAHAM. M J 
ORANLUND.R W 

7907120360* 

7907260633 

50-324 

PRM 

Q 

GRANT. J 6 

7907050013 

50-346 

a 

GRANT. J S 

7907090088 

50-346 

Q 

GRANT. J 8 

7907180270* 

50-346 

a 

GRANT. W Q 

7907260240* 

50-10 

Q 

GRANT. N B 

7907100347 

50-320 

H 

ORAVELLE. R. D. 

7907260383* 

50-592 

0 

OR AVES. R. H 

7907170017 

50-213 

B 

GRAVES. R H. 

7907180523 

50-213 

R 

GRAVES. R H 

7907260710 

50-213 

8 

GRAY. J R 

7907030207 

50-344 

0 

GRAY. J R. 

7907030179 

50-344 

0 

GRAY. J R 

7907060321 

50-344 

G 

GRAY. J H 

7907130161 

50-463 

G 

GRAY. J R 

7907060320 

50-344 

G 

GRAY. J R 

7907130031 

50-344 

G 

GRAY. J R 

7907160204 

50-463 

G 

GRAY. J R. 

7907100716 

50-344 

G 

GRAY. J. R 

7907100719* 

50-344 

0 

OREENGAUO . 8 

7907190198 

50-361 

G 

OR EENi I . D 

OREENOERO. R B 

7907110206 

7907310043 

30-312 

PR 

P 

GREENE. T. V. 

7907110403* 

50-321 

S 

GREENE. T V. 

7907090344* 

50-366 

B 

OREENEiT V 

7907170218* 

50-321 

a 

GREENE. T. V. 

7907100499* 

50-321 

s 

OREENE. T. V 

7907100331* 

50-366 

a 

GREENE. T, V, 

7907170209* 

50-321 

9 

OREENE. T V 

7907170219* 

50-366 

a 

OREENE. T. V 

7907230553* 

50-366 

B 

GREEN. D 

7907170126* 

50-259 

R 

GREER, R,J, 

7907130320* 

,50-341 

a 

GREER. R J 

7907260240* 

50-10 

a 

GREGER.L R 

7907100441 

50-320 

H 

OR EGER. L, R 

OR EGO. R. J 

GREGORY, H. b. 

7907230211* 

7907190030* 

79U/iJUU3if/ 

50-255 

71-4949 

Rbti 

0 

OREW,P. G. 

7907170000 

50-312 

P 

GREY.R 

7907180240 

50-596 

G 
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7907260476 
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G 

ORIBBLE, R. M. 
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80-320 

P 
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D 
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0 
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50-245 

0 
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50-271 

P 
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ORIER, B H. 

7907190099 

30-307 

Q 

ORIER, 0 a 

7907190102 

30-3 1 1 

0 

ORIER. B, H 

7907190104 

50-272 

0 

ORIER, B a 

7907190109 

30-443 

0 

ORIER, B H 

79071 90J 1 3 

50-405 

Q 

ORIER, B H 

7907190116 

50-244 

0 

ORIER, fi H. 

79071901 19 

50-271 

Q 

0RIER,B H 

7907190123 

50-29 

Q 

ORlERiB. a 

7907060079 

50-293 

Q 

ORIER.t] H 

7907060001 

30-317 

a 

ORIER, B.H 

7907060003 

50-3 

0 

ORIER, B, a 

7907060004 

30-213 

Q 

ORIER.B H 

7907060090 

30-334 

0 

ORIER.B, H 

7907060093 

50-4 Iff 

Q 

ORlERiB a 

7907060093 

30-219 

Q 

ORIER.B H 

7907060096 

50-363 

Q 

oRiER,0. a 

7907060101 

50-322 

0 

CRIER, B H 

7907060103 

50-320 

0 

GRIER, B a 

79070601 OS 

50-309 

a 

CRIER, F H 

7907060106 

50-243 

Q 

GR lER, 8. H 

7907060109 

30-220 

0 

CRIER. B H 

79070601 10 

50-410 

0 

OR lERi B. H 

7907060114 

30-206 

0 

ORlER,B,a 

7907060113 

30-333 

0 

ORIER,B H 

7907060J18 

50-332 

Q 

orier,b a 

7907060121 

50-277 

Q 

ORIER.B H 

7907060123 

50-307 

0 

ORIER,B. H 

7907060126 

50-272 

a 

ORIER, B H 

7907060120 

50-311 

u 

ORlERiB, a 

7907060130 

30-443 

Q 

ORIER, B, H 

7907060133 

50-244 

0 

ORIER, B. H 

7907060135 

50-485 

0 

ORlERiB H 

79070Art i 'It* 

^^“871 

r» 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

ORIEHiB H 

7907020054 

50-443 

Q 

ORIER.B H 

7907020036 

50-405 

Q 

ORIER, B H 

7907020057 

30-567 

Q 

ORIER.B H 

7907020059 

90-568 

0 

ORIER.B H 

7907270384 

50-220 

Q 

OR lER.B H 

7907110710 

50-277 

0 

ORfER.B H 

7907100466 

50-293 

0 

ORIER.B H 

7907100467 

50-317 

Q 

ORIER.B H 

7907100460 

50-363 

0 

ORreR,B H 

7907100471 

30-322 

0 

0RIER,B H 

7907100473 

30-245 

fl 

CRIER, Q H 

7907100473 

50-280 

0 

0RIER,B N 

7907100476 

30-286 

Q 

ORIER, B H 

7907100470 

50-272 

Q 

ORIER. B H 

7907100400 

30-244 

Q 

ORIER . B H 

7907100481 

30-89 

Q 

CRIER. 0 H 

7907110361 

30“3 

a 

ORIER.B N 

7907110363 

30-213 

Q 

OR lER.D.H 

7907110364 

50-334 

0 

CRIER, B a 

79Q711Q367 

30-412 

a 

CRIER, B. H. 

7907110368 

50-219 

0 

ORIER. B H 

7907110370 

50-289 

Cl 

ORIER, B. a 

7907110373 

50-309 

a 

ORlERtB H 

7907110373 

50-410 

0 

ORIER.B H 

7907110378 

30-333 

0 

OR lER, 0 H 

7907110379 

50-352 

Q 

ORIER.B H 

7907110381 

90-277 

Q 

OR lERi 0 H 

7907110386 

50-307 

a 

ORIER.B K 

7907110309 

90-311 

Q 

CRIER, 0 H 

7907110391 

90-443 

0 

CRIER, B H 

7907110392 

S0-4B5 

0 

CRIER.O.H 

7907110394 

50-871 

Q 

OR lER, B H 

7907230642 

50-893 

0 

ORIER.O a 

7907230644 

50-317 

0 

OR lER, B H 

7907230647 

50-3 

0 

OR lERtB H 

7907230650 

30-213 

a 

ORIER, B.H 

7907230663 

50-334 

a 

ORIER.B H 

7907230665 

30-412 

0 

ORIER.B H 

7907230669 

50-219 

a 

ORIER.B. H. 

7907230672 

30-363 

a 

ORIER, B H 

7907230674 

90-322 

0 

ORIER, B.H 

7907230677 

50-320 

Q 

ORIER, D.M 

7907230679 

50-309 

0 

ORIER, B H 

7907230681 

50-249 

0 

ORIER, D H 

7907830683 

50-410 

0 

ORIER, & H 

7907230685 

90-220 

0 

ORIER.B H 

7907230609 

30-886 

0 

ORIER, B H 

7907230691 

90-333 

0 

ORIER.B H. 

7907230693 

50-277 

0 

ORIER.B a 

7907230693 

50-392 

0 

ORIER, D H 

7907230697 

50-307 

Q 

ORIER, 0. H 

7907230700 

90-31 J 

0 

ORIER.B H 

7907230704 

50-272 

0 

ORIER.Q.H 

7907230706 

90-244 

Q 

OSIER. B.H 

7907230709 

30-489 

0 

OSIER. B. H 

7907830712 

30-871 

Q 

ORIER.B H 

7907230715 

50-29 

Q 

ORIER, B H 

7907230300 

50-94 

0 

ORIER.B H 

7907230392 

50-77 

Q 

OR lER, B H 

7907230394 

50-800 

0 

ORIERrB H 

7907830396 

90-97 

Q 

OR ICR. B a 

7907830398 

50-199 

Q 

OSIER, B. H 

7907830400 

90-20 

Q 

ORIER, B. H 
ORIER.B H. 

ORIER.B. H 
ORIER.B H 

OSIER, B N 

ORIER. B, H 

ORIER, a a 

OSIER. » a 
ORIER.B a 

7907840135 

7907240139 

7907240142 

7907240143 

7907240160 

7907240161 

7907240165 

7907240171 

7907240120 

40-3392 

70-139 

70-1100 

70-36 

70-33 

70-371 

70-020 

70-698 

50-293 

Q 

ORIER.B, a 

7907240131 

30-317 

0 

ORIER.B a 

7907240136 

90-3 

0 

ORIER.B H 

7907240140 

30-213 

Q 

ORIER.B, a 

7907240147 

50-334 

Q 

ORIER.B. a 

7907240150 

90-219 

Q 

ORIER.B, a 

79072401 34 

30-320 

Q 

OSIER. B.H 

7907240166 

90-309 

0 

ORIER.B, H. 

7907240174 

50-245 

0 

ORIER.B H. 

7907840182 

90-220 

a 

ORIER. B. H. 

7907240185 

90-206 

0 

ORIER. a a 

7907840194 

90-333 

Q 

ORIER. D, a 

7907240198 

90-277 

$ 

ORIER.B H. 

7907240208 

90-272 

<1 
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AUTHOR 


ORIER.B H 
ORIER, Q H 
ORIER.D H 
GRIER. B H 
GRIER. □ H 

ORIER.B H 
GRIER. B H 
ORlERiB H 
ORIER.B H 
GRIER. D H 

ORIERiB H 
ORIER.B H 
ORIER.B H 
GRiERiD H 
ORIER.B H 

ORIER.B H 
ORIER.B H 
ORIER.B H 
ORIER.B H 
ORIER.B H 

ORIER.B H 
ORIER.B H 
ORIERiB M 
ORIER.B H 
ORIER.B H. 

ORIER.B H 
ORIER. B. H 
ORIER.B H 
OR lER. B H 
ORIER.B H 

ORIER.B H 
OR lER. B H 
ORIER.B H 
ORIER.B H 
ORIER. D M 

GRIER.O H 
ORIER. B H. 
ORIER.B H 
ORIER.B H, 
ORIER.B H 


ORIER.B H 
ORIER.B H 
ORIER.B H 
ORIER.B H 
ORIER.B M 

ORIER.B H 
OR lER. B H 
ORIER.B H 
ORIER.B H 
ORIER. 0 M 

ORIER.B a 
ORIER. B. H 
ORIER.B H. 
ORIER.B H 
ORIER.B H 

ORIER.B H 
ORIER.B H 
ORIER.B H 
ORIERi.D H 
ORIER. D, H 

ORIER.B. H. 
ORIER.B H 
ORIER.B H 

ORIER.B, a 

ORIER.B H 

ORIER.B a 
ORIER. B. H 

ORIER. 0. a 

ORIER.B M 
ORIER. B. a 

ORIER.B. H 
ORIER.B H. 
ORIER. B.H 
ORIER.B H 
ORIER.B a 

ORIER.B a 
ORIER.B M 
ORIER.B. H. 
ORIER.B. H. 
ORJER. B K 

ORIER.B a 
ORIER. D. a 
ORIER.B a 
ORIER.B. H. 
ORIER, B. a 


ACCESSION 

NUMBER 


7907S40203 

7907240200 

7907240211 

7907120476 

7907120479 

7907120483 

7907120407 

7907120409 

7907120491 

7907120496 

7907120497 

7907120500 

7907120504 

7907120507 

7907120509 

7907120510 

7707120515 

7907120516 

7907120519 

7907120522 

7907120526 

7907120528 

7907120536 

7907120539 

7907120543 

7907120570 

7907120501 

7907120584 

7907120585 

7907100365 

7907060172 

7907060174 

7907060177 

7907060100 

7907060182 

7907060185 

7907060187 

7907060190 

7907060192 

7907060195 


7907060198 

7907060200 

7907100305 

7907100300 

7907100316 


SUBJECT 

CATEOORV 


AUTHOR 


ACCESSION SUBJECT 

NUMBER CATEOORV' 


50-244 

50-271 

50-29 

50-293 

50-317 

50-3 

50-213 

50-412 

50-334 

50-219 

50-363 

50-322 

50-309 

50-245 

50-336 

30-220 

50-410 

50-333 

50-206 

50-352 

50-277 

50-307 

50-311 

50-272 

50-443 

50-244 

50-405 

50-271 

50-29 

50-320 

50-293 

50-317 

50-3 

50-213 

50-334 

50-363 

50-219 

50-209 

50-309 

50-245 


50-220 

50-277 

50-412 

50-322 

50-410 


0 

ORIER.B H 

7907110026 

30-334 

Q 

Q 

ORlERrB H 

7907110027 

50-243 

Q 

0 

ORIER. B H 

79071 10029 

50-296 

Q 

0 

ORIER. B H 

7907110031 

30-277 

Q 

Q 

ORIER.B H 

79071 10033 

50-397 

0 

Q 

ORIER, B H 

7907110033 

50-3 1 1 

0 

a 

ORIER. D H 

7907110039 

50-443 

0 

Q 

ORIER. D H 

7907110039 

50-485 

0 

Q 

ORIER.B H 

79071 8061 5 

50-320 

Q 

Q 

ORIER. D H 

7907310094 

50-333 

Q 

0 

ORIER . B H 

7907 1 90746 

50-293 

0 

Q 

ORIER.B H 

7907190740 

50-317 

0 

a 

ORIER. B H 

7907180753 

50-3 

Q 

a 

ORIER. a H 

7907180756 

SO-813 

0 

0 

ORIER. a H 

7907160760 

50-412 

0 

0 

ORIER.B H 

77071B0764 

50-334 

0 

0 

ORIER. a H 

7907100767 

50-363 

Q 

Q 

ORIER. a H 

7907160770 

SO-219 

Q 

Q 

ORIER.B H 

79071B0775 

50-322 

0 

Q 

ORIER.B H 

7907100776 

50-309 

Q 

Q 

ORIER.B H 

7907100779 

50-245 

Q 

0 

ORIER.B H 

7907180702 

30-220 

0 

0 

ORIER.B H 

7907180788 

50-410 

Q 

Q 

ORIER.B H 

7907100790 

SO-206 

0 

0 

ORIER.B H 

7907180793 

50-333 

a 

0 

ORIER.B H 

7907100799 

30-277 

Q 

Q 

ORIER.B H 

7907180802 

50-338 

Q 

Q 

ORIER. B H 

7907180805 

50-397 

a 

Q 

ORIER. B H 

7907100811 

50-31 1 

o 

Q 

ORIER, B.H . 

7907180814 

30-873 

0 

Q 

OR lER. 0 H 

7907180810 

50-443 

0 

0 

OR lER. B H 

7907180022 

50-844 

0 

Q 

ORIER. D.H 

7907100823 

50-485 

0 

0 

ORIER. D.H 

7907180031 

50-27 1 

Q 

a 

ORIER.B H 

7907100834 

30-29 

0 

Q 

ORIER. B K 

7907250348 

50-193 

0 

0 

ORIER. B H 

7907230332 

50-54 

0 

0 

ORIER. 6. H 

7907250357 

50-28 

Q 

G 

ORIER, Q H 

7907250437 

50-170 

Q 

0 

ORIER, B H 

7907250440 

50-47 

Q 


ORIER, a H 

7907250448 

50-104 

Q 

Q 

ORIER. a H 

7907250450 

50-77 

Q 

Q 

ORIER.B a 

7907230451 

50-200 

Q 

0 

ORIER, a. H 

7907250453 

50-97 

Q 

Q 

ORIER. B H 

7907250436 

50-199 

Q 


Q 


7907100348 

7907100351 

7907100353 

7907100361 

7907100363 

7907100367 

7907100371 

7907100373 

7907100376 

7907100379 

7907100301 

7907100409 

7907100412 

7907100413 

7907100415 

7907100416 

7907100418 

7907100420 

7907100422 

7907100424 

7907100426 

7907100429 

7907100431 

7907100434 

7907100491 

7907100492 

7907100494 

7907100495 

7907100497 

7907100490 

7907100SJ01 

7907100502 

7907100503 

7907100505 

7907100506 

7907100507 

7907100500 

7907100510 

7907100512 

7907100513 


50-206 0 
50-333 0 
50-332 Q 
50-387 Q 
50-311 Q 

50-272 Q 
50-443 Q 
50-485 0 
50-244 a 
50-271 Q 

50-29 Q 
50-596 0 
50-560 0 
50-471 Q 
50-412 a 

50-363 0 
50-322 Q 
50-423 Q 
50-410 0 
50-352 0 

50-387 Q 
50-31 1 Q 
50-443 0 
50-405 Q 
50-293 8 

50-317 Q 
50-3 Q 
50-213 a 
50-412 a 
50-219 Q 

50-363 Q 
50-322 0 
30-309 Q 
50-410 Q 
50-333 a 

30-352 0 
50-272 Q 
50-244 Q 
50-271 Q 
50-29 Q 


ORIER. a H 

790785t>4S7 

50-20 

3 

ORIER.B a 

7907250460 

50-3 

0 

ORIER. B. H 

7907250467 

50-57 

0 

ORIER. B H 

7707250469 

50-283 

0 

ORIER, 0. H 

7907850471 

50-166 

0 

ORIER, D H 

7907850474 

SO-2 

Q 

ORIER, D H 

7907330477 

50-134 

a 

ORIER.B H 

7907250490 

50-293 

a 

ORIER.B a 

7907880492 

50-317 

0 

ORIER.B H 

7907850494 

SO-3 

a 

ORIER.B H 

7907250496 

50-213 

0 

ORIERiB. H 

7907250301 

50-334 

Q 

ORIER.B a 

7907850503 

50-219 

a 

orier.’b h 

7907250503 

50-309 

a 

ORIER.B H 

7907830509 

50-245 

0 

ORIER. B. H 

7907250310 

5D-220 

0 

ORIER.B. H 

7907260513 

50-333 

0 

ORIER.B a 

7907250520 

50-886 

0 

ORlERrB. H 

7907250521 

50-877 

0 

ORIER. fi H 

7907250328 

50-272 

o 

ORIER.B a 

7907230527 

50-844 

0 

ORIER. B. H 

7907250529 

50-271 

0 

ORIER, K 

7907250532 

50-29 

0 

ORIER, B. H 

7907260257 

50-225 

0 

ORIER.B H 

7907270316 

50-293 

Q 

OR ICR. D H. 

7907870319 

50-3 1 7 

Q 

OR ICRi 0. H 

7907270320 

50-3 

0 

OR ICR, 0. a 

7907270326 

50-213 

0 

ORIER.B. H 

7907270389 

50-034 

Q 

ORIER.B. H 

7907270331 

50-412 

0 

ORIER.B. a 

7907270333 

50-219 

Q 

OR lERi 0, H. 

7907270333 

50-363 

Q 

ORIER. 0 H 

7907270337 

50-322 

Q 

ORIER.B H. 

7907870339 

50-309 

0 

ORIER.B, a 

7907870342 

50-845 

Q 

ORIER.B a 

7907870344 

50-410 

0 

ORIER.B H 

7907870347 

60-220 

Q 

ORIER.B H 

7907270349 

50-886 

Q 

ORIER. B a 

7907270358 

50-333 

0 

ORIER . a a 

7907870353 

50-358 

0 
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author number category 


CRIER, B tf 
CRIERrO H 
ORlERi B. H 
CR lERi B. H 
CRIER, B H 

CRIER. B H 
GRIER, B H 
CRIER, B H 
OR-IER. a H 
OR lER. B H 


/907 270330 
7907270339- 
7907270361 
7907270363 
7907270365 

79072 70 J«»/ 
7907270360 
7907270371 
7907270373 
7907310402 


50-277 

50-307 

50-311 

50-272 

50-443 

50-244 

50-405 

50-271 

30-29 

30-393 


0RIER,B M 

7907310403 

90-317 

CRIER. a H 

7907310487 

50-3 

OR lER, a H 

7907310489 

50-213 

CRIER.B H 

79073J0490 

90-334 

CRIER, a H 

7907310494 

50-412 

CRiERiB H 

79C7310495 

50-363 

ORIEH.D H 

7907310499 

50-219 

ORIER, B H 

7907310502 

50-322 

GRIER, D H 

7907310505 

50-2B9 

OR JER.B H 

7907310506 

50-309 

GRIER, B H 

7907310509 

50-245 

QftJERrB H 

7907310511 

90-220 

ORIER, B.H 

7907310513 

50-410 

ORlEft, B H 

7907310520 

50-206 

ORIER. D. H 

7907310521 

50-333 

GRIERiB H 

79073 1 0528 

50-277 

CRIER, a H 

7907310530 

50-352 

CRIER, a H 

7907310532 

BO-307 

CRIER, B H 

79073 10533 

50-272 

CRIER, a H 

7907310536 

50-31 1 

OR lER, a H 

7907310538 

50-443 

ORIER, D H 

7907310539 

50-485 

OR lER, B H 

7907310542 

50-244 

OR lERi B H 

7907310544 

50-271 

ORJERiS H 

7907310547 

50-29 

GRIESHEYERiJ H 

7907190353 

NUREC 

0RtnE8,B K 

79O7ia0536» 

50-346 

ORIHES.B R 

7907100150 

roiA 

CRIMES. C I 

7907300232 

TOPREP 

GRIMES, B K 

7907260573 

50-320 

0R!ME8,S K 

7907100235 

50-309 

OR IMES, B, K 

7907130020 

50-263 

GRtri£8,e K 

7907 1 00230 

50-344 

CRihESrB K 

79071 B0604 

50-340 

OR IMEB, B. K 

7907100607 

50-293 

CRIMES, B k 

7707100610 

50-249 

CRIMES, 8. K, 

79O71BO610 

50-3 

GRIMES, B k 

7907160620 

50-261 

CRIMES, B K 

7907100624 

50-324 

CRIMES, B. K 

7907180626 

SO-334 

CRIMES, B K 

7907160620 

50-302 

CRIMES, a K 

7907180631 

50-335 

CR IHEBi D. K 

7907100632 

50-321 

OR rME8, B K 

7907100636 

50-331 

GRIME8,0 K 

7907180637 

90-313 

OR IMESj D K. 

7907100639 

50-289 

ORIMES, B k 

7907100641 

50-309 

GRIMES, B K 

7907180642 

90-336 

CRIMES, B K. 

7907180644 

50-220 

OR IME8, B H 

7907100647 

50-263 

GRIMES,!] K 

79071 0064 B 

50-290 

CRIMES, a K. 

7907180649 

50-205 

CRIMES, e. k 

7907100655 

50-333 

GRIMES, a K, 

7907100657 

SO-133 

0R1I1E8,B. K 

7907100659 

50-272 

OR IME0, B. k. 

7907180661 

50-346 

OR IMES, 0 K 

7907100663 

50-271 

OR IMES, B, K, 

7907250001 

50-317 

OR IMES, B. K, 

7907250004 

50-254 

OR IMES, B.K. 

7907250006 

50-299 

CRIMES, B. k, 

7907250007 

50-269 

CRIMES, B.K 

7907250008 

50-280 

CRIMES, B k 

7907250009 

50-319 

CRIMES, B k 

7907250012 

50-282 

CR IMES, B. K 

79C7250013 

50-286 i 

CRIMES, a. K 

7907250014 

90-277 1 

OR IMES, a K. 

7907250019 

90-312 

OR 1ME8< a k 

79072500 1 0 

90-299 

OR IMES, B k 

79072S0020 

90-200 

?MFs, a K. 

790725002 J 


OR IMES, B K. 

7907250029 

50-305 

CRrMES,B. K. 

7907100097 

50-320 

ORlMESiB k 
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HENDRIE. J M 


7907160096 

COMMISSION 

HENDRIE. J M 


7907180368 

50-200 

U 

HENDRIE. J. M 


7907180721 

SO-320 

u 

HENDRIE. J M 


7907180736* 

30-320 

u 

HENDRIEiJ M 


79071B07S1* 

50-320 

u 

HEMDRIE. J « 


7907180766* 

50-320 

u 

HENDRIE. J M 


7907180785* 

50-320 

u 

HENDRIE, J M 


7907120499 

lOCFR 


HENDRIEiJ M 


7907120520 

lOCFR 


HENDRIE. J M 


7907160050 

50-320 

u 

HENDRIE. J K 


7907160112 

COMMISSIDN 

HENDR IE. J H 


79071806S1 

30-320 

u 

HENDR IE. J M 


79071B0696 

30-171 

u 

HENDRIE, J M 


7907160073 

COMMISSION 

HENDRlErJ M 


7907160090 

70-143 


HENDRIEiJ M 


7907160141 

COMMISSION 

HENDRIEiJ M 


7907160168 

commission 

HENDRIE. J. M 


7907160172 

lOCFR 


HENDRIE. J- M 


7907170093 

50-289 

T 

HENDRIE, J.H 


7907200449 

50-320 

H 

HENDRIEiJ M 


7907190573 

lOCFR 


HENDRIE. J M 


7907200457 

30-320 

H 

HENDRIE. J.H 


7907230170 

50-320 

P 

HENDRIEiJ H 


7907230472 

COMHIBSION 

HENDRIEiJ M 


7907230484 

COMMISSION 

HENDRIEiJ M 


7907230490 

COMMISSION 

HENDRIE, J M 


7907230500 

COMMISSION 

HENDRIE, J H 


7907230318 

C0MH1B8I0N 

HENDRIE, J H 


7907230534 

COMMISSION 

HENDR re, J M 


7907230241 

30-201 

P 

HENDRie.J H 


7907230354 

COMMISSrpN 

HENDRIE. J M 


7907230627 

COHMIBSION 

HENDRIEiJ H 


7907230187 

commission 

HENDRIE. J- M 


7907230230* 

30-201 

P 

HEMNIN080N.P 

J 

7907260360 

80-320 

P 

HENNINOSQN. P J 

7907260578 

50-320 

P 

HBNSUEViK J> 


7907060437 

70-143 


HENSLEYiK D, 


7907020472 

70-143 
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7907180706 

70-143 


HERBEINi J 0 


79071 10321* 

50-320 

a 

HERBEINi J 0. 


7907100037* 

30-320 

T 

HERBEIN, J 0. 
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50-320 

0 
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7907090240 

50-ae? 

Q 
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30-320 
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30-320 

p 
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30-209 

0 

HERBEINi J.O 
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50-209 
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R 
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P 
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50-155 

R 
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30-346 

Q 
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7907300205# 

50-263 

Q 

HIND.J A 

7907090139 

50-346 

Q 

HINDiJ A 

7907300274 

50-263 

Q 

HlNDiJ A 

7907240266 

90-294 

Q 

HIND. J A 

7907180263 

50-346 

Q 

HINES. E 

7907190092# 

30-341 

a 
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7907160091# 

30-416 

u 

HINSON. J 

7907160006# 

50-416 

u 

HOAOLAND.K E 

7907110727 

50-219 

p 

HODBB.F T 

7907190242# 

50-16 

p 

HODOES.J W 

7907230488# 

30-339 

0 

HODOES* N 

7907240443 
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HOEPLIND. R K 

7907120199 

30-322 

9 

HOEPtlNO. R K 

7907170244 

50-322 

9 
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7907310239 

70-2623 


HOEFLINO.R H 

7907060919 

90-322 
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7907180733# 

30-322 
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90-322 

9 
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A 
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PR 
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P 

HOFFMAN* D. P 

7907110713 

30-253 

a 

HOFFMAN* D P 

7907110270 

30-235 

a 

HOFFMAN* D P 

7907190336 

50-255 

9 

HOFFMAN. D P 

7907030476 

50-253 

8 

HOFFMAN. D P 

7907120331 

30-255 

P 

HOFFMAN. D P 

7907090284 

50-239 

8 

HOFFMAN. D. P 

7907100319 

50-259 

9 

HOFFMAN* D P 

7907170024 

50-155 

P 

HOFFMAN* D P. 

7907170037 

30-235 

B 

HOFFMAN. D P 

7907190312 

50-233 

R 

HOFFMAN. D. P 

7907200378 

90-153 

B 

HOFFMAN. D P 

7907190413 

90-133 

F 

HOFFMAN. D P 

7907190936 

90-159 

P 

HOFFMAN* D. P 

7907300383 
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8 

HOFFMAN* D. P. 

7907310299 

90-253 

P 
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30-235 

P 
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P 
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0 
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7907190136# 

90-338 

0 
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P 

H0LAHAN*0 M 
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H 

HOLDflWORTH* T. 
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90-466 

o 

HOLMAN. U. J 

7907110369 
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A 
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0 
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9 
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A 
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90-329 

A 

HOOD* D. 8 

7907130037 
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7907090310# 
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p 

HORN* A J 

7907190484# 

bo-224 

a 

HORHODI), J N 

7907110343* 

50-416 

M 

HQ9EY.C M 

7907180695# 

BO-2 BO 

a 

HOSEVfC M 

7907230724* 

30-280 

0 

HOBEV.C M 

7907100366 

50-320 

H 

HDSBEIN.Q A 

7907060351* 

30-295 

0 

hduard. j E 

7907030230 

30-293 

P 
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7907090175 

30-400 

Q 

HQHE.P M 

7907240219# 
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Q 

HOL/ErP N 

7907110370 

50-400 

G 
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7907240210 

50-400 

Q 
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G 
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50-329 

E 
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50-329 

Q 

HOWELL* 8 H 

7907130166 

50-329 

0 

HOWELL* 8 H 

7907110215 

50-329 

Q 

HOWELL* B H 

7707300531 

50-329 

0 

HOWELL* 5 H 

7707020256 , 

30-329 

R 

HOWELL* B H 

7707100604 

50-329 

9 

HOWELL. 8 H 

7707030277 

50-329 

K 

HOWELL. 8 H 

7907030443# 

50-329 

K 

HOWELL. 8 H 

7907030470 

50-329 

K 

HOWELL * 9 H 

7907030306 

50-329 

C 

HOWELL* 0 H 

7907100927 

50-329 

0 

HOWELL. B H 

7907110416 

50-329 

A 

HOWELL. 8. D 

7907250329 

80-329 

0 

HOWELL. 8 H 

7907260473 

50-329 

A 

HOWELL* K U 

7907110437# 

50-358 

G 

HOWELL* J C 

79073002SS# 

50-263 

Q 

HOHLETT.O H 

7907180470# 

50-336 

R 

HOVLE, J,C 

7907190045* 

50-409 

0 

HOYLE* a C. 

7907190135# 

50-409 

□ 

HOYLE* J C 

7907270264# 

30-409 

Q 

HOYLE. J C 

7907190204* 

50-320 

0 

HOYLE. J C 

790719029B* 

50-320 

D 

HOYLE. J € 

7907300391 

50-346 

0 

HUBACEK.M 0 

7907030179# 

50-498 

Q 

HUDACEK* H 0 

7907300038# 

50-490 

Q 

HUBAGEK.W 0 

7907110612# 

50-498 

0 

HUDACEK* H 0 

7907310126* 

50-466 

O 

HUBBARD* L B 

7907230221 

PR 


HUBER. C C 

7907180102 

NUREO 


HUDOLEBTONiE W 

790 7020460 

71-173 


HUDDLESTON. E M 

7907020462# 

71-175 


HUETERiL, J 

7907110438# 

70-925 


HUETERit. J 

7907100309 

50-320 

H 

HUETEft, L J 

7907230211# 

50-255 

G 

HUFF.E M 

7907180740 

71-166 


HUFFERD.C 

7907120024 

90-556 

0 

HUFMAMt U. W 

7907130311# 

50-302 

G 

HUFHAM. J M. 

7907090203# 

50-302 

G 

HUFHAM. J, H 

79071 10396# 

30-269 

G 

HUFHAM* J W 

790716026S# 

70-143 


HUFHAM. J H 

7907200234# 

70-27 


HUFHAM. J W 

7907110398# 

30-400 

G 

HUFHAM. J M. 

7907240148* 

50-533 

G 

HUGH* 8 

7907230540 

30-330 

0 

HUGHES. J. 

7 907 230432# 

30-440 

Q 

HUOHEB* J 

7907260169# 

50-341 

Q 

HUGHES* J 

7907300046# 

50-373 

G 

HULL, D A, 

7907190491 

HASTE MOT 

HUNNICUTT, D M 

7907250367# 

06799 


hunnjcutt.d M 

7907130372# 

06799 


HUNNICUTT.D M 

7907090474* 

0A999 


HUNNICUTTrD M. 

7907260150# 

0A999 


HUNNICUTT*D H 

7907090466# 

0A999 


HUNNICUTT. D M. 

7907030026# 

0A999 


HUNNICUTT. D M 

7907060046# 

QA999 


HUNNICUTT, D. M, 

7907090470# 

0A999 


HUNNICUTT* D M 

79070 30536# 

QA999 


HUNSTAD*A. A. 

7907030303# 

50-262 

8 

HUN8TAD*A a 

7907090414# 

50-202 

8 

HUNBTAD* A. A, 

7907180316# 

50-202 

R 

HUN8TAD. A A, 

7907130473# 

50-202 

fi 

HUNT,B D. 

7907030150 

FOIA 


HUNT.M D 

7907120333* 

50-424 

a 

HUNT.M D. 

7907270387# 

50-369 

G 

HUNTER, R. a, 

7907230365 

50-3 1 5 

p 

HUNTER. V. H, 

7907100733* 

06999 


HUNTER. V,H 

7907230102# 

QA999 


HUNTER, V, H. 

7907260090# 

0A999 


HURSH* «. 

7907020313* 

50-312 
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7907i007a7» 
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HUTSON. T U 

79D7300107* 

50-508 

Q 

HUTSON. T U 
HUTTON. P H 
HUTTON. P H 
HUTTON. P H 

HYLTON. J. 0 
lANNI.P W 
lONATPNrS. A 

79D7S703D6* 

79073000AS 

7907300489 

7907500954 

7907300S4J 

79071,60334* 

7907190202* 

50-508 

NUREO 

RES 

RES 

RES 

TOPREP 

FOtA 

Q 

ILLIO. F J 

79072503B2* 

50^311 

E 

INOYHE, C M 

79071 10700 

30^596 

A 

INDYKE. C 

7907180240 

50-596 

0 

INFANTE. P 

7907110739 

XPORTLIC 

INGRAM. R. 

790720021 1 

50-269 

P 

IPPOLITO.T A 

79070301 13 

30-298 

P 

iPPOLrro.T A 

79070*0007 

30-271 

P 

IP PDH TO. T A 

7907D&C48S 

50-893 

F 

aPPDLJTD, T. A 

79070*0078 

50-293 

F 

IPPOLITQ. T A 

7907030032 

30-263 

P 

IPPOLITO.T A 

7907050026* 

30-863 

P 

fPPOLlTO, T A 

7907050033* 

50-863 

P 

IPPDLITO. T a' 

7907J0064B 

50-890 

P 

IPPOUTO. T A 

79070*0117 

30-333 

0 

IP POL! TO. T. A 

79070*0127 

30-871 

P 

IP POL 1 TO. T. A 

7907170068 

50-898 

P 

IPPOUTO. T A 

7907170076* 

50-898 

P 

IPPDLITO. T A 

7907170109* 

S 0-890 

P 

IPPDLITO. T A 

7907100245 

50-333 

F 

iPpoLiTo. r A 

7907130406 

50-860 

P 

JPPOLITO^T A 

7907130411* 

80-860 

P 

JPPOLITO.R A 

79072 A 061* 

30-293 

0 

IP POL I TO. T, A 

7907060085 

50-257 

P 

IPPOLJTO.T A 

7907110603 

50-263 

P 

IPPDLITO. T A 

7907240397 

50-263 

P 

IPPDLITO. T A 

7907110698 

50-277 

P 

ippouno.T A 

7907120100 

30-277 

P 

IPPOLITO. T A 

7907 J 20190* 

50-277 

P 

IPPDLITO. T A 

7 907 J 20200* 

50-277 

P 

IPPDLITO. T A 

7907J200S2 

50-324 

Q 

IPPOLITO.T, A 

7907110741 

30-298 

F 

IPPDLITO, T. A 

7907240374 

30-220 

P 

IPPOLiro, T A 

790724O3SO* 

50-220 

P 

IPPOLITO, r A 

7907240362* 

60-820 

P 

IPPOLITQ. T A 

7907 31 0284 

50-321 

P 

IPPOLITD, T A 

7907310232* 

50-321 

P 

IPPOLITO. T A 

7907310239* 

50-381 

P 

IPPOLITO. T A 

7907310459 

50-333 

P 

IPPOLITO. T-A 

7907310462 

50-254 

P 

IPPDLITO. T. A 

79078S0107 

50-877 

P 

IPPOLITO. T A 
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50-277 

P 

iPfOLlTO. T A 
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P 

IPPDLITO. T A 
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IPPOLITO. T A 
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50-293 
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JACKSON. R E 
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A 
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P 
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A 
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50-445 
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79072505S3* 

0A999 


JANECEH. R F 

7907050224 

SO-IO 

P 

JANECEH.fi F 

7907050290 

30-24'9 

F 

JANECEK. n, F 

7907100449 

50-10 

P 

JANECEK. R F 

79070S02B4 

50-237 

P 

JANECEK. R F 

7907030337 

TOP REP 


JANECEK. R F 

7907060278 

50-537 

Q 

JANECEK. R F 

7907180366 

50-237 

P 

JANECEK, R F 

7907170070 

50-854 

P 

JANECEK. R F 

7907190200 

50-849 

f 

JANECEK. R F 

7907190342 

TOPREP 


JANECEK. n F 

7907190363 

50-237 

P 

JANECEK, R F 

7907230293 

50-837 

P 

JANECEK. R F 

7907240343 

50-237 

P 

JANNARONE. J R 

7907180734 

50-247 

0 

JANNARPNE. J R 

7907120512 

50-247 

Q 

JAPE. F 

7907020139* 

30-269 

a 

JAPE. F 

7907020072* 

80-269 

a 

JAPE, F 

790629Q4O6 

50-320 

p 

JABKE, R T 

7907110404 

50-380 

A 

JASKE.R 

7907110197 

30-320 

P 

JASPER, D E 

7907270128 

PR 


JENKENS. 0 R 

7907260023* 

30-2B1 

Q 

JENKINS. 0 R 

7907860530* 

30-327 

0 

JENKINS. N D 

7907840192* 

50-339 

0 

JENKINS. 0 R, 

79062004 1 5 

50-320 

P 

JENKINS.O R 

7907230724* 

90-230 

0 

JENKINS. 0 R 

7907270406* 

90-302 

Q 

JENKINS.O R 

7907300028* 

50-260 

0 

JENKINS. H D 

7907300010* 

50-330 

0 

JENNEKENS. J H 

7907200479* 

50-320 

H 

JENS. N H 

7907130417 

50-341 

F 

JENSEN, s e 

7907110439* 

TOPREP 


JERN10AN. E P 

7907870301* 

50-220 

Q 

J0HN8RUD. J 

7907060452 

S0-3B7 

G 

JOHNSRUD, J H 

7907300447 

50-269 

0 

JOHNSON. C E 

7907060164 

PR 


JOHNSON, A 8 

7907230275 

PR 


J^OHNSON.O R 

7707310053* 

COMMISSION 

JOHNSON. D L 

7907190093* 

40-299 


JOHNSON. L 

7907060479* 

40-1739 


JOHNSON.L 

7907060490* 

40-1739 


JOHNSON. L 

7907060486* 

40-1739 


JOHNSON.L 

7907060404* 

40-1739 


JOHNSON. R N 

7907190366 

50-344 

0 

JDHNSON.R W 

7907190370* 

50-344 

0 

JOHNSON. R N 

7907130081 

50-344 

Q 

JOHNSON, R U 

7907100739 

50-344 

0 

JOHNSON. R kl. 

7907180712 

50-344 

0 

JOHNSON, n VJ 

7907030462 

50-344 

P 

JOHNSON. R H 

7907110474 

50-344 

P 

JOHNSON. R N 

7907110479 

90-344 

P 

JOHNSON. H C 

7907130200 

50-395 

0 

JOHNSON, M C 

7907170067 

50-395 

S 

JOHNSON. W P 

7907030375 

90-271 

p 

JOHNSON. A D 

7907060363* 

90-295 

0 

JOHNSON. D H 

7907110002 

50-320 

0 

JOHNSON. D. 

79071D04B3* 

30-247 

0 

JOHNSON, 0 

7907180437* 

50-206 

0 

JOHNSON. J R 

7907100363 

50-320 

H 

JOHNSON. A H 

7907240070* 

50-250 

Q 

JOHNSON. E H 

7907030140* 

50-296 

Q 

JOHNSON. £ H 

7907300484* 

50-298 

0 

JOHNSON. E K 

7907200220* 

50-192 

Q 

JOHNSON. W D 

7907120007* 

50-313 

a 

JOHNSON, J M 

7907230074* 

QA999 


JOHNSON, A 

7907020123* 

50-312 

Q 

JOHNSON, A 

7907020157* 

50-312 

0 

JOHNaON, A. 

7907020080* 

50-312 

Q 

JOHNSTON, 0 N 

7907130179* 

50-70 

Q 

JOHNSON, P H 

7907270876* 

50-344 

Q 

JOHNSON, P H 

7907270290* 

50-397 

0 

JOHNaON. A 

7907300404 

50-312 

Q 

JCJHH3TDK, W U 

7907120150 

50-320 

P 

JOHNSON, T. L 

7907190004 

90-893 

P 

JONES. L L 

7907130114 

9C-3Ba 

0 

JONES, L L 

7907130195 

90^382 

0 

JONES. J H 

7907260550 

90-320 

P 

JONES, B. M- 

7907860210 

PR 


JONES, J R 

7907050534 

90-556 

u 

.inNES. F 

7907110433* 

50-237 

B 
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AUTHOR 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

JONE 81 F A 

7907260720# 

50-237 

e 

KELLEY. W D 

7707030037* 

OA999 


JONES* J A 

7907090333 

PRM 


KELLEY. VI D 

7907190742* 

0A999 


jDNEQi J A 

7907230247 

PRM 










KELLEY. VI D 

7907250154# 

0A999 


JONES* J A 

7907200273 

PR 


KELLOGG. P. J 

7907240192* 

50-339 

0 

JONES. R H 

7907 J 30223# 

70-2683 


KELLOGG. P J 

7907240123# 

50-330 

Q 

JONES. 0 C 

79071 10483 

RE 8 


KELLOGG, P J 

7907300016# 

50-338 

0 

JONES. 0 C 

7907310109 

REB 


KELLOGG. P J 

7907160193# 

30-369 

Q 

JONES. 0 C 

7907300583 

RES 










KELLOGG. P « 

7907170070* 

50-880 

Q 

JONES. D H 

7907300070# 

70-1151 


KELLOGG. P J 

7907240347* 

50-339 

8 

JONES. D H 

7907230523# 

70-27 


K^ELLOGG.P J 

77073000B2* 

50-800 

0 

JONES. C E 

7907230746# 

50-456 

0 

KELLY. P J 

7907130315 

S0-33B 

J 

JORDAN. W B 

7907190542 

50-860 

0 

KELLY, D L 

7907020206 

50-885 

0 

JORDAN. W 8 

7907190547# 

50-560 

0 









KEMENY. J 

79071800 05 

50-320 

T 

JORDAN. H 

7907170187 

NUREO 


KEMENY. J 

79071 BOO 7 7 

50-320 

T 

JORDAN. H H 

7907120083 

50-396 

T 

KEMENY. J 

79071 BOO 72 

50-320 

T 

JORDAN. E L 

7907100686 

30-331 

0 

KEMENY. J G 

79071B0106 

50-320 

T 

JORDAN. E L 

79072402B8 

30-315 

P 

KEMENY. J 0 

7907160109# 

50-320 

T 

JORDAN. E L 

7907090427 

30-206 

0 









KEMENY, J 0 

7907100022 

50-320 

T 

JOfiOENBON. D 

7907100092# 

50-320 

T 

KEMENY, J Q 

7907100013 

50-320 

T 

JORGENSON. D L 

7907100363 

30-320 

H 

KEMENY. J 0 

7907100017 

50-320 

T 

JORGENSEN, n L 

7907100411# 

30-235 

0 

KEMENY, J 0 

7907100073 

50-320 

T 

JOYNER. J H 

7907130050# 

70-1100 


KEMENY. J 0 

79071B0003 

50-320 

T 

JOYNER. J H 

7907180734* 

70-020 










KEMENY, J 0 

79071B0010 

50-320 

T 

JOYNER. J. H 

7907240297# 

70-33 


KENQEROER.O L 

7906210227 

50-397 

A 

JOYNER. J H 

7907200490# 

70-820 


KENDRICK. J 0 

7907250420* 

50-437 

0 

JUSIZi N 

7907261014 

PR 


KENNA. W D 

7907130145* 

70-143 


JULIAN. C A 

7907120560# 

50-324 

Q 

KENNA. W D 

79070S0150 

50-324 

n 

JULIAN. C 

7907300037# 

50-261 

Q 









KENNA.W D 

7907230515# 

70-27 


JUROENSEN. R W 

7907300480 

50-315 

0 

KENNA.W 0 

7907300064* 

70-1151 


JUROENSEN.R N 

7907030437 

50-313 

P 

KENNA.II D 

7907200225 

50-83 

Q 

JUSKO. N J 

79071B01B2 

NUREO 


KENMA.W 8 . 

7907830403 

50-339 

a 

KAFIN. R J 

7707060509# 

30-336 

0 

HENNA, W D 

7907200047* 

70-1113 


KAFiNiR J 

7907060510# 

50-856 

0 









HENNA, W n 

7907200070# 

70-11 13 


KALIVIANARIB. N 

7907190023 

50-234 

p 

KENNA,U D 

7907130091 

50-324 

Q 

KALIVIANAKI 8 .N 

79071 10450 

50-254 

8 

KENNA,Vr 8 

790713011 1 

70-143 


KALIVIANAKIS. N 

7907190S43 

50-254 

P 

HENNA. Vr 8 

7907230490 

70-27 


KALIVIANAKIG. N 

7907230297 

50-263 

B 

HENNA, W 8 

7907300060 

70-1 151 


KALIVIANAKA 8 .N 

7907230264 

30-265 

8 









HENNA, H B 

7907800039 

70-1113 


KALIVIANAKIS. N 

79072S0366 

50-234 

8 

HENNA. H B 

7907200059 

70-1113 


KALLEMCYN. V 

7907190406 

WASTE MOT 

HENNEDY, W J L 

7907230350 

80-495 

K 

KALLFELZ.r A 

7907310063 

PR 


KENNEDY. R K 

7907110077 

50-380 

P 

KALMAN. 0 

7907110544# 

50-272 

0 

KENNEDY. R T 

7907270220* 

COMMISSION 

KAMMERCR. C 

7906070309 

FQIA 










KENNEDY. R T 

7907260519 

50-380 

H 

KAMMERER. C 

7906260573# 

30-250 

U 

KENNEDY. R T 

7907160750* 

FOIA 


KAMRASi J 

7707030366 

50-466 

0 

KENNEDY, R T 

7907180730# 

FOIA 


KANE.E 

7707020507# 

FOIA 


HENNEDY, n T 

7907030360 

lOCFR 


KANE.y F 

7707170328 

50-10 

P 

KENNEDY. R T 

7907030366 

lOCFR 


KANE.W F 

77071801D9 

50-320 

8 









KENNEDY. R T 

7907130070 

lOGFR 


KAPLAN. A L 

7907060463 

70-1113 


KENNEDY. R T 

790709001 1 

lOCFR 


KAPLAN. A L 

7907200046# 

70-1113 


KENNEDY. R T 

7907090015 

SO-334 

T 

KAPLAN. A L. 

7907200064# 

70-1113 


KENNEDY, R T 

7907090019 

5D-ai9 

T 

KAPLAN. A, L 

79071Q0777 

70-1113 


KENNEDY, R T 

7907090030 

lOCFR 


KAPLAN. A L 

7907060404 

70-1113 






KAPLAN. D 

7707100309 

50-312 

P 

KENNEDY, R T 

7907090032 

lOCFR 


KAPPLER.A N 

7907030302# 

50-272 

B 

KENNEDY. R T 

7907030343 

lOCFR 


KAPPLC. A, W 

7907090277# 

50-272 

B 

KENNEDY, R T 

7907D30354 

lOCFR 


KAPPLC. A W. 

7907260586# 

80-272 

B 

KENNEDY, R T 

7907030P95 

lOCFR 


KAPPLEiA W 

7907260724# 

50-278 

B 

KENNEDY. R T 

7907030407 

lOCFR 


KARNEYjP T 

7907130033 

PR 


KENNEDY. R T 

7907030410 

lOCFR 


KABHY. T A 

7907170793 

PR 


KENNEDY. R. T 

7907030413 

lOCPR 


KASS. 8 L 

7907030330 

FOIA 


KENNEDY. R, T, 

7907 100122 

90-320 

T 

KASTLiW H 

7907230140 

PR 


KENNEDY. R T 

7907100124 

90-320 

T 

KATHREN.R L. 

7907160224 

REGOD 


KENNEDY. R T 

7707160106 

I0CF8 


KATO. W Y 

7907240003 

NUREO 


KENNEDY. R T 

7907160211 

lOCFR 


KAVAC0.F D 

7707300407 

71-97 


KENNEDY. R T 

79070300 B9 

lOCFR 


KAVANAUOH. 0 H 

7907170231# 

50-16 

P 

KENNEDY. R T 

7907030309 

lOCFR 


KAVANAUQHiO M 

7907190235# 

50-16 

P 

KENNEDY, R T 

7907100121 

50-320 

T 

KAUULAr L 

7907100494# 

50-3 

R 

KENNEDY. R T 

7907160178 

lOCFR 


KEEFE. R 

7907100043 

XPORTLIC 

KENNEDY, R T. 

7907190573 

lOCFR 


KEEL. VI 8 

7907170032# 

REOGD 


KENRICK, J R. 

7907850421 

50-437 

G 

KEENAN. R. P 

7707240200 

XPORTLIC 

KEPFORD. C 

7907060452 

50-307 

G 

KEENAN. R P. 

7907240284# 

XPORTLIC 

KEPPLE. A.W 

7907310372# 

60-272 

8 

KEENCi J 

7907270374 

40-0681 


KEPPUER. J.O 

7907310105# 

50-546 

U 

KEEPING. W. 

7907260712# 

50-596 

0 

KEPPLHR, J»0. 

7907 120307 

ILE 


KEIMIG. R. R 

7707230570# 

50-272 

% 

KEPPLER, J.G. 

7907030147 

50-305 

Q 

KEIMIO. R R 

7907100403# 

50-247 


KEPPLER.J G 

7907180590 

50-350 

Q 

KElHtOiR. R. 

7907100437# 

30-286 

Q 

KEPPLER. J 0 

79071B0345 

50-315 

Q 

KEIMIO. R. R 

7907200304# 

50-289 

Q 

KEPPLER. J. 0 

7907050479 

70-985 


KELHAM.O. 

7907230213 

PR 


KEPPLER, J. G 

7907260086 

50-315 

P 

KELUi D. 8 

7907190203 

HASTE MOT 

KEPPLER. J G 

7907260009 

80-10 

P 

KELL AND. J 

7907090310# 

50-338 

P 

KEPPLER. J G 

7907260095 

50-155 

P 

KELLER. J H 

7907100134 

NUREO 


KEPPLER, J G 

7907260097 

50-409 

P 

KELLEY. R E 

7907090414# 

30-395 

Q 

KEPPLER. J G 

7907860090 

50-331 

P 

KELLEY. R. E 

7907090417# 

FOIA 


KEPPLER. J, G 

7907S60103 

50-263 

P 

KELLEY, n E, 

7707130158# 

50-350 

Q 

KEPPLER, J 9, 

7907S60106 

50-346 

P 

KELLEY. D. L 

7907020133# 

3Q-313 

0 

KEPPLER. J 0 

79078601 10 

50-266 

P 
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KEPPl-ER^J 0 

7707S&0112 

50-305 

P 

HEPPUEBi J 0 

79071 20184 

30-320 

H 

KEPPLER. J G 

7907240169 

30-546 

0 

KEPPt,ER. J G 

7907200207 

50-295 

0 

KEPPLER.J 0 

7907200292 

50-10 

0 

«EPPLER,J Q 

7907200296 

50-10 

0 

KEPPL6R,J 0 

7907200300 

50-338 

0 

KEPPLER. J G 

7907200303 

30-440 

Q 

KEFPLER. J e 

7907300307 

50-329 

Q 

KEPPLERrJ 0 

7907200300 

50-255 

Q 

KEPPLER. J 0 

7907300310 

SO-153 

Q 

KEPPLERrJ 0. 

79072^00312 

50-409 

0 

KEPPLER, J, 0 

7907200314 

50-341 

0 

KEPPLERi J 0 

7907200316 

50-331 

Q 

KEPPLERi J G 

7907200310 

SO-461 

0 

KEPPLERRJ 0 

7907200330 

50-315 

Q 

KEPPLER. J 0 

7907200322 

30-367 

0 

«SPPLER, J 0 

7907200323 

50-404 

0 

KEPPLEftr.J Q 

7907200326 

50-263 

0 

KEPPLER, J 0 

7907200323 

50-202 

Q 

KEPPLERrJ 0 

7907200330 

50-546 

0 

KEPPLERrJ 0, 

7907200332 

50-346 

0 

KEPPLERrJ 0 

7907200334 

50-403 

Q 

KEPPLERrJ 0 

7907300336 

50-266 

Q 

KEPPLERr J O 

7907200330 

30-305 

0 

KEPPLERr J 0 
KEPPLERr J 0 

7907240156 
79071 1O0S6 

50-329 

70-1379 

0 

KEPPLERrJ G 

7907190224 

50-10 

0 

KEPPLERrJ G 

7907190230 

50-249 

Q 

KEPPLERrJ & 

7907190236 

50-330 

Q 

KEPPLERr J, G 

7907190240 

50-440 

Q 

KEPPLERrJ G 

7907190244 

50-329 

0 

KEPPLERrJ Q 

7907 1 90243 

50-135 

Q 

KEPPLERrJ 0* 

7907190249 

30-409 

Q 

KEPPLER. J 0 

7907 1 90230 

90-;r41 

Q 

KEPPLERr J 0- 

7907190267 

50-331 

0 

KEPPLER. J G 

7907190269 

50-461 

0 

KEPPLERi J 0 

7907190272 

30-313 

Q 

KEPPLERrJ G. 

7907190276 

30-367 

Q 

KEPPLERrJ 0 

7907190200 

30-404 

Q 

KEPPLER, J G 

7907190205 

30-263 

0 

KEPPLERrJ C 

7907190209 

50-546 

Q 

KEPPLERrJ 0 

7907 1 90290 

30-346 

Q 

KEPPLERrJ 0 

7907190293 

50-403 

a 

KEPPLERrJ 0 

7907190296 

50-266 

a 

KEPPLERrJ 0 

7907190299 

50-305 

0 

KEPPLERr J G 

7907120173 

50-320 

H 

KEPPLERr J 0 

7907240241 

50-10 

0 

KEPPLERrJ 0 

7907240246 

S0-3SB 

0 

KEPPLERrJ 0 

7907240250 

50-440 

G 

KEPPLERrJ G 

7907240251 

50-329 

a 

KEPPLERrJ. 0 

7907240252 

50-133 

0 

KEPPLERrJ G 

7907240234 

50-409 

Q 

KEPPLER, J 0 

7907240207 

30-341 

0 

KEPPLERrJ 0 

7907240422 

30-331 

Q 

KEPPLER, J 0. 

790724 0425 

50-461 

0 

KEPPLERr J 0 

7907240427 

30-313 

0 

KEPPLERr J 0 

7907240420 

30-367 

0 

KEPPLERr J 0 

7907240432 

50-263 

Q 

KEPPLERrJ 0 

7907240435 

50-404 

a 

KEPPLERrJ 0 

7907240430 

50-346 

Q 

KEPPLERrJ G 

7907240441 

50-346 

0 

KEPPLERrJ G 

7907240444 

50-403 

0 

KEPPLER, J G 

7907240440 

50-266 

0 

KEPPLERr a G 

7907240430 

50-303 

Q 

KEPPLERr J 0. 

7907020237 

50-373 

0 

KEPPLERr J G 

7907020242 

30-350 

Q 

KEPPLERr J 0 

790702024S 

50-440 

0 

KEPPLERrJ 0. 

7907020249 

30-329 

0 

KEPPLERr J 0 

7907020232 

50-341 

Q 

KEPPLERrJ 0 

7907020254 

50-461 

a 

KEPPLERr J 0 

7907020230 

50-367 

0 

KEPPLERr J. 0 

7907240226 

50-404 

Q 

KEPPLER,- J G 

7907240233 

30-346 

0 

KEPPLERr J.O. 
KEPPLER, J 0 

7907240230 

7907240243 

30-403 

ORO 

Q 

KEPPLERr J 0* 

7907100462 

30-331 

P 

KEPPLERr J 0 

7907100207 

50-346 

0 

KEPPLER, J 0. 
KEPPLERrJ 0 

7907300535 

7907020406 

50-358 

PRO 

A 

KEPPLERr J, G 

7907020409 

50-10 

Q 

KEPPLERr J 0 

7907020416 

30-350 

0 

KEPPLERrJ 0, 

7907020419 

50-440 

Q 

KEPPLERr J.G 

7907020421 

50-329 

Q 

KEPPLERrJ Q 

7907020423 

30-153 

0 
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NUMBER 
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KEPPLERrJ 0 

7707020424 

50-409 

”^Q 

KEPPLERr J 0 

7907020426 

50-341 

Q 

KEPPLERr J G 

7907020420 

50-331 

Q 

KEPPLERrJ 0 

7907020429 

50-461 

Q 

KEPPLERr J 0 

7907020431 

50-315 

G 

KEPPLERrJ 0, 

7907020432 

50-367 

a 

KEPPLERrJ G 

7907020433 

50-404 

a 

KEPPLERrJ G 

7907020435 

30-863 

a 

KEPPLERrJ 0 

7707020436 

50-546 

0 

KEPPLERrJ G 

7907020437 

50-346 

0 

KEPPLERrJ 0 

7907020430 

50-403 

0 

KEPPLERr J 0 

7907020440 

50-266 

0 

KEPPLERr J 0 

7907020441 

50-309 

0 

KEPPLERrJ 0 

7907120190 

50-10 

0 

KEPPLERrJ 0 

7907120215 

5O-3S0 

a 

KEPPLERrJ 0 

7907120210 

50-440 

0 

KEPPLERrJ 0 

7907120221 

50-329 

0 

KEPPLERrJ 0 

7907120225 

50-155 

0 

KEPPLER, J 0 

7907l20f227 

50-409 

0 

KEPPLERrJ 0 

7907120229 

50-341 

0 

KEPPLERrJ 0 

7907120231 

50-331 

0 

KEPPLERrJ 0 

7907120233 

50-461 

a 

KEPPLERrJ 0 

7907120238 

50-313 

a 

KEPPLERrJ 0 

7907120242 

50-367 

a 

KEPPLERrJ 0 

7907120244 

50-404 

0 

KEPPLERrJ 0. 

7907120248 

50-263 

G 

KEPPLERr J 0 

7907180252 

50-946 

0 

KEPPLERr J 0 

7907120257 

50-346 

0 

KEPPLERrJ 0 

7907180262 

50-403 

a 

KEPPLERrJ 0 

7907120260 

50-266 

Q 

KEPPLERr J. 0 

7907120269 

50-305 

Q 

KEPPLERrJ G 

KEPPLERrJ G. 
KEPPLER, J. 0 
KEPPLERrJ 0 
KEPPLERrJ 0 
KEPPLERrJ G 

KEPPLERrJ 0 
KEPPLER, J G. 
KEPPLERrJ 0 

79070 S0421 

79070 504S2 
7907050420 
7907050431 
79070S0432 
7907050436 

7907050437 

7907050430 

7907050441 

70-158 

70-578 

70-0 

40-3398 

70-36 

70-1880 

70-929 

70-1409 

50-10 

0 

KEPPLERr J. G 

7907050445 

50-155 

0 

KEPPLERrJ 0 

7907050440 

50-315 

Q 

KEPPLERrJ G. 

7907050451 

50-263 

Q 

KEPPLERr J. 0 

7907050454 

50-346 

0 

KEPPLERr J. 0. 

7907050459 

50-266 

Q 

KEPPLERr J, 0 

7907090450 

50-305 

G 

KEPPLERr J. 0 

7907050521 

50-409 

Q 

KEPPLERr J 0 

7907050522 

50-331 

Q 

KEPPLERrJ 0 

7907230424 

50-264 

0 

KEPPLERr J. G 

7907230425 

50-07 

Q 

KEPPLERrJ 0 

7907830428 

50-1 16 

0 

KEPPLERr J 0 

7907230429 

50-894 

0 

KEPPLERrJ G 

7907230430 

50-150 

0 

KEPPLERrJ 0 

7907830431 

90-108 

Q 

KEPPLERr J 0 

7907230438 

50-151 

Q 

KEPPLERrJ 0 

7907830433 

90-2 

Q 

KEPPLERr J.G 

7907230434 

50-106 

0 

KEPPLERr J G 

7907230435 

50-123 

0 

KEPPLERrJ 0. 

7907830436 

50-196 

0 

KEPPLERrJ 0 

7907180676 

90-319 

0 

KEPPLERrJ G 

7907120680 

90-10 

0 

KEPPLERr J Q 

7907180691 

90-899 

a 

KEPPLERrJ Q 

7907120693 

50-390 

a 

KEPPLERr J 0 

7907120694 

90-440 

0 

KEPPLERrJ Q 

7907120696 

50-859 

<k 

KEPPLERr J G 

7907180700 

90-199 

Q 

KEPPLERrJ G 

7907130113 

50-329 

Q 

KEPPLERrJ 0. 

7907130117 

50“409 

Q 

KEPPLERr J. 0. 

7907130119 

50-341 

0 

KEPPLERrJ 0. 

7907130188 

50-331 

Q 

KEPPLERr J. G 

7907130185 

50-461 

0 

KEPPLERrJ 0 

7907130131 

50-367 

Q 

KEPPLERrJ 0. 

7907130136 

50-863 

Q 

KEPPLERr J. G 

7907130130 

50-282 

Q 

KEPPLERrJ 0. 

7907130148 

go-404 

Q 

KEPPLERr J. G 

7907 1301 47 

30-546 

a 

KEPPLER/ J. 0, 

7907130150 

90-346 

0 

KEPPLERrJ. 0, 

7907130155 

50-403 

a 

KEPPLERrJ 0 

7907130165 

50-866 

<1 

KEPPLER/ J. 0 

7907130169 

90-309 

0 

KEPPLERrJ 0 

7907130178 

50-900 

Q 

KEPPLERrJ. G. 

7907060002 

90-580 

0 

KEPPLERr J, G. 

7907060003 

90-483 

Q 

KEPPLERrJ 0. 

7907060004 

50-866 

Q 

KEPPLERrJ G 

7907060005 

50-305 

Q 

KEPPLERrJ 0, 

7907060308 

90-315 

Q 


PERSONAL AUTHOR INDEX 
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ACCESSION SUDJECT 


AUTHOR 

NUMOER 

CATEGORY 

KEPPLERrJ 0 

7907060303 

30-10 

Q 

KEPPLERiJ 0 

7907060306 

50-350 

0 

KEPPLER* J Q 

7907060307 

50-440 

0 

KEPPLERrJ Q 

790706030B 

50-329 

0 

KEPPLER. J Q 

7907060310 

50-155 

Q 

KEPPLER.J 0 

7907060311 

30-409 

0 

KEPPLERiJ 0 

7907060312 

50-341 

0 

KEPPLERrJ 0 

7907060313 

50-331 

0 

KEPPLER.J 0 

7907060314 

50-461 

0 

KEPPLER.J 0 

7907060313 

50-367 

Q 

KEPPLERiJ 0 

7907060317 

50-404 

Q 

KEPPLERiJ G 

790706031 Q 

50-263 

Q 

KEPPLERiJ 0 

7907060319 

50-546 

Q 

KEPPLER. J 0 

7907060320 

50-346 

0 

keppler. j 0 

KEPPLERiJ 0 

7907020273 

7907050463 

DRO 

50-500 

0 

KEPPLERiJ 0 

79070S0466 

50-373 

0 

KEPPLERiJ G 

7907050469 

50-350 

Q 

KEPPLERiJ 0 

7907030470 

50-440 

Q 

KEPPLER.J 0 

7907050472 

50-329 

Q 

KEPPLERiJ 0 

7907030473 

90-341 

Q 

KEPPLER.J 0 

7907030474 

50-461 

Q 

KEPPLER.J 0 

79070SD477 

50-367 

Q 

KEPPLERiJ 0 

79070S047Q 

50-404 

Q 

KEPPLERiJ 0 

79070S04S0 

50-546 

0 

KEPPLERiJ 0 

7907050401 

50-403 

0 

KEPPLERiJ 0 

7907100321 

50-305 

Q 

KEPPLERiJ 0 

7907100522 

50-580 

0 

KEPPLERiJ 0 

7907100323 

50-346 

<a 

KEPPLERiJ 0 

7907100525 

50-546 

Q 

KEPPLERiJ 0 

7907100326 

50-266 

Q 

KEPPLERiJ 0 

7907100320 

50-403 

Q 

KEPPLERiJ 0 

7907100390 

50-315 

(1 

KEPPLERiJ 0 

7907100392 

50-10 

0 

KEPPLERiJ 0 

79071 00400 

50-353 

Q 

KEPPLERiJ 0 

7907100403 

50-440 

0 

KEPPLERiJ 0 

7907100405 

50-329 

Q 

KEPPLERiJ. 0 

7907160406 

50-155 

a 

KEPPLER.J 0 

7907100400 

50-409 

0 

KEPPLER.J 0 

79071B0410 

50-341 

0 

KEPPLER.J 0 

7907100412 

80-331 

Q 

KEPPLER. J 0 

7907 1004 IB 

80-461 

0 

KEPPLER.J 0 

7907100420 

50-367 

a 

KEPPLER.J 0 

79071Q0422 

50-263 

a 

KEPPLER.J 0 

7907180423 

50-484 

Q 

KEPPLER.J 0 

7907240064 

50-373 

Q 

KEPPLER. J. Q 

7907130236 

50-10 

0 

KEPPLER. J.O 

7907130250 

50-350 

Q 

KEPPLER. J.O 

7907130259 

50-440 

a 

KEPPLER.J 0 

7907130260 

80-329 

0 

KEPPLERiJ 0 

7907130262 

50-155 

0 

KEPPLER.J 0 

7907130265 

50-409 

0 

KEPPLER. J 0 

7907130267 

50-341 

0 

KEPPLER. J 0 

7907130260 

50-331 

0 

KEPPLER.J 0. 

7907130270 

30-461 

0 

KEPPLER.J 0 

7907130271 

80-315 

0 

KEPPLER. J, 0 

7907130279 

80-367 

Q 

KEPPLERi J 0 

7907130201 

50-404 

Q 

KEPPLERi J 0 

7907130202 

50-263 

0 

KEPPLERi J 0 

7907130206 

50-500 

0 

KEPPLERi J 0 

7907130209 

50-546 

0 

KEPPLER, J 0 

7907130291 

50-346 

a 

KEPPLERi J 0 

7907130293 

30-483 

Q 

KEPPLERi J 0 

7907130297 

30-266 

Q 

KEPPLER.J 0 

7907130300 

50-305 

Q 

KEPPLERi J 0 

7907240001 

50-10 

Q 

KEPPLER.J 0 

7907240009 

30-135 

Q 

KEPPLER, J. 0 

7907240091 

50-407 

Q 

KEPPLERi J. 0 

7907240094 

30-331 

0 

KEPPLER, J 0. 

7907240097 

50-315 

Q 

KEPPLER, J 0 

7907240104 

50-263 

Q 

KEPPLER, J 0 

7907240100 

50-346 

Q 

KEPPLERi J 0 

79072401 13 

50-266 

Q 

KEPPLER. Ji 0, 

7907240120 

50-305 

Q 

KEPPLERi J 0 

1 79072400 16 

80-07 

Q 

KEPPLER, J. 0 

7907240022 

50-116 

Q 

KEPPLER, J 0 

7907240023 

50-294 

Q 

KEPPLER, J 0 

7907240026 

50-150 

Q 

KEPPLER, J, 0. 

7907240027 

50-182 

0 

KEPPLER, JiG 

7907240030 

50-151 

Q 

KEPPLER, J. 0 

7907240033 

50-123 

0 

KEPPLERi J 0, 

7907240035 

50-1 B6 

Q 

KEPPLER, J, Oi 

7907240066 

50-156 

Q 

KEPPLER, J. 0. 

7907310161 

50-264 

Q 

KEPPLER, J G 

7907310303 

50-315 

Q 


ACCESS 1 ON SUBJECT 


AVTHOR 

NUilRER 

CATEGORY 

KEPPLER, J 0 

790731031 1 

30-10 

Q 

KEPPLERiJ 0 

7907310319 

50-358 

0 

KEPPLER,J 0 

7907310325 

50-440 

0 

KEPPLER. J 0 

79073 J 0320 

50-155 

Q 

KEPPLER. J 0 

7907310331 

50-329 

Q 

KEPPLER, J 0 

7907310332 

50-409 

Q 

KEPPLERiJ 0 

7907310334 

50-341 

Q 

KEPPLER.J 0 

7907310335 

50-331 

0 

KEPPLER, J 0 

79073J0337 

50-461 

Q 

KEPPLER, J 0 

7907310340 

50-367 

Q 

KEPPLERiJ 0 

7907310341 

50-404 

0 

KEPPLERiJ G 

7907310342 

50-263 

a 

KEPPLERiJ 0 

7907310344 

50-300 

a 

KEPPLER.J 0 

7907310345 

50-546 

0 

KEPPLER.J 0 

7907310340 

50-346 

0 

KEPPLER. J 0 

7907310349 

50-483 

Q 

KEPPLER. J 0 

7907010354 

50-266 

0 

KEPPLER, J 0 

7907310353 

50-305 

0 

KEPPLERiJ 0 

7907310402 

50-315 

0 

KEPPLER.J 0 

7907310403 

50-10 

0 

KEPPLERiJ 0 

7907310404 

50-440 

0 

KEPPLERiJ G 

7907310403 

50-358 

0 

KEPPLERi J Q 

7907310406 

50-155 

Q 

KEPPLERi J 0 

7907310407 

50-329 

G 

KEPPLERi J 0 

7907310400 

30-409 

Q 

KEPPLERiJ G 

7907310409 

50-341 

G 

KEPPLERiJ 0 

7907310410 

30-331 

Q 

KEPPLERiJ 0 

7907310411 

50-461 

0 

KEPPLER.J 0. 

7907310412 

50-367 

0 

KEPPLER.J 0 

7907310413 

50-484 

0 

KEPPLER.J 0 

7907310414 

50-263 

0 

KEPPLER. J G 

7907310415 

50-580 

0 

KEPPLER.J 0 

7907310416 

50-546 

Q 

KEPPLER.J G 

7907310417 

50-346 

0 

KEPPLER.J 0 

7907310418 

50-483 

Q 

KEPPLER.J G 

7907310419 

50-266 

0 

KEPPLER.J 0 

7907310420 

50-305 

Q 

KEPPLER.J 0 

7907260148 

50-315 

0 

KEPPLER.J G 

7907260153 

30-10 

0 

KEPPLER.J G 

7907260164 

50-358 

Q 

KEPPLER.J 0 

7907260167 

50-440 

0 

KEPPLER.J 0. 

7907260168 

50-155 

0 

KEPPLER.J. G 

7907260174 

50-329 

0 

KEPPLER.J G 

7907260170 

50-409 

□ 

KEPPLER. J,G 

7907260181 

50-341 

Q 

KEPPLERrJ G 

7907260184 

50-331 

0 

KEPPLER.J G 

7907260109 

50-461 

Q 

KEPPLERi J G 

7907260194 

50-367 

0 

KEPPLER, J. G 

7907260199 

50-263 

Q 

KEPPLERiJ G 

7907260201 

50-404 

0 

KEPPLER.J G 

7907260206 

50-500 

Q 

KEPPLER. J.O 

7907260211 

50-546 

0 

KEPPLER.J G. 

7907260214 

50-346 

Q 

KEPPLER, J.G 

7907260217 

50-403 

Q 

KEPPLER, J.G 

7907260220 

50-266 

Q 

KEPPLER, J 0 

7907260224 

50-305 

0 

KEPPLERiJ 0 

7907260336 

50-10 

Q 

KEPPLERi J 0. 

7907260340 

50-350 

0 

KEPPLERiJ G 

7907260349 

50-440 

0 

KEPPLERi J. 0. 

7907260351 

50-329 

Q 

KEPPLER, J G 

7907260354 

50-155 

a 

KEPPLERiJ 0 

7907260359 

50-409 

0 

KEPPLERiJ 0 

7907260389 

50-341 

Q 

KEPPLERiJ 0 

7907260391 

50-331 

Q 

KEPPLER.J G 

7907260394 

50-461 

0 

KEPPLERiJ G. 

7907260398 

50-315 

Q 

KEPPLER, J.O. 

7907260399 

50-367 

0 

KEPPLER, J.O 

7907260402 

50-263 

0 

KEPPLER, J. 0. 

7907260407 

50-484 

0 

KEPPLER. J.O. 

7907260410 

50-580 

Q 

KEPPLERiJ 0. 

79072604 1 3 

50-546 

0 

KEPPLER, J,0 

7907260416 

50-346 

(1 

KEPPLER, J, 0, 

79072604 IB 

50-403 

0 

KEPPLER, J,0> 

7907260422 

5D-S66 

0 

KEPPLER, J,0, 

7907260425 

50-305 

0 

KEPPLER, J*0. 

7907250217 

50-10 

Q 

KEPPLER.J- 0- 

7907250224 

50-350 

Q 

KEPPLER, J>0. 

79072S0225 

50-440 

0 

KEPPLER, J-Q 

7907250227 

50-329 

0 

KEPPLER.J- 0- 

7907250220 

50-155 

0 

KEPPLER.J- 0- 

7907250229 

50-315 

Q 

KERR. J. E. 

7907020003 

50-892 

0 

KERR. J, E 

7907190379 

50-592 

0 

KERR, J E 

KE RRiK 

7907090301 

7907120330 

50-592 

Acne 

0 

KERR.ir 

7907120321 

50-409 

T 
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ACCESSION 
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AUTHOR 

NUMBER 

CATEGORY 

KERR, M 

9907230714 

ACRS 


KERR, H 

7907260720 

50-320 

T 

KERRIGAN, R J 

7907050513 

7I-B7 


KERRIGAN, R J 

7907050519* 

71-87 


HETCHEH,£ Q 

7907170247 

50-369 

G 

KETCI^N. E 0 

7907020008 

70-2623 


ketchen.e C 

7907130023 

70-2623 


KETCHEM.E 0 

7907190723 

70-2623 


kevern. t a 

7907100396 

50-263 

P 

kes^rn, t a 

7907180887 

50-331 

F 

KEVERN, T A 

7907250067 

50-331 

P 

KEt*. W J 

7907050S53* 

50-304 

0 

KEY, W J 

7907180335* 

50-315 

0 

key, g J 

7907240138* 

50-237 

0 

kidd,k s 

7907310203# 

50-338 

a 


ACCC80ION flUajETCT 


AUTHOR 

NUMDCR 

CATEOony 

KRANtSH, A 

7907190112 

50-320 

P 

KRAZ1N8K1,J L 

7907250200 

NUREO 


KREVSA, F J 

7907060439 

FOIA 


KREY8A,F J 

7907030230 

71-1 ai 


KREYSAiF J 

7907030310 

FOIA 


KRINITZSKY, E L 

7907100371 

NEUJGU 

ORP 

KROOT, I D 

7907100638 

50-338 

0 

KROOT, I 8 

7707160156 

S0-33G 

Q 

KROOT, I 0 

7907170254 

50-a3P 

0 

KROOT, I B. 

7907060430 

50-330 

0 

KROOT, I B 

7907100606 

50-330 

0 

KRUG, H E 

7907130269 

50-320 

P 

KUNIHIRO, D M 

7907230356# 

50-595 

D 

KURTH,R E 

7907260716* 

50-320 

P 

KURTZ, R J 

7907300060 

NUREO 



KIMEL.W e 

KiNNEttAN, J 
KINTIGH, A E 

kimtkh. a e 

mNTIGH. A E 


7907270217# COrtMISSlDN 

7907JI0*64» 40-7963 

7907170012 50-596 C 

7907310241 50-596 A 

7907310266 50-596 S 


KJNTf^R.L L 

kirk, W F 
kirk, M F 
K1RK,U F 
KIRK.H F 


7907240383 50-341 F 

7907190714 PRM 
7907180234 PRM 

7907110028 PR 
7907060300 70-371 


kirkscev^k a 

KIRSCH,D F 
KIRSCH, D F 
KIRSCH, 0 F 
KIRSCH, D F 


7907300421 

79070300941 

79071204191 

7907300107* 

79072703061 


RES 

50-397 Q 
50-460 Q 
50-508 O 
50-506 0 


KIR6HNER, D 
KISTER,H B 
KISTER, H B 
KISTER,H B 
KISTER, H fi 


7907030240 

7907130238# 

7907200469# 

7907310130# 

7907310017* 


50-592 A 
50-387 0 
50-293 a 
50-333 0 
50-213 Q 


KISTER, H 8 
KITCHEN, H 
KLEINSORCE, H P 
KLOMPARENS.A S 
KNELLER, S K 


7907120224 50-320 H 

7907270153 PR 
7907260542* 50-348 Q 

7907110641 lOCFR 

79072701 J 1 PR 


kniel,h 

kniel^k 

kndp,r c 
knop,r c 

KNDP, R C 


7907240419* REOQD 
7907240406* RECOD 
7907100474* 50-546 
7907160451* 50-451 
7907300076* 50-32? 


KNOP, R C 
KN0P,R C 
KH0P,R C 
KNOf»,R C 
KN0P,R C 


7907250452* 

7907260169* 

7907261011* 

7907250216* 

7907250301* 


50-440 

50-341 

50-461 

80-403 

50-373 


KNOTTS, J B 
KNOTTS, vf B 
KNOTTS, J B 
KNWTH^D F 
KNUTH.O F 


7907100879 

7907020005 

7907260014 

7907090157# 

7907050059* 


50-443 

50-445 

50-445 

SECY 

FOIA 


KOERPERiJ E 
K0ESTER,K V 
KOESTER.C L 
KOESTERiC L 
KOEfiTER,0 L 

7907230157 

7907110690* 

7907260079 

7907300027 

7907230353* 

PR 

50-482 

50-482 

50-482 

50-402 

koester,o l . 

KOeSTERiC L 
KOE8TER,0 L 
KOHLER, J E 
KOHLER, J E 

7707270291* 

7907260607 

7907100530 

7707180323* 

7907230276* 

50-482 

50-482 

50-482 

50-295 

50-295 

KOHLER. J E. 
KOHLER, J E 
KOHLER. J E 

K0LIV1ANAK18,N 

KOLTAY.P 8 

7907230351* 

7907230364* 

7907300392 

7907110444 

7907180399* 

50-295 

50-295 

50-295 

50-254 

50-247 

konklin.j e 

KORNBLITH.L 
K08IK,L 8 

KOSIK.L 8 

KQ8IK.L 8 

7907250452* 

7907240300 

7907110449 

7907110456* 

7907110463* 

50-440 

50-445 

50-358 

50-358 

50-358 


0 

Q 

0 

0 

0 

0 

0 

Q 

M 

H 

H 


a 

0 

8 

Q 

0 

S 

G 

0 

c 

0 

0 

Q 

S 

Q 

0 

0 

0 

0 

0 


KOSIK.L 6. 
K0S1K.L 8 
KDSiKrL. 
KOaiK, L 8 
K0TTAN,J j 

KOTTAM.J J, 
K0UT8, H J 
KOVACS, B 
>«AAT2,R l 
KRAJICEK, J E 


7907110460* 

7907110413 

7907100601 

7907190127 

7907030220* 


50-358 

50-358 

50-358 

50-358 

FOIA 


0 

0 

Q 

0 


7907300050* 

7907240005 

7907300490* 

7907060349# 

7907100609# 


50-244 

nurec 

71-99 

50-295 

50-285 


0 


fi 

P 


KURTZ, R J 
KURTZ, R J 
KU8,C K 
KUZflYCZ, 0 
KYOER.J A 

LADD, J 
UAFLEUR, J. 
LA0ieW8KI,J 0 
LAOIEUSKIf J 8 
LAOieWSKl,J B 

LA0ieW9Kl,J a 
LAOOHARSIND, R 
LAINA8, 0 C 
LAINA8, 0. 
LAINA8, 0 

i.A INAB, 0 
LAINA8,0 
LAINAS, 0 
LA INAB, 0 
LAlNASrO. 


LA INAB, 0 
LA INAB, 0 
LAINA6, 0 
LAINA9,0 
LAlNASi 0. 

LA1NA8,0. 
LAINAS, 0, 
LA1NA8,0 
LAlNAa, 0 
LANOiE a 

LANIAS, O 
LANTZiP m 

lantz,e 
lantz, e 

LARKINS, J T 

LARKINS, J T 
LAR8EN, H N 
LARSON, 8 M 
LARBONiJ R 
LASH, R. 

LABHER, L 
lasher, D R. 
laud 10, 5 
LAUOHLINiJ S 
LAW, J T 


7907300489 

7907300534 

7907060299# 

7907240447 

7907300047 

7907190033 

7907170042 

7907030393* 

7907200409* 

7907200413* 

7907230304* 

7907310164* 

7907120732 

7907110142 

7907110199 

7907110096 

7907110114 

7907100064 

7907100881 

79O71BO09O 


7907180099 

7907100905 

7907310315 

7907190126 

7907190155 

7907180000 

7907240479 

7907310466 

7907310597 

7907100004 

7907100046 

7907300507 

7907230226* 

7907230345* 

7907160260 

7907160225 

7907100470 

7907200263 

7907270400 

7907090043* 

7907160334* 

7907260449* 

7907250464 

7907190024 

7907100367 


fiCS 

RES 

50-200 II 
30-267 P 
NUREO 

NUREO 

50-522 A 
50-317 B 
30-310 fl 
50-31 p O 

50-0 Ip tJ 
50-270 U 
50-320 f* 
50-200 P 
50-302 P 

50-261 P 
50-269 P 
50-259 
50-245 P 
50-293 P 


50-261 P 
50-302 P 
50-348 Q 
50-206 P 
50-237 F 

50-277 P 
50-266 P 
50-266 P 
50-244 F 
PROJ 

50-409 F 
REB 

50-295 0 

50-295 0 

50-320 If 

50-320 H 
50-387 A 
PRM 
NUREO 
BECY 

TOPRBP 
50-320 P 
50-346 A 
PR 
PR 


LAW, 8 K 
LAWRENCE, J H 
LAWRENCE, L I 
LAWROBKI, a 
LAWSON, J E. 

LAZARUS, W J 
LAZO.R. m, 
LAZO, R M 
LAZ0,R II 
LEAVELL, W. H 

lee, 8 
lee, c e 
LEE,e w k 
LEE, T D. 

lee,w F 

lee, w. b 
lebd.r. m. 
leed, r, n 

LEEO, R, H. 

leed, r, m. 


7907100579 

7907190642 

7907170002* 

7907120321 

7907190201 

7907020467 

7907130092 

7907130037 

7907240361 

7907120070 

7707110133* 

7907120136 

7907100319# 

7907230652* 

7907020116 

7907110141* 

7907060409 

7907130038 

7907130045 

7907130024 


50-320 H 
PRN 

50-290 B 
50-409 T 
NUREO 

50-309 p 
50-219 O 
50-434 Q 
50-272 O 
RE8 

50-320 0 

NUREO 

50-155 O 

70-143 

FOIA 

50-320 □ 

50-522 0 

50-522 Q 
50-522 Q 
50-522 e 


leed,r m 

LEEDS, J V, 
LEEDS, J V. 
LEEDB, j. V. 
LEEDS, J V 


7907130029 

7907120412 

7907120364 

7907160130 

7907230540 


50-522 Q 
50-329 T 
50-329 T 
50-029 T 
50-329 T 
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LEEDS, J V 

7907120380 

50-329 

T 

LEEDS, J V 

7907160151 

50-329 

T 

LEEDS. J V 

7907190606 

30-329 

T 

LEEDS, J U 

7907190594 

30-329 

T 

LEEDS. J U 

7907190853 

50-329 

T 

LEEDS. E A 

7907230392 

50-329 

T 

LEEDS. J V 

7907230526 

50-329 

T 

LEEDS. J V 

7907230574 

50-329 

T 

LEEDS, J V 

7907270321 

SO -329 

T 

LEEDS, J V 

7907230174 

50-329 

T 

LEEDS, J V 

7907300153 

30-329 

T 

LEFEVRE, H E 

7907030253# 

30-566 

A 

LEIDER.J P 

7907060335* 

30-295 

0 

LEI8S, J E 

7907310603 

50-294 

P 

LEMANOWICZ, T 

7907240298 

30-387 

0 

LEHANQMICZ, I 

7907100664 

50-307 

0 

LEMPERT. L 8 

7907130369 

30-338 

0 

LENAHAN, J J 

7907240227* 

30-400 

Q 

LEMAHAN, J J 

7907090433* 

30-491 

0 

LEONARD, S M 

7907190739* 

50-471 

0 

LEONARD, J D 

7907030059* 

30-333 

0 

LEONARD, J D 

7907130437 

30-333 

p 

LEONARD, J D 

7907120066 

50-333 

Q 

LEONARD, J D 

7907090094 

50-220 

Q 

LEONARD, J D 

7907310107* 

30-333 

Q 

LEONARD, J D 

7907050133 

30-333 

Q 

LEONARD, J D 
LEONARD, J D 
LEONARD, J D 

7907240043 

7907240050 

7907090421 

71-6375 

71-6144 

30-333 

0 

LEONARD, J D 

7707100607 

50-333 

R 

LEONARD, J D 

7907130460 

30-333 

8 

LEONARD, J D 

7707170030 

50-333 

S 

LEONARD. J D 

7707230287 

80-333 

s 

LEONARD, J D 

7707260646 

50-333 

0 

LEONARD, J D 

7707260741 

50-333 

0 

LESSOR, L C 

7907170054 

50-298 

8 

LESSOR. L C 

7907170063 

50-298 

8 

LESSOR. L C 

7907170079 

30-298 

8 

LESSOR. L C 

7907170027 

50-298 

0 

LESSOR. L C 

7907170233 

50-298 

R 

LE86Y, R P 

7907050319 

50-498 

M 

LESSY.R P 

7907260030 

50-4 4 S 

M 

LEVIN. H A 

7906190135 

30-10 

P 

LEVIN. H A 

7907260505 

50-213 

P 

LEVINE, 8 

LEVINE, 8 

LEVINE, G 

LEVINE, a 

LEVINE, a 

7907120270* 

7907120209* 

7907050030 

7907120163 

7907060007 

SECY 

9CCY 

QRO 

COMM I SB I DN 

LEVINE, a 

7907160194 

50-320 

P 

LEVINE, B, 

7907090435 

80-320 

P 

LEVINE, 8 

LEVINE, 8 

LENALD, 0 H 

7907030156* 

7907030160* 

7907190334 

FOIA 

FOIA 

80-471 

0 

LEWALD.O H 

7907100029 

50-471 

0 

LENALD, 0 H 

7907I905Q7* 

50-471 

0 

LEWALP, 0. H 

7907190430 

50-471 

0 

LENALD, 0 H 

7907120009 

50-471 

0 

LENALD, 0. H. 

7907240423* 

50-471 

0 

LEN18, N J 

7907100715 

50-273 

0 

LEN18, H M 

7907260509 

50-320 

H 

LENI8, L. 

LEUISi L 

LEN18, L 

LENI8, L 

LENt8,L 

LEUI8, 8 R 

7907230039 

7907130232* 

770731044B 

7907310454 

7907310436 

7907090266* 

71-6373 

70- 2633 

71- 6601 
71-6275 

71-5036 

50-269 

9 

LENIG, 8 R. 

7907170165* 

80-269 

8 

L£UI8,6 R 

7907180400* 

50-269 

8 

LEWIS, 8 R. 

79071B0303* 

80-270 

8 

LEWIS. 8 R 

7907230363* 

50-269 

8 

LEWIS. G. 0. 

LEWIS, 8 H 

7907170231 

7907230468* 

NUREO 
50-26 t 

0 

LEWIS, 8. H 

7907250462 

50-261 

D 

LEWI 8, 8 H. 

7907060439 

50-549 

0 

LEWIS, 8 H 

7907260121 

50-596 

0 

LEWIS, 8 H, 

79O710O18B 

50-277 

Q 

LEWIS, R. G. 

7907180634 

30-348 

0 

LEWIS, R C. 

7907230711 

30-303 

0 

LEWIS, R. C 

7907270036 

50-364 

Q 

LEWI8,R G. 

7907270049 

50-261 

Q 

LEWIS, R C 

7907300032 

50-261 

Q 

LEWIS, R. C 

7907260502 

50-280 

Q 

LEWIS, R, C. 

7907300040 

50-303 

0 

LEWIS, R. C, 

7907310155 

50-239 

Q 

LEWIS, R C. 

7907020176 

30-320 

P 

LEWIS, R.C. 

7907160072 

30-269 

0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOQRY 

LEWIS, R C 

7907160030* 

50-269 

D 

LEWIS, R C 

7707160040* 

50-302 

D 

LEWIS, R C 

7906200120* 

50-267 

0 

LEWIS, R C 

7907090126 

50-335 

Q 

LEWIS. R C 

79071203S8 

50-324 

Q 

LEWIS. R C 

7907190066* 

50-200 

G 

LEWIS. R C 

7907230775* 

50-259 

G 

LEWIS. R C 

7907050067 

90-339 

G 

LEWIS, R C 

7907240039* 

50-250 

Q 

LEWIS, R C 

7907200404 

30-200 

0 

LEWIS, R C 

7907130336 

30-327 

G 

LEWIS, R C 

7907160191* 

50-369 

Q 

LEWIS, R C 

7907100233 

50-366 

Q 

LEWIS, R C 

7907310194* 

50-339 

Q 

LEWIS, fl C 

7907230018* 

50-338 

G 

LEWIS, fl C 

7907240119 

50-338 

G 

LEWIS, R C 

7907240337 

50-339 

G 

LEWIS, R C 

7907230734 

50-330 

G 

LEWIS, R C 

7907 1 304S3 * 

50-330 

G 

LEWIS, R C 

7907240189 

30-339 

G 

LEWIS, R C 

7907240276 

30-200 

Q 

LEWIS, R C 

7907340170 

50-280 

G 

LEWIS. R C 

7907250143 

50-33^ 

G 

LEWIS, R C 

7907300075 

50-200 

Q 

LEWIS, R C 

7907190050 

30-200 

G 

LEWIS, R C 

7907130455 

50-330 

Q 

LEWIS, R C 

7907230748 

50-259 

G 

LEWIS, R C 

7907240004 

50-250 

G 

LEWIS, R C 

7907230012 

50-338 

0 

LEWIS, R C 

7907310101 

S0-33B 

Q 

LEWIS, R C 

7907160253 

50-302 

Q 

LEWIS. 8 H 

7907260694 

50-596 

0 

LIDA88I.F P 

7907110007* 

50-320 

0 

LIBERMAN, J D 

790710032B 

SO-3SO 

0 

LIDERATORE, A 
LlBRIZZIiF P 

7907190306 

7907060044 

WASTE MOT 
71-320 

HBR1ZZI,F P 

7907170226 

50-272 

R 

LlBR12Zr,F P 

79070S0301 

50-272 

8 

LlBRlZZr,F P 

7907090276 

50-272 

8 

LiBRIZZliF P 

7707260502 

50-272 

8 

LIBRIZZr.F P 

7707260713 

50-272 

6 

LIDRIZZr.F P 
LICHTENOEROER.H 

7707310364 

770713D026* 

50-272 

70-1100 

8 

LICITRA. E A 

7707130041 

50-402 

A 

LICITRA, E. A 

7907110057 

50-402 

A 

LICITRA, E A 

7907130065 

50-592 

A 

LICITRA, E.A 

7907030097 

50-402 

A 

LICITRA, E A 

7907300503 

50-482 

A 

L1EBENTHAL,J L 

7707160094 

50-320 

P 

LlEBLERrO E 

7707160044* 

50-389 

Q 

LIKE,. I. 

7707190103 

50-322 

0 

LIKE, 1. 

7907200122 

50-516 

D 

LIKG« 1. 

79071B0755* 

30-322 

Q 

LIKE. I 

7907130400 

50-322 

Q 

LIM, T K 

7907090322 

50-224 

H 

LIM, T K. 

7907160370 

50-224 

H 

LINOBERO. C 

7907230372* 

50-249 

8 

LlNOGLADi W J 

7907020230 

50-314 

A 

LINDER, F 

7907020454 

50-409 

Q 

LINOERiF 

7907090473 

50-409 

G 

LINDER, F. 

7907050 DOS 

50-409 

Q 

LINDER, F 

7907110395 

50-409 

G 

LINDER, F, 

7907090274 

50-409 

G 

LINDER, F 

7907020177 

50-409 

P 

LINDER, F 

7907060326 

50-409 

8 

LINDER, F, 

7907260491 

50-409 

F 

LINDER, F 

7907110535 

50-409 

P 

LINDER, F 

7907170043 

50-409 

P 

LINDER, F 

7907170018 

50-409 

P 

LINDER, F 

79071905QO 

50-409 

P 

LINDER, F 

7907300398 

30-409 

P 

LINDER,F 

7907100519 

50-409 

R 

LINDER, F. 

7907260576 

80-409 

I 

LINDER, F 
LINDLEYrP. A 
LINDNER, T.P, 
LINDNER, T.P 
LINEMAN. J J 

LINEMAN, J J 
LINEMAN. J, J, 
LINEMAN. J.J 
LINEMAN. J J. 

7907260700 

7907020463 

7907240292 

7907240294 

7907060074 

7907100710 

7907020470 

7907020468 

7907100706 

50-409 

40-0712 

XPORTLIC 

XPOHTLIC 

40-8452 

40-8384 

40-6659 

40-1162 

40-9102 

P 

LINENBEROER. 0 A 

7907190114 

50-466 

0 

LINENBEROER. 0 A 

7907300113 

50-522 

T 

LINENBEROER.O. A 

79072702 93 

50-522 

T 

L^NENBEROER, 0 A 

790727026S 

50-522 

T 

LINLAD, U J 

7907100408 

90-514 

R 

LiPPINCOTT.S.rt, 

7907300373* 

50-344 

F 
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LIPPINCOTT,e 
LISOVITCA.V V 
LITTLE. H 5 
LlTTLEUOm.vl 
LITTLE. D 8 

little. D 8 
LITTLE, L U 
LITTLE.L W 
LITTLE. L U 
LITTLE.M 

LITTLE.H 8 
LITTLE. H S 
LIVERMORE. H K 
LlVfNCSTON, R 1 
LO. R 

LOBEL.R H 
LOJ>Q£, T J 
LOOiCB.T J 
LOOOE. T J 
LODCE.T J 

LODOE.T J 
LOQAH, J A 
L□COI^^. 0 

loker.h k 

LOKEN.M K 

LOMAX. F 
LONO.R L 
LONO. R L 
LOW.D Q 
LONOiD 0 

LQNgUEY.M V 
LORD.P F 
LOSH.L L 
LOTTES. F A 

loveuoy.c a 

LOVELADYiJ M 

lowewtein.r 
LOWENSTEIN. R 
LOUERRE.R W 
LOWERRE.R U 

lohi.t j 

LUCAS.A M 
LUCAS. S 
LUEBBERS. T A 

lueske.e a 
LUEBKE.E A 
LUE8KE. E A 
LUEBKE.E a 
LUEBKE.e A 
i-UEBKE, E A 

luebke. e a 

LUEBKE.E A 
LUEBKE.E A 
LUEBKE.e a 
LUEBKE. E 

LUEBKE.E A 
LUEBKE.E A 
LUEBKE, E A 
LUEBKE.E A 
LUEBKE.E A 

LUEBKE.E A 
LUEBKE. e A 
LUEBKE. E A 
LUEBKE.E A 
LUEBKE.E A 

LUEBKE. E A 
LUEBKE. e A 
LUEBKE.E A 
LUEBKE.E A 

lueoecke.a r 

LULL.R J 
LUNDVALL. A E 
LUNDVALL.A E 
LUHDVALL.A E 
LUHDVALL.A E 

LUNOVALL.A E 
LUNDVALL.A E 
LUNDVALL.A E 
LUNDVALL. A E 
LUNDVALL.A E 

LUTKEN.D C 
LUTONi E* 

LUTON/E 
LUTON. E. 

LUTON. E. 

tUTON. E 
LUTON. E 

LU2A,>LV. 

LYNCH. 0 D. 

LYON.P M 
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7907270357 

NUREO 


7905240084* 

HASTE MOT 

7907260S26* 

50-301 

0 

7907180765 

50-320 

P 

7907110733 

50-522 

0 

7907090009 

50-522 

0 

7907120249 

50-295 

T 

7907120201 

50-295 

T 

7907300104 

50-295 

T 

7907310490 

CONTRACT 

7907310109* 

50-116 

Q 

7907100382 

90-320 

H 

7907200290* 

50-201 

0 

7907310136* 

50-302 

U 

7907180134 

NUREO 


7907230345* 

50-295 

0 

7907110021* 

50-346 

p 

7907060514# 

50-346 

0 

7907130513 

50-346 

0 

7907J305I5* 

50-346 

0 

7907130521# 

50-346 

0 

7907250240* 

XPORTLIC 


7907260452 

FOIA 


7907240594 

PRM 


7907190608 

PR 


7907130524 

40-3453 


7907020107 

50-320 

p 

7907130284 

50-320 

p 

7907100487* 

30-29 

s 

7907100500# 

50-29 

8 

7907190312 

HASTE MOT 

7907110024 

PR 


7907260530 

50-320 

P 

7907060245 

RES 


7907300497* 

50-201 

I 


7907 230 5B6» 

7907a00532» 

7907300427f 

7907190302 

7907020002 

79070201 32 
7907190780 
7907190397 
7907050S44 
7907250070 
7907030251 
7907030189 
7907120121 
7907250105 
7907250146 

7907250001 

7907250092 

7907250135 

7907250162 

7907120412 

7907120364 

7907160138 

7907230540 

7907120380 

7907160151 

7907190606 

7907190594 

7907190853 

7907230592 

7907230526 

7907230574 
7907270321 
7907250174 
7907300153 
7907300180# 
7907310073 
7907100033 
7907100021 
7907200481 
7907300091 

7907300124 
7907030288 
7907170062 
7907190222 
7907310390 

7907050346 
7907060342 
7907060246 
7907190373 
7907130207 

7907190631 
7907180630 
7907190281 
7907020163 
7907190263 


COMMISSION 
50-201 I 
50-201 I 
HASTE HOT 
50-466 0 

FOIA 

REGOD 

71-9070 

50-358 0 

70-2623 

70-2623 

70-2623 

70-2623 

70-2623 

70-2623 

70-2623 
70-2623 
70-2623 
70-2623 
50-329 T 

50-329 T 
50-329 T 
50-329 T 
50-329 T 
80-329 T 

50-329 T 
50-329 T 
50-329 T 
50-329 T 
50-329 T 

50-329 T 
50-329 T 
50-329 T 
50-329 T 
FOIA 
PR 

50-317 Q 
50-317 Q 
50-317 0 

50-317 Q 

50-317 Q 
50-317 Q 
50-317 P 
50-317 P 
50-317 P 

50-416 A 
50-295 Q 
50-456 0 

50-434 Q 
50-70 0 

50-70 0 

50-133 0 

NUREO 
50-320 P 
PRM 


MACARTHUR.T C 
MACARTHUR. T C 
MACDDUGALL.E A 
HACDOUOALL. E A 
MACOOUOALL.E A 

MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 

MACDONALD, C E 
MACDONALD. C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 

MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, D C 

MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 

MACDONALD. C. E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E. 

MACDONALD, C E 
MACDONALD, C E 
MACDONALD. C E 
MACDONALD, C E 
MACDONALD, C E 


7907200234# 

7907100573 

7907300353 

7907310-175 

7907310106 

7907030166# 

7907240500# 

7907260364# 

7707260346# 

7907260420# 

7907090432# 

7907260396# 

7907960353# 

7907110709 

7907060021 

7907050227 
7907050232# 
79070601 13 
7907090031 
790710060D 

7907100613 

7907100619 

7907100621 

7907100623 

7907100634 

7907100641 

7907110621 

7907060067 

7907060060# 

7907060070 

790706007 1 # 

7907110034 

7907110149 

7907110101# 

7907110419 


70“27 

90-320 H 
90-S66 f- 
90-282 r 
SO-IO r 

71-219 
71-110 
7 1 -U09 
71-74 
71-194 

50-263 P 
7 1 - 1 96 
71-39 
71-99 
7 1 -9070 

71-6244 

71-6244 

71-9 

71-6104 

71-6400 

71-3490 

71-9074 

71-9010 

71-90B1 

71-6370 

71-6642 
71-S026 
7 1 -32B 
71-320 
71-329 

7I-3B5 

71-6279 

71-327 

71-327 

71-96 


MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E. 


7907130000 71-9 

7907130003 71-67 

7907160220 71-54 

7907180717 71-6601 

7907190024 71-S026 


MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD. C E 
MACDONALD, C E 


7907110200 7t-J16 
7907110410 71-240 
7907110464 71-264 
7907110472 71-190 
7907110476 7 1 -IB? 


MACDONALD. C. E 
MACDONALD. C E 
MACDONALD, C E 
MACDONALD. C E. 
MACDONALD. C E 

7907020480 

7907060507 

7907090436 

7907090447 

7907090454 

71-102 

71-6144 

71-6574 

71-6200 

71-9001 
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MACDONALD. 

c 

E 

7907240566 

71-134 

MACDONALD, 
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c 

E 
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c. 
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c 

E 
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c 

E 
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E 
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E, 
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c 

E 
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c 

E 

7907240303 
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MACDONALD, 

c. 

E 
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71-2S0 

MACDONALD. 

c 

E 

7907240390 

71-6697 






MACDONALD. 

c 

E 

7907240394 

71-5900 

MACDONALD. 

c 

E 

7907230616 

71-252 

MACDONALD. 

c 

E 

7907240407 

71-5901 

MACDONALD. 

c. 

E 

79D723D620 

71-316 






MACDONALD. 

c 

E 

7907230359 

71-136 

MACDONALD. 

c 

E 

7907240439 

71-9017 

MACDONALD. 

c. 

E 

7907230369 

71-163 

MACDONALD. 

c 

E. 

7907240458 

71-9022 

MACDONALD, 

c 

E 

7907250374 

71-177 

MACDONALD. 

c 

E 

7907240475 

71-5760 






MACDONALD. 

c 

E. 

7907240483 

71-9001 

MACDONALD. 

c 

E 

7907180795 

71-3450 

MACDONALD. 

c, 

E 

7907240494 

71-6280 

MACDONALD. 

c 

E 

7907180008 

7 1 -908 1 






MACDONALD. 

c 

E 

7907180081 

71-49B6 

MACDONALD, 

c. 

E. 

7907240501 

71-6337 

MACDONALD. 

c 

E 

7907180032 

71-9044 

MACDONALD. 

c 

E 

7907250280 

71-5910 

MACDONALD. 

c 

E 

7907180037 

71-5364 

MACDONALD. 

c 

E. 

7907310142 

71-6374 






MACDONALD, 

c 

E 

7907310162 

71-9033 

MACDONALD. 

c. 

E 

7907100047 

71-6601 

MACDONALD, 

c 

E. 

7907230244 

71-5908 

MACDONALD, 

c. 

E 

7907100855 

71-9070 






MACDONALD. 

c. 

E 

7907100065 

71-6337 

MACDONALD. 

c. 

E 

7907260539 

71-6144 

MACDONALD. 

c. 

E 

7907100917 

71-9001 

MACDONALD. 

G 

E. 

7907190601 

71-304 

MACDONALD, 

c. 

E 

7907100910 

71-6144 

MACDONALD. 

c 

E 

7907190604# 

71-304 






MACDONALD. 

G 

E. 

7907190610 

71-306 

MACDONALD. 

c. 

E, 

7907190002 

71-9113 

MACDONALD. 

c 

E. 

7907190613* 

71-306 

MACDONALD. 

c. 

E 

7907200239 

71-4906 

MACDONALD, 

c 

E 

7907230096 

71-319 

MACDONALD. 

c. 

E. 

790723001? 

71-216 

MACDONALD, 

c 

E. 

7907230099* 

71-319 

MACDONALD. 

c 

E 

7907230023# 

71-216 

MACDONALD. 

c. 

E 

7907230104 

71-294 

MACDONALD. 

c. 

E, 

7907230030 

71-217 

MACDONALD. 

c 

E. 

7907230111* 

71-294 






MACDONALD. 

c. 

E 

7907230113 

71-284 

MACDONALD. 

c 

E 

7907230036* 

71-217 






MACDONALD. 

c. 

E 

7907230042 

71-225 

MACDONALD, 

c 

E 

7907230120* 

71-284 

MACDONALD. 

c 

E 

7907230047* 

71-223 

MACDONALD, 

c. 

E 

7907230126 

71-320 

MACDONALD. 

c. 

E. 

7907230692 

71-162 

MACDONALD, 

c 

E 
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71-320 

MACDONALD. 

c. 

E 
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MACDONALD, 
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. E 
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MACDONALD. 
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.E 

7907240009 

71-13 






MACDONALD. 

c. 

E 

7907240014* 

71-13 

MACDONALD, 

c 

E. 

7907230262 

71-314 

MACDONALD. 

c. 

.E, 

7907240010 

71-218 

MACDONALD. 

c. 

E. 

7907230266* 

71-314 

MACDONALD. 

c. 

.E 

7907240023* 

71-210 

MACDONALD. 

c, 

E, 

7907230269 

71-307 

MACDONALD, 

c. 

. E 

7^07240020 

71-219 
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E 
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Q 
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0 
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8 

MADSEN. 0 L 


7907030177 

30-290 

s 

MADSEN, 0 L 


7907030101 

90-285 

8 

MADSEN. © I 


7907030103 

S 0-267 

S 

MADSEN* © L 


7907030216 

50-313 

8 

MADSEN.© t 


7907030223 

50-290 

0 

MADSEN.© L 


7907030224 

50-205 

a 

MADSEN. © U 


7907030226 

50-267 

8 

MADSEN,© U 


7907130307 

50-313 

a 

MADSEN. © L. 


7907130325 

50-290 

s 

MADSENr© L 


7907130327 

50-209 

8 

MADSEN.© L 


7907130330 

90-267 

s 

MADSEN.© L 


7907240271 

30-313 

0 

MADSEN,© L 


7907180669 

90-313 

s 

MADSEN,© L 


7907 1 0067 1 

90-298 

3 

MADSEN. © L 


7907100674 

50-289 

8 

MADSEN, 0 L, 


7907100677 

50-267 

a 

MAHLER, H R 


79072A03S7 

50-330 

0 

MAJOR. R, K 


7907110324 

50-320 

0 

MAKEf>EACE» J 

M 

7907200401* 

50-247 

3 

MAKEPEACE. J, 

M 

7907240397* 

50-247 

9 

MAKEPEACE, J 

H 

7907300293* 

50-2‘47 

e 

MALARQ, J C. 


7907060200 

WASTE MOT 

MALARO.J C 


7907190505 

WASTE MOT 

MALARO.iJ C 


7907190293 

WASTE MOT 

MALET, E. I 
MALLET, R A 


7907190076 
7907060094 * 

FOIA 

coMMissroN 

MALKROSrM N 


7907300I35* 

50-344 

Q 

MAMIYA. 3 
MANCINI, D 


7907100860 

7907250291# 

XPORTLIC 

50-10 

8 

MAMDLER, J W 
MA HOLER. J H 

MAHEy.M M 
MANGUSI, J 
MAN0U3J. J 
MANHUSEN, C 
MAHJUBSENi C 

MANN. J ft. 
MANNING, J P 
manry, m 


7907190691 

7907310320 

7907300149 

7907120316 

7907120112 

7907300294 

7907300304 

7907260617 

7907110010 

7907110482* 

RE8 

RES 

FOIA 

70-1375 

70-1379 

XPORTHC 

XPORTLIC 

pRrt 

Pfi 

50-321 

8 

MANRY. M 


7907110478 

50-321 

0 

MANRY. M 


7907110491* 

50-321 

& 

MANRY. n 


7907110506 

90-366 

3 

MANRY, M 


79071 10400 

50-366 

B 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEODRY 

MANRY. M 

79O7U0SB8 

50-366 

0 

MANR Y, M 

7907020240 

50-366 

0 

MANRY. M 

7907020259 

50-366 

6 

MANRY, H 

7907020283 

50-366 

6 

MANRY. M 

7907020302 

50-366 

8 

MANRY, M 

7907030194 

50-366 

S 

MANRY, M 

7907090360 

50-366 

S 

MANRY. M 

7907050372 

50-366 

0 

MANRY, M 

7907060234 

50-321 

n 

KANRY, M 

790706Q346 

30-321 

s 

MANRY. H 

7907090330 

50-366 

0 

MANRY. M 

7907060305 

50-366 

8 

MANRY, M 

7907090336 

50-366 

s 

MANRY. M 

7907090373 

50-321 

8 

MANRY, M 

7907100350 

50-321 

R 

MANRY. M 

7907100369 

50-321 

8 

MANRY, M 

7907170133 

50-321 

s 

MANRY, M 

7907170214 

SO-321 

0 

MANRY, M 

7907170100 

50-366 

8 

MANRY rM 

79071B0498 

50-321 

S 

MANRY. M 

7907100545 

50-366 

B 

MANRY, M 

7907170220 

50-321 

R 

MANRY. M 

7907190564 

50-366 

R 

MANRY, M 

7907170089 

80-366 

B 

MANRY, M 

7907170206 

50-321 

S 

MANRY, M 

7907170316 

50-366 

S 

MANRY. M 

7907230400 

50-366 

s 

MANRY, M 

7907170096 

50-321 

8 

MANRY, M 

7907170007 

50-321 

8 

MANRY, M 

790723D535 

50-321 

B 

MANRY. 11 

7907230477 

30-366 

a 

MANRY. M 

7907230546 

50-366 

8 

MANRY. M 

7907230467 

SO-366 

B 

MANRY, fi 

7907240224 

50-366 

a 

MANRY. M 

7907230516 

50-366 

s 

MANRY. M 

7907260799 

50-366 

S 

MANRY. M 

7907260024 

50-366 

B 

MANRY. M 

7907260840 

50-321 

0 

HANSER, M C 

7907130132* 

70-143 


MANSER. W C 

7907090360 

70-143 


MANSER. W C 

7907160247 

70-143 


MANSER, W C 

7907130121* 

70-143 


MANSER, W C 

7907230619* 

70-143 


MARCHAL. J 

7907030196 

XPDRTLIC 


MARCHAL, J 

7907120047 

XPORTLIC 


MARCHAL, J 

7907110701 

XPORTLIC 


MARlANliL P 

7907090226* 

NURE© 


MARK.J C 

7907230714 

ACfiS 


MARKEV, A K 

7907130009 

30-295 

0 

MARKOWSKI,R 8 

7907130230# 

50-387 

Q 

MARRACK, D 

79071 105S8 

50-466 

0 

MARTIN, D E 

7907030140 

FOIA 


MARTIN, r D 

7907190152* 

50-358 

© 

MARTIN. N D 

7907190717 

PR 


MARTIN. T J 

7907300971* 

50-311 

8 

MARTIN, T J 

7907230008* 

50-311 

Q 

MARTIN. T J 

7907050443 

50-354 

Q 

MARTIN. T J 

7907180114 

50-354 

Q 

MARTIN, T J 

7907160144 

50-354 

© 

MARTIN. R A 

7907300527 

RES 


MARTIN, W 0 

7907050047 

70-262S 


MARTIN. W 0 

7907130031* 

70-1100 


MARTIN. M. © 

7907130160* 

50-104 

0 

MARTIN. W 0 

7907100709* 

70-820 


MARTIN, H 0 

7907250S24# 

FOIA 


MARTIN. W 0 

7907240296 

70-33 


MARTIN, W © 

7907200405 

70-020 


MARTIN. W 0 

7907130003 

70-1100 


MARTIN. W 0 

7907130156 

50-104 

Q 

MARTIN. W 0 

7907100604 

70-820 


MARTIN. R D 

7907090130* 

50-335 

Q 

MARTIN. R D, 

7907130359* 

50-327 

0 

MARTIN. R D 

7907270043* 

50-364 

Q 

MARTIN. R 0 

7907240070* 

80-250 

Q 

MARTIN, R D 

7907180244* 

50-366 

Q 

MARTtNiR D 

7907230039* 

SO-33B 

0 

MARTIN. R D 

7907230740* 

50-330 

Q 

MARTIN. R D 

7907130490* 

50-330 

Q 

MARTIN, R D 

7907300037* 

50-261 

Q 

MARTIN, R D 

7907240104# 

50-250 

Q 

MARTIN. R D 

7906200127* 

50-269 

Q 

MARTIN, L E 

7907110693* 

50-445 

0 

MARTIN. L, E 

7907110612* 

50-498 

0 

MARTIN, L. E 

7907110418* 

50-302 

0 

MARTIN. L B 

7907110620* 

50-482 

0 

MARTIN, L E 

7907250510* 

50-445 

0 

MA8BEN0ALE.E W 

7907020143 

FOIA 


MASSE. R E 

7907270407* 

50-315 

Q 



PERSONAL AUTHOR INDEX 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

MASSEiR e 

79073000P2# 

30-313 Q 

HASSIEi H W 

7<?07120103 

RES 

HASSIEiH u 

7907120107 

RES 

MAB5IE. H W 

7907120131 

RES 

KASBIErM N 

7907120130 

RES 

MASSIEiH H 

7907120126 

RES 

massie.h w 

7907120123 

RES 

MASSIE.H VJ 

7907120076 

REB 

massie.h w 

7907120119 

RES 

MASSIE.H W 

7907120109 

RES 

massicot, p 

7907190394 

WASTE MOT 

MASTBAUMi D 

7907180297 

30-592 0 

maters, B R 

7907170072 

30-341 A 

MATHEWS, D H 

7907050024 

FDIA 

MATHEWS. R D 

7907260990 

PR 

MATHEWBi e r 

7907300492 

50-308 Q 

MATHEWS, E R 

7907050307 

90-305 B 

HATHEWB, E R 

7907090201 

50-309 B 

MATHEWS, E R 

7907090309 

50-305 B 

MATHEWS. E R 

7907130436 

50-305 R 

MATHEWS. E R 

7907170001 

30-305 B 

MATHEWS, E R 

7907170022 

90-303 S 

MATHEWS, E R 

7907190999 

50-309 P 

MATHEWS, e R 

7907300394 

90-303 F 

MATHIS, C U 

79071 10909 

50-293 8 

MATHIS, C, J 

79071 60324« 

50-293 8 

MATHIS, C J 

7907170191 

30-293 B 

MATHIS, C J 

79071 90529 » 

30-293 S 

HATHISrC J 

7907200279 

30-293 e 

mathib, C J 

7907240297 

30-293 8 

MATHIS, C J 

7707190300 

50-293 8 

MATHIS. C J 

7907190383 

50-293 S 

MATIN, U A 

7907100091 

30-320 P 

MATSON, yf 

7906140602# 

XPORTLIC 

MATSON, V 

7907120332 

XPORTLIC 

MATSON, V 

7907100963 

XPORTLIC 

MATSON, V 

79072900S3 

XPORTLIC 

MATSON, V 

7907100093 

XPORTLIC 

MATSON, V 

7907230046 

XPORTLIC 

MATSON. V 

7907230092# 

XPORTLIC 

MATSON, V 

7907310301 

XPORTLIC 

MATTHEWS, e R 

7907100921 

30-305 P 

MATTHEWS, P 

7907110194 

30-320 P 

MATTIMQE, J J 

7907090347# 

30-312 0 

MATTIMQE. J J 

7907090392# 

50-312 0 

MATTIMQE, U J 

7907090390# 

90-312 0 

MATTIMDE, J J 

7907090341# 

50-312 Q 

MATTIMDE, s) 0 

7907090377 

30-312 0 

MATTIMDE. J J 

7907020471 

30-312 0 

MATTIMDE, J vl 

7907090219 

30-312 F 

MATTIMDE, J J 

7907090317 

30-312 P 

HATTIMOE. J J 

7907300300 

90-312 F 

MATTIMDE, 0 J 

7907170000 

90-312 P 

MATTIMOE. J J 

7907300400 

30-312 Q 

MATTIMDE, J J 

7907250391 

50-312 P 

MATTIMOE, J 

790/260799 

30-312 8 

HATTIMOE, J J 

7907270100 

30-312 S 

MATTIA, M J 

7707890130# 

CONTRACT 

MATTIA, M J 

7907090274# 

CONTRACT 

HATTIA.M ^ 

7907260097# 

CONTRACT 

MATTIA, M J 

7907260934# 

CONTRACT 

MATTIA, M J 

7907190062# 

CONTRACT 

MATTIA, M J 

7907100720# 

CONTRACT 

MATTIA, M J 

79Q7130073X 

CONTRACT 

HATTIA.M J 

7907260001# 

CONTRACT 

MATTIA, M U 

7907300910# 

CONTRACT 

HATTIA.M J 

7907260701# 

CONTRACT 

MATTIA, M B 

7907270091# 

CONTRACT 

HATTIA.M J 

7907270034 

CONTRACT 

HATTIA.M J 

7907290994# 

CONTRACT 

HATTIA.M J 

7907270029# 

CONTRACT 

HATTIA.M J 

7907260027# 

CONTRACT 

MATTIA, J. 

7907110703# 

50-471 Q 

MATTIA, v) 

7907230444# 

50-392 a 

MATTIA, J. C, 

7907240222# 

30-443 0 

MATTSON, R J 

7907030063# 

FOIA 

MATTSON, R J 

7907030005* 

FOIA 

MATTSON, R U 

7907180742 

30-269 P 

MATTSON, R J. 

7907030133 

30-320 P 

MATTSON, R. J 

7707020490 

FOIA 

MATTSON, R J. 

790706002 3 

90-320 P 

MATTSON, R J 

7907U025B 

50-320 P 

MATTSON, R J 

7907190099 

30-320 H 

MATTBON, R J 

7907090223 

NUREO 

MATTSON, R J 

7907130303 

50-320 P 

MATTSON, R si 

7907190260 

30-320 P 

MATTBON. R J. 

7907960700 

30-320 P 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

MATTSEN, C R 

7907160301# 

70-2623 


MATTBON, R J 

7907020064 

50-320 

P 

MATTBON. R J 

7907310064 

30-320 

P 

MAURA, F A 

7907 1 B0627# 

50-350 

0 

MAXWELL. 0 F 

7907230746# 

30-436 

0 

MAYBERRY, W E 

7907260IB7 

PR 


MAYER, L 0 

7907090420 

30-263 

P 

MAYER, L D 

7907030340 

50-263 

0 

MAYER. L 0 

7907030300 

50-202 

s 

MAYER. L 0 

7907050404 

50-2aa 

8 

MAYER, U O 

7907100610 

50-263 

F 

MAVER. L 0 

7907 1 30469 

30-202 

8 

MAYER. L 0 

7907160346 

30-202 

S 

MAYER, L 0 

7907 1 7000 1 

30-263 

R 

MAYER, L 0 

790719051 1 

30-202 

R 

MAYER, L 0 

7907 1 9021 1 

50-202 

P 

MAYER, U 0 

77073 103B1 

50-263 

F 

MAYER, L 0 

7907310300 

S 0-202 

F 

HAYWARD. C D 

7907190649 

PRM 


MAZETIS.O R 

7907300437 

50-346 

P 

MCALLISTER, R N 

7907190676 

50-272 

0 

MCAVOy, J F 

7907130479# 

50-346 

P 

MCAVOV, J F 

7907130474# 

S 0-346 

P 

MCDREARTY. R, A 

7907270301# 

SO -280 

0 

MCCA9E, E C 

7907230479# 

50-220 

Q 

MCCABE, C C 

7907200420# 

SO-57 

0 

HCCOOIRE.P J 

7907860606 

50-293 

s 

MCCOlflRE.P J 

7907260695 

50-293 

8 

MCCKENZIE.V V 

7907020003 

50-592 

0 

HCCLANAHAM.H H 

7907060376 

70-27 


MCCLAIN, C M 

7907250354# 

SO-219 

R 

MCCLELLAN, C K 

7907190130# 

50-498 

H 

MCCLINTOCK. R 

7907110664# 

40-79B3 


MCCLURE, L W 

7907JB0134 

NUREO 


HCCLUNO, R W 

79071904BB 

NUREO 


MCCONNELL, E R 

7907300444# 

50-201 

I 

MCCOOL. W D 

790730O2O6# 

FOIA 


MCCQDL. W 0 

7707300216# 

FOIA 


MCCORKLE.O W 

7 9 07090 091 

70-143 


MCCORKLEtO W 

7907060042 

70-2623 


KCCORKLEiO W 

7907060193 

70-27 


MCCORRLE.O W 

7907100661 

70-754 


MCCORKLE, 0, W 

7907110593 

70-135 


MCCORKLEiO W 

7907110600 

70-734 


MCCDRKLE.O W 

7907090134 

70-754 


NCCRELE88, T 0 

7907090438 

50-320 

P 

HC CULL UGH, R W 

7907230511# 

71-6501 


MCDERMOTT, R J 

7907260029* 

OA999 


MCDIARMID.R C 

7907110343* 

50-416 

M 

MCDIARMID.R C 

7907110337* 

50-416 

H 

MCOIARMID.R G 

7907110320* 

30-416 

M 

MCDXARMID.R C 

7907030290 

30-416 

0 

HCDIARNID.R C 

7907050299 

30-416 

M 

MCDONALOrJ R 

7907260127* 

50-445 

U 

MCDONALD, K U 

7907170815 

PR 


MCDOWELL, H 

790706000B 

30-402 

0 

MCDOWELL. 9 |l 

7907870240 

50-329 

R 

MCDDWELL-BOYER 

7907300208 

RES 


MCDUFFIE, M A 

7907100133 

50-400 

0 

MCDUFFIE, M A 

7907190190 

30-400 

0 

MCDUFFIE, M A 

79071 90S 33 

50-400 

Q 

MCDUFFIE, M A 

7907310804 

30-400 

0 

MCDUFFIE, M A 

7907030497 

30-400 

A 

MCDUFFIErM. A 

7907260460 

30-400 

A 

MCELROY, W N 

7907270337 

NUREO 


MCFARLAND. J C 

7907030377 

QA999 


MCFARLAND, C R 

7907240129# 

30-327 

Q 

MC CARRY, J M 

7907300090 

70-2623 


mcoarry, j M 

79070601 1 1 

71-6690 


MC CARRY, J M 

7907130217 

70-2623 


MCOARRY, J M 

7907060050 

70-2623 


MCOARRY, J M, 

7907060063* 

70-2623 


mcoarry, J M 

7907060065# 

70-2623 


MCOARRY, J M 

7907130088 

70-2623 


MCOARftY. J M 

7907130094# 

70-2623 


MCOARRY, J.M 

7907130090* 

70-2623 


MCOARRY, J M, 

7907160216 

70-2623 


MCOARRY, J « 

7907160220* 

70-8623 


MCOARRY, J M, 

7907160283* 

70-2623 


MCOARRY. J, M 

7907160232 

70-2623 


MCOARRY, J M 

7907160235# 

70-2683 


MCOARRY, J M 

79071 60230# 

70-2623 


MCOARRY, J. M 

7907130042 

70-2623 


MCOARRY, J.M 

79070200 1 9 

70-2623 


MCOAUOHYrR W 

7906200512 

50-320 

P 

MCOAUOUYvR VI 

7907 U 0696* 

50-307 

Q 

MCOAUOHYrR W 

7907110703* 

50-471 

Q 

MCOAUOHY, R, 

7907230444* 

50-352 

Q 


412 
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ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

KCOAU^HV.R W 

77070S0527i* 

50-423 

0 

MCOAUfiHYi R. U 

79070304 YS» 

50-363 

0 

RCOAUGHY/R 

79073003S5» 

50-410 

Q 

WCOAUOHY. R. U 

79071 A0238# 

50-412 

0 

hCOAUQHYiR 

79G7200503# 

50-387 

0 

MCGAUGHViR M 

79071 1001 3j» 

50-423 

0 

MCGAUGHY.H U 

7907240222# 

50-443 

o 

MCjJAUQHYiR W 

7907120234 

50-320 

H 

HCGINNESS^J A 

7907120234 

80-320 

H 

MCGRATH. E J 

7907060124 

PRDJ 


MCGRATH. P E 

7907160266* 

50-320 

H 

MCOR£H. J U 

7907lfl0830 

71-258 


MCORCGDR, E U 

7907180852 

SECY 


MCOREOOR.E U 

7907230105 

lOCFR 


tlCOUlRErP J 

7907160315 

90-293 

6 

rfCGUlRE. P J 

7907200309 

50-293 

9 

MCGUIRE. P J 

7907200251 

30-293 

B 

MCGUIRE. P J 

7907190522 

50-293 

S 

MCGUIRE, P J 

7907260738 

50-293 

9 

MCGUIRE. P J 

7907260667 

50-293 

3 

MCGUIRE. P J 

7907300310 

30-293 

8 

MCGURREM.H J 

7907050204 

50-376 

0 

HCGURREN.H J 

7907050476 

50^302 

G 

MCGURREN.H J 

79071S0206 

30-382 

0 

MCGURHEN.H J 

7907180S79 

50-382 

0 

MCHENRY. H 

7907100709 

50-574 

0 

NCHEWRV, 7 

7907020103* 

50-302 

Q 

MCHENRY, T G 

7907020145# 

50-302 

Q 

MCHENRY, T J 

7907020069# 

50-302 

Q 

MCHENRY, T J 

7907270053# 

50-261 

G 

MC INGOE, D H 

7907090349 

50-J70 

P 

MClNNlSiE L 

7907050510* 

71-209 


MClNNie, E L 

7907050504 

71-209 


MCKEOWNrL H 

7907100234 

30-320 

H 

MCKIBDEH, J C 

79070S0322 

50-166 

8 

MCKINLEY. J L 

7907110248 

50-320 

0 

MCKINLEY. J C 

7907110011 

50-320 

0 

MCKINLEY. J C 

7907190129 

50-409 

Q 

MCMULLEN. P R 

7907060516 

50-522 

0 

MCMULLEN. R O 

7907 JO 0690 

50-410 

A 

MCNElLLfW H 

7907130213# 

0A999 


MCNEILL, H H 

7907130292 

71-6690 


MCNULTY r A 

7907250121 

CONTRACT 

MCPHERSDN.fi B 

7907110235* 

70-364 


MCPHERSON, R B 

7907310620 

RES 


MCPHERSON, 0 D 

7908240950 

REVIEW GRP 

MCPHERSON, G. D 

7907050335 

REVIEW GRP 

MCWHORTER, R J 

7907130109 

REOOD 


MCWHORTER, fi J 

7907130030 

REGOD 


MEAD, £ 

7907260128* 

50-596 

0 

means, 0 B. 

7907060510 

50-522 

0 

MEANS, D 8 

7907190318 

50-522 

0 

MEANS, 0 B 

7907190324# 

50-522 

0 

MECH, 8 J 

7907190341 

NUREO 


MECKELBURGifi 

7907240886 

PRM 


ME GROW. L K 

7907250127 

CONTRACT 


MEDROH. L A 

7907100723 

CONTRACT 


MEGROW.L A 

7907130061 

CONTRACT 


MEDJIDW. L, K 

7907260024 

CONTRACT 


MEDROU. L, A 

7907270027 

CONTRACT 


MEHNEfi,A 8 

7907300057 

NUREO 


riElERATTO.L E 

7907180353 

PR 


MElEROTTOcL E 

7907130404 

50-592 

D 

ME IBS, R L 

7907180720 

PHOJ 


MENCZER. W B 

7907240282 

CONTRACT 


MENCZER, W D 

7907260653 

CONTRACT 


MENDOZA, A A 

7907260243 

PR 


PENNING, xJ E 

7907260526# 

50-301 

0 

MENNlNOi J E. 

7907270133* 

50-263 

0 

MENNIHO, J E 

7907310222* 

50-358 

0 

MERTflMAN, N S 

7907130043 

PR 


MEB&ON.A 

7907100607 

40-8690 


MER80N.8 D 

7907230271 

50-317 

R 

MERSON, S. D 

7907230274# 

50-317 

R 

MERTZ,J M. 

7907060137 

71-310 


MEBTZ,U M 

7707300833 

71-310 


WeSLER/R B. 

7907270151 

50-J4B 

R 

MEYER. R A 

7907190391 

NUREO 


MEYER.G A 

7907260564 

50-320 

P 

MEYERS. G W 

7907120718 

50-320 

P 

heyeH, m 

7907110125 

90-471 

0 

MEYER, M B 

7907090467 

90-471 

0 

MEYER, M B. 

7907100017 

50-471 

0 

MEYER ,« B, 

7907 J 80824* 

90-471 

0 

MEYER, M B. 

7907190643 

50-471 

0 

MEYER, M B. 

7907190691* 

50-471 

0 

MEYERS, 8. 

79071 90 J 80 

MABTE MOT 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MEYER, R □ 

7907J60118 

50-320 

P 

mAD,C C 

MICA, D A 

7907250208 

7906260590* 

NUREO 

50-250 

U 

MICHEL, C J 
MICHEL, C J 
MICHEL, C J 

Ml DORA, H J 

7907180763 

7907060134 

7907190384 

7907090213 

70-143 

70-143 

70-143 

30-272 

B 

MIDURA.H J 

7907160307 

50-272 

R 

MIERNICKI.M J 

7907200409* 

50-318 

8 

MIERNICKI.M J 

7907250290* 

50-317 

8 

H1ERNJCKI,H J 

7907860663* 

50-310 

8 

MIKUB.P J 

7907030294 

50-592 

0 

MILHOLLJN, 0 L 

7907050080 

50-272 

G 

MILLAR, F 
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□ 'REILLY, J P 
O'REILLY, J.P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 

O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 

O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 

□ 'REILLY. J P 
0 'REILLY. J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 

O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J. P 
O'REILLY.J P 
O'REILLY.J P 

O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REItLY.J P 
O'REILLY.J P 
O'REILLY.J P 

O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P. 

O'REILLY.J P 
O'REILLY.J P. 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 

O'REILLY. J, P 
O'REILLY.J P, 
O'REILLY, J, P 
O'REILLY.J P 
O'REILLY. J.P 

O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 
O'REILLY.J P 

O'REILLY.J. P 
O'REILLY.J P 
O'REILLY. J.P 
O'REILLY, J.P 
0' REILLY. P D. 

0 ' TOOLE. J. D. 

D' TOOLE, J D 
DAKEa. 0, L. 
ODERO.C R 
OB ERO. C. R. 

OQERO,. C. R 
OBERO.C n 
OBEHQtC. R 
OBERO.C R 
OEHLKERS) W O 


ACCESSION 

NUMBER 


7907310019 

7907310020 

7907310024 

7907310026 

7907310027 

7907310043 

7907310046 

7907110259 

7907110263 
7907 U 0266 
7907110269 
7907110874 
7907110277 

79071 0O27B 
7907180201 
7907180288 
7907180303 
7907180306 

7907100311 

7907180315 

7907180318 

7907180321 

7907180340 

7907180343 

7907180426 

7907180427 

7907100431 

7907180433 

7907100435 

7907180436 

7907180439 

7907180440 

7907100443 

7907180446 

7907180447 

7907100597 

7907310223 

7907310227 

7907310229 

7907310234 

7907310240 

7907310243 

7907310254 

79073 102 58 
7907310263 
7907310202 
7907310003 
7907240464 
7907240466 
7907240460 
7907240470 
7907240474 
7907840476 

7907240470 

7907240481 

7907240484 

7907240406 

7907240407 

7907240489 

7907240492 

7907240495 

7907240498 

7907310137 

7907310360 

7707310362 

7907310369 

7907310371 

7907310370 

7907310379 

7907310303 

7907310304 

7907310385 

7907310306 

7907310307 

7907310389 

7907310391 

7907240201 

7907250604 

7907050200 
7907160342 
7907190063 
7907100341 
79071 30 139» 

7907250408# 

7907310603# 

7907110628# 

7907250226# 

7907090362# 


BUDdECT 

CATEGORY 


50-250 0 

50-381 0 

50-416 Q 
50-395 0 

50-259 Q 
50-200 a 
50-404 0 

50-340 Q 

50-269 0 

50-302 Q 
50-250 Q 
50-416 Q 
50-395 Q 

SO-364 0 

50-400 Q 
50-413 0 

50-369 Q 
50-309 Q 

50-424 Q 
50-416 Q 
50-395 Q 
50-327 Q 
50-339 0 

50-437 <J 
50-348 O 
50-261 Q 
50-413 Q 
50-302 O 

50-250 G 
50-321 Q 
50-416 0 

50-395 G 
50-259 0 

50-280 0 

50-437 0 

50-269 a 
50-340 Q 
50-302 0 

50-261 Q 
50-269 Q 
50-250 3 

50-413 O 
50-321 Q 

50-416 3 

50-259 Q 
50-437 3 

50-338 3 

50-160 3 

50-530 3 

50-111 3 

50-406 3 

50-83 O 
50-124 0 

50-129 Q 
50-332 Q 
50-13 0 

70-824 
70-1201 

70*27 

70-1113 

70-143 

70-1432 

70-1319 

50-340 a 
50-261 Q 
50-269 Q 
50-413 Q 
50-302 0 

50-250 Q 
50-321 3 

50-416 3 

80-395 3 

50-395 3 

50-259 Q 
50-280 3 

50-437 3 

50-259 3 

TOPREP 

PR 

50-3 3 

50-340 P 
50-320 H 
50-402 Q 

50-402 Q 
50-402 O 
50-482 Q 
50-402 Q 
50-312 O 



PERSONAL AUTHOR INDEX 


417 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

OESTMANhfrH J 

7907260196* 

50''329 Q 

DESTMANNfH J 

790730032B* 

50-367 Q 

OESTMANN.H J 

7907100307* 

50-295 Q 

□KRENTi D 

7907S30714 

ACRB 

OHRENT, D 

7907260728 

50-320 T 

QLDHAMiW A 

7907050417 

50-201 R 

OLDHAM, M A 

7907170718 

50-201 R 

OLIVADOTI.J R 

7907030501 

71-192 

OLLERiR E 

7907090474* 

QA999 

OLLER.R E 

7907260158* 

QA999 

OLLER.R E 

7907090397 

QA999 

OLM3TEAD. W J 

7907180B10 

30-329 0 

OLMSTEAD.W J 

7907190602 

50-329 0 

DLMSTEAD.W J 

7907260131 

50-329 0 

OLSENiA F 

7907060116 

71-60Sa 

OLEHANi U 

7907250125 

50-309 P 

OLSHANi L 

7907180697 

90-247 P 

OLSHINSKI, J 

7907020329 

FOIA 

OLSHINSKI.J A 

7907020216 

50-320 P 

OLSON, N K 

7907190300 

WASTE MOT 

OLSDNiR C 

7907090215 

50-317 P 

OLSONiR C 

7907090222* 

50-317 P 

OL 8 ON 1 R E 

7907250204 

50-322 0 

ON,K V 

7907100700* 

CONTRACT 

ONCAVAOE, M P 

7907250184* 

50-230 U 

ONCAVAOE, M P 

7907250175* 

50^280 U 

□NBDORFF.K A 

7907100573 

50^-27a 0 

ON 8 DORFF.K A 

79071B05Q5* 

50-272 0 

ONBDORFFrK A 

7907240239 

90-272 0 

ON 8 DDRFF 1 K A 

7907240243* 

50-272 0 

DN 8 DDRFF, K A 

7907240342 

50-272 0 

0N8DDRFF, K A 

7907240350* 

30-272 0 

DNfiOORFF, K A 

7907200465 

80-363 A 

OPEKA. J F 

7907130333 

50-336 8 

OPEKArJ F 

7907230474 

50-336 0 

OPEKAiJ F 

7907100129 

50-336 8 

OPEKA, J F 

7907090304 

50-245 8 

OPEKA, J F 

7907090300 

90-245 0 

OPEKAiJ r 

7907I003BB 

50-336 0 

OPEKA, J F 

7907170008 

50-336 0 

OPEKA. J F 

7907170112 

50-336 0 

OPEKA, J F 

7907170224 

30-336 8 

OPEKA. J F 

7907100466 

50-336 n 

OPEKA, U F 

7907200256 

90-245 R 

OPEKA, J F 

7907260728 

50-245 e 

OPEKA, J F 

7907260309 

30-336 a 

OPLINQER.O 0 

7907030324 

XPORTHC 

DPLINQER,0 0 

7907060049 

XPORTLIC 

□PL1NQER,0 Q 

7907060051 

XPDRTLIC 

OPUINO£R,0 0 

7907060080 

XPORTLIC 

OPLINOER.O 0 

7907060262 

XPDRTLIC 

OPLINOER,0 0 

7907050245 

XPDRTLIC 

OPLINOER,© 0 

7907050248 

XPDRTLIC 

OPLINQERiO 0 

7907050252 

XPDBTLIC 

OPLINOER,0 0 

7907050314 

XPORTLIC 

OPLINQERrO 0 

7907060033 

XPDRTLIC 

OPLINOER.O 0 

7907060086 

XPORTLIC 

OPLINOER.O 0 

7907060253 

XPORTLIC 

OPLINOER.O 0 

7907060233 

XPORTLIC 

OPLINOER.O 0 

7907060239 

XPDRTLIC 

OPLINOER.O 0 

7907060091 

XPORTLIC 

OPLINOER.O 0 

7907030190 

XPORTLIC 

OPLINOER.O 0 

7907030320 

XPORTLIC 

OPUINOERiO 0 

7907050402 

XPORTLIC 

OPLINQER. 0, 0. 

7907060045 

XPORTLIC 

OPLINOER.O 0 

7907030310 

XPDRTLIC 

OPLINOER.O. 0 

7907110033 

XPORTLIC 

OPLINOER.O 0 

7907060440 

XPORTLIC 

OPLINOER.O 0 

7907130033 

XPORTLIC 

OPLINOER.O 0 

7907130058 

XPORTLIC 

OPLINOER.O 0 

7907130068 

XPORTLIC 

OPLINOER.O 0 

7907130074 

XPORTLIC 

OPLINOER.O 0 

7907130089 

XPDRTLIC 

OPLINQERiO 0 

7907100546 

XPDRTLIC 

OPLINOER.O. 0 

7907100530 

XPORTLIC 

OPLINOER.O 0 

79071 8067 5 

XPORTLIC 

OPLINOER.O 0 

7907180678 

XPORTLIC 

OPLINOER.O. 0. 

7907100909 

XPORTLIC 

OPLINOER.O 0. 

7907260191 

XPORTLIC 

OPLINOER.O 0 

7907260203 

XPORTLIC 

OPLINQERiO 0 

7907310134 

XPORTLIC 

OPLlNOERiO.O 

7907030108 

XPDRTLIC 

OPLINOER.O 0. 

7907100660 

XPORTLIC 

OPLINOER.O 0. 

7907180665 

XPORTLIC 

OPLINOER.O. 0. 

7907100668 

XPORTLIC 

OP LINGER I 0. 0. 

'?9071 90791 

XPORTLIC 

OPLINOER.O 0 

7907190797 

XPORTLIC 



ACCEBBIDN 

8 UDJECT 


AUTHOR 

NUMaER 

CATEOORV 

OPLINOER.O 0 

7907190830 

XPORTLIC 


OPLINOER.O 0 

7907190037 

XPDRTLIC 


OPLINOER.O 0 

7907190010 

XPDRTLIC 


OPLINOER.O 0 

7907100343 

XPDRTLIC 


DPUTNOER. 0 0 

7907190749 

XPDRTLIC 


OPLINOER.O 0 

7907190759 

XPDRTLIC 


DP LINGER. 0 0 

7907300005 

XPORTLIC 


OPLINOER.O 0 

7907300006 

XPORTLIC 


OPLINOER. 0 0 

7907100873 

XPORTLIC 


QREFFICE, P 

7907130085 

50-329 

T 

ORLOBKY. P M 

7907200400* 

50-57 

G 

DRNSTEtN. H 

7907130405* 

50-320 

P 

ORTLOFF, 0 D 

7907100749 

40-8 D64 


DST. F. 

7907110436* 

50-295 

8 

D 8 TI,A P. 

7907190146 

SO-320 

P 

OSTRANDERiF M 

7907240310 

50-344 

0 

OUZTB. J E 

7907160195* 

30-369 

Q 

QUZT 81 J E 

79D7100419 

50-320 

K 

OWSLEY. 0 F 

79a7H049l 

TOPREP 


OWrARBKI.P C 

7907170197 

NUREO 


PACHTiC 

7907090415 

XPORTLIC 


PACKiL S 

7907250304 

50-522 

Q 

PACK.O R 

7907240126 

NUREO 


PAOLIARO. J A 

7907100536 

50-320 

H 

PANCIERA. N 

7907240262* 

QA999 


PANETTA. L E 

7907180673* 

50-320 

U 

PAOLJNO. R J 

79 D7 180399* 

50-247 

Q 

PAPPAB. H 

7907110068 

50-10 

Q 

PAPPAS.H 

7907060007 

50-10 

Q 

PAPPAS. H. 

790711019B 

PRO 


PAPPAS. H 

7907120293 

□RG 


PAPPAS. H 

7907230421 

□RO 


PAPPAS. H 

7907060001 

QRO 


PAPPAS. H 

7907100487 

QRG 


PAPPAB. H 

7907130230 

50-10 

Q 

PAPPAB. H 

7907250343 

PRO 


PAPPAB. H 

7907270-293 

DRO 


PAPHOftTHtL 0 

7907060330* 

50-409 

8 

PARELL. M 

7907110443* 

50-237 

B 

PARIS. □ 

7907120003 

50-396 

T 

PARKER, W 0 

7907110560* 

50-269 

B 

PARKER. W. 0 

7907110537 

50-269 

8 

PARKER. H 0 

7907110552 

50-269 

8 

PARKER. W 0 

7907110448 

50-270 

8 

PARKER. W D 

7907110546 

50-269 

8 

PARKER. U 0 

7907110376 

50-269 

8 

PARKERiW 0 

7907110576 

50-269 

8 

PARKERiW 0 

7901 170150 

50-269 

P 

PARKER# W. 0 

7905240492 

S0-3B7 

Q 

PARKER# W a 

7907190533* 

70-2623 


PARKER# W 0 

7906200115 

50-269 

Q 

PARKER# W 0 

7905230543 

50-287 

P 

PARKER# W 0 

7907050277 

b 0-269 

Q 

PARKER. W D 

7907110627 

50-269 

Q 

PARKER# W 0 

7907110579* 

50-269 

Q 

PARKER. W 0 

7907100106 

50-269 

0 

PARKER# W 0 

7907070302 

50-369 

Q 

PARKER# W 0 

79071 9056 5 

50-369 

Q 

PARKER# W 0 

7907190750 

50-369 

Q 

PARKER# W 0 

7907180803 

50-269 

0 

PARKER# H 0 

7907160185 

30-369 

Q 

PARKER. W.O 

790719040? 

50-269 

0 

PARKER# W 0 

7907270378* 

30-369 

Q 

PARKER. W 0. 

7907260950 

50-269 

Q 

PARKER# W 0 

7907090342 

50-369 

S 

PARKER# W 0 

7907260058 

80-287 

a 

PARKER# W 0 

7907050312 

50-269 

F 

PARKER, W 0 

7907090262 

80-267 

8 

PARKER# W 0 

7907120559 

80-369 

K 

PARKER# W a 

7907 1 701 59 

50-269 

8 

PARKER# W.O 

7907100476 

50-269 

R 

PARKER# W D 

7907100405 

50-269 

8 

PARKER# W. D 

7907180502 

50-270 

a 

PARKER# W. 0 

7907190220 

50-269 

F 

PARKER, W 0 

7907190535 

50-269 

P 

PARKER# W 0 

7907200245 

50-269 

Q 

PARKER. M, 0 

7907230359 

SO-269 

B 

PARKER. M 0 

7907260734 

50-269 

P 

PARKER. W, D 

7907240290 

50-269 

8 

PARKER. W 0 

7907240332 

30-269 

8 

PARKER. H, 0 

7907250377 

50-369 

A 

PARKER. W 0 

7907300311 

50-269 

P 

PARKS, R L 

79071 10437* 

50-350 

Q 

PARKYN.U. 

79071 B0520* 

50-409 

R 

PARUER. W 

7907130396 

50-320 

Q 

PARR*a. 0. 

790-7050103 

50-330 

F 

PARRiO, D 

7907110625 

50-402 

A 
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accession 

SUBJECT 

AUTHOR 

NUMSER 

CATEOOftV 

PARR.D 0 

7907110201 

50-311 

A 

PARR.O 0 

7907110667 

50-339 

A 

PARR.Q D 

7907110679 

50-338 

P 

PARR.O 0 

7907190799 

50-397 

A 

PARR.O D 

79071 10704 

50-387 

A 

PARR, 0 0 

7907250564 

50-338 

P 

PARR.O D 

7907250571# 

50-338 

P 

PARR.O 0 

79072S0581* 

50-338 

A 

PARR.O D 

7907310463 

50-307 

A 

PARR, 0 D 

7907200248 

50-338 

P 

PARSONS. T M 

7907240338 

50-264 

H 

PARTLOM. J 0 

7907090093 

70-754 


PARTLDW. J C 

7907060199 

70-1131 


partlon. j g 

7907060206 

70-371 


PARTLOW. J 9 

7907060209 

70-143 


PARTLOW. J 0 

7907180228 

70-371 


PARTLOg. J C 

7907110431 

70-27 


PARTLOW. J C 

7907100696 

70-1113 


PARTLOW. J 0 

7907090231 

70-1151 


PARTLOW, J 9 

7907190156 

70-371 


PARTLOW. J Q 

7907230S97 

70-734 


PASSIAKOS. H 

7907300099 

NUREO 


pate. R J 

7907110725# 

50-361 

Q 

PATE. R J 

7907260978* 

50-361 

0 

PA TON. W D 

7907190398 

50-389 

0 

PATTERSON. 0 K 

7907170204 

NUREO 



PATTI, F J 
PAUL, J 
PAUU.L 
PAUL.R 
PAUL, R A 


790ia 1023a* 50-397 A 

79071908A9 pj? 
7907250562* FQIA 
7907B30619* C0KM18S1DM 
7707100335 50-320 H 


PAULUS, T J 
PAULUSrR C 
PAULUS, R C 
PAULUS, R 
PAULUS, R C 


7907120070 

79O7O3OJI0 

7907120162 

7907170153 

79072-10340 


RES 

50-320 S 
30-320 s 
50-320 S 
50-320 S 


PAVINCICH, W M 
PAVLIC, J H 
PAVNe,H ft 
PECK.S 0 
PEEPLES, M 


7907250382* 50-3J 1 

790705Q017 fOlA 
7907300306 RES 
790727038a WUREO 
7907050356 50-592 


E 


0 


PEEPLES.W P 
PEERY.H W 
peer (T, g H 
PEWDLETONiR C 
PeNNER,P 


7907310257 

7907200234* 

7906290386 

7907230170 

7907030116 


PRM 

70-27 

50-320 

PR 

50-461 


P 


A 


penner,p 

PEOPLES, 0 L 
PERKINS. J 
PERKINS, T N 
PERLMAN. J 


7907190166 

7907060371* 

7907260859* 

7907130448* 

7907250230 


50-461 A 
50-295 <? 
50-387 0 
50-220 ft 
CONTRACT 


PERRDTT|,D J 

PERfty, J c 

PETERSON, B 
PETERSON, M ft 
PETERSON, M R 


7907100554 

7907110425* 

7907130488 

790725010B 

7907250113 


50-320 K 
50-344 S 
50-295 G 
XPORTLIC 
XPORTLIC 


PETERSON, « ft 
PETERSON. M R 
PETERSON, M R 
PETERSON, M ft 
PETERSON. H R 

PETERSON, « R 
PETERSON. H R 
PETERSON, « R 
PETERSON.M R 
PETERSON, M ft 

PETERSON.M R 
PETERSON.M R 
PETERSON.M R 
PETERSON, M R 
PETERSON.M R 


PETERSON.M 
PETERSON. M 
PETERSON, M 
PETERSON, M 
PETERSON.M 


R 

R 

n 

R 

R 


PETERSON.M 
PETERSON, M 
PETERSON. H 
PETERSON.M 
PETERSON, M 


R 

R 

R 

R 

R 


PETERSON. M 
PETERSON, M 
PETERSON, M 
PETERSON. K 
PETERSON. M 


R 

R 

R 

R 

R 


7907190034 

7907190705 

7907190709 

7907190720 

7907190764 


XPORTLIC 

XPDRTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


7907190778 

7907190783 

7907230135 

7907240017 

7907310114 


XPORTLIC 

XPORTLIC 

XPDRTLIC 

XPORTLIC 

XPORTLIC 


7907240488 
7907190633 
7907190636 
7907190683 
79071 90843 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


7907230177 

7907190676 

7907190615 

7907190624 

7907190630 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


7907190640 

7907190644 

7907190640 

7907190653 

7907190657 


XPDRTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


7907190663 

7907170668 

7907230171 

7907250431 

7907250546 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPDRTLIC 

XPORTLIC 


ACCEB810N SUDJFCT 
AUTHOR NUMBER CATHOOflV 


PETERSON, M R 
PETERSON.M R 
PETERSON, M R 
PETERSON.M R 
PETERSON, M R 


7907230646 XPORTLIC 
7907230664 XPORTLIC 
7907230671 XPOrtTLiC 
7907230641 XPORTLIC 
7907230661 XPDRTLIC 


PETERSON, M R 
PETERSON, M R 
PETERSON.M R 
PETERSON.M, R 
PETERSON.M R 


7907230702 XPORTLIC 
7907250233 XPDRTLIC 
7907230600 XPORTLIC 
7907230636 XPDRTLIC 
7907230670 XPORTLIC 


PETERSONrM R 
PETERSON. M R 
PETERSON.M R 
PETERSON.M R 
PETERSON, M R 
PETERSON. N R 
PETERSON, M R 
PETERSON, M, R 
PETERSON, M R 
PETERSON, M R 


7907230632 

7907230659 

7907240013 

7907240019 

7907240024 

7907240034 

7907240056 

7907240039 

7907230629 

7907230631 


XPORTLIC 
XPORTL IC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPDRTLIC 
XPORTLIC 


PETERSON.M R 
PETERSON, M R 
PETERSON, M R 
PETERSON, N R 
PETERSON.M R 


7907240007 
7907240010 
7907250242 
7907100277 
79071 B0204 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


PETERSOILM R 
PETERSON, M R 
PETERSON, M R 
PETERSON.M R 
PETRICK, N A 


7907310047 

7907310032 

7907310050 

7907190772 

7907110311 


XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
50-402 Cl 


PETRUSHA, M 
PHILLIPS. J H 
PHILLIPS, L 
PIOOTT, D R 
PIKE, W J 


7907030149 
7707110570 
7907300469 
7907130392 
79071 106B7* 


F'OIA 
71-233 
50-320 P 
50-361 O 
30-33P O 


PILANT.J M 
PILANT, U M 
PILANT.J M 
PILANT.J M 
PILANT.J M 

PILANT.J M 
PILANT.J M 
PILANT.J M 
PILANT. J H 
PILANT.J M 

PITTMAN, J D 
PLA9K0N, R E 
PLATE, C 
PLE88HT, M B 
PLESSET.M 8 

PLE88ET, M S 
PLIML, 0 J 
PLUMLEE.K E 
plumlee.k E 

PLUM8TEAD.R F. 

POCHAL, N E, 
POCHAL.M F. 
POCHAL, W F 
POIRIER, M R 
POIRIER, M R 

POIRIER, m.R 

POIRIER, M R 
POLAK.R J 
POLK.P J 
POLK, P, J. 

POLK, P J 
POLK.P J 
P0L2ER, W L 
PORTER, W L, 
PORTER, N L 

PORTER. W L 
POSTArA K 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

POTAPOVS, U 
POTAPOVS, U, 
POTAPOVS, U 
POTAPOVS. U 
POTAPOVS, U 

POTAPOVS, U. 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

POTAPOVS, U. 
POTAPOVS, U 


7907260162 

7907070392# 

7907060402 

7907030423 

7907110424 

7907170194 

7907200260 

7907200333 

7907240323 

7907260732 

7907060473 

7907300312 

7907020324 

7907190562 

7907030293 

7907030284 

7907060347# 

7907030068# 

7907310170# 

7907060009 

7907240190 

7907190001 

7907240111 

7907170154# 

7907190213 

7907170117 

7907170117 

7907230399 

7907060481 

7907060047 

7907190277 

7907240041 

7907190192 

7907300109# 

7907190326 

7907190622 

7907050145 

7907110069# 

7907110060 

7907240263# 

7907250190 
7907J 30199# 
7907130369# 
7907050104# 
7907050101# 

7907090470 
7907100730# 
7907250193# 
7907030032# 
7907030019 

7907030029 
7907030036 


50-290 O 
50-290 Q 
50-290 Q 
50-290 Q 
50-29D F 

50-290 P 
50-290 P 
50-298 F 
50-290 F 
30-290 F 

30-466 H 
30-516 a 
71-130 
ACRS 
ACRB 

ACRB 

50-293 0 

50-333 a 
50-29 Q 
71-66 

XPORTLIC 
XPORTLIC 
XPDRTLIC 
50-443 M 
30-443 rt 

30-445 M 
50-443 M 
40-9729 
50-333 P 
50-333 p 

50-333 P 
50-333 p 
NUREO 
70-2620 
70-2623 

70-2623 

NUREO 

QA999 

0A999 

QA999 

QA999 

QA999 

QA999 

0A999 

QA999 

QA999 

□A999 

QA999 

QA999 

0A999 

0A999 

QA999 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

POTAPOVS^ U 

7907060041 

QA999 


POTAPOVS. U 

7907090476 

0A979 


POTAPOVS. U 

7907260144* 

0A999 


POTAPOVS, U 

79070S0530 

QA999 


POTAPOVS, U 

7907090462 

0A999 


POTAPOVS. U 

7907130335 

0A999 


POTAPOVS. U 

7907250098 

QA999 


POTAPOVS. U 

7907230061* 

0A999 


POTAPOVS, U 

7907190732 

QA999 


POTAPOVS, U 

7907230297* 

QA999 


POTAPOVS, U 

79071 301 B6 

QA999 


POTAPOVS, U 

7907290149 

0A999 


POTAPOVS, U 

7907050004 

QA999 


POTAPOVS, U 

7907090301 

QA799 


POTAPOVS. U 

7907100721 

aA999 


POTAPOVS. U 

7907130221 

QA999 


POTAPOVS, U 

7907230730 

QA999 


POTAPOVS, U 

790726004S* 

QA999 


POTAPOVS, U 

7907260130* 

QA999 


POTAPOVS, U 

7907850548 

0A999 


POTAPOVS, U 

7907230558 

QA999 


POTAPOVS, U 

7907230053 

0A999 


POTAPOVS, U 

7907230206 

QA799 


POTAPOVS, U 

7907260100 

QA999 


POTAPOVS, U 

7907240261 

QA999 


POTAPOVS, U 

7907250563 

QA999 


POTAPOVS, U 

7907260010 

0A999 


POTCHEN, e J 

7907200499 

PRH * 


POTTER, J P 

7907230652* 

70-143 


POWELL, U L 

7907100843 

71-239 


POWERS, K H 

7907190729 

REOOD 


PRADOS, R 

7907860011 

30-302 

K 

PREOIDON, M M 

7907190762 

PR 


PREISTERiD. J 

7907100777 

50-445 

0 

PRICE, D 8 

7907310163* 

50-259 

0 

PROFFITT, M, L 

7907190432 

50-339 

A 

PROFFITT, W L 

7907170129 

30-200 

0 

PRYOR, R J 

7907030434 

NUREO 


PRYOR, R J 

7907310035 

NUREO 


PRZYBYLA. L J 

79071 10437* 

30-358 

0 

PURCELL, J F 

7907130039 

30-367 

R 

PUaCHEL. M A 

7907030423 

50-135 

A 

auiGO, C 

7907030142 

50-295 

P 

QUIOLEYiW 8 

790719011B 

PR 


QUILTY. J 

7907160298 

50-10 

H 

QUINN, C. R 

7907190539 

30-837 

0 

QUINTENZ.T E 

7907270202* 

50-219 

8 

QUIRK, U 

7907200194 

TOPREP 


QUIRK, J 

7907200209 

TOPREP 


QUITTSCHREIDER 

7907100226 

50-336 

0 

RADER, R H 

7907020012 

27-39 


RADER, R M 

7907110432 

50-358 

0 

RADER, R N. 

7907310097 

50-358 

0 

RADLEY. H M 

7907300500* 

50-801 

I 

RAOAN, K. N 

7907030317 

FOTA 


R A GONE. 8 

7907130407 

50-800 

p 

RAINEY. J L 

7907090034 

40-2061 


RANDALL, J D 

7907310392 

50-128 

R 

RANDALL, R 0 

7907020207* 

50-89 

Q 

RANDOLPH, J. 

7907310621* 

GOMMIBSiaN 

RANDOLPH, M L 

7907300421 

RES 


RATTE, C A 

7907190019 

WASTE MOT 

RAY, 0 J 

7907120330 

ACRB 


RAYKOND.W J 

7907800480* 

50-57 

Q 

RE,,J R. 

7907060472 

50-514 

0 

READ, J, B 

7907180203 

30-380 

H 

REAVIS. L A 

7907180481* 

30-269 

R 

REDBAPtAOODA. R 

7907100107 

30-320 

P 

REDEL0W8KI. U 

7907160483* 

50-247 

0 

REDEL0W8KI.T 

7907180437* 

50-206 

Q 

REDDEN. J. A 

7907240310 

30-344 

0 

REED. C 

7907060341 

PR 


REED. C. 

7906290493 

50-320 

0 

REED. C 

7907120752* 

FOIA 


REED. C, 

7907260037 

PRM 


REED, C 

7907050004 

50-295 

<k 

REED. C 

7907060251 

50-10 

Q 

REED. C 

7907160873* 

50-434 

0 

REED. C. 

7907870115* 

30-304 

Q 

REED. C, 

7907180101 

50-10 

Q 

REED. C. 

7907160155 

50-434 

0 

REED, C 

7907240874* 

50-10 

Q 

REED. C 

7907310475 

30-10 

P 

REED, C, 

7907840070* 

50-373 

Q 

REED, G 

7907300330* 

50-295 

Q 

REED, G. 

7907850303* 

50-295 

Q 

REED, G. 

7907190010 

50-373 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REED. C 

77073000B9» 

50-373 

Q 

REEO.C 

7907300401 

50-295 

0 

REED.C 

7907030330 

50-599 

A 

REED.C 

7907030374 

50-454 

A 

REED.C 

7907090305 

50-10 

P 

REED.C 

7907130322 

50-10 

P 

REED.C 

7907170053 

50-295 

Q 

REED.C 

7907190475 

50-895 

P 

REED.C 

7907200301 

50-10 

F 

REED, C 

7907200426 

50-295 

P 

REEO, C 

7907230158 

30-454 

K 

REED, C 

7907300330 

30-10 

F 

REED, P R 

7907160204 

50-380 

P 

REED. P R 

7907160214 

50-320 

P 

REED. P R 

REES. K Y 

7907160219 

7907261014 

50-380 

PR 

P 

REEVES. E A 
REOAN. D M 

7907300562 

7907030546 

50-34E 

40-6698 

P 

REGAN. W H 

7907120253* 

50-382 

A 

REOAN, W H 

7907030055 

50-307 

*A 

REOAN, W H 

7907030200 

50-461 

A 

REOAN, U H 

7907060424 

50-219 

P 

REOAN, U H 

7907060430* 

30-219 

P 

REHH, T A 

7907060050 

COMMlSaiON 

REHH, T A 

7907110138 

COMMIES I ON 

REHH. T A. 

7907240516 

COMMISSION 

REtIH. T A 

7907190253 

COMMISSION 

REHH. T A 

7907250249 

COMMISSION 

RE ICHL6, L 

7907250173* 

COMM IBS ION 

REID.R W 

7907180089# 

50-346 

P 

REID, R W 

7907060240 

50-336 

0 

REID.R U 

7907060241* 

50-336 

0 

RElD.R W 

79071 10673 

50-285 

F 

REID.R U 

7907030172 

50-225 

P 

REID.R W 

7907030263 

50-54 

P 

REID.R W 

7907030269* 

50-54 

P 

REID.R W 

7907020319* 

50-269 

P 

REID.R M 

7907030144 

50-317 

P 

REID.R N 

7907110648 

50-346 

0 

REID.R W 

7907100692 

50-317 

P 

REID.R W 

7907020263 

50-346 

P 

REID.R W 

7907050467 

50-59 

P 

REID.R W 

7907060155 

50-309 

0 

REID, R W 

7907060141 

50-336 

p 

REID, R.M 

7907090177 

50-335 

p 

REID.R W 

7907090184* 

50-305 

p 

REID.R W 

7907090200* 

50-335 

p 

REID, n.u 

7907100020 

30-223 

p 

REID.R W 

7907100024* 

50-823 

p 

RE I D> R U. 

7907300001 

50-302 

p 

REID.R W 

7907060093 

50-160 

p 

REID.R Vf 

7907060098* 

50-160 

p 

REID.R W 

7907060104* 

50-160 

p 

REID.R W 

7907100304* 

50-320 

p 

REID.R M 

7907190040 

50-356 

p 

REID.R V 

7907110597 

50-313 

p 

REID.R U 

7907300163 

50-124 

p 

REID, R, W 

79071Q0BB4* 

50-346 

p 

REID, R. W. 

7907110736 

SO-317 

p 

REID, R W 

7907100076 

50-346 

p 

REID, R. W, 

79O710OB93* 

50-346 

p 

REID, R, W 

7907260379 

50-80 

p 

RE 10, R, W 

7907260581* 

50-20 

p 

REID.R \4, 

7907100637 

50-57 

p 

REIDrR, M 

7907100663* 

50-57 

p 

REID.R W 

7907190789 

50-336 

Q 

REID.R W 

7907310614 

50-131 

P 

REID.R. M 

7907310617* 

50-131 

P 

REID.R H 

7907310611 

50-309 

P 

RETD.R U 

7907840549* 

50-129 

P 

REID.R W. 

7907840573 

50-129 

P 

REID.R. W. 

7907310144 

50-313 

P 

REID.R W. 

7907860084 

50-317 

P 

REID.R. 

7907260092* 

50-317 

P 

REID.R U 

7907860105* 

50-317 

P 

REID.R W 

7907300142 

50-346 

P 

REID.R W. 

7907300147 » 

50-346 

P 

REID.R W. 

7907300137* 

50-346 

P 

REID.R U 

7907850309 

50-269 

P 

REID.R. W. 

7907250606* 

50-269 

P 

REID.R W. 

7907200824* 

50-269 

P 

REID.R W. 

7907830495 

50-269 

P 

REID.R VI 

7907830502* 

50-869 

P 

REID.R W 

7907230538* 

50-269 

P 

REID. It VI. 

7907240093 

50-336 

P 

REID.R VI 

7907240105* 

50-336 

P 
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AUTHOR 

ACCESSION 

NUHQER 

SUBJECT 

CATGOORY 

REIDiR » 

7907170100# 

50-27 

P 

REID.R U 

79073C05A0 

S0-3I3 

F 

REl&.R W 

79073D044A« 

50^312 

P 

re:d,r ». 

REID<R N 

7907000438# 

79D730047&# 

FOIA 

50-302 

P 

REINKUTHbO U 

7907030137# 

30'*320 

P 

REiRSMAiR M 

79071 90 ?37 

50-320 

a 

RErS^H F 

7907130442 

50-498 

0 

REI8.H F 

7907130471* 

50-49B 

0 

RElfisH F 

7907130486* 

50-498 

0 

RE19, H F 

7907190472 

S 0-250 

0 

REISiE J 

RErSi E J 

7907130408 

7907050320 

27-39 

50-400 

0 

REI0. E J 

7907130307 

50-400 

o 

REia.E J 

7907190617 

50-400 

0 

RElSiE J 

7907200247 

30-488 

0 

REIS^E J 

7907200253* 

50-408 

Q 

RBKBHEYERiP C 
REH3CK.F J 

7907190081 

7907120249 

40-299 

50-295 

J 

REMrC«,F J. 

7907120201 

30-395 

T 

REMiCKiF J, 

79073001 S4 

50-395 

T 

REMLEYrM e 
REMLEY/M E 
RERREROER, 0 L 
RENDEROERtD L, 

79072400 4 B 
7907110616 
7907I90B01 
7907120456* 

71-6030 

70-25 

PR« 

50-460 

Q 

RERBEROERj 0, L 

7907030088* 

50-397 

Q 

RENDEROER. 0 L, 

7907090237 

50-397 

0 

RERQERQER.O L 

79071 80069 

50-397 

Q 

RENBEROERi D L 

7907180076 

50-308 

a 

RENB£ROERi D. L 

7907090275 

50-460 

Q 

RENDEROEPjO L 

7907240320* 

50-397 

6 

RERQEROERiD L 

7907310589 

30-397 

K 

RENOBROERi D. L 

7907300331 

50-513 

A 

RERBEROERiO. U 

79072503 1 0 

30-397 

B 

RENBEROER- D. t 

7907260511 

50-397 

A 

RERDANO.V T. 
RENFROM^R R 

7907110036 

7907110652 

PR 

50-339 

T 

RERFROWiR R 

7907110500 

50-389 

T 

REN2ETTr,J L. 
RE8RI KOFF* M 

7907360668 

7907230246# 

PRH 

50-201 

P 

RE8RlK0FFrH 

7707180778 

50-201 

8 

RESNIKOFFjM 

7907130039 

50-295 

0 

RBVBLEY. W, T 

7907IB0603 

50-322 

0 

REVELEY,W T 

7907180795* 

SO-322 

0 

REVELEYiW T, 

79O7JSO710 

50-322 

0 

RE YES* L 

7907020149* 

50-346 

0 

REVEEb l 

7907020076* 

50-346 

Q 

REYESbL a 

7907240191* 

30-409 

Q 

REYESi L A 

7907240153* 

50-266 

0 

REYNOLDSES L, 

7907 1 901 SB » 

50-356 

0 

REYNOLDS, N 8 

7907060447 

50-445 

0 

REYNOLDS, U 8 

7907060403 

50-445 

O 

REYNOLDS, M B 

79D7190S04 

50-329 

0 

REYNOLDS, L E 
REYNOLDS, L E 

REYNOLDS, L,E 
RHODErO. K 

7907060 1 6B 
7907180012 

7907300187 

7907300372* 

27-47 

7I-5B03 

71-6844 

30-410 

Q 

RHODE, 0 K. 

7907050373 

30-410 

Q 

RKdDErO K 

7907060339 

30-410 

A 

RHODE, 0. K 

7907250351 

50-410 

A 

RHYNE, W.R 

Rlfi,L N 

7907190483 

7907190225* 

NUREO 

50-16 

P 

RIBICOFFbA 

7907160162* 

COHUISSIOM 

RlCEiE R. 

7907190413 

WASTE HOT 

RlCEiD, W, 

RICHARDSON, K H 

7907190210 

79071004 50 

NUREO 

50-510 

H 

ft! CHINOS, H 

7905230596 

50-320 

P 

RICHTER, H a 
RICHTER, H J, 
RICHTER, H J 

RICKARD, C L, 
RiDDkAY, K R 

7907170136 

7907190354 

7907170317 

7907250369* 

7907360364* 

NUREO 

NUREO 

Nl/REO 

QA999 

50-409 

Q 

RlDOWAVaft R 

7907300479 

50-155 

Q 

ridout,e f 

R I DOUT, E, F 

RiEOLE,D 

7907060445 

7907060456 

7907360368* 

FOIA 

FOIA 

50-253 

V 

R1ENL,N Aj 

79071 103 SB* 

50-320 

P 

RIEHL.N A. 

7907110302* 

50-380 

P 

RlEHUiH A. 

79071104U* 

50-380 

P 

RIORERO, S A 

7907110131 

50-3SB 

0 

RILEY, U. L, 

RILEY, U.U 

RILEY, J t 

RlLEViB H. 

79071 9006 S* 
7907100763 
79071 90S93 
7907100S40 

70-2683 

70-8683 

70-2683 

90-380 

K 

R 1 NACA, J. M 

7907130189 

90-338 

0 

RINACA, J, H. 

7907060390 

90-339 

0 

RINACA,U, M. 

790718077* 

50-339 

0 


ACCESSIDN SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

RINACA, J H 

7907 J 80591 

30-330 

Q 

RINO, D C 

7907SS0404 

50-893 

P 

RING, D E 

7907240301* 

REOGD 


RiNOiL E 

7907240377# 

REOOD 


RINO, L E 

7907240368* 

REOGD 


RINO. L, E 

7907240311 

REOOD 


RINOLE, J C 

7907180599 

30-243 

P 

RI0CHLJNO, J L 

7907850268* 

90-316 

8 

R1SCHLIN0,J L 

7907300337* 

90-316 

6 

RIT8HER, J A 

79071B0864 - 

PR 


RITSHER* J A 

7907180870 

50-443 

0 

RIT8HER.J A 

79O71BO095* 

90-443 

0 

RITSHERp J A 

79071S0726 

50-443 

0 

R1T8HER, J A 

7907030355 

50-443 

t 

RlTSHERi J A 

7907100118 

50-443 

I 

RUSHER, J A 

7907250042 

90-960 

0 

RITZMAN.R.L 

7907190483 

NUBEO 


RrVARD,W C 

7907170167 

NUREO 


RiVERAiJ V 

7907190039 

PR 


RDBERTSDN, J S 

7907230523* 

70-27 


RODERDS, H W 

7907090474* 

QA999 


R0DERD8. M W 

7907090470* 

QA999 


RODINSON, N 

7907020098 

FOIA 


RODINSON.E L 

7907110617 

71-814 


RODINSON, H Q 

7907090323 

50-261 

p 

ROCHELLE. J K 

7907170140# 

30-327 

A 

RODl, 0 P 

79071B0901 

50-974 

A 

RODRIGUEZ, J. P 

7907100998# 

50-206 

R 

RODRIGUEZ, R, J. 

7907100906 

90-312 

R 

ROE,D D 

7907100297 

50-592 

.0 

RDE,D D 

7907030240 

30-592 

A 

fiOe.L E 

7907240196 

50-346 

P 

ROE,L E 

7907170201 

90-346 

P 

ROE,L E 

7907110417 

90-346 

B 

ROExL E 

7907090250 

50-346 

S 

roe,l E 

7907300417# 

90-346 

B 

ROB.L E 

7907130300 

50-346 

P 

ROEiU E 

7907100584 

90-346 

P 

ROE,U E 

7907170079 

90-346 

F 

ROEiU E 

7907240351 

90-346 

P 

ROGERS, U H 

7907S30529 

50-330 

0 

ROGERS, W H 

7907120119 

90-916 

0 

ROGERS, W F 

7907080300 

XPORTLIC 


ROGERS, U F, 

7907080301* 

XPORTLIC 


ROGERS, C L 

7907850281* 

50-899 

8 

RDOERB, W H 

7907060340# 

90-321 

8 

ROGERS, M 

7907050034# 

70-2662 


R0G0W,D 8 

7907090061 

90-890 

0 

RPOOWiB 8 

7907090066* 

50-290 

Q 

ROHWER,-P 9 

7907060433 

RES 


ROrSMAN, A Z 

7907030314* 

FOIA 


R018MAN, A Z 

7907060222 

70-8683 


R0I8MAN, A 2 

7907060228* 

70-2623 


ROISHANi A, Z 

7907110486 

50-237 

0 

R0ISMAN,A Z. 

7907060019 

70-2623 


RO I SHAN, A Z 

7907060024* 

70-2683 


RQ ISMAN, A. 1 

7907060080* 

70-2623 


RD18HAN, A Z 

7907060033* 

70-8623 


RO ISMAN, A 2 

7907200 1B5 

50-837 

0 

R0I8MAN,A Z 

7907110109 

70-2623 


R018MAN,A Z. 

7907110119* 

70-2623 


ROIBHAN.A 2 

7907110134* 

70-2623 


R019MAN.A Z, 

79071 10843 

70-2623 


ROISHANi. A. Z 

7907110263* 

70-2623 


ROIBMAN.A Z 

7907110297* 

70-8623 


R018HAN, A Z. 

7907160207* 

70-2623 


RDI8MAN, A Z, 

79072S0519* 

70-2623 


R0I8HAN, A 2 

7907160200 

70-2623 


ROIBHAN, A> Z 

7907190683 

70-2623 


R0I8MAN, A Z 

7907190630 

70-2623 


ROISHANi A. Z. 

7907190677 

FOIA 


ROLLINS, J Pi 

7907130232* 

•70-2623 


ROLLINS, J, D. 

7907300200 

71-6690 


ROMANDiF. 

7907130007# 

90-352 

G 

ROHNEYiK M 

7907030393* 

50-317 

B 

ROOD, H 

7907050131 

90-361 

A 

ROODtH. 

7907030246 

30-566 

A 

ROOD, H 

7907120475 

50-361 

F 

ROOD, H, 

7907180694 

90-361 

Q 

ROODiH 

7907100300 

90-361 

0 

ROONEY, H A 

7907120438# 

70-1300 


ROONEY, V. L, 

7907060470 

90-290 

P 

rddney,v l 

7907130421# 

50-260 

P 

ROOT, L. D 

7907050280 

90-331 

P 

ROPTiL 0 

7907100560 

50-331 

P 

ROSARIO, U C, 

7907870000 

PRH 


ROSEiP e. 

7907300561 

PR 
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ACCESSION 

SUBJECT 


AUTHOR 

NUNSER 

CATEGORY 


RDSENFlELDiA R 

7907300381 

RES 


RDSENTHALiA 9 

7707160097 

PROJ 


BOSENDERO. A D 

7907130139# 

SO-402 

Q 

ROSENBERG* A D 

7907110747# 

50-402 

G 

ROSENTHAL* J E 

7907260466# 

50-320 

P 

ROSMUSBENrT L 

7907190725 

PR 


ROBOLXE* E 

7907360171 

50-344 

0 

ROSOLIE* E 

7907240395 

50-344 

0 

ROSS* D H 

7907310400 

71-361 


ROSS* D. A 

7907030379 

50-219 

G 

RQSS, Q, A 

7907030301# 

50-219 

6 

ROSStD A 

7907250390 

50-219 

R 

RQBQ« D. A 

7907260507 

50-219 

B 

ROSS* D A 

7907260593# 

50-219 

S 

ROSS* U. J 

7907260022 

50-272 

P 

RDSSi D. 

7907160361 

50-269 

P 

ROSS* D, F 

7907020279 

50-320 

Q 

ROSS* D 

7907120656 

50-247 

0 

RD88* D F 

7907020414 

FDIA 


ROSS* D, F 

7907020397 

50-287 

P 

ROaSiD F 

7907020409 

FOIA 


ROSSiD F 

7907020310 

FOIA 


ROSS* D F. 

7907100170# 

50-3 

P 

ROSS* D F 

7907180916 

TQPREP 


ROSS* D F 

7907020119 

30-320 

Q 

noss*D F 

7907020180 

50-339 

P 

R08B* 0 

7907300400 

50-346 

0 

ROSSiD F 

7707300468# 

50-346 

0 

RQBSiD F 

7907300407 

50-346 

s 

ROSSSACH* L 

7707110249 

40-4492 


ROSSO* D J 

7907130069 

50-329 

T 

ROSSO* D. J 

7907180268 

50-329 

T 

RD82TDC7Y*7 R 

7907020403 

FOIA 


RDTHiti W 

79071904S2# 

50-309 

H 

ROTHiU V 

7907180713# 

50-171 

U 

ROTH* J 

79072301 S0# 

70-930 


ROTDU* P 

7907250475 

70-2623 


ROUSEi L. C 

7707110297 

70-364 


ROUBEjU c 

7907090072 

70-364 


rouse* L C 

7907050042 

70-1193 


ROUSE* U C 

7907050068 

70-1143 


ROUSE* L C 

7907190670 

70-1308 


rouse* L C 

7907110224 

70-364 


ROUSE* L. C, 

7907090121 

70-364 


ROUE*D B 

7907270396 

71-24 


ROZBArR S. 

7907170204 

NUREO 


RUBy*R 

7907060136 

50-209 

P 

RUDOLPH* J. E 

790703031 1 

FOIA 


RUDOLPH* vi. U 

7907060336# 

50-346 

8 

RUEDHAUSENrO M. 

7907300419# 

50-201 

1 

HUEDHAUSENiO M 

7907300536# 

50-201 

1 

nUETER>D A 

7907020156 

50-368 

P 

RUFF* A. B 

790723076B# 

50-390 

Q 

RUFF* A B 

7907240163# 

50-369 

Q 

ruhlhan* u, a 

7707240192# 

50-339 

Q 

rUHLMAWyW a 

7906290383 

50-320 

P 

ruhlhak*m a. 

7907230002# 

50-250 

0 

RUXTER*0 H 

7907050309# 

50-305 

8 

RUITER*0 H 

7907050313# 

50-305 

8 

rUJTER* 0. H. 

7907090287# 

50-305 

8 

RUITER.O H 

7907090294# 

50-305 

S 

RUlTERfO H 

7907090299# 

50-305 

8 

RUlTERiO H 

7907090312# 

50-305 

8 

RUlTERi 

7907170085# 

50-305 

B 

RUITER/ 0. H 

7907170090# 

50-305 

B 

RUlTERtP H 

7907170033# 

50-305 

B 

ftUNlONrC. 

7907300529# 

50-201 

1 

RUNNELS* H 

7907110086# 

90-320 

0 

RUNYON* 0. 

7907160298 

50-10 

H 

RUSHNOREiU H. 

7907030283 

60-220 

J 

HU8HliORE*J H. 

7907030304 

50-220 

J 

RUSNACK* H 

7907300544# 

50-201 

I 

RUSSELL* A. F. 

7907190198 

50-361 

0 

RUSSELL* M, 0. 

7907270090 

REOOD 


RUSSELL* L B 

7907030390 

90-317 

8 

RUSSELL* L. D. 

7907200403 

50-318 

8 

RUSSELL* L B. 

7907200410 

50-310 

8 

RUSSELL* L. S 

7907250292 

50-317 

Q 

RUSSELL* L. S. 

7907250300 

90-31 Q 

B 

RUSSELL* L B. 

7907260696 

90-318 

B 

RUTHEMeYER. T. U, 

7907120274 

50-350 

0 

RUTLAND* Q. 

7907090320 

50-310 

Q 

RYAN* T. 0. 

7907090062 

60-449 

0 

RYAN* R. 9 

7907110404 

50-320 

A 

RYAN* R. 0. 

7907190509 

WASTE MOT 

RYAN* R. 0. 

7907120740 

FOIA 




ACCESSION 

SUBa^ECT 


AUTHOR 

NUMSER 

CATE DORY 


RYAN^R 0 

7907100142 

FOIA 


RYAN^R 0 

7907270259 

AGREEMENT 


RYDABOZYMiB 0 

7907190434 

WASTE MOT 


SASOL*A R 

7907230572# 

30-387 

Q 

SADOLi A R 

7907110672# 

30-387 

Q 

SABDL. A R 

7907190011* 

30-307 

Q 

0ABDL* A R 

7907200404# 

50-307 

Q 

SACHS* ft 0 

7907300047 

NUREO 


SACHET Ti K E 

7907240126 

NUREO 


SADLON* S 

7907160393* 

30-3 

8 

SAENGER* E L 

7907240572 

PRM 


8ALT2MAN, J 

7907120074 

50-280 

J 

8AL2HAN* R. 8 

7907160097 

PROJ 


SAMPELSiH D. 

7907100879 

50-445 

M 

8AMPeLa,M 0, 

7907020005 

50-44 5 

M 

BANDERS* W F. 

7907130306* 

50-206 

Q 

SANTORO* M P. 

7907190710 

PRM 


SATTERWHITE* D 

7907090443 

RES 


SATTERFIELDj R 

7907160243# 

50-275 

Q 

, SAVER. R C 

7907230039# 

30-338 

Q 

SAVlONACi N F 

7907230234 

PRM 


8CALETTI* D. 

7907240446# 

50-471 

D 

8CARAND* ft A 

7907060512 

40-B5B4 


SCARANOi R A 

7907110253 

40-3453 


SCARAND* R, A 

7907110264# 

40-3453 


SCARANOi R, A 

7907110275 

40-299 


SCARANDiR A 

7907020508 

40-0602 


SCARANOi R A 

7907020509* 

4O-06D2 


BCARANOiR A 

7907230002 

40-0102 


BCARANOiR A 

7907230101 

. 40-0721 


BCARANOiR A 

79071200B9 

40-8722 


SCARANOi ft A 

7907120109# 

40-9722 


BCARTH, E D. 

7907100079 

50-445 

M 

SCHAHNE* ft 

7907200246 

50-320 

P 

aCHAKNEift 

7907200243 

50-320 

P 

SCHAHNE. R 

7907200210 

50-320 

P 

8CMANUTZ.C.E 

7907300172 

XPQRTLIC 


BCHEFFEfti J C. 

7907050163# 

50-346 

Q 

SCHEHELiR. 

7907300369 

TOPftEP 


SCHENDELiK R 

7907100636 

40-0304 


SCHENDELiK R. 

7907100889 

40-0304 


8CHENDEL* K R 

7907300201 

40-0502 


SCHERER* A. E. 

7907060104 

PR 


SCHERER* A. E. 

7907160202 

50-470 

K 

SCHERER* A E 

7907110502 

TOPREP 


bcherseroer.r F 

7907030104 

XPDRTLIC 

6CH1ERLIN0.H 

7907120188 

50-320 

H 

SCHMIDT* A D 

7907110400 

50-251 

8 

SCHMIDT* A. D 

7907110722 

50-250 

0 

SCHMIDT* A 0 

7907090303 

50-250 

8 

SCHMIDT* A D 

7907090350 

50-251 

8 

SCHMIDT* A. D 

7907120634 

50-335 

0 

SCHMIDT* A D. 

7907100312 

50-335 

B 

SCHMlDTiA D. 

7907 17 0090 

50-250 

0 

SCHMIDT* A D. 

7907170I5B 

50-251 

0 

SCHMIDT* A D, 

7907170179 

50-250 

8 

SCHMIDT. A. D 

7907100557 

50-251 

a 

BCHMIOT.A D. 

7907280335 

50-335 

8 

SCHNAUTZi^C.E. 

7907030291 

XPOBTLIC 

BCHNAUTZiC E 

7907250033 

XPORTLIC 

SCHNEIDER* R R. 

7907060420 

50-220 

0 

SCHNEIDER* R R 

7907130129 

50-220 

Q 

SCHNEIDER* ft. R 

7907230030# 

50-220 

a 

SCHNEIDER* ft R 

7907300148 

50-220 

Q 

SCHNEIDER* ft R. 

7907080338 

50-220 

8 

SCHNEIDER* R. R. 

7907130381 

50-220 

8 

SCHNEIDER* ft R. 

7907130444 

50-220 

R 

SCHNEIDER* R R 

7907170225 

50-220 

R 

SCHNEIDER* R. R 

7907200438 

50-220 

P 

SCHNEIDER* F W 

7907020200 

50-272 

Q 

SCHNEIDER* F. W. 

7907050456 

50-272 

Q 

SCHNEIDER* F W 

7907110402 

50-272 

P 

BCHOLLiR, F. 

7907860442 

50-320 

P 

SCHOPPMANiM A 

7907110412* 

50-251 

8 

SCHOPPMAMrM A, 

7907090311# 

50-250 

5 

BCHOPPMANrh A 

7907090371# 

50-251 

8 

SCHOPPMANiM A. 

7907170101* 

50-250 

8 

SCHOPPMANiM A. 

7907120641* 

50-335 

8 

aCHOPPHANr M, A. 

7907170164* 

50-251 

B 

SCHOPPMAH. M A 

7907170195* 

50-250 

a 

SCHOPPMANiM A 

7907100565* 

50-251 

a 

aCHOPPMAM* M. A. 

7907230341* 

50-335 

a 

SCHREIBERiD. L, 

7907090002* 

50-522 

0 

SCHULTZ. D. P 

7907190720 

PR 


SCHULTZ* H. H. 

7907100469 

SO-320 

H 

SCHUHACKER* P. H 

7907170187 

NUREO 


SCHUMACKEftiM C. 

7907100354* 

50-315 

0 
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ACCEBSION 

SUBJECT 


ACCEBSION 

SUBJECT 

AUTHOR 

HUMBER 

CATECORY 

AUTHOR 

NUMBER 

CATEOORV 

SCHUMACHER. H C 

79071 80300# 

50-295 

G 

SCHWENCERi A 

7907240554 

50-206 

P 

BCHUTT.P 

7907110709 

50-596 

G 

SCHWENCERi A 

7907240556 

50-272 

P 

SCHWARZjrt D 

7907130*142 

50-498 

0 

SCHWENCERiA 

7907240557 

50-244 

P 





SCHWENCERi A 

7907240560 

50-206 

P 

SCHtiARZiH 0 

7907 1 3047 1 # 

50-498 

0 

SCHWENCER, A 

7907240562 

50-200 

P 

SCHWARZ, M D 

7907I304B6* 

30-493 

0 





BCHWABi 0 

790725056 1« 

QA999 


SCHWENCER, A 

7907240S64 

50-266 

P 

6 CHWEIKER 4 R s 

7907310104# 

30-463 

u 

SCHWENCERi A 

7907240567 

30-305 

P 

BCHWENKiE B 

790730006B 

NUREO 


SCHWENCERi A 

7907240969 

50-29 

P 





SCHWENCERiA 

7907240403 

50-247 

P 

SCHWENK, e D 

7907300469 

RES 


SCHWENCERiA 

7907240411# 

50-247 

P 

SCHWENDIMANj L c 

7907170197 

NUREO 






8 CHWEWK. E B 

7907300 554 

RES 


SCHWENCERi A 

7907240415# 

50-247 

P 

SCHWEIRINZfE R 

7907180474* 

50-546 

0 

SCHWENCERi A 

7907240418# 

50-247 

P 

8 CHWElBlNZi£ R 

7907230216* 

50-4B3 

0 

SCHWENCERiA 

7907250535 

50-250 

P 





SCHWENCERi A 

7907250543# 

50-290 

P 

SCHWENCEJ?. A 

7907260431# 

50-272 

G 

SC HWENCERi A 

7907250557# 

90-290 

P 

SCHWENCER. A 

79073J0I96* 

50-272 

P 





SCHWENCEP< A 

7906290329 

50-320 

1 P 

SCHWENCERi A 

7907270169 

50-295 

P 

SCHWENCER, A 

7906290326# 

50-320 

P 

SCHWENCERi A 

7907270193* 

50-295 

P 

SCHWSNCERi A 

7906250327# 

30-320 

P 

SCHWENCER, A 

7907270204# 

50-295 

P 





SCHWENCER, A 

7907260177 

50-31 5 

P 

SCHWSNCER* A 

7906250328* 

50-320 

P 

SCHWENCER, A 

7907260195# 

50-313 

P 

SCHWEHCER, A 

770731036B 

50-340 

P * 





8 CHWEWCER* A 

7907310569 

50-279 

P 

BCHWENCER, A 

7907260230# 

50-315 

P 

SCHWENCER^ A 

7907310576 

50-3 

P 

SCHWENCERi A 

7907260060 

50-344 

P 

SCHUENCERi A 

7907310579 

30-261 

P 

SCHWENCERi A 

7907260000# 

50-344 

P 





SCHWENCER, A 

7907260102# 

50-344 

P 

8 CMWENCER 1 A 

7907310500 

30-213 

P 

SCHWENCER, A 

7907180061 

50-261 

P 

SCHWENCERi A 

790731 0583 

30-334 

P 





8 CHWENCER» A 

7907310984 

50-250 

P 

SCHWENCER. A 

7907180060# 

50-261 

P 

SCHWENCERi A 

790731 O5B0 

30-315 

P 

BCHWENCER, A 

7907030816 

50-247 

G 

SCHWENCER. A 

790731 059<1 

50-206 

P 

SCHWENCERi A 

7907160012# 

FOIA 






SCOtNJCKiM 

7907250362# 

50-244 

P 

SCHWENCER# A 

7907310990 

90-344 

P 

SCOTT. J M 

7907090499# 

50-466 

Q 

SCHWENCERfA 

7907310594 

50-272 

P 





SCHNENCER, A 

7907310396 

50-330 

P 

6C0TT.0 M 

7907240512# 

50-466 

0 

BCHWENCBR, A 

7907130152 

50-250 

Q 

SCOTT, J « 

7907090498 

50-466 

0 

SCHWENCERi A 

7907060239 

50-344 

P 

SCOTT, J M 

7907110476 

50-466 

0 





SCOTT, J » 

7907240503# 

50-466 

0 

8 CMWENCER 1 A 

7907110717 

50-286 

F 

SCOTT, J M 

7907100036 

50-466 

0 

SCHWENCERi A. 

7907130090 

50-250 

P 





SCHWENCERi A 

7907130167 

50-261 

P 

SCOTT, J M 

7907190696 

50-466 

0 

SCHWENCERi A 

7907100217 

90-3 

Q 

BCDTT, H W 

7907190806 

PR 


SCHWENCERi A 

7907240592 

S0-34B 

Q 

SCOTT, W J 

7907060840 

50-295 

0 

SCHWENCERi A 

7907240593 

50-295 

0 

SCOTT, W J 

7907200175 

50-295 

6 

SCHWENCERi A 

7907240596 

90-261 

Q 

SCOTT, M J 

7907 J 30499 

50-599 

0 

SCHWENCERi A 

7907240599 

50-213 

0 

SCOTT, W J. 

7907130509# 

50-599 

0 

8 CHWENCER, A 

7907240600 

SO -334 

0 

SCOTTiW J 

7907190339 

50-599 

0 

SCHWENCERi A 

7907240602 

50-290 

Q 

BCDTTiW J 

7907190716 

50-599 

0 





SCOTT, 0 W 

7907190480 

NUREO 


SCHWENCERi A 

7907240605 

50-319 

Q 

SCROGOlNSiR M 

7907160104 

50-207 

u 

SCHWENCERr A 

7907240607 

50-282 

0 





SCHWENCERi A 

7907240600 

50-886 

Q 

8 CROOOINS 1 R h 

7907180692 

50-320 

P 

BCHWENCER, A 

7907240610 

90-344 

Q 

SCROOOfNSiR M 

7907100080 

50-320 

N 

SCHWENCERi A 

7907240613 

50-272 

Q 

SEAY, J L 

7907090403# 

QA999 






SEAYiM M 

7907060316# 

50-327 

A 

SCHWENCERi A 

7907240614 

90-244 

Q 

8 EELINOER 1 J L 

7907190516 

50-209 

8 

SCHWENCERi A 

7907240618 

50-206 

0 





SCHWENCER. A 

7907240619 

SO -280 

Q 

8 EELINOER 1 J L 

7907190590 

50-209 

S 

SCHWENCERi A 

7907240622 

50-266 

0 

SEELY, S 

7907100070 

50-560 

H 

SCHWENCERi A 

7907240625 

50-305 

0 

8 EIDLE 1 W c 

7907050570 

50-458 

8 





BE IDLE, W C 

7907050572 

50-490 

6 

SCHWENCERi A 

7907240626 

50-29 

0 

SEIOLE, W C 

7907050573 

50-401 

S 

SCHWENCERi A 

7907090216 

30-261 

p 





SCHWENCERi A, 

7907090217# 

SO-261 

p 

8 EIDLE. M C. 

7907050374 

50-302 

8 

SCHWENCERi A. 

7907090221* 

50-261 

p 

n SEIOLEiM c 

7907030575 

50-445 

S 

SCHWENCERi A 

7907130196 

50-882 

R 

SEIDLEiW C 

7907270283 

50-402 

Q 





SElOLEiW C 

7907110603 

50-490 

Q 

SCHWENCERi A 

7907130133 

50-250 

p 

SEIDLEiW C 

7907110671 

50-445 

a 

SCHWENCERi A 

7907130509 

50-315 

p 





SCHWENCERi A 

79071 1057 7 

50-806 

p 

SEIDLEiW C 

7907110414 

50-382 

0 

SCHWENCERi A 

7907110501 

50-206 

p 

SEIDLEiW C 

7907110619 

90-402 

0 

SCHWENCERi A 

79071 10507# 

50-2B6 

p 

SEIDLEiW C 

7907310119 

50-466 

Q 





8 EJDLE. W,C 

7907110732 

50-482 

0 

SCHWENCER, A 

7907130097 

SO-266 

F 

SEIDLEiW C 

7907110656 

50-445 

Q 

SCHWENCERi A 

7907110571 

50-272 

P 





SCHWENCERi A 

7907310177 

SO-272 

P 

SEIDLEiW C 

7907110670 

50-302 

Q 

SCHWENCERi A 

7907310103# 

50-272 

P 

SEIDLEiW C 

7907110602 

90-482 

0 

GCHWENCERiA 

7907310329 

50-266 

P 

SEIDLEiW C 

7907030259 

90-458 

s 





SEIDLEiW C 

7907030262 

50-443 

B 

SCHWENCERi A 

7907110730 

so-aao 

P 

SEIDLEiW G 

7907030266 

50-402 

8 

SCHWENCERi A 

7907130311 

50-334 

P 





SCHWENCERi A 

79071 3031 6 » 

30-334 

P 

SEIDLEiW G 

7907030267 

50-382 

a 

SCHWENCERi A 

7907130329# 

50-334 

P 

SEIDLEiW C 

790703026B 

50-498 

8 

SCHWENCERi A 

7907190609 

50-247 

P 

SEIDLEiW. C 

7907230490 

50-445 

Q 





SEIDLEiW C, 

7907250479 

50-402 

0 

SCHWENCERi A 

7907190614# 

50-247 

P 

SEIDLEiW C 

7907260477 

50-498 

0 

SCHWENCERi A 

7907190623# 

50-247 

P 





SCHWENCER. A 

7907240 &09 

50-272 

F 

SEIDLEiW C 

7907020303 

50-490 

8 

SCHWENCERi A. 

7907240597# 

30-272 

P 

SEIDLEiW C 

7907020305 

50-498 

B 

SCHWENCERi A 

79071001 5S 

50-3 

P 

SEIDLEiW C 

7907020306 

50-482 

5 





SEIDLEiW C. 

7907020307 

50-302 

0 

SC NWENCERi A 

7907190647 

50-340 

P 

SEIDLEiW C. 

7907020309 

50-445 

8 

SCHWENCER, A 

7907190652# 

90-348 

P 





SCHWENCERiA, 

7907190661# 

30-34B 

P 

SEIDLEiW C. 

7907250221 

50-402 

Q 

SCHWENCERi A. 

7907240536 

90-344 

P 

SEIDLEiW, C 

7907830347 

50-482 

Q 

SCHWENCERi A 

7907240539 

50-261 

P 

SEIDLEiW C. 

7907240047 

50-490 

Q 

BCHWENCER, A 

7907240540 

90-29S 

P 

SEIDLEiW C 

7907240051 

50-302 

a 

SCHWENCERiA. 

7907240544 

50-213 

P 

9EIDLE, W C 

7907260559 

50-445 

0 

SCHWENCERiA 

7907240546 

50-250 

P 

SEIDLEiW C 

7907300055 

50-490 

Q 

SCHWENCERi A 

7907240547 

50-315 

P 

SEIDLEiW C 

7907310590 

50-402 

a 

SCHWENCERiA 

7907240530 

50-292 

P 

SEtDLEi W C, 

7907310361 

50-490 

0 
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SEIDLEiW C 
SEIDLEiW C 
SEIDLEiW C 
SEIDLE. W C 
SEIDLEiW C 

SEIDLEiW C 
SEIDLEiW C 
SEIDLEiW C 
SEIDLEiW G 
BE IDLE. W C 

SEIDLEiW C 
SEKULERiS N 
BEKULERiS N 
BEKULERiS N 

aewjLER.a h 

BELDYiJ D 
SELORADErE L 
SELORADEiE L 
BELGRADE. E L 
SELLiT C 

SELLS. D E 
SELLS. D E 
SELLS. D E 
6ELMAH. R, L 
SELVAOOIOiK A 

BETSERiJ L 
SEWELL. R D 
SEWELL. R. D 
SEYFRlTiK V 
SEYFRlTi K V 
SEYFRiTiK V 
SEYFRlTiK V 
BEYFRlTiV^ V 
SEVFRlTiK V. 
fiEVFRiTi K V 

SEYFRiTiK V. 
BEYFRiTiK V 
BEYFRiTiK V 
BEYFRlTiV^ V 
8EVFR1T. K V 

SEYFRlTi K V 
SEVFRiTiK V. 
BEYFRiTiK V. 
BEYFRIT. K V 
SEVFftiTiK V. 

SEYFRIT.K V, 
SEYFRlTiK U 
SEYFRITi K V, 
SEYFRlTi K V 
SEYFRlTiK V 

BEYFRiTiK V 
SEYFRlTiK V. 
BEYFRiTiK V 
BEYFRiTiK V 
SEYFRlTi K U. 

SEYFRlTiK V. 
BEYFRIT, K V 
BEYFRIT, K V 
BEYFRiTiK V 
SEVFRIT. K U 

SEYFRIT. K. V 
SEYFRlTiK. V 
SEYFRIT.K V. 
BEYFRIT. K, V 
SEYFRIT.K V 

BEYFRiTiK V 
SEYFRIT.K V. 
BEYFRiTiK V. 
BEYFRiTiK V 
BEYFRiTiK V. 

SEYFRlTi K V 
SEYFRlTiK V. 
SEYFRlTiK. V. 
SEYFRlTiK V 
SEYFRlTiK V 


ACCESSION 

NUMBER 


7907030205 

7907030209 

7907030210 

7907030212 

7907030215 

7907300229 

7907130334 

790713033A 

7907130337 

7907130340 

7907130341 

7907270294 

7907180^83 

79O71BO605 

7907180608 

7907180609 

7907180690 

7907240514 
7907240517 
790724051 B 
7907240519 
7907240521 

7907300242 

7907110499 

7907100154 

7907130004 

7907310130 

7907050569 

7907110165 

7907180366 

7907180374* 

7907110192* 

7907U0601 

7907200242 

7907300504 

7907270072 

7907020132 

7907190351 

7907100056 

7907310221 

7907250355* 

7907130126 

7906130210 

7906130213 

7906130217 

7906130219 

7907090394 

7907100245 

7907100240 

7907100251 

7907100286 

7907100259 

7907100262 

7907100263 

7907100267 

790710026D 

7907100271 

7907100273 

7907100283 

7907100289 

7907100290 

7907100293 

7907060325 

7907060327 

790706032B 

7907060329 

7707260122 

7907260125 

7907260126 

7907260129 

7907030122 

7907030123 

7907030124 

7907030126 

7907030120 

7907030129 

7907200343 

7907200345 

7907200354 

7907200356 

7907200357 

7907200360 

7907200361 

7907200363 

7907200365 

7907250347* 

7907190390 


SUBJECT 

CATEGORY 

30-456 

5 

50-498 

S 

50-402 

8 

50-398 

B 

50-44S 

S 

50-445 

Q 

SO-450 

S 

50-490 

B 

50-482 

6 

50-388 

8 

50-445 

8 

50-445 

Q 

50-458 

S 

50-490 

8 

50-482 

B 

50-302 

8 

50-445 

8 

50-458 

S 

30-490 

8 

50-482 

8 

50-382 

8 

50-445 

B 

50-445 

Q 

50-837 

0 

50-295 

0 

50-295 

0 

50-295 

0 

50-389 

H 

50-471 

Q 

50-471 

0 

50-471 

0 

50-320 

0 

50-596 

D 

50-307 

D 

30-307 

PRM 

FOIA 

A 

WASTE MOT 
40-8690 
40-0698 
QA999 

S0-4B2 

70-2860 

70-1406 

70-1401 

70-2103 

QA999 

a 

50-131 

Q 

50-274 

Q 

50-262 

Q 

50-112 

a 

50-59 

0 

50-192 

Q 

30-72 

a 

50-204 

Q 

50-252 

Q 

30-140 

Q 

50-lGB 

Q 

50-313 

Q 

50-390 

0 

50-205 

Q 

50-267 

Q 

50-313 

Q 

50-290 

0 

50-2B5 

Q 

50-267 

Q 

50-313 

F 

50-290 

P 

50-205 

P 

50-267 

P 

50-458 

Q 

80-490 

Q 

50-482 

Q 

50-382 

Q 

50-295 

Q 

50-443 

a 

50-313 

0 

50-438 

Q 

50-498 

Q 

50-492 

Q 

50-382 

Q 

50-298 

Q 

50-285 

Q 

50-267 

Q 

50-445 

aA999 

Q 

50-313 

0 
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SEYFRIT. K V 
SEYFRIT. K V 
SEYFRIT. K U 
SEYFRIT.K V 
SEYFRITi K V 

SEYFRlTiK V 
BEYFRIT, K V 
SEYFRIT.K V 
SEYFRIT, K V 
SEYFRIT. K V 

SEYFRlTiK V 
SEYFRlTiK V 
SEYFRlTiK V 
SEYFRIT.K V 
SEVFRIT. K V 

SEYFRITi K V, 
SEYFRlTiK V 
SEYFRIT.K V 
SEYFRIT.K V. 
SEYFRIT, K V 

BEYFRIT. K V 
SEYFRlTiK V. 
SEYFRITi K V, 
BEYFRiTiK V, 
SEYFRlTiK V. 

BEYFRiTiK V, 
BEYFRiTiK V, 
SEYFRlTiK V 
SEYFRIT, K U 
SEYFRIT, K V 

SEYFRlTiK V 
SEYFRlTiK V 
BEYFRiTiK V 
BEYFRiTiK V 
BEYFRIT, K V 

SEYFRIT, K V 
SEYFRITi K V 
SEYFRIT.K V 
SEVFRlTiK V 
SEYFRIT.K V 

BEYFRIT.K V 
SEYFRIT.K V 
BEYFRiTiK V 
BEYFRIT.K V 
SEYFRIT.K V 
BEYFRIT.K V 
BEYFRIT.K V 
SEYFRIT.K V 
SEYFRIT.K V 
SEYFRlTiK V 

SEYFRlTiK V 
SEYFRIT.K V 
BEYFRIT.K U 
BEYFRIT.K U 
SEYFRIT.K. Y 

SEYFRlTiK V 
SEYFRlTiK V 
SEYFRIT. K V 
SEYFRIT.K V 
BEYFRIT.K V 

SEYFRlTiK V 
BEYFRIT.K V 
SEYFRIT.K V 
SEYFRIT.K V 
BEYFRIT.K V 

BEYFRIT.K V 
BEYFRIT. K. V 
BEYFRIT. K. V 
SEYFRIT.K V. 
SEYFRIT.K V 

SEYFRIT.K V 
SEYFRlTiK V 
SEYFRIT.K V. 
SEYFRIT. K, V, 
SEYFRIT.K V, 

BEYFRIT.K U, 
SeVFRiTiK V 
SEYFRlTiK V 
SEYFRlTiK V 
SEYFRIT.K. V 

BEYFRIT.K V 
SEYFRIT.K V. 
BEYFRIT.K V. 
BEYFRIT.K. V. 
BEVFRlt.K V, 

BEYFRIT.K U. 
BEYFRIT.K U. 


ACCESSION 

NUMBER 


7907190393 

7907190395 

7907190399 

7907190400 

7907190403 

7907190407 
7907390408 
790719041 1 
7907060010 
7907060013 

790706001 S 
7907060016 
7907060017 
790706001 B 
7907060020 

7907060022 

7907060023 

7907050557 

7907050560 

79070S0561 

7907050562 

7907050563 

7907050565 

7907050566 

7907020443 

7907020444 

7907020445 

7907020446 

7907050506 

79070S050? 

7907050512 

7907050514 

7907030517 

79070504B3 

79070304B5 

79070504Q7 
79O7O5O40B 
7907050409 
7907 1 20370 
7907120373 

7907120375 
7907120377 
7907020013 
7907020014 
7907020015 
7907020017 
790702001 B 
7907020020 
79070 S 0022 
7907020023 

7907020024 

7907020026 

7907020020 

7907020030 

7907020033 

7907020035 

7907050410 

79O7S30437 

7907230439 

7907330501 

7907230506 

7907230307 

7907230300 

7907230510 

7907830512 

7907230514 

79072503213 

7907180586 

7907120588 

7907120590 

7907120S96 
7907120590 
7907120600 
79l>7 120602 
7907180604 

79072402 50 
7907100383 
7907100389 
7907100393 
7907100390 

7907110242 
7907J 10246 
7907110249 
7907110232 
7907110236 

7907120591 

7907100249 


SUBJECT 

CATEOOflY 


50-458 

Q 

50-498 

Q 

SO-4B2 

Q 

50-3Q2 

Q 

50-299 

0 

50'283 

Q 

50-267 

0 

50-445 

0 

50-313 

0 

50-459 

Q 

50-499 

» 

50-482 

Q 

50-382 

0 

50-298 

0 

50-205 

Q 

50-267 

G 

50-445 

Q 

30-556 

0 

50-438 

0 

50-466 

Cl 

30-498 

0 

50-489 

Q 

50-302 

0 

50-445 

0 

50-313 

Q 

50-299 

Q 

50-205 

0 

50-267 

Q 

50-458 

Q 

50-498 

Q 

50-4B2 

Q 

50-302 

0 

50-445 

0 

50-459 

Q 

50-498 

0 

50-402 

Q 

50-382 

0 

50-445 

0 

80-313 

Q 

50-290 

Q 

50-205 

a 

50-267 

Q 

50-313 

a 

80-285 

Q 

50-267 

0 

50-131 

Q 

50-274 

a 

so-iss 

a 

50-14B 

Q 

50-252 

0 

50-112 

a 

50-262 

a 

50-72 

Q 

50-59 

a 

50-192 

0 

SO -294 
40-9027 

0 

50-131 

Q 

50-274 

a 

50-204 

a 

50- 1 BB 

0 

50-59 

0 

50-149 

G 

50-112 

G 

SO- 192 

0 

50-72 

QA999 

0 

30-267 

Q 

50-295 

Q 

50-313 

G 

50-459 

G 

50-499 

G 

50-482 

0 

50-382 

a 

80-443 

Q 

50-299 

Q 

50-313 

Q 

30-293 

Q 

50-2B5 

0 

30-267 

0 

50-459 

0 

50-493 

Q 

90-482 

0 


50-382 0 

50-445 fl 

50-298 Q 
50-458 0 
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AUTHOR 

r^UMDER 

CATEODRY 

BEYFRIT. K V 

7907100252 

50-490 

0 

8EYFR1T»K U 

7907100235 

50-466 

0 

SEYFRfT.K U 

7907 1 B0257 

30-402 

0 

8EYFRIT, K V 

7907ia02AS 

50-302 

0 

SEYFRIT^K V 

7907 1 BD26A 

50-445 

0 

SEYFRiTrK U 

7907 1 80269 

50-536 

0 

SEVFRlTiK* U 

7907100514 

50-4SB 

0 

SEYFRlTiK V 

7 9071 <1051 6 

50-490 

Q 

BEYFRlTiK V 

7907100317 

50-402 

Q 

SEYFRITr K. V 

7907100510 

50-302 

Q 

BEYFRITiK V 

7907100320 

30-445 

a 

SEYFRITrK V 

7907100376 

50-313 

0 

8 EVFRIT 1 K V 

7907180379 

50-290 

0 

SEYFRIT^K U. 

7907100331 

50-285 

Q 

SEYFRIT.K V 

7907100305 

50-267 

0 

SEYFRIT^K V, 

7907110289 

50-458 

Q 

BEYFRIT.J^ V- 

7907110292 

50-490 

0 

8 EYFRIT 1 K V, 

7907110293 

50-402 

0 

SEYFRlTiK V 

7907110296 

50-302 

0 

SEYFRIT^K V 

7907110300 

50-445 

0 

SEYFRlTrK U 

79073 1 0307 

50-313 

Q 

8EVFRITjK U 

7907310210 

50-290 

0 

BEVFRIT, K V 

7907310312 

50-205 

0 

BEVFRiTrK V 

7907310217 

50-267 

Q 

SEYFRJTiK V 

7907310610 

50-274 

Q 

SEYFRIT. K V. 

7907310615 

50-131 

0 

SEYFRITi K V, 

7907310619 

50-313 

Q 

BEYFRIT.K V 

7907310623 

50-290 

0 

SEYFRIT/K V 

7907190409 

50-313 

0 

SEYFRIT. K V. 

7907190493 

50-450 

Q 

8EYFRIT*K V 

7907190495 

50-490 

0 

SEVFRlTrK U 

7907190498 

50-482 

Q 

SEYFRITi R V 

7907190500 

50-302 

Q 

SEYFRITi K V. 

7907190503 

50-298 

0 

BEYFRITiK V 

7907 J 90503 

S0-2B5 

0 

SEYFRITi K V 

7907190506 

50-267 

Q 

BEYFRITiK V 

7907190508 

50-445 

0 

SEYFRlTiK V 

7907S40299 

50-313 

Q 

SEYFRITi K V, 

7907240302 

50-450 

Q 

SEYFRITi K V 

7907240305 

50-498 

Q 

BEYFRITiK V, 

7907240309 

50-482 

0 

BEYFRITiK V. 

7907240312 

50-362 

Q 

BEYFRITiK V. 

79072403 J 6 

50-290 

0 

BEYFRITiK V. 

7907240401 

50-205 

0 

BEYFRITiK V, 

7907540405 

SO-267 

Q 

BEYFRITiK V 

7907240410 

50-445 

0 

BEYFRITiK. V 

7907260329 

50-313 

0 

BEYFRITiK V. 

7907260320 

50-298 

Q 

REYFRlTtK ^ 

7907260332 

50-283 

Q 

SEYFRlTiK V 

7907260334 

50-267 

Q 

SEYFRIT 1 K.V 

7907260231 

50-313 

Q 

BEYFRITiK, V 

790726023S 

50-290 

0 

BEYFRiTt K, V 

7907260239 

S0-2S5 

Q 

BEYFRITiK V- 

7907260242 

50-267 

Q 

6 EVFRIT 1 K V, 

7907270391 

50-450 

a 

BEYFRITiK, U, 

7907270374 

50-490 

Q 

BEYFRITiK V, 

7907270395 

50-462 

0 

BEYFRITiK V. 

7907270397 

50-362 

Q 

BEYFRITiK V 

SHAi M, T. 
SHACKELFORDr B. U 

7907270398 

7907190510 

7907270302* 

50-445 

MmEO 

70-1738 

Q 

SHAFERiN 0 

SHAKi V» U 

7907050140# 

7907280200 

50-298 

HUREO 

0 

BHALLERi D V. 

7907200317 

50-315 

R 

SHALLEKi D. V 

7907200329 

50-316 

R 

SMALLERi 0 V. 

7907190515 

50-315 

0 

8HALLER.D V. 

7907190532 

50-316 

9 

GKALLERi 0 V. 

7907250253 

50-316 

6 

8HALLERi D. V 

7907300325 

50-3 1 6 

8 

GHAREi S, C 

7907110515# 

30-350 

0 

8HANEi 8 C. 

7907190134# 

90-356 

0 

BHAPARiH. K. 

7907110624# 

50-330 

Q 

SHAPARiRK 

7907240454 

50-443 


SHAUBi E. T, 

7907100291 

50-32C1 

H 

SHAUBi E- T 

SHAUBi E. T. 

7907100260 

7907180734# 

50-320 

70-020 

H 

SHEAiJ F. 

7907250547 

50-201 

P 

SHEAiJ, F 

BHEArJ, R 

CHEAi J. R. 
fiHEAiJ, R 

SHEAiJ R. 

GHEAf J. A 

BHCAi J.R. 

SHEAiJ. R, 

7907300336 

7907240416 

7811300307 

7907030169* 

7907130427 

7907030172# 

7907230230 

7907190009 

50-201 

8ECV 

KFORTLIC 

FOIA 

SECY 

FOIA 

xportlic 

BECY 

F 

BHEAi J, R, 

SNEAi J. R. 

7907260919 

7907060443 

50-245 

XPORTLIC 

P 


AUTHOR 
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SUBJECT 

CATEOORV 

BHEAiJ R 

7907230100 

SECY 


SHEAiJ R 

7907100306 

XPORTLIC 


BHEAi J R 

7907190805 

XPORTLIC 


SHEAiJ R 

7907190B14 

XPORTLIC 


8HEA.J R 

7907190825 

XPORTLIC 


SHEAiJ R 

7907250030 

XPORTLIC 


SHEA. J R 

7907250000 

XPORTLIC 


SHEAiJ R 

7907250096 

XPORTLIC 


EKEA.J R 

7907250101 

XPORTLIC 


SHEAiJ R 

79071 906B6 

XPORTLIC 


SHEAiJ R 

7907190692 

XPORTLIC 


SHEAiJ R 

7907190697 

XPORTLIC 


SHEAiJ R 

7907240008 

XPORTLIC 


BHEAi J R 

7907240012 

XPORTLIC 


SHEAiJ R 

7907240031 

XPORTLIC 


SHEAiJ R 

7907240036 

XPORTLIC 


SHEAiJ R 

7907240039 

XPORTLIC 


SHEAiJ R 

7907190715 

XPORTLIC 


SHEAiJ R 

7907190621 

XPORTLIC 


BHEAi J R 

7907190627 

XPORTLIC 


SHEAiJ R 

7907230210 

XPORTLIC 


SHEAiJ R 

7907230227 

XPORTLIC 


SHEAiJ R 

7907100060# 

SECY 


SHEAiJ R 

79O710OB8O 

XPORTLIC 


SHEAiJ R 

7907260852 

XPORTLIC 


SHEAiJ J 

7907120494 

50-244 

P 

SHEAiJ J 

7907120091 

50-245 

P 

BHEAi K H 

7907300227# 

FOIA 


SHEALYiH 0 

7907190321 

HASTE MOT 

SHEOUOSKYi T 

7907020461 
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P 

STEWART. W P 

7907030452 

50-302 

8 

STEWART. W P 

7907030483 

50-302* 

S 

STEWART. W P 

7907090232 

50-302 

S 

STEWART. W P 

7907100544 

50-302 

s 

STEWART. W P 

7907100515 

50-302 

p 

STEWART, W P 

7907130364 

50-302 

s 

9T EWART/ W P 

790710051 B 

50-302 

8 

STEWART/ W P 

7907190520 

50-308 

F 

STEWART, W. P 

79071 B054S 

50-302 

S 

STEWART/ W P 

7907190440 

50-308 

R 

STEWART, W. P 

7907300344 

50-302 

S 

STEWART, W P 

7907300343 

50-302 

0 

STEWART/ M P 

7907030384 

50-308 

p 

STEWART, W. L 

7907200394 

50-280 

s 

BTEMART/M L 

7907060290* 

50-800 

a 

STEWART, W L. 

7907090380* 

50-880 

3 

STEWART, W L. 

7907090304* 

50-880 

8 

STEWART, W L. 

7907310427* 

50-800 

8 

8TEWART/R, C 

7907050107* 

50-408 

a 

STEWART/ R C 

7907260561* 

50-443 

Q 

araoDY, d, o 

7907240417 

30-471 

0 

STOHR, J, P 

7907030220* 

FOIA 


8T0HR.J P 

7907300030* 

50-244 

Q 

STOICK.A F 

7907060302 

40-6663 


STQLI/K 

79071907B5 

PR 


STOLZ, J F 

7907250031 

50-360 

P 

8TOL2/ J F 

7907250061* 

50-369 

P 

ST0L2, J F. 

7907250072* 

50-360 

P 

8T0L2/ J F 

7907250080* 

50-360 

P 

BTQLl, J F- 

7907300560 

50-313 

F 

STOLZEMBERG. H 0 

7907110157 

FOIA 


sraMEtS T. 

7907270372 

50-330 

0 

BTDME, R 

7907250157 

50-250 

U 

STOODLEY/ D. 0 

7907100334 

50-471 

0 

BTOODLEY/ D. 0 

7907180829 

50-471 

G 

STOODLEY/ D, 0 

7907190302 

80-471 

0 

BTOODLEY/D G 

7907190387* 

SO-471 

G 

STOODLEY, |3 0 

7907190438 

80-471 

G 

BTOODLEYiD 0 

7907120009 

80-471 

G 

STOODLEY/ D 0. 

7907240314 

50-471 

G 

STOODLEY/ D, 0. 

7907240423* 

SO-471 

G 

STOUT, J H 

7907260424 

SO-317 

P 

STRAND, N 0. 

7907030004* 

50-397 

Q 

STRAND, N D 

79073001 U* 

S0-50S 

0 

STRATTON, L* E 

7907230771* 

87-39 


BTRATHAMi fi. A 

7907170115* 

90-336 

8 

8TRATMAM, fi. A. 

7907170829* 

50-336 

B 

STREETER, J. F 

7907110136* 

80-305 

Q 

eTREETER/J. F. 

7907180627* 

50-35B 

0 

eTHEETER, J, F 

7907S60300* 

50-155 

G 

aTHEETERtJ F. 

7907300P39* 

50-263 

G 

STREETER. J F. 

7907840191* 

50-409 

G 

STREETER. J. F 

7907840630* 

50-305 

G 

BTRELDM/ R. 

79071B069I 

PRM 


STRELOW/ R 

7907300230 

PR 


BTROUPE/ E. P. 

7907850254 

TOPREP 


BTURGEON, V, L, 

7907260503* 

90-592 

G 

SULLIVAN, J W 

79070301 00 

FOIA 
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AUTHDP! 
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NUMBER 

SUBJECT 

CATEGORY 



SULLIVANi J W 

7907060462 

40'1739 


SULLlVANi T J 

7907130104 

REOOD 


aULLlVANiT J 

7907130034 

REOOD 


BULLWAN, T J 

7907300014 

REGOD 


SULLIVANjR f 

7907230790# 

SO'259 

Q 

SUMMERS, R J 

79071002D4 

50-320 

H 

SUTHERLAND. J T 

7907130500* 

30-302 

0 

SUTHERLAND. J T 

79071 103B3* 

50-269 

Q 

SUTHERLAND. J t 

7907160259* 

70-143 


SUTHERLAND. J T 

7907180679* 

50-200 

0 

SUTHERLAND. J T 

7907200233 

70-27 


SUTHERLAND. J T 

790723070D 

50-200 

Q 

SUTHERLAND. J T 

7907230623* 

70-143 


SUTHERLAND. J T 

7907260004 

30-200 

0 

SUTHERLAND. J T 

7907110389* 

50-400 

Q 

SUTHERLAND. J T 

7907240132 

50-553 

Q 

SUTHERLAND. J T 

7907130422 

50-302 

Q 

SUTHERLAND. J T 

7907270402* 

50-302 

Q 

SUTHERLAND. J T 

7907260332 

50-327 

0 

SUTHERLAND. U T 

7907300021 

50-260 

Q 

SUTHERLAND. J T 

7907110574 

50-269 

0 

SUTHERLAND. J T 

7907100632 

50-200 

0 

SUTHERLAND. U T 

7907230607 

70-143 


SUTHERLAND. J T 

7907300263 

30-200 

Q 

SUTHERLAND. U C 

7907270393 

50-302 

Q 

BUTTER, 8 L 

7907030243 

RES 


SUTTER.fi L 

7907170197 

NUREO 


SUTTON. J W 

7907230197* 

QA999 


SUTTON. J W 

7907240263* 

QA999 


SUAN. H B 

7907130443* 

50-510 

0 

SNAN.N 0. 

7907130225* 

50-395 

Q 

aWANQViO T 

7907300137 

40-3453 


SWANSON, D 0 

7907190391 

NUREO 


«MAN8QNiN E 

7907100662 

50-395 

S 

SWANSON. D T 

7703230309 

30-70 

0 

SWANSON. D T 

7903150023 

50-338 

0 

SWANSON. D T 

7907 U 0610 

30-330 

0 

SWANSON. D T 

7907310366 

50-330 

0 

SWANSON. D J 

7907170242 

50-330 

0 

SMANaON.O T 

7907130130 

30-338 

0 

SWANSON. E n 

7907260526* 

30-301 

Q 

EWAN8QN.E R. 

7907310109* 

50-116 

Q 

SWEET. U H 

7907 1 60060* 

COMM I 88 ION 

BW INDUE. K P 

7907260220 

PR 


BVNAR.M 

7907310370* 

COMlilSSrON 

8ZWAJKOWSR1.R W 

7907120449 

70-1308 


TAOHAV I -T AFRESH 

7907110734 

NUREO 


TAM.P 

79071 10170 

30-320 

0 

TAM.P 

7907110236 

30-320 

0 

TAM. P 

79070S0145 

NUREO 


TAMDUINO. T 

7907020149* 

50-346 

0 

TAMBLlNOi T. 

7907020076* 

30-346 

0 

TAH0L1NO. T 

7907100296* 

80-346 

Q 

TAMPLIN. A R. 

7907250403* 

70-2623 


TAHPLIM. A R 

7907250497* 

70-2623 


TAMPLIN. A, R. 

79072S0491* 

70-2623 


TANW^A. N 

79072402Q9 

XPORTLIC 

TARAS, D N 

7907250230 

XPORTLIC 

TARAS. D N 

7907260629 

PRM 


TASAHA. 

7907170110 

NUREO 


TAYLOR. R E 

7907020137 

30-320 

P 

TAYLOR. U. H 

7907130173* 

50-329 

0 

TAYLOR. U. H 

7907230493* 

80-244 

Q 

TAYLOR. U H 

790706Q249 

TOPREP 


TAYLOR. J. H 

7907100500 

TOPREP 


TAYLOR/ J. H. 

79071205S9 

30-320 

0 

TAYLOR. J H 

7907170021 

TOPREP 


TAYLOR. J. H. 

7907100534 

TOPREP 


TAYLOR, J H. 

7907200200 

TOPREP 


TAYLOR. C, W 

7907090361 

70-143 


TAYLOR. R. 0. 

7907 U 0693* 

50-443 

Q 

TAYLOR. R Q 

7907250518* 

50-445 

a 

TAYLOR, R 0 

7907300256* 

30-445 

Q 

TEASDALE. J. P. 

7907120046 

30-483 

H 

teates. c. d 

7907240527 

PRM 


TEDE6GQ. R. L 

7907020127 

30-320 

p 

tedescq.r l> 

7907030405* 

50-300 

0 

TEDESCO, R L. 

7907110022 

50-320 

p 

TEDE8C0.R. L 

7907310381* 

50-330 

0 

TELEOADAS. 

7907020133 

30-320 

p 

temple. U. 0 

7907130102 

50-329 

T 

TERCiN, 

7907230006# 

50-387 

0 

terpilak.m. s. 

7906210407 

REOGD 


TERPILAK. M.fl 

7907240461 

PRM 


TERPILAK, M, 8. 

7907260249 

REOOD 


TERRY, a H. 

7907240267* 

50-294 

a 

THADANI.A 

7907020341 

PQIA 



AUTHOR 

ACCESSION 

NUMDER 

SUBJECT 

CATEOPRY 

THAPANl 1 A 

7907120207 

50-29 

P 

THOM. T 

77D71 70126* 

30-23? 

R 

THOMAS, J L 

7907230479 

50-297 

P 

THOMAS. E D 

7907230077 

30-220 

P 

THOMAS, 0 

7907160091 

50-320 

P 

THOMAS, R H 

7907260717* 

50-213 

B 

THOMAS, W N 

7907250316 

50-281 

P 

TH OMABj R D 

7907100546 

30-320 

H 

THOMAS. C 0 

79Q7260B90 

50-556 

A 

THOMPSON. D 
THOMPSON. D 

THOMPSON, D 

79070301 JB 
7907250491* 

7907250512* 

50-320 

FOIA 

FOIA 

8 

THOMPSON. D 

7907120162 

50-320 

8 

THOMPSON. D 

7907170153 

50-320 

a 

THOMPSON. 0 

7907130326 

50-320 

s 

THOMPSON. D 

7907130342 

50-320 

H 

THOMSEN, r T 

7907090009 

50-522 

0 

THOMSEN. F T 

7907130344 

30-322 

0 

THOMSEN. F T 

7907060125 

50-522 

0 

THOMSEN, F T 

7907190619 

SO-522 

o 

THOMSEN, F T 

7907160629 

50-S2a 

0 

THOMSEN, F T 

7907170 13B 

50-522 

H 

THDNU3. L H 

79^7230057* 

50-220 

0 

THDNUB. L 

790727039 £»* 

50-320 

o 

thornduroh.r 

7907060237* 

COMMISSION 

THORNQURO. H D 

THORNBURG. H D 
THDRNBURO.H 0 

7907260137* 

7907180120 

7907120601 

50-329 

ILE 

FQIA 

0 

THRASK. C 0 

79071 1034a 

50-466 

0 

THRASH, C 0 

7907190701 

50-466 

0 

THRASH, C 0 

7907190623 

30-466 

Q 

THRUSH. J E 

7907050040 

50-320 

P 

TIDDITTS. D L 

7907110268 

50-393 

A 

TILLISON. A C 

7907060413* 

50-324 

S 

TILLBON. D D 

7907110508 

50-508 

A 

TIPPEL. J. 

7907230333* 

50-293 

0 

TIPPEL. J 

7907230520 

50-295 

Q 

TOALSTON, A L 

7907230213# 

50-295 

<3 

TO ALSTON. A 

TO DIAS. M L 

7907310290* 

7907060442 

50-361 

NUREO 

A 

TOmN, W J 

7907030133* 

50-324 

0 

TODIN.W J 

TODO. 0 A 

7907200241* 

7907300070* 

90-83 

70-1131 

0 

TOLLISON. A C 

79070S0329* 

90-323 

B 

TOLLISDN.A C 

7907060409* 

90-324 

0 

TOLLISON. A C 

7907060412* 

50-323 

9 

TOLLISON. A C 

7907060416* 

50-323 

S 

TOLLISON. A C 

7907090233* 

50-324 

B 

TOLLISON. A C, 

7907190497* 

50-323 

B 

TOLLISON. A C 

7907130345* 

50-325 

0 

TOLLISDN.A C. 

7907130363* 

50-323 

S 

TOLLISON/ A C 

7907160364* 

50-324 

6 

TOLLISON/ A. C 

7907160400* 

90-324 

B 

TOLLISON/ A C 

7907160301* 

90-324 

0 

TOLLISON/ A C 

7907190392* 

50-324 

S 

TOLL I SON. A C. 

7907190534* 

50-324 

S 

TOLLISDN.A C. 

7907230320* 

50-323 

B 

TOLLISDN.A C 

7907230563* 

50-324 

8 

TOLL I BON. A C. 

7907200618* 

80-324 

8 

TOLL I BON. A C 

7907240363* 

30-325 

8 

TOLLISON. A C. 

7907230343* 

S 0-323 

8 

TOLU SON. A C 

7907240371* 

50-324 

8 

TOLLISON. A C 

7907300420* 

50-324 

B 

TOMLlNBONiD P. 

7907230226* 

30-482 

0 

TOMLINBOH.O P. 

7907030193* 

50-296 

Q 

TOMLIMBON.D P. 

7907300236* 

50-445 

0 

TONGUE. T, M, 

7907100449 

30-320 

H 

TOOHEft.J L. 

7907190220* 

50-437 

0 

TOOHER. J L, 

TOPP. A, B 

TORREY. M, D 

TOTERSIER. R.E 

7907190215* 
790702049 1 
7907170167 

7907030163* 

90-437 

40-8726 

NUREO 

FOIA 

0 

TPTHtA D. 

7907050327* 

50-423 

Q 

TOTH, A 0 

TOTOW/D. 
TOURTELLOTTE. J. 

79071 1 001 5* 
7907230307* 
79071 Y0673 

30-423 

70-2623 

70-2623 

a 

TOWNSEND. 0. 

7907000330* 

30-201 

I 

TOWNSEND. 0. 

7907300321* 

50-201 

I 

TOWNSEND. 0 

790730051 7* 

30-201 

I 

TOWNSEND. 0, 

7907300509* 

30-201 

1 

TOWNSEND. 0, 

7907300513* 

^ 50-201 

I 

TOWNSEND, 0, 

7907300 4 IB# 

30-201 

1 

TBAMM.T, R 

7907060345* 

50-293 

9 

TRAMMELL. C W. 

7907300568 

30-344 

P 

TRAMMELL, C. M 

7907300154 

50-266 

P 

TRAMMELL. C M. 

7907020236 

90-344 

P 
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SUBJECT 

AUTHOR 

WUMBER 

CATEOORV 

AUTHOR 

NUMBER 

CATEODRY 

TRA«KELL,C M 

7907110082 

50-344 

P 

ULLRICH. W T 

7907190406 

50-270 

8 

TRAMMeULiC M 

7907300024 

50-344 

P 

ULLRICH. W T 

7907190331 

50-277 

5 

TRAnMELLrC M 

7907250071 

50-344 

P 

ULMAN.M B 

7907030373 

30-500 

0 

TRAHHEUiC M 

7907300141 

50-261 

P 





TRAMMELL. C M. 

7907250094 

50-301 

P 

ULMAN.M D 

7907030103 

50-445 

0 





UUMANI.fi B 

7907130317 

50-344 

0 

TRAUTVETTERi C 

7907020459 

71-160 


ULMAM. H B 

7907130164 

50-445 

0 

TRAVIS. C C 

79073002B2 

RES 


UUMAN.M B 

79071B0335 

30-445 

0 

TREASEiH W 

7907230175 

PR 


UNDERHILL. D U 

7907110004 

50-320 

0 

TREflY.S A 

7907190&66# 

70-1 300 





TRIBLE.P 

7907230757* 

50-280 

U 

URBAN. M J 

7907190479 

50-592 

0 





URBAN. K J 

7907030369 

50-392 

A 

TR IMBLE, D C 

7907060-407 

50-313 

P 

UTLEY. E E 

7907020476 

50-261 

0 

TRIMBLE. D C 

79070A04I7 

50-313 

0 

UTLEY. E E 

7907100217 

50-261 

Q 

TRIMDLE.D C 

79071B0223 

50-313 

Q 

UTLEY, E E 

7907190608 

50-324 

Q 

TR IMBLE. D C 

7907060411 

50-368 

0 





TRIMBLE. D C 

7907030090 

50-368 

8 

UTLEY. E E 

7907190111 

50-261 

a 





UTLEY, E E 

7907190570 

30-261 

0 

IRIMBLE. D C 

7907030376 

50-313 

8 

UTLEY, E C 

79071 90391 

50-261 

a 

TRIMDLE.D C, 

7907060322 

50-313 

R 

UTLEY, E E 

7907190368 

50-324 

a 

TRIMBLE. D C 

7907050211 

50-313 

J 

UTLEY, E E 

7907190376 

50-261 

a 

TRIMDLE.D C 

7907090278 

50-313 

R 





TR IMBLE. D C 

7907090269 

50-368 

B 

UTLEY, E E 

7907110406 

50-324 

p 





UTLEYrE E 

7907060176 

50-261 

p 

TRIMBLE. D C 

7907060321 

50-320 

P 

UTLEY. E E 

7907130379 

50-324 

p 

TRIMBLE. D C 

7907110573 

50-313 

P 

UTLEY. E E 

7907170020 

50-261 

6 

TRIMDLE.D C 

7907120645 

BO-368 

8 

UTLEY, E E 

7907190376 

50-261 

0 

TR IMBLEi D C 

790716O2B3 

50-368 

3 





TRIMDLE.D C 

7907170125 

50-3J3 

P 

UTLEY, E E 

7907270230 

50-324 

0 





vahrenwald. j 

7907230203* 

50-265 

0 

TRIMDLE.D C 

7907190383 

50-313 

R 

vahrenwald. j 

7907110445* 

50-234 

9 

TRIMDLE.D C. 

7907190541 

50-368 

R 

VAHRENWALD. J 

79072S037B* 

50-234 

8 

TRIMDLE.D C 

7907200272 

50-313 

P 

VALOR E.C 

7907100681 

50-272 

0 

TRIMDLE.D C. 

7907230349 

30-313 

3 





TRIMBLE. D C 

7907230573 

30-36B 

F 

valore. c 

7907240231 

50-272 

0 

TRIMDLE.D C. 

7907300297 

50-368 

8 

VAN BRUNT. E E 

7907270405 

50-528 

Q 

TR IMBLE. D C 

7907310444 

50-313 

B 

VAN BRUNT. E E 

7907090239 

50-328 

<k 

TRIPP. L E 

7907ia0306» 

50-2B6 

Q 

VAN BRUNT. E E 

7907030370 

50-592 

D 

TRIPP, L E 

7907190029* 

50-007 

0 

VAli BRUNT. E E 

7907120561 

30-528 

B 

TRIPP. L E 

7907270301* 

50-220 

Q 









VAN BRUNT. E E. 

7907130426 

50-592 

0 

TRIPP. L E 

7907240613* 

90-334 

0 

VAN OQORN.P K 

7907050103* 

30-327 

Q 

TRDJANAUSKI. R E 

7907100420 

90-320 

H 

VAN DOORNiP K 

79073401B6* 

50-438 

Q 

TR08TEN.L M 

7907190371 

PROJ 


VAN HQUTEN.R 

7907180171 

NUREO 


TROUP. 0 L 

7907100447 

SO-320 

H 

VAN PELT.W R 

7907180304 

PR 


TROHBRlDOE.a P. 

7907060052 

5D-400 

0 









VAN SICKEL.J 

7907190574* 

30-331 

R 

TROtlDRlDOE.a F 

7907160269 

50-400 

0 

VAN eiCKEL.J. 

7907200373* 

30-331 

8 

TROUDRIDOE.& F 

7907160276* 

50-400 

0 

VANOERHOLT.M E 

7907110049* 

30-320 

0 

TRZyNA.O 

7907110441* 

50-293 

8 

VANDEL. T E 

7907180451* 

50-451 

Q 

TULEWD. J S 

79071B0102* 

50-320 

P 

VANMIDDLB8W0RTH 

7907160208* 

50-320 

P 

TURNER A 

7907310610 

90-498 

0 









VANN. J 

7907190449 

WASTE MOT 

TURNER, E A. 

79073 J 0607 

50-498 

0 

VANBICKEL. J 

7707230559* 

50-331 

a 

TURNER, E A 

7907240123* 

50-490 

Q 

VARAN INI. E E 

7907260571* 

COMMISSION 

turner, e a 

7907170147 

50-490 

K 

VAROA. 8 A 

7907160023* 

50-269 

Q 

TURNER, E A 

7907260657 

50-490 

8 

VAROA. 3 A 

7907160037* 

50-30? 

a 

TUTHILL. 8 J 

7907300094* 

50-331 

Q 









VAROA, 8 A 

7907160046* 

50-312 


TUTHiLLrS J 

7907300095* 

50-331 

0 

VAROA, 8 A 

7907160009 

50-313 

Q 

TYLER. D A 

7907190033 

NUREO 


VAROAt B A 

7907120209 

50-322 

A 

UDALL.M K 

79072604B9 

50-320 

U 

VAROAtS: A 

7907120241* 

50-322 

A 

UDALLiM K 

7907090060* 

SECY 


VAROA, 8 A. 

7907050136 

50-43B 

A 

udall. M K 

7907110016* 

30-320 

0 









VAROA. 8 A, 

7907270281 

50-397 

A 

uhrio.r.e 

7907090105 

50-0 B9 

0 

VAROA, 8 A, 

7907110051 

50-454 

A 

UHRIO.R E 

7907060156 

PR 


VAROA. B A 

7907310457 

TDPREP 


UKRIO.R E 

7907190392 

30-335 

0 

VAB8ALL0. D B 

7907030401* 

50-500 

0 

UHRIO.R E 

7907030121 

50-335 

0 

VAB8ALL0. D D 

7907050399* 

50-500 

0 

UHRIO.R E 

7907060263 

50-250 

Q 









vncijnuLOj 0 B. 

7907050325* 

50-400 

0 

UHRIOiR, E 

7907100206 

PR 


VABSALLD. D B 

7907050325* 

50-400 

0 

UHRIO.R E 

7907190603 

REOOD 


VASBALLO.D B 

7907310572* 

50-338 

0 

UHRJO,R. E. 

7907120200 

50-250 

Q 

VABSALLD. D D 

7906260134 

TOPREP 


UHRlO.fi-E 

79O71BO10O 

30-250 

0 

VA88ALL0.D B 

7907060466* 

50-549 

0 

UHRIO.R E. 

7907100094 

50-250 

Q 









VASSALLOiD B. 

7907060066 

50-443 

I 

UHRIO.R E 

7907130305 

50-250 

0 

VABSALLD. D B 

7907310441 

30-402 

M 

UHRIO.R E 

7907130321 

50-335 

a 

VABSALLD, D D 

7907310005 

50-339 

A 

UHRIO.R £, 

7907130415 

50-033 

a 

VABSALLD, D D 

7907310468 

50-404 

A 

UHRIO.R E 

7907240020* 

30-250 

Q 

VASBALLOrD B. 

7907270001* 

50-338 

R 

UHRlOiR E 

7907190233 

50-250 

0 









VENTOfD. F 

7907160254* 

COMMISSION 

UHRIO.R E. 

7907090140 

50-250 

0 

VERDE Y, E. H 

7907260508* 

50-250 

Q 

UHRIO.R. E 

7907190401 

50-335 

Q 

VERDUZCO, 0 H 

79£J7050146* 

30-267 

0 

UHRIO.R E. 

7907190060 

50-309 

0 

VERRELLI . D. M 

7907110692 

30-321 

P 

UHRIO.R E 

7907190503 

30-309 

0 

VERRELLI.D M 

7907230310 

50-321 

D 

UHRIO.R. E. 

7907260033 

50-250 

p 









VEBSELQ.R P 

7907190372 

WASTE MOT 

UHRIO.R, E 

7907190145 

50-250 

Q 

VlNAftDl.O, fl 

7907300020 

PR 


UHRIO.R E. 

7907310191 

50-309 

0 

VI NCI CUE RR A. J V 

7907300434* 

30-201 

I 

UHRIO,R.E 

7907310104 

50-309 

a 

VINJAMURI, K 

7907300057 

NUREO 


UHRIO.R E 

7907310199 

50-309 

0 

VIBSINO,0 

7907020269 

50-313 

P 

UHRIO.R.E 

7907120599 

50-309 

A 

Vivian, m. 

7907190214* 

30-16 

P 





VOOEL. C.E 

7907060152 

70-1151 


UHRIO. E 

7907090220 

50-335 

P 

VOOT-LOWELL. R, J 

7907090130* 

50-335 

0 

UHRIO.R E. 

7907170170 

TOPREP 


VOOT-LOWELU. r. j 

7907240104* 

30-250 

Q 

UHRIO.R. E, 

7907240362 

50-250 

0 

VDQT-LOHELLi R, J 

79071 0024 4* 

50-366 

Q 

UHRIO.R E. 

7907260661 

50-250 

F 





ULLRICH. H T 

7907190003 

50-277 

0 

VO lOHT. A. F 

7907240552 

71-6601 






VOIOT, H. H 

7907050450 

30-341 

0 

ULLRICH. W T 

7907300115 

50-277 

8 

VO EOTt H, H 

7907190139 

50-452 

0 

ULLRICH. U T 

7907190367 

50-270 

8 

VD IQTi H. H 

7907050559 

50-546 
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SUBJECT 
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VOlGTiH H 

79O71VO405 

50-341 

G 

WEINSTEIN, P P 

7907190678 

PR 






WEIR.G J 

7907190775 

PR 


VOIGT, H H 

7907030123 

30-341 

K 

WEI8DARD, A J 

7907190504 

50-329 

0 

VOIOT.H H 

7907200214 

50-341 

0 

wei8ehamh,h a 

7907130245* 

TOP^EP 


VOIOTiM H 

7907240354 

30-402 

H 

WEISER, J L 

7907100045 

50-320 

P 

VOLKER.D M 

7907070007* 

30-201 

U 





WACHTER.L ^} 

7907020346 

30-263 

Q 

WEtSS^E R 

7906220164 

50-207 

G 





WE 185, E R 

7906220168* 

50-2B7 

0 

WACHTERiL J 

7907040250 

30-263 

0 

WEI8S,E R 

7907190170 

FQIA 


WACHTEfi,L J 

7907110291 

30-282 

0 

WE 188, E R 

79041)10034 

FOIA 


WACHTER,L J 

7907100116 

50-263 

a 

WEISS. E R 

7906010110 

FOIA 


WACHTERIL U 

7907160140 

50-202 

Q 





UACHTERiL J 

7907300455 

30-2B2 

0 

WEISS, E R 

7907190724 

30-269 

P 





WE IBS, E R 

7907100039 

FOIA 


UAONERiA G 

7907270043* 

30-364 

0 

UEI8S,E R> 

7907090410 

FOIA 


VJAGNERiA G 

7907230039* 

50-330 

Q 

WE IBS, E R 

■7907090442 

FOIA 


WAITEiR T 

7907060203 

70-1319 


WE 150, E R 

79071 90239 

30-380 

P 

MALDRIDGE, W C 

7907020293 

50-312 

Q 





UALORIOGE.U C 

7907100071 

30-312 

Q 

WE IBS, E R 

7907190097 

50-320 

P 





WEISS.E R 

7907050539 

50-27 1 

D 

UALBRIDOEiU C 

7907100509 

30-312 

P 

WE18SMAW, a A 

790709030 1 

50-392 

0 

WALKER, B 8 

7907160063* 

COHHl&BION 

WEISStD 

7907020473* 

70-143 


WALKER, R D 

7907340127* 

50-373 

Q 

WEISS. D 

7907190026 

71-4949 


WALKER, B 0 

79073004D6 

30-237 

Q 





WALKER, R D, 

7907260022* 

30-237 

Q 

WEISS, u 

7907090043 

70-02)0 






WE 1 05, D 

7907100400 

70-2443 


WALLACE, A 

7907060270 

50-399 

A 

WE 185,0 

79071 BOS 13 

70-1131 


WALLACE, J. A 

7907110261 

30-331 

0 

WE 185, D 

7907080478 

70-D24 


WALLACE, J J. 

7907130430* 

50-303 

R 

WE 1 80,0. 

7907230499* 

71-6501 


WALLIS, G D 

7907170136 

NUREO 






WALLIS, G 0 

7907170217 

NUREO 


WE 1 08, D. 

7907230496* 

71-6581 






WE I B3, D 

7907230492 

71-6581 


WALTERS, D. K 

7707260151* 

50-393 

0 

WE I as, E 

7907110716 

ORG 


WALTON, 0 A 

790710034B 

30-320 

H 

WEUDEN,R C 

7907100073 

WASTE HOT 

WALTON, 0 A 

7907300303* 

30-410 

Q 

WELLS, 0 R 

7907020037 

71-257 


WAMDACH. T V 

7907300567 

50-213 

P 





WAMBACHi T V 

7907300572 

30-244 

P 

WELLS, 0 R, 

7907020030* 

7 1 -237 






WELT, 0 

7907850339* 

06999 


WANDKE,N E 

7907300506 

50-893 

P 

WELT, 0 

7907250334* 

0A999 


WANDKE, N E 

7907U0440 

50-293 

8 

WENNER,8 

7907 1 20003 

50-596 

T 

WANDHE, M E 

7907110433 

80-893 

a 

WENriNOERi E C 

7907260458* 

50-320 

P 

WANDKE, N E. 

7907250274 

30-293 

B 





WANG, A 

7907300109 

TQPREP 


WERLINO, J A 

7907170117 

50-334 

P 

WARD, W H 

WARD, W H 

WARD, J 0. 

WARD, E C 

7907050369 

7907090321 

7907270063 

7907030272 

50-4B2 

30-402 

PRM 

30-2B2 

A 

H 

R 

WERUINOiU A 
WERLINO, J A 
WERLINO, J A 
WERLINO,J A 

7907070263 

7907090865* 

7907110446 

7707110447* 

50-334 

50-334 

50-334 

50-334 

8 

0 

B 

6 

WARD, E.C 

7907090202 

50-282 

B 

WERLlNQiJ A 

7907170100 

80-334 

0 





WERLINO, J A 

7907170111* 

50-334 

8 

WARDiK D 

7907030117* 

30-305 

Q 

WERLINO,J A. 

7707170114* 

50-334 

a 

WARD, K D 

7907100337* 

50-454 

0 

WERLINO, J A 

770727 0229 

80-334 

8 

WAREMDOUROi D 

7907050351 

50-267 

P 

WESCOTTrH N 

7707100431* 

50-451 

0 

WAREMDOURO, D 

7907060212 

50-867 

R 





WARENOaURDi D 

7907120632 

50-267 

8 

WEBCOTT.H 11 

7707260169* 

50-341 

a 





WEBStlANrR H 

7906800127* 

50-267 

Q 

WAREHDOURO, D 

7907120101 

50-267 

R 

WEBTCOTT.Jf rt 

7907261011* 

50-461 

(} 

WAREHDDURO, D 

7907170136 

30-267 

P 

WeSTERMAN, T F 

7907050146* 

50-267 

Q 

WAREHOOURG, D 

79071 QO407 

50-267 

P 

WESTERMAN, T. F 

7907050160* 

50-267 

Q 

WARENBOURGrD 

7907130380 

50-267 

6 





WAREHDOUROi D 

7907100442 

30-267 

0 

WESTERMAN, T F 

77078701 IG* 

80-267 

a 





WESTERMAN, T F 

7907300404* 

50-290 

a 

WAREhaoURO, D. 

7907100560 

50-267 

S 

WESTERMAN,! F 

7707120007* 

50-313 

a 

WAREHBDURO. D 

7907200264 

50-267 

P 

WESTERMAN, T F. 

7707020206 

50-205 

a 

WARNIGK, R. F 

7907270407* 

80-315 

0 

WETHY,C M. 

7907090230 

50-335 

B 

HARNICK,R F 

7907240200* 

80-202 

0 





WARWICK, R, F 

7907230083* 

50-266 

Q 

WETTERHAHN, M J 

7907170237 

50-35B 

0 





WETTERHAHHiM J 

7907060471 

50-872 

9 

WARNICK,R. F 

7907270133* 

30-263 

Q 

WETTERHAHN, M J 

7707130309 

30-278 

0 

WARNICKiR f 

7907240112* 

50-301 

0 

WETTERHAHN, M J 

7707130314* 

50-272 

9 

WARWICK, R F 

7907100390 

50-320 

H 

WETTERHAHNiM j 

7707240235 

50-278 

9 

WARNICKiR F 

7907180411* 

50-253 

0 





WARWICK, R F 

7907510222* 

50-35B 

0 

WETTERHAHN, M J 

7707240203* 

50-878 

9 





WETTERHAHNiM J 

7707240271* 

30-272 

9 

WASBERDACH/A e 

7907120332* 

50-200 

K 

WHARTON, R 0 

7707170233 

50-361 

9 

WATFORD, H L 

7907130436* 

50-261 

R 

WHEELER, L W 

7907120379 

50-94 

J 

WATSON, B 

7907030193* 

50-546 

h 

WHITEBELL^D. E 

7707130292 

71-6698 


WATSON, E C 

7907110233* 

70-364 






WATSON, A P. 

7907500282 

RES 


WHITE, 8 0 

7707190B34 

50-445 

M 





WHITE, J. A, 

7907110434 

TDPREP 


WATT, J J, 

7907190199* 

FOIA 


WHITE, W W, 

7907300375* 

50-16 

R 

WATTERHAHN, N. J 

7907110423 

50-350 

G 

WHITE, H W 

7907300368 

50-16 

R 

WATTERHAHNiM J 

7907110420* 

80-350 

0 

WHITE, a 0. 

7707190586 

50-466 

9 

WATTS, J. 

7907110386 

50-341 

H 





WEAVER, U, 

7907110079* 

30-320 

0 

WHITE, L. D 

7907050220 

50-244 

9 





WHITE, U D 

7707050396 

50-244 

Q 

WEAVER, xl, 

7907110006* 

50-320 

0 

WHITE, L D. 

7707050230 

50-244 

9 

WEBS, R E. 

7907260721* 

30-320 

p 

WHITE, L>D 

7707230401 

50-244 

0 

WEBSTER, A, 

7907020497* 

50-536 

H 

WHITE, L.D 

7707300389 

50-244 

0 

WEBSTER, A, 

7907020502* 

50-356 

H 





WEBSTER, E. W 

7907260223 

PR 


WHITE, L D 

7707030477 

50-244 

p 




WHITE, L D 

7707050361 

50-244 

F 

WEBSTER, E. M 

7907250147* 

30-335 

Q 

WHITE, L D. 

7707110334 

50-244 

F 

WEBSTER, E. H, 

7907050071* 

90-330 

0 

WHITE, L D 

7707060441 

50-844 

0 

WEEKS, E P. 

7907100402 

80-133 

R 

WHITE, L D 

7707090253 

50-244 

P 

WEEKS, s), R. 

7907260412* 

50-278 

0 





HEI0AND,J G 

7907260763 

50-450 

a 

WHITE, L.D, 

7707090268* 

50-244 

P 




WH1TE,L.D. 

7707050234 

50-244 

P 

WEINER, J. A. 

7907260562 

50-320 

p 

WHITE, L D, 

WHITE, L. D, 

7707120394 

7707130250 

50-244 

50-244 

P 

P 

WEINER, J A. 

7907260346 

50-320 

p 

WHITE, L> D. 

7707160401 

80-244 

8 

WEINER, J. A 

7907260867 

50-320 

p 

50-244 


WEINER, B. H. 

7907240317* 

50-471 

0 

WHITE, L D. 

7907200236 

P 

WEINSTEIN, 8, 

7907120632 

50-522 

A 

WHITE, L D 

^ riA q 

50-244 

P 
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WHITE, L D 

7907260594 

50-244 

WHITENER.H L 

7907030071* 

30-338 

WHITENER. H L 

7907060434* 

SO-269 

WHITENER.H L 

7907130339* 

30-327 

WHITEBELU. D E 

7907130213* 

0A999 

WHiTESELLi D. E 

7907100733* 

0A999 

WHITE8ELL.D E 

7907230197* 

0A999 

WHITESELL.D E 

7907030039* 

04999 

WHITESELL. D E 

7907230102* 

QA999 

WHITESELL.D E 

7907190742* 

0A999 

WHITESELL.D E 

7907250134* 

QA999 

WHITESELL.D E. 

7907240265* 

0A999 

WHITESELL.D E 

7907260090* 

04999 

WHITMORE. H E 

7907100627* 

50-1 2B 

WHITHER, C r 

7907 1 0034 3 

30-321 

WHITMER.C F 

7907030357 

50-321 

WHITHER, C F 

7907120301 

50-366 

WHITMER.C F 

7907170066 

SO -321 

WHITMER.C F 

7907260691 

30-321 

WHITMER.C F 

7907260746 

50-366 

WHITMER.C F. 

7907270187 

30-366 

WHITNEY. 0 0 

7907200252* 

50-293 

WHlTTEHORErF C 

7907090401 

50-322 

WHITTEMORE.F C 

7907180741 

50-322 

WH ITTEMQRE. F. C 

7907100761 

50-322 

WHITT.K 

7907030140* 

50-298 

WIDNER, W A 

7907190243 

30-321 

HI COINS. E 

7907260924 

CONTRACT 


7907250590 

CONTRACT 

7907260849 

CONTRACT 

7907260789 

CONTRACT 


7907260769 

CONTRACT 


7907310073 

CONTRACT 


7907240493* 

50-313 

P 

7907180710 

50-334 

P 

7907250087 

50-334 

P 

79071 B0194 

80-334 

P 

7 9072 S 061 1 

50-315 

P 

7907120830 

PR 


7907300475# 

COMMISSION 

7907090438# 

50-281 

0 

7907230180# 

COMMISSION 

7907190496 

WASTE MOT 

79071B0360 

PR 


7907030240 

50-592 

A 

7907850313# 

50-263 

a 

7907300273 

PR 


7907230138 

PR 


7907260659 

PRM 


7907260302 

RE06D 


7907300304 

POIA 


7907120601 

50-368 

p 

7907170031* 

50-324 

R 

7907170057* 

50-296 

8 

7907170065* 

50-29B 

8 

7907160237 

50-316 

Q 

7907160377# 

80-313 

Q 

7907160177 

50-336 

Q 


HJCOINS^E 
HlOOlNSrE 
HIOOINS^E 
WlOOINSiE 
trr OSINS. E 

HlOOlNTONiD 
WI OOINTON. D 
WlOOINTONiD 
UlOOINTONi D 
WlOOINTONiD 

HI KEEN. D D 
HI LOOK. H H 
HILCOXi J 0 
HI LENS. R 
HILL.R C 

HILL.R. C 
HI LLEY. H R 

h: llehben, b 

HILLIAMS.J F 
HILLIAMS.L E. 

HlLLIAMSiP R 
HI LUIS. C. A 
HlLLlAHiD 
HiLttAMB. D H 
HlLLISrE 

HILLIANB. M 0. 
HILLIAMS.M 0, 
HtLLlAMSrF J 
WILLIAMS. F, J 
HlLLlAMSiF J 

HI LLSBi J T 
WtLLSEV. W 8 
H1L80N.H E 
H1L80N. T L. 
WILSON, T.L 

WiLSONiB B 
WILBONi^ D. 

HI LSONi B, D 
HILSON.B D 
Wl4.80NrB D 

Ml L80N, B , D, 
WILSON. F. 
WILSON. K R 
WILSON.K.R 
HILSON.K R. 

WILSON.K.R, 
H1L80N.K. R 
WIL^N. F.R. 
WILSON. J, 

HI LSONi j. N 

HILSON.J N 
WILSON. J. N. 
HIR7H. S. 

HI SLA. 8. F. 
HI80FF, C, P, 

WiBStNK.R 0. 
HI8BINK.R.0, 
WITHERS. B D, 


79072^0341 
7907120361 
7907170*123 
7 907260 333 
7907260368 

7907030297 
7907120394 
79071 10744 
7907230321 
7907230636 

7907300023 
7907230S73# 
790711 0340« 
790711 04 SO# 
790711 0357# 

7907110393# 
79071 103S2# 
7907120633 
7907170004* 
7907120241* 

7907110524 

7907110276 

7907160298 

7907260377 

7907190321 

7907270053 

7907090241 

7907030370 


30 “320 P 
30-277 P 
30-27 P 
30-320 F 
30-320 P 

XPDRTLIC 

XPORTLIC 

XPDRTLIC 

XPDRTLIC 

XPORTLIC 

XPORTLIC 

FOIA 

30-269 a 
30-270 S 
30-269 8 

30-269 8 

50-269 3 

30-344 J 
3D-2S0 R 
80-322 A 

30-322 F 
30-322 A 
30-10 H 
71-6601 
PR 

PRM 
REOOD 
30-344 8 


HITHEftS.B D 

7907110422 

50-344 

S 

WITHERS. B D 

7907120608 

50-344 

R 

WOFFORD, A W 

7907180547 

50-322 

A 

WOLF.W 

790726021 5 

PR 


WOLF. F 

7907120249 

50-295 

T 

WOLF, J F 

7907120201 

50-295 

T 

HOLF,.J F 

7907300 I 84 

50-295 

T 

WOLF. J F 

7907200228 

50-261 

0 

WOLFE, a J 

7907100650 

50-437 

0 

WOLFE, 8 J 

7907050057* 

50-556 

A 

WOLFE, B J 

7907020009 

50-466 

0 

WOLFE, S J 

7907190114 

50-466 

0 

WOLFE. B J 

7907060495 

50-556 

0 

WOLFE. 8 J 

7907050053 

50-556 

A 

WOLFE. S J 

7907020001 

50-466 

0 

WOLFE, B J 

7907190451 

50-445 

M 

WOLFE, 8 J 

7907190490 

50-466 

o 

WOLFF. T A 

7907130457 

40-0725 

WOLFSON.J L 

7907050030 

50-320 

p 

WOLLETT.a A 

7907190755 

CONTRACT 

WDLLETT,8 A 

7907190795 

CONTRACT 

WOLLETT, B A 

7907250232 

CONTRACT 

W0LLETT.9 A 

7907310051 

CONTRACT 

WOLLETT, 9. A 

7907230719 

CONTRACT 

WOLMAN. A 

7907300444* 

50-201 

I 

WOLTNER.E, 

7907130050# 

70-1100 


WOLTNER.E 

7907240297* 

70-33 


WQNO.B H 

7907260300# 

50-155 

Q 

HONO. B M 

7907 1004 5 5* 

50-254 

Q 

UONO. B H 

7907300491 

50-254 

Q 

HOOD.E C 

7907110561 

50-309 

* 0 

WOODHEAD. C P 

7907180113 

50-219 

0 

WOODHEAD.C P 

7907200240 

50-466 

0 

WOODY. D E 

7907170116 

50-309 

R 

HOOLEVER. E J 

7907050398 

50-412 

Q 

HOOLEVER.E J 

7907230452# 

50-412 

0 

HOOLEVEA.E J 

7907170162 

50-412 

G 

WOOLEVERiE J 

7907130410 

50-334 

P 

HOOLEVER. E. J 

7907100529 

50-412 

8 

HOOLETT, a A 

79071 8031 6 

CONTRACT 

WOOTON.R 0 

7907260716# 

50-320 

P 

WORSHAM. J 1 

7907020005 

50-443 

M 

WRAY.J R 

7907100477 

80-320 

H 

HRIOHT.S F 

7907190420 

NUREO 


WRIOHT. H D 

7907130251# 

QA999 


WRIOHT. H D 

7907130246# 

QA999 


WRIOHT. H D 

790713022G* 

QA999 


WRIOHT. R L 

7907100238 

50-346 

P 

WRIOHT. D. L 

7907060290 

XPORTLIC 

WRIOHT. R. W 

7907050143# 

50-430 

Q 

WRIOHT, R.W 

7907260142* 

50-553 

Q 

WRIGHT, 0 C 

7907240127* 

50-373 

Q 

WRIOHT. 0. C 

7907180411* 

50-255 

Q 

WU.O J c. 

79071 104B3 

RES 


WULLER. O.E. 

7907190250 

50-461 

Q 

WYATT. J, M 

7907060012 

50-382 

H 

YAEOER. H. E 

7907090337 

50-P50 

9 

Y0ARRONDO. L J 

7907110316 

REB 


YIN, E. T 

7907300071* 

50-255 

0 

YIN. I,T, 

7907130354* 

50-315 

a 

YIN, I T 

7907100382# 

50-282 

Q 

YOBBAOV. J J 

7907230200 

PR 


YORE.J R 

7907060370 

50-514 

0 

YOUNO. R H 

7907090306* 

50-245 

8 

YOUNOiR H 

7907200259* 

50-245 

R 

YOUNO. F W 

7907110404 

50-320 

A 

YOUNO, H W 

7907100524 

50-320 

H 

YOUNO, T. 

7907270141* 

50-275 

Q 

YOUNO, T 

7907270280* 

50-275 

Q 

YROHBRIDOEiO F 

7907060523 

50-382 

Q 

YUAN. Y, 

7907270366 

NUREO 


YUHAS, 0. P. 

7907110460# 

50-245 

Q 

YUSPEH. A. R. 

7907090393 

50-387 

Q 

YUSPEN.A R 

7907060523 

50-302 

Q 

YUePEHi A. R 

7907130157 

50-307 

0 

YUSPEH. A. R, 

7907240335 

50-387 

0 

ZADZNA.E. 

7907190756 

PR 


ZARAKAB, P 

7907300457 

50-247 

Q 

ZAROLIA. B. M. 

7907120734 

50-320 

P 

ZAVAODSKliR W 

7907270406# 

50-302 

0 

ZEBRAK. I L, 

7907110708 

50-596 

0 

ZECHi 0 0 

7907230208# 

50-295 

0 

ZECH. 0. 0 

7907230239# 

50-295 

0 

2EGH. 0, 0. 

7907260403# 

30-272 

0 

ZECH. 0. 0 

7907190674 

50-272 

P 

ZECH. 0 . e. 

7907180203 

50-272 

Q 

ZEFF, D W 

7907060120 

70-1201 
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ACGESBION 

NUMBER 
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CATEOORy 

AUTHOR 

ACCEB9IDN 

NUMBER 

BunJECT 

CATEOOny 

ZEFF, D W 

7907060410 

70-1201 


ZIEMANN* D U 

7907110723 

50-21 3 

P 

ZEFFi D \fi 

7907300243 

70-1201 






ZEFFiD W 

7907250060 

71-9019 


ZIEMANN.D L 

7907 1 1 0623 

50-153 

P 

ZEKMSiE H 

7907190391 

NUREO 


ZIEMANNiD L 

7907110631 

SO'IO 

P 

ZELACiR E 

7‘?07310101 

PR 


ZIEMANN.D U 

7907110647 

SO-409 

P 

ZOLlCZVHSKn J D 

7907030249» 

50-59 

R 

ZIEMANNiD L 

7907110651 

50-244 

P 

ZOLICZYNSKli J 

7907090317# 

50-59 

P 

ZIEMANNiD U 

7907110650 

50-206 

P 

ZlELENi A J 

7907270366 

NUREO 






ZlEMANNiD L 

7907060072 

50-29 

P 

ZIEMANN.D L 

7907110661 

50-29 

P 

ZiEHANNiD L 

7907060496 

50-219 

P 

ZIEMANNiD L 

7907110666 

50-219 

P 





ZIEMANN.D U 

7907110673 

50-243 

P 

ZlEMANHiD L 

7907310559 

50-206 

P 

ZIEMANN.D L 

7907110676 

50-213 

P 

ZIEMANHi D L 

7907310560 

50-29 

P 

ZIEMANN.D U 

7707110662 

50-219 

P 

ZIEMANH. D L 

790706049B 

50-253 

P 





ZIEMANN. D L 

7907060217 

50-233 

P 

ZIEMANN.D L 

790725030B 

50-244 

P 

ZIEMANNiD L 

7907060221# 

50-253 

P 

ZIEMANN.D L 

7907250312# 

30-244 

P 





ZIEMANN.D L 

7907250322# 

30-244 

P 

ZlEHANNiO U 

7907060230# 

50-253 

P 

ZIEMANN.D L 

7907250176 

30-10 

P 

ZIEMANNiD L 

7907060233 

50-244 

P 

ZIEMANN.D L 

7907250170 

50-153 

P 

ZIEMANNiD L 

7907110637 

50-253 

P 





ZIEMANNiD L 

7907100009 

50-219 

P 

ZIEMANN.D L 

7907250179 

30-213 

P 

ZIEMANNiD L 

7907100012# 

30-219 

P 

ZIEMANN.D L 

7907250101 

30-409 

P 





ZIEMANN.D L 

79072S01Q3 

50-219 

P 

ZIEMANNiD L 

7907110400 

50-219 

P 

ZIEMANN. D, L, 

7907250103 

50-245 

P 

ZIEMANNiD L 

7907130134 

50-219 

P 

ZIEMANN.D L 

7907250106 

50-244 

P 

ZIEMANNiD L 

7907130140# 

50-219 

P 





ZIEMANNiD L 

7907130154# 

50-219 

P 

ZIEMANN.D L 

7907250107 

50-206 

P 

ZlEMANNi D L 

7907120169 

50-243 

P 

ZIEMANN.D U 

7907250100 

30-29 

P 





ZIEMANN.D L 

7907300030 

50-206 

P 

ZIEMANN. D L 

7907120179# 

50-243 

P 

ZIEMANN.D L 

7907300033# 

50-206 

P 

ZlEHANNi D L 

7907120199# 

50-243 

P 

ZIEMANN.D L 

7907300035# 

50-206 

P 

ZIEMANNi D L 

7907190796 

50-409 

P 





ZlEMANNi D L 

7907190007 

50-244 

P 

ZiMAiO E 

7907260SM 

NUREO 


ZIEMANNi D L 

7907190759 

50-253 

P 

ZIMMER, 0 A 

7907110403 

REe 






ZIMMERMAN, R P 

7907200469# 

50-293 

0 

ZIEMANN. D L 

7907250145 

50-10 

P 

ZITTEL.H E 

7907090429 ’ 

REB 


ZIEMANNi D L 

7907310226 

50-244 

P 

ZlTTELiH e 

79O7J2OO02 

REB 


ZIEMANNi D L 

7907310231 

50-245 

P 





ZIEMANNi D L 

7907310264 

50-219 

P 

ZITTELiH E 

7907300360 

REB 


ZIEMANNiD L 

7907310267 

50-409 

P 

ZUBER. Z 

7907240400 

TOPJIEP 






ZUDAN3i Z 

7907090244 

ACRE 


ZIEMANNiD L 

7907310273 

50-153 

P 

ZUDANSiJ J 

7907230260# 

50-295 

0 

ZIEMANNi D L 

7907310270 

50-213 

P 

ZUDANSrJ J 

7907230361# 

50-295 

0 

ZIEMANNiD L 

7907310201 

50-29 

P 





ZIEMANNiD L 

7907310207 

50-206 

P 

ZUFELTi E 

7907100609# 

30-333 

fl 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
Information within that docket; for exampie, 50-^0 P. 
The docket subject categories are defined In Appendix 
A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, ACRS. 


These categories are defined in Appendix B and listed In 
the Contents. 

An asterisk following the accession number in this index 
Indicates that the document ts an enclosure to another 
document. To obtain the accession number of the princi- 
pal document under which the enclosure is listed, refer 
to the Index titled "Cross Reference of Enclosures to 
Principal Documents/' 


AUTHOn 

AFFILIATION 


ACCEBfllON aUDvJECT 

NUNDER CATEGORY 


CITIZEN OHOUP/INDlYlDUALyMEOlA 


AAtrlcAn Frlentfft Servic® Commltt^o 
SJittafra* Audubon Bociitij 
Cl^litni Ag»init NucUar Dangsn 


Cl pliant Aifoclatlon for Sound En«r«y 
Cltltfrnt for a Dvbbar EnvironmBnt 
CG8 CD8| Inc 


Cltiti-ni Concarnad About Nuclaar Pouari 
Inc. 


Cancarnad Citiiana of Rboda Itland 
Cltiiani for Enargy & Emplo^manb 

Carolina Environmental 8tudg Group 

Cliliena for Fair Utility Regulation 


Citliani Energy Forum 


Intirvanori Claaton 

Civil Llbertiai UnioniNtu Yorki Comal 1 
Cliaptar 

Coalltton for feafa Pouiar 


DaKalb Area Alliance for Raeponelbla 
Entrgy 

Saiirat Nave Qalt Late CltUiUT 
Doc->'8rarch Ataoeiatif 


Tntarvanor J,F, Doherty 


Ecology Action of Otuago 


7707a 504 S8e 

79071005S9 

7707340290 

7707240303* 

7907240290 

7907240303* 

77071G0^i64 

790716076Q 

7907130276 

7907200246 

7907200243 

7907200210 

7907120002 

7907120004* 

7907120002 

7907120004* 

7907100070 

7907020479 

7907020400* 

7907190068* 

7907180762 

7907190093 

7907170243 

7907180612 

7907170243 

7907180612 
7907160207 
79071 B063B 
7907130331 
79071 601 &6 

7907170254 

7907060438 

7907060444* 

7907060438 

7907060444* 

7907180606 

7907110603 

7907020132 

79072AOI7I 

7907240290 

7907190640 

7907020098 

7907190437 


7907110073 

7907190608 

7907190664* 

7907190671* 

7907190736* 

7907190003 

7907240230 


00-320 P 
00-346 0 

00-387 0 

00-307 0 

00-307 0 

00-387 0 

00-387 0 

00-440 0 

00-290 <3 

00-320 P 

00-320 P 
00-320 P 
00-498 0 

00-490 0 

00-498 0 

00-498 0 

00-060 H 
00-341 O 
00-341 O 
70-2623 

70-2623 
70-2623 
00-445 Q 
50-440 0 

00-445 0 

00-440 0 

00-445 0 

00-338 0 

00-338 0 

00-338 0 

00-338 0 

00-338 0 

00-338 O 
30-330 0 

30-338 0 

00-330 a 
50-471 O 
FQtA 

50-344 0 

30-344 0 

00-454 0 

P31A 

FOIA 


00-466 0 

00-466 0 

00-466 0 
00-466 O 
00-466 0 
00-596 0 

00-096 9 


AUTHOR 

AFFILIATION 


ACCE801DN 

NUMBER 

BUBJEGT 

CATEODRY 

Environmental Coalition on Nuclear 

Power 

7907100710 

50-272 

0 



7907060452 

30-307 

0 



7907300447 

30-269 

0 

Environmental OaMnea Fund 


7907180297 

50-392 

0 



7907030240 

30-592 

A 

The Evening << Sunday Bullatirii Phil 

ladalp 

7907020137 

30-320 

P 

h ia,PA 





Iowa Soclallet Party 


7907110610 

00-399 

0 

leland Cloieup Nava Barvlce 


7907250385 

00-322 

A 

Jaffareon Pilot Oroadcaitlng 


7907250394 

00-287 

V 

KRON TV 


7907090320 

00-312 

0 

Little Egypt Prairie Alliance 


7907060146 

raiA 


Hld-Anerica Coalition for Energy 


7907000369 

00-482 

A 

Alternative* 







7907090321 

00-488 

H 

Nerracki D. t tntarvanor 


79071 10038 

00-466 

0 

Hlaml Valley Power Project 


79071 10475* 

00-338 

0 



7907110131 

50-358 

0 



7907190136* 

00-338 

0 



7907190152* 

00-358 

0 



7907190158* 

50-358 

0 

Hid-lCuiiton Nuclaar Opponantti Inc. 


7907060006 

50-356 

0 



7907160169 

50-396 

Q 

North Anna Envlronmantel Coalition 


79O71B0B27* 

30-338 

0 

NDC4 Inc.j NBC Ttlavitlon Station* 

Oiv. 

7907200499 

FOIA 


Natural Rtiaurcai Defame Council 


7907090043* 

SECY 




7907160150* 

70-143 




7907160137* 

COMM 1 89 ION 



7907090049* 

SECY 




7907160134* 

70-143 




7907030314* 

FOIA 




7907190734 

FOIA 




7907030112 

FOIA 




7907030274 

FOIA 




7907060222 

70-2623 




7907060228* 

70-2623 




7907110486 

50-237 

0 



7907200203* 

30-237 

0 

t 


7907060037* 

70-2623 




7907060019 

70-2623 




7907060024* 

70-2623 




7907060028* 

70-2623 




7907060033* 

70-2623 




7907230507* 

70-2623 




7907200180 

50-237 

Q 



7907200480* 

70-2623 




7907230483* 

70-2623 




7907250497* 

70-2623 




7907110109 

70-2623 




7907110119* 

70-2623 




7907110134* 

70-2623 




7907110243 

70-2623 




7907110265* 

70-2623 




7907110297* 

70-2623 




7907160287* 

70-2623 




7^07250473 

70-2623 
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790728049 is 
7907250519* 
79071^0280 

7907190625 

7907190638 

790725043Se 

7907190677 

70“2623 

70-2623 

70-2623 

70-2683 

70-2623 

FOIA 

POIA 


Cncavage 

7907250184# 

30-250 

U 


7907250175# 

50-250 

U 

PrairlB Alliance 

7907030116 

50-461 

A 


7907190166 

50-461 

A 


7907030116 

50-461 

A 


7907190166 

50-461 

A 

Imetto A1 Uance 

790709044 5 » 

50-269 

0 

Pollution Environmental Problomf 

7907030142 

50-895 

P 

Public Intaresi Research Group 

7907090459# 

50-466 

0 

Potomac AlJiance 

7907 J 20355* 

50-880 

0 


7907120356# 

50-280 

0 


7907 120 555* 

50-280 

0 


7907120556* 

50-280 

0 


7907060501 

50-338 

0 


7907180256 

50-338 

0 


7907180265* 

5Q-33B 

0 


7907180271* 

30-330 

0 


7907180279* 

50-330 

0 


7907180256 

50-330 

0 


7907180265* 

50-330 

0 


7907180271* 

30-330 

0 


7907180279* 

50-330 

0 


7907060457 

50-330 

0 


7907060464# 

50-330 

0 


7907060457 

50-338 

0 


7907060464* 

30-338 

0 


7907130368 

30-338 

0 


7907130371# 

50-338 

0 


7907250085 

S 0-330 

0 


7907 1 80744 

50-336 

0 

Safe Energy for Nau Haven 

7907160106 

50-396 

0 


7907160113* 

50-596 

0 


7907160106 

SO-396 

0 


7907160113# 

50-596 

0 

Salem Countg Board of Choaen Freeholder* 

7907250039* 

30-278 

M 

Sierra Clut 

7907230246# 

50-201 

p 


79071B0778 

50-201 

B 

Skagitonlans Concerned About Nuclear 

7907060409 

50-528 

0 

Plant! 

Silver Late Neus Pambrolej MA 

7907250404 

50-293 

P 

San Lula ObJepo Mother! for Peace 

7907130347 

50-273 

0 

3t John the baptlet Parteb Police Jury 

7907350086 

30-3B2 

0 

The Sun BaltLmorejHD 

7907060136 

50-289 

p 

Toledo Coalition for Safe Energy 

7907060514* 

50-346 

0 

7907130513 

50-346 

0 


7907130315# 

50-346 

0 


7907130581* 

30-346 

0 

Teia« public Intereit Research Group 

7907840518* 

30-466 

0 

7907050316 

50-466 

0 


7907090458 

30-466 

Q 


7907110496 

50-466 

0 


7907240503* 

30-466 

0 


7907180836 

30-466 

0 


7907190696 

50-466 

6 

Trends PobHthingi Inc, 

79071 901 IS 

30-320 

P 

Tr Ibune-Revieui OreenburjiPA 

7907020091 

50-22 

P 

Union of Concerned Sclentifi! 

7906280164 

50-807 

0 


7906220160# 

790719017B 

50-287 

FOIA 

0 

United Pr**« International 

7907060137 

70-1193 


U B Ntus it World Report 

7907160060* 

COMM 1 89 1 OH 

Utility U«er« for Reasonable Rates 7*t07050096it 

ENO I NEER INO/CON8TRUCT 1 OH/C ONSULTANTB / SERVICES 

50-272 

G 

ACE Federal Reforteri* Inc 

7907310474 

7907200482 

30-336 

ACR8 

D 

Aerospace Carp 

7907190391 

NUREO 


Allied - General Nuclear Service! 

7907120308 

50-332 

8 

Approach Fish* Inc 

7907190852# 

REOOD 


Aramco Services Co 

7907110739 

XPORTLIC 


Sfcbte) Pouft corp (subs «f Bechtel 

7907230039* 

QA999 


Corp, ) 


7907260683* 

50-361 

A 


7907260677* 

30-361 

A 


7907260689* 

50-361 

A 


7907860677*- 

50-361 

A 

Bechtel Aisoctatei Profesiionel Corp, 

7907260689* 

50-361 

A 

7907250389* 

90-329 

Q 

killings Energy Carp 

7907160094 

90-320 

P 

Hack Sr Veatch 

7907050097* 

0A999 



AUTHOR 

AFFILIATION 

ACCE8B1DN 

NUMBER 

SUBJECT 

CATEGORY 


7907050093* 

0A999 

Burns 6 Roe Co 

7906210231* 

50-397 A 


7906210234* 

50-397 A 

Certified Testing Leboratorlesr Inc 

7907060009 

7i-66 

7907060011* 

71-66 

Coastal Science Associates 

7907120733 

50-320 P 

Consolidated X-Ray Servicer Inc 

7907090412 

71-iai 


7907090416* 

71-181 

Cre*re,» Inc 

7907090520 

REe 

CTL Englneersi Inc 

7907190740 

PR 

Ebaeco Services^ Inc Ituba of Enscrch 

7907890173* 

COMMISSI OH 

Carp 1 


790726001 1 

50-302 H 

EO ii 0/ Inc, 

79071 10113 

RES 


79071 I0i8» 

50-320 P 


7907090443 

RES 


7907110149 

RES 


7907050359* 

REVIEW OHP 


7907090137 

RES 


7907110316 

REa 


7907190691 

RE8 


7907300464 

50-320 P 


7907310320 

RES 

Elbert P Epler 

7907050460 

ACR8 

N L Fauth tc Assoc 1 a tesi Inc 

7907020106 

FOIA 

Fo)i Consulting Engineers 6 Oeologlstsj 

7907060132 

40-4492 

F H Fox it Associates 

Henry Pratt Co 

7907180734 

30-320 P 

Ichthyolpg Ida 1 Assoc latest Inc 

7907090469* 

50-380 P 


7907100820 

30-320 R 

Infore>ation 6 Communication Appl lcation!< 

7907060094* 

COKHISBJOH 

Inc 

In ternatlnnal Generation it Transmission 

7907110497# 

PRDJ 

Co • Inc 


79071 104BB 

PR OJ 

HKCi Inc 

7907090157* 

SECY 


7907230201* 

COMNteSXDN 

Marsh 6 McLennani Inc 

7907090295 

50-320 J 

Maryland Shipbuilding ic Drydoch Co 

7907 1 9008 1* 

71-31 


7907190017 

71-31 

Nuclear Assurance Corp 

7907300200* 

71-6678 


7907130232* 

70-2683 


7907300200 

71-6693 


7907300S05* 

71-6698 

Nuclear Engineering Co, « Inc (subs of 

7907250599* 

FOIA 

reledyne* Inc ) 

New York Tasting Labora torlei» Inc 

79071B0740 

71-166 

Nuclear Service! Corp 

7907060351* 

50-895 0 

NUB Corp 

79071 806 56 

FOIA 

' 

7907110526 

SG-341 

ORI, Itic 

7907020143 

PDIA 

pan American Morld Airways^ Inc 

7907100738 

71-96 

Pioneer Nuclear* Inc. 

7907250418* 

40-9729 


7907250405* 

40-0729 


7907250399 

40-0729 

Pteteau Resources* Ltd. 

7907130100 

PR 


7907100056 

40-0698 


7907310221 

40-0698 

Q C Services* Inc 

7907080460 

71'-173 


7907080462* 

71-175 

H Monroe Radley 

7907300500* 

50-201 I 

Ramsey Engineering Company 

7907270107 

XPDRTLJC 

7907240223 

XPQRTLIC 


79072402/7* 

XPORTUIC 

Rocky Mountain Energy Co, 

7907240331 

40-8452 

7907100056 

40-0452 

Scientific Associates* Inc 

79071 904B3 

NUREO 

Sargent 4c Lundy* Inc. 

7907050377 

aA979 

Scallop Co-rp. « Seal loP Heterlals Service 

7907090415 

XPORTLIC 

Dlv 


7907090423* 

XPORTLIC 

Space Science Servlcesi Inc 

7907030162 

71-215 

7907030 16B* 

71-213 

Stone 6 Webster* Inc 

7907230350 

50-495 K 


7907830374* 

50-495 K 

Tech/Dp* (Technical Dperatlonsr Inc, > 

7907260960 

71-9033 

United Engineers 6 Constructors* Inc 

7907120171* 

REB 

( sube, of Reutheon Co, ) 

Unlversol Testing Labs* Inc. 

790/020456 

71-279 

7907020457* 

71-879 


7907310622* 

71-279 


7907310613 

71-279 

Mrben System* Research fc Engineering! 

7907120632 

50-522 A 

Inc, 

United states Testing Co, i Inc. 

7907190756 

PR 

Nooduard-Cl yde Coneultants 

7907190422 

WASTE MOT 


7907260671 * 

50-361 A 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

eUQUECT 

CATEGORY 

eiJUCAriONAL INSTITUTIONS 




Cl 80 i»on Unlv 

79072B09B8# 

27-47 


Cam* 11 Unlv 

7907110036 

PR 


0*rtnautJi Gallfige 

7907170136 

NUREO 



79071902B4 

NUREG 



7907170217 

NUREG 


Oule Unlv 

7907060164 

PR 



7907240332 

PRM 


OtorglA Institute of Tethnologii 

7907270056 

PRM 


Iowa Btat« Unlv 

7907240552 

71-6601 


John* Hoplrln* Unlv 

79071 907B3 

PR 


f-ihlgK Unlv 

7907110727 

50-219 

P 

HlcMgan State Unlv 

7907270147 

PR 



7907240267a 

50-294 

Q 


7907200499 

PRM 



7907300275 

PR 


Hlfslaslppi State Unlv 

7907270150 

PR 


Hai«achutett« Institute of Technologic 

7907230107* 

70-930 



7907100632 

50-20 

8 


7907110520 

50-20 

8 

North Carolina State Unlv 

7907230470 

50-297 

P 

Notre Damei Unlv of 

7907190670 

PR 


Oregori State Unlv 

7907100559 

50-243 

P 


7907180570* 

50-243 

P 

Penney Ivani a State Unlv 

7907030163* 

FOIA 



7907260635 

PRM 



7907130420 

50-5 

F 

Purdue Unlv 

7907270167 

PR 


Hiw yarkr Btate UnW of. Buffalo 

7907200400* 

50-57 

0 


7907020485 

70-267 



7907310486 

71-226 


Neu yorkr State Unlv of. Stony Orook 

7907200507 

PRM 


New yorkf State Unlv of 

7907190326 

NUREO 



7907190374 

NUREO 



7907190420 

NUREO 



7907190433 

NUREO 


Teeipie Unlv 

7907310101 

PR 


Teiac A t< N Unlv 

7907100627a 

50-120 

I 


7907030249* 

50-59 

n 


7907090317* 

30-59 

p 


7907300551 

PR 



7907030247 

50-59 

R 


7907170040 

50-120 

8 


7907090314 

50-59 

p 


7907100340* 

50-120 

p 


7907100346* 

50-120 

p 


7907100352* 

50-120 

p 


7907100368* 

50-120 

p 


7907310393* 

50-120 

R 


7907090236 

50-69 

J 


7907100310 

50-120 

P 


7907100359* 

50-120 

P 


7907100596 

30-120 

F 


7907100624 

50-120 

1 


7907100324* 

50-120 

P 


79071B0465 

50-120 

P 


7907310392 

50-120 

R 

Teiae Tech Unlv. 

7907260127* 

50-445 

U 

Arfcan»a«» Unlv of 

7907050024 

FOIA 


CaUfarnla. Unlv of. Berkeley 

7907190642 

PRM 



7907090322 

50-224 

H 


7907160370 

50-224 

H 

Californlai Unlv. ofi Davis 

7907270128 

PR 


Cincinnati) Unlv of. Medical School 

7907240572 

PRM 


California) Unlv of. Los Angeles 

7907090046 

50-142 

P 


7907110734 

NUREO 



7907190353 

NUREO 


California) Unlv of. Santa Barbara 

7907260509 

50-320 

H 

Connac tlctit) Unlv of 

7907260176 

PR 


Illlnolii Unlv oft Urbane-Champaign 

7907110010 

PR 



7907270111 

PR 


lower Unlv. of 

7907230175 

PR 


Kansas. Unlv. of 

7907270151 

50-140 

R 

Kentuckyi Unlv. of 

7907230133 

PR 


Karylandi Unlv. of 

7907310591 

RES 


Maine* Unlv. of 

7907190033 

NUREO 


Mtchlgaiij Unlv. of 

7907190214* 

30-16 

P 

Miami* Ft* Unlv. of 

7907240359 

PRM 


Minnesota* Unlv of* Minneapolis 

7907240594 

PRM 


HIssourli Untv. of 

7907050322 

50-106 

8 

Haw Mexico* Unlv of 

7907240551 

PRM 


Dklahortva* Unlv. of 

7907310056 

PR 



7907190281 

NUREO 


OregorifUnlv of* School of Leu 

7907060073 

FOIA 


Puerto Ricor Unlv. of 

7907190039 

PR 


South Carolina* Unlv of 

7907260215 

PR 



AUTHOR 

AFFILIATION 

ACCEG0 I ON 
NUMBER 

SUBJECT 

CATEGORY 

Teiair Unlv of 

7907170106 

50-192 

J 


7907160208* 

7907270153 

50-320 

PR 

P 

Virginia. Unlv of 

7907240527 

PRM 


Utah. Unlv. of 

7907230 1 90 

PR 


Nashlngton* Unlv of 

7907 1 70 239 

Acne 


Nlsconstn* Unlv of. Madison 

7907 190 a 30 

WABTC MOT 

Vanderbilt Unlv 

7907190205 

NUREG 


Uorcester Polytechnic Inst 

7907200311 

50-134 

P 

Nashington Unlv 

7907050030 

50-320 

P 

Nashington 0tate Univ 

7907170123 

30-27 

P 

West Virginia Univ 

7907100290 

PR 


Yale Unlv 

7907110024 

PR 



FOREIGN 00VERNHENT8 AND AGENCIES 


Canada* Atomic Energy Control Beard 

7907200479* 

50-320 

H 


7907100043 

XPORTLIC 


European Communities* Commission of 

7907030337* 

XPDRTLIC 



7907130234 

XPORTLIC 



7907130240* 

XPORTLIC 



7907030196 

XPORTLIC 



7907030333 

XPORTLIC 



7907130508 

XPORTLIC 



7907120047 

XPDRTLIC 



7907110701 

XPDRTLIC 



7907090408 

XPDRTLIC 



7907300165 

XPDRTLIC 



7907310105 

XPORTLIC 



7907310113 

XPOPTLIC 


jB|ian 

7907300162 

XPORTLIC 



7907090437* 

30-320 

P 

Sweden 

7907300294 

XPORTLIC 



7907300304 

XPORTLIC 


Thai land 

7907060026* 

50-320 

P 

LEGAL/LAM FIRM3/IN8URANCE COMPANIES 




Abbott. N 8 

7907100324 

80-471 

0 


7907190738* 

50-471 

0 

American Nuclear Insurers 

7907060203 

70-1319 



7907090226* 

NUREO 



7907130103 

PR 



7907170235* 

60-320 

J 


7907030389 

50-320 

0 


7907030409 

80-320 

J 


7907090357 

50-293 

G 


79071009S7 

50-320 

J 


7907170232 

80-320 

J 


7907250315 

80-219 

J 


7907260694 

50-320 

0 

Asher* T R PC 

7907310573 

50-574 

A 

Baker «« Dotts 

7907110162 

50-448 

M 


7907090086 

50-490 

M 


7907110353* 

50-466 

0 


7907110342 

50-466 

G 


7907130442 

50-498 

0 


7907 1 3047 1 * 

50-498 

0 


7907130406* 

50-490 

0 


7907130442 

50-490 

0 


7907130471* 

50-490 

0 


79071 304B6* 

50-490 

G 


7907130546 

50-466 

0 


7907130560 

50-466 

0 


7907190701 

50-466 

0 


7907190023 

50-466 

0 


7907190506 

50-466 

0 


7907190433 

50-445 

M 


7907190419 

50-466 

Q 


79O723DOB0 

50-466 

G 


7907200497 

50-466 

0 

Blum S< Shelley 

7907190050 

70-2623 


Serlack* Israels 6 Llbermen 

7907100329 

50-320 

0 

ButieL 6 Kass 

7907030338 

FOIA 



7907160116 

60-549 

0 


7907160125* 

50-849 

0 

Blake & Uhllg 

7907060102* 

^ 50-402 

Q 

7907060107* 

50-482 

Q 

Chlckerlng tk Oregpry 

7907130392 

30-361 

0 

earner* Moore 4* Corber 

79071 10432 

30-350 

G 


7907110423 

60-350 

0 


79071 1042B* 

30-350 

G 


7907170237 

50-350 

0 


7907310097 

50-350 

0 


7907IB0707 

FOIA 



7907060006 

50-350 

0 


7907100708 

50-350 

G 


7907020012 

P7-39 




436 


CORPORATE SOURCE INDEX 


Ai^THOR 

AFFILIATION 


D1 gn^ni T 0 

DBtiftvoiiv & Liel)>rAian 


Eclvrti 8tani4n>< Charin & Nellot-t 
Fvarqraan Lagal Services 


F» Idmanj J H . Jr 
Ffl Idnvart h Falifman 

OatfrR K 

OiU»»plt l( Jonas 

Hile l< Door 
Kuntod li HllllamK 


HlrschkQp S( Or«d P. C 
Hubtr* Hagllh Liwrinct tc F<rroll 
Hookarr Alloy h Uildan 
ItbaiBj Lincoln tt Boalo 


Johnson b Higgins tn«ur«nco 
Koitki L, 8 


ACCESSION 

SUBJECT 

AUTHOR 


ACCEB8I0N 

SUBJECT 

NUMBER 

CATEOORV 

AFFILIATION 


NUMBER 

CATE^OflV 

7'9070i047I 

30-272 

0 

Laudig* 8 


7907250464 

50-546 

7907130309 

50-272 

0 

L«Bd> Rogtr M 


7907130000 

90-52? 

79O7t303M» 

50-272 

0 



7907130045 

SO-52? 

7907240295 

50-272 

0 





7907240303a 

50-272 

0 



7907130030 

50-52? 






7907130045 

90-522 

7907240291* 

50-272 

0 



7907130024 

90-922 

7907250042 

50-960 

0 



7907130029 

50-922 

7907300415* 

50-201 

T 



7907130024 

50-522 

7907300090 

70-2623 






7907060111 

71-6690 




7907130089 

30-922 ( 




L*v«i Hauictf Symlngtani Martin 

Sc 

7907180691 

FRMI 

7907100879 

50-445 

n 

Oppcnh«iin*r 




7907130217 

70-2623 




7907300230 

PR 

7907060447 

50-443 

0 

L«BoBtjF> LaAb» Lclby Sc KacRaa 


7907190371 

PROJ 

7907060403 

S0-44S 

0 



7907050490 

90-341 ( 

7907020005 

50-445 

5 V 443 

H 



7907190139 

90-452 

7907860014 

M 



7907090559 

30-5S6 

7907850421 

50-437 

0 



7907190405 

50-3Si 

7907850420* 

50-437 

0 



7907030442 

50-285 

7907060510 

50-522 

0 



7907050120 

50-341 

7907190310 

50-522 

0 



7907200214 

90-341 

7907190324* 

50-522 

0 



7907090220 

50-869 

7907190318 

30-522 

0 



7907090267 

50-244 

7907190324* 

30-522 

0 



7907100577 

50-809 

79 07 no SOS# 

50-350 

0 



7907240354 

50-402 

7907110009 

50-536 

0 



7907230077 

50-820 






7907230284 

60-844 

7907230042 

50-560 

0 

Louenst*ln«N«uman4 R«i»< Axtlrad 

Sc Toll 

7907110660 

90-850 

7907130114 

50-302 

0 



7907090471 

50-498 

7907130193 

50-302 

0 



79071300B1 

50-344 

7907020116 

FOIA 






7907120019 

90-330 

0 



7907130442 

50-490 

7907130002 

90-338 

0 



7907130471* 

60-490 

7907090401 

50-322 

0 



79071304B6* 

50-490 

7907110726 

90-330 

0 



7907130448 

50-490 

7907110746 

50-330 

c 



7907130471- 

50-49Q 

7907130294 

90-33 B 

0 



7907130406* 

50-498 

7907100330 

90-330 

0 



7907130546 

50-466 

7907100339 

90-330 

0 



7907130560 

90-466 

7907110726 

60-338 

0 



7907180739 

90-344 

7907110746 

50-330 

0 



7907190023 

50-466 

7907130294 

90-330 

0 



7907190906 

90-466 

7907160330 

50-330 

0 



7907190435 

90-445 

7907160339 

90-330 

0 



7907190478 

90-850 

7907180600 

50-463 

0 



7907190419 

90-466 

79071 G0603 

50-322 

0 



7907230000 

90-466 

7907130189 

50-330 

0 



7907200497 

90-466 

7907060390 

50-330 

0 

Har«h $t McLanonr M Sc M Nucl»ar 

Contultan 

7907030499 

90-'’*» 

79071300S6 

50-463 

0 

Inc. Dlv 




7907130070* 

50-463 

0 



7907100493 

50-935 

7907130056 

50-463 

0 

M«v#r»pn* H. 


7907250469* 

50-352 

7907130070* 

50-463 

0 

MaysTiSrouin L Platt 


7907180449 

70-1 30B 

79071 G074J 

90-322 

0 



7907120450* 

70-1309 

7907100774 

50-330 

0 



7907120465* 

70-1309 

7907100569 

50-330 

0 

Hv«ri Bownani Stroup Ic Flack 


7907030130 

50-486 

7907160591 

30-330 

0 

HcOrath* E J. 


7907060124 

PROJ 

7907100761 

90-322 

0 

HcC-utch*ni Doylt* Brown Ic En>«r»or 

790702001 1 

PROJ 

7907060169 

50-330 

p 



7907180720 

PROJ 

7907U070B 

50-596 

0 



7907240240 

PROJ 

7907100075 

4fASTE MOT 

Nftant. Donald 6 


7907060510 

50-922 

7907100392 

PR 




7907190318 

50-522 

7907090062 

50-445 

0 



7907190384* 

50-522 

7907050423 

50-237 

Q 



7907190310 

50-522 

79071 OO80S 

90-329 

Q 



7907190324* 

90-522 

7907050457 

50-299 

0 

Mlllar» MannlJi L*ffi*ry St KaPin 


7907060509* 

50-556 

7907090493 

50-956 

0 



7907060310* 

50-556 

7907060519 

50-996 

0 



7907060909* 

50-596 

7907060367 

7907160180 

7907160595 

7907160120 

7907180599 

50-996 

50-996 

50-956 

50-996 

50-996 


Mllltri Manniii L^mirg St KaHn 


7V07060510* 

90-556 

0 

0 

0 

0 

0 

Morgarit Lvult it Bocklu* 

Hyar« Baumant Stroup St flack 
Sruc* Norton 


7907050092* 

7907120639 

7907240341 

7907130110 

FOIA 

50-407 

50-424 

50-875 

7907180346 

50-299 

0 

Ntpom St Ro«i 


7907030107 

50-344 

7907060344 

50-299 

0 

0'N*llf Backutt Spialman 


7907100719* 

50-443 

7907130047 

50-299 

0 

Paltiflt Louiai CopPln* Heroian St 0'K«lly 

7907060125 

90-522 

7907060503 

50-996 

0 

FtrirlTit/ Coi«f Stonot 01*«n S< Wnilam* 

79071 10733 

90-522 

79071 105B0 

50-329 




790709000? 

50-582 

7907100044 

50-494 

0 



7907100344 

90-582 

7907100020 

50-496 

0 



7907060125 

90-528 

7907190446 

90-999 

0 



7907180619 

90-582 

7907130429 

50-596 

0 



7907100629 

90-582 

7907130319 

50-338 

J 



7907180619 

90-522 

7907110449 

50-390 

0 



7907100629 

90-522 

7907110456* 

50-39B 

0 



7907170130 

30-582 

7907110463* 

50-390 

0 

Salllyt Lika S< Schntldar 


7907090409* 

90-322 

7907110460* 

50-350 

0 


7907190182 

90-082 

7907110413 

90-098 

0 



7907200188 

90-516 

7907100601 

50-090 

0 

Ropa« Sc Gray 


7907100264 

PR 

7907190127 

50-350 

0 


7907,100334 

10-471 



CORPORATE SOURCE INDEX 


437 


AUTHOR 

AFFILIATION 


Ri tfArrt J A 
Hagowi B, 

on«nt 8c Rebel 
Slcelr Hector U Davie 
ItiBldotic Harmon 8* Rolsman 


Spiegel t< hcDiarmld 


Snell 8c Milner 


ShaWt PlbtfltiTi* Potter << Troubrldge 


8u 1 1 Ivan t( Cromuel 1 
Valorer C. 

Hiterei MePIttreonr Hudzin it McNeill 

Uiet Teiaa Legal Servlcee 
Uo-rihaAi Foreytha It Sampele 

Uharloni R. J> 


ACCESSION SUBJECT 

NUMOER CATEOaHY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


79O71BOB70 

7907180a93» 

7907180S7B 

7907180895# 

7907180829 

7907180726 

79071905B7* 

7907190438 

7907030355 

7907120009 

7907240423# 

7907180112 

7907270197 

7907250042 

7907090061 

7907090066* 

7907090061 

7907090066# 

7907110515# 

7907190134# 

7907160027 

7907230071 

7904110054 


50-443 0 
50-443 0 
50-443 0 

50-443 0 
50-471 0 
50-443 0 
50-471 0 
50-471 0 

50-443 1 
50-471 0 
50-471 0 
50-443 I 
50-443 I 

50-560 Q 
50-250 0 
50-250 0 
50-250 0 
50-250 0 
50-358 9 
50-358 ) 
50-309 } 
50-309 9 
FOIA 


LOCAL aaVERNMENT AND AGENCIES 


AlbaitV' 

Aufttlnr rx 

Cinclnnatii OH 
Clamant Countu<OH 

Oardinarr NY 
Jaffereon County* KY 
Klngetoni NY 
Martin Counter FL 
Ottaua Counter OH 
Scaglt Coontg* HA 
8t Loulfir MQ 
Suffolk Cauntyj NV 


Z1 orij IL 


7707110700 

50-596 

A 

7907190130# 

50-498 

H 

7907050444 

50-445 

M 

7907050544 

50-358 

O 

7907120274 

50-358 

0 

7907260712# 

80-596 

0 

7907050193# 

50-546 

H 

7907260701# 

SO-596 

0 

7907190206 

50-309 

0 

79O713052B# 

50-344 

0 

7907060516 

50-522 

0 

7907130033 

PR 


7907090409# 

50-322 

0 

7907120129# 

50-516 

0 

79071201 L9 

50-516 

0 

7907180755# 

50-322 

0 

7907130400 

50-322 

0 

7907060153 

50-293 

p 


1ED ICAL IN8T I TUTIONS/LABDRATORIEB 





Bach Hai Hoep Emergency Relief Fund 

7907060082 

KPORTLIC 

7906010118 

FOIA 


DOfHaeeachusatte 



7907190724 

50-209 

P 

Bridgeton Hoep 

7907190793 

PR 

7907100039 

FOIA 


Delaiiiare Valley Hoep. PA/DR 

7907190831 

PR 

7907090410 

50-334 

P 

Grand Valley Hoep 

7907230213 

PR 

7907090442 

FOIA 


Oreater Comtnunity Hoep 

7907190049 

PR 

7907190259 

50-320 

P 

Ouerniey Memorial Hoep OH/CA 

7907190110 

PR 

7907090410 

FOIA 


JFR Hetnorlal Hotp 

7907200506 

PRM 

7907190097 

50-320 

P 

Kettering Medical Center OH/KE 

7907190717 

PR 

7907050539 

50-271 

0 

Lutheran Medical Canter MO/ST 

7907190006 

PR 

7907190542 

30-560 

0 

Lutheran Hoep IN/FQ 

7907190701 

PR 

7907190547* 

80-560 

0 

Lutheran Hoep HI/HI 

7907260204 

PR 

7907190542 

30-360 

0 

Maeeachiueetti Oineral Hoep 

7907260225 

PR 

7907190547# 

30-560 

0 

Harehfleld Clinic 

7907190775 

PR 

7907110343# 

30-416 

K 

Mayo Clinic 

7907260187 

PR 

7907110337# 

50-416 

H 

Keclelburgj R L MD 

7907240586 

PRM 

7907170154# 

30-443 

M 

Michael Retea Hoep 6 Medical Center 

7907230273 

PR 

7907190213 

30-445 

M 

Middlesex General Hotp 

7907100371 

PR 

7907110320# 

30-416 

M 

Monteflora Hosp /Moniefiore Hotp Atioc 

7907240536 

PRM 

7907060400 

PROJ 


of Mfrstarn PA PI# PA 



7907170117 

30-445 

M 

Mount Auburn Hotp 

7907190654 

PRM 




Norfolk Oenaral Hotp, 

7907190521 

PR 

7907170117 

30-445 

M 




7907170117 

30-443 

H 

Oklahoma Children's Memorial Hotp 

7907260193 

PR 

7907030298 

30-416 

0 

Pater Bent Brigham Hotp DOi Mattac hutetti 

79O7OSOS40# 

30-200 

7907190034 

30-445 

M 

Rivtrvlaui Hotp. HZ 

7907190780 

R£00t> 

7907050299 

30-416 

M 

St Francis Hotp CO*HitiQUTl 

7907190719 

PR 




at Francis MO/MA 

7907300020 

PR 

7907050371 

30-392 

0 




7907060030 

30-392 

0 

8t John Medical 0H/8T 

7907230200 

PR 

7907020007 

30-392 

0 

Unity Hosp FRt Mlnnatota 

7907230254 

PR 

7907180119 

30-392 

0 

Vet. Admin Hotp LLj California 

7907200494 

PRM 

7907180313 

50-392 

0 

Vet. Admin Hasp Dat Moinei* lA 

7907260198 

PR 




Vat. Admin. Hosp ALi Loui liana 

7907230148 

PR 

7907130110 

30-275 

0 

Vet Admin. Medical Center CA/LD 

7907260228 

PR 

7907100078 

50-392 

0 

Vet. Admin Hoip Cleveland! QH 

7907310088 

PR 

7907020006 

50-392 

0 



7907190706 

30-392 

0 

Vet Admin. Hoip, SLi Utah 

7907261014 

PR 

7907020006 

50-392 

0 

Vet Admin. Hotp BAr Virginia 

7907190733 

PR 

7907190706 

7907190453 

7907060052 

50-392 

30-392 

30-400 

Q 

0 

0 

Vet. Admin. Hoip NA/BE 

Wlnchetter Memorial Hotp.* Virginia 

Hlnona Memorial Hosp. 

7907200263 

7907240542 

7907190725 

PRM 

PRM 

PR 

7907090393 

30-307 

0 




7907060523 

30-382 

0 





H 


7907130157 

7907090171 

7907160269 

7907160276# 

7907160269 

7907160276# 

7907160269 

7907160276* 

7907160269 

7907160276# 

7907160269 

7907160276# 

7907190504 

7907240335 

7907310327 

7907300149 

7907100676 

7907100601 

7907240231 

7907250429 

7907170248 

7907100079 

7907020005 

7907170253 


50-387 0 
50-320 0 
50-400 0 
50-400 0 
50-400 0 

50-400 0 
50-400 0 
50-400 0 
50-400 a 
50-400 0 

50-400 0 
50-400 0 
50-329 0 
50-387 0 
50-402 A 

FOIA 

50-272 0 
50-272 0 
50-272 Q 
50-320 P 

50-445 0 
50-445 M 
50-445 M 
50-361 0 


MANurrturURERa/EOOlPMENT AND BUPPL1E8 


3M Co f Minnesota Mining h Mfg. Co 

7907090241 

REGOD 

Allied Chemical CDro. * Nuclear Services 

79071B0134 

NUREG 

Div 

Acme-Claveland Co. i Namco Controls Div 

7907100662 

30-393 B 

American Cyananid Cc, 

7907310033# 

CQMMieBION 

Atomic Energy of danadat Ltd 

7907060445 

FOIA 


7907060436 

FOIA 

Allied Chemical Carp. 

7907190414 

40-3392 

Amoco Oil Go. (tubs, of standard Oil Co 

7907030167 

71-120 

of Indiana] 


7 90726 0958 

PR 

Air Products It Chemlealt! Inc. 

7907240113 

XPDRTHC 

Ameriham Carp. 

7907240103 

XPDRTLIC 

Atlas Minerals 

7907300137 

40-3453 


7907300337 

40-3453 

Automation Industries* Inc, 

7 907 190710 

PRM 

l^^org -Warner Corp 

7907180820 

XPDRTLIC 

Bucyrus-Erla Co 

7907060137 

71-310 

7907300533 

71-310 

Bunler-Ramo Core r Amphenol North America 

7907130231# 

0A999 

Div. 


7907130246# 

0A999 


79071302281 

QA999 
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CORPORATE SOURCE INDEX 


AUTHOf? 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

BUBJECr 

CATEfrOHV 

BflbCQcJt Si (illcpi Co 

7?0725O470» 

FQIA 



7907130093 

30-329 1 


7'9071J0340 

30-320 

P 


7907100247 

60-329 1 


7W1 10206 

50-312 

P 


7907130102 

30-329 1 


7907230493# 

50-244 

a 





7907130i73» 

50-329 

8 


7907130076 

50-329 1 


79 070904 i9« 

FOIA 



7907130069 

SO-329 1 


7907260562 

50-320 

p 


7907130184 

30-329 1 


7907260S64 

50-320 

p 


7907130069 

50-329 1 


7907180091 

50-320 

p 


7907130104 

50-329 1 


7907100102# 

50-390 

p 









7907180268 

30-329 


7907260535 

30-320 

p 

Oobj Cba/ntcal Cn ■ Dou Chantical DBA 

7907240338 

30-364 1 


7907260546 

50-320 

p 

Div 




7907260541 

50-320 

p 

Dow Corning Corp 

7907260659 

PRM 


7907260644 

50-320 

p 

Dravo Corp 

7907230561# 

QA999 


7907260566 

50-320 

p 

Ebarllna Instrument Corp 

7907230032 

XPCRILIC 


7907260568 

00-320 

p 

Edlou; International Co 

7907240205 

KPORTLIC 


7907260674 

50-320 

p 


7907240209# 

XPORTLIC 


7907260 6GS 

50-320 

p 


7907310037 

XPOSTLIC 


7907260520 

50-320 

p 

Energy Fuels Nuclaari Inc 

7907020464 

40-8601 


7907260551 

50-320 

p 


7907240375 

40-0681 


7907260556 

50-320 

p 


7907030221 

40-S6BI 


790726055Q 

50-320 

p 


7907030231* 

40-0601 


7907260560 

50-320 

p 

Energy Preducta Group 

7907050032 

71-170 


7907260563 

50-320 

p 

Energy SyataniB Group 

7907120710 

30-320 1 


7907260567 

50-320 

p 

Exxon Nuclear C# t Inc (subs of Exxon 

7907060467 

XPORTLIC 





C orp > 




7907260570 

50-320 

p 





7907260572 

50-320 

p 


7907110459# 

TOPREP 


7907060249 

TOPREP 



7907250044 

70-1237 


7907060252# 

TOPREP 



7907190572 

71-3 


7907050475 

70-135 



7907110451 

TOPREP 






7907190577# 

71-3 


79070601 SO 

70-1201 






79072 0Q293# 

TOPRgP 



7907060499 

70-1237 


79071007S7# 

0A999 



7907100609# 

SO'SBS 1 


7907060504 

70-364 



7907230504# 

71-6S31 


7907230905# 

70-97 



7907100621# 

50-205 1 






7907230511# 

71-6SQI 


7907110150# 

50-320 

0 





7907060)16 

71-6038 



7907110454 

TOPREP 


7907060396 

70-27 



7907100590 

50-564 


7907060410 

70-1201 


Exxon Hlnerali Co i USA 

7907180749 

40-SD64 


7907020907# 

FOIA 


Foster Uheelar corp 

7907300407 

71-99 






7907300490# 

71-99 


7907090410 

XPCRTLIC 


Fox Industries 

7907240426# 

REGOD 


7907300243 

70-1201 



7907240418# 

REGOD 


7907250060 

71-9019 



7907240395# 

REOOD 


7907)00560 

TOPREP 



7907240384# 

REOOD 


79071 700S1 

TOPREP 






79071 20SS 9 

50-380 

Q 


7907240388# 

REOOD 


79071 B0S40# 

TOPREP 



7907240372* 

REOOD 


7907)80534 

TOPREP 


Otnaral Atomic Co (subs, of Gulf Oil 

7907190363 

71-4949 


7907200288 

TOPREP 


Corp. ) 




7907 2701 B2 

50-269 

P 


7907250569# 

0A999 






7907030308 

50-09 

Babcock U Wilcox Co , Nuclaar Hatorlat 

7907180851 

71-4949 





Div 





7907180514 

50-267 

CombutUon Eng Inttarlngj Inc 

7907060184 

PR 


Oas Rental# 

7907110617 

71-214 


7907120651 

FOIA 



7907110630# 

71-214 


7907230291# 

aA999 


Oeneral Electric Co 

7907230750 

NUREO 


7907160282 

50-470 

K 


7907050066# 

FOIA 


7907160239# 

50-470 

K 


79070300B2# 

FOIA 

C~E Poutr 

7907130026# 

70-1 100 



7907090409# 

50-322 


7907110302 

TOPREP 



7907060463 

70-1113 

CBl Nad car Co 

7907090362# 

50-312 

Q 


7907190596 

PR 


7907090367# 

50-312 

0 


7907180771 

70-734 


7907090396# 

50-312 

0 


7907060211 

70-1113 


7907090400# 

50-312 

0 


7907060223 

70-1300 


7907090407# 

50-3 le 

Q 


7907030297 

XPOflTUlC 


7907090412# 

50-312 

0 


7907120394 

XPORTLIC 

Chamatron Corp 

7907250140 

PTsa 



7907160334# 

TOPREP 

Chivron Gll Co <fluba, of Standard Oil 

7907190B09 

PR 



7907110744 

XPORTLIC 

Co. of California) 





7907200046# 

70-1113 

Chicago Brldga V Iron Co, 

7907090417# 

FOIA 



7907200064# 

70-1113 


79071 3015B# 

50-358 

Q 


790716D3S8 

TDPHEP 


79070904J4# 

50-395 

0 

Oenerel Electric Co. ^Nuclear Energy 

7907060173 

PR 


7907020324 

71-130 


Product# Div 




7907020326# 

71-130 



79071B0797 

70-1113 

Chaai Braia ti Coppar Co t Inc <tub*. of 

7907250017 

XPORTLIC 



7907090378 

70-754 

Kannicott Cogpar Corg. 1 





7907060160 

70-1308 

Cl avaiand-Cl If fi Iron Co, 

790706D269# 

40-8714 



7907190273 

PRM 


7907060261 

40-8714 



7907250141 

REOOD 

Ghtn-Nudf ar BvJittaiit Inc, 

7907060168 

27-47 










7907230129 

REOOD 


7907100812 

71-5805 



7907190091 

70-1008 


7907300187 

71-6244 



7907050386 

71-9009 

Colt intfuitrliir Inc. 

7907240260 

PT21 



7907050389# 

71-9009 

Conax Corp. 

7907 230382 • 

50-311 

E 


7907060404 

70-1113 

Cordli Corp 

7907190762 

PR 










7906200240* 

50-73 

Cottar Corp, 

79073)0567 

40-8692 



7907S00194 

TOPREP 

Doitf Chtnlcal Co. 

7907130085 

50-329 

T 


7906200236 

50-73 


79071^0093 

50-329 

T 


7907230521 

XPORTLIC 


7907180247 

50-329 

T 





7907130005 

50-329 

T 


7907230656 

XPORTLIC 



CORPORATE SOURCE INDEX 


439 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 


7907300025 

XPORTLIC 


7907030448 

TOPREP 


7907200209 

TOPREP 


7907170173 

TOPREP 


7907060207 

TOPREP 


7907060324 

TOPREP 


7907110466 

90-277 f 


7907310303 

RES 


7907310317* 

TOPREP 


79071 803 S4 

TOPREP 


7907170143 

TOPREP 


7907120383 

90-73 f 


7907190616 

50-70 1 


7907180383 

TOPREP 


7907180586* 

TOPREP 


7907250320 

TOPREP 


7907250254 

TOPREP 


79072S0398 

TOPREP 


7907250393* 

TOPREP 


7907310313 

TOPREP 

Dearhar t-Owen Industries, Inc , 00 

7907230090 

XPORTLIC 

Uirellne Qervlces Dlv 

Ou Lf Research & Development Co 

7907020463 

40-8712 

Oulf 6 Western Industries, Inc 

7907250192* 

OA999 

Ml ttirnn Nuclear 6; Development Corp 

7907270396 

71-24 

< subs of Hlttman Corp ) 

MofPman-La Roche, Inc (subs of F 

79071803B4 

PR 

Hoffinen-La Roche 6 Co , Ltd } 

Moke, Inc 

7907240292 

XPORTLIC 


7907240294 

XPDRTLIC 

KuicD, Inc 

7907130194* 

aA999 


7907130191* 

OA999 

Industrial Engineering Works 

7907120299 

90-518 ( 

Industrial Fabricating 

7907030447 

71-156 


7907050452* 

71-156 

Industrial Laboratories, Inc 

7907080037 

71-257 


7907020038* 

71-257 

IRT Corp 

7907060317 

71-247 

Isotope products Laboratoriee 

7907190955* 

XPORTLIC 


7907260391 

XPDRTLIC 

International Telephone L Telegraph Corp 

7907250339* 

0A997 


7907250334* 

aA999 

Jacksonville Bhipuardt, Inc 

7707050310* 

71-209 

7707050504 

71-209 

Kerr-McOee Corp 

7706140390* 

40-0006 


7707060035 

40-0027 


7707190370 

PROJ 


7907070054 

40-2061 

obsoleta cod* 

7907310173 

40-0027 

Eastman Kodak Co 

7907030104 

XPORTLIC 

Litton Dloiifftlcs, Inc (subs of Litton 

7707240262* 

aA999 

Irhduitrles, Inc ) 

Lfnitorqu* Corp 

7907260138* 

aA999 


7907260116* 

QA999 

Lurckg Me Uranium Corp. 

7907070254* 

40-2259 


7907070257* 

40-2239 


7707090260* 

40-2259 


7907090264* 

40-2259 

Maine nag Co 

7707020306* 

90-309 1 

Marubeni America Corp (subs of Marubeni 

7907180860 

XPDRTLIC 

Corp } 

Mathvson Das Products 

7907180861 

XPORTLIC 

Metals 6 Controls Corp 

7707060467# 

40-1739 


7907060475* 

40-1739 

Metal n«lloui* Corp 

7907020300 

XPORTLIC 

7907020501* 

XPORTLIC 

Mitsui t< Co i Ltd 

7907120360 

XPDRTLIC 


7907120493* 

XPORTLIC 


7907240213 

XPORTLIC 


790724021B* 

XPORTLIC 


7907230236 

XPORTLIC 

Mitsubishi International Corp (subs of 

7907240289 

XPORTLIC 

Hitaublshi Corp } 

Hsutrofi Products, Inc 

7907060439 

FOIA 


7907050230 

7W21 

Nuclear Fuel Services, Inc (subs of 

7907300325* 

90-201 j 

Oettu Oil Go 1 


7907180763 

70-143 


7907060437 

70-143 


7907060134 

70-143 


7907130132* 

70-143 


7907090360 

70-143 


7907190384 

70-143 


7907030417 

90-201 t 


7907080472 

70-143 


7907060386 

90-201 ] 


7907090361 

70-443 


AVmOR 

AFFILIATION 


NucIbbt FuhI Services, Inc , Nest S/a 1 1 eu 
Reprocessing Plant 

NL Industries, Inc 
Nuclear Paclagtng* Inc 

Nuclear Oi^naMlcs 


□gle Petroleum, Inc 
Offshore Power Systenis (sobs of 
Westing h.ouse Electric Corp > 


Pathfinder Mines Corp 


Pflior* Inc 
Reuter-StoKesi Inc. 


Rockwell International Corp 


Blgma Chemical Co (subs of eigira 
Aldrich Carp ) 

BNUPPS-Standartflied Nuclear Unit Power 
Plant System 
Stock Equipment Co 


Teledyne, In-c 
Teias Instruments, Inc 
Trautvetter Corp 
Transnuc lear, Inc. 


Chemetron Corp > Tube Turns Dlv 
Ramsay Engineering Co , Texas Nuclear 
Dlv 


Union Carbide Corp. 


United Nuclear Corp 


E f Uranium Oroup^ Inc 
Inlatworth Co. (subs of lU Intarnatlonal 
Corp > 

Hestlnghouse Electric Corp. 


ACCESSION 

NUMBER 


79071807B6 

79071AOS47 

7907130131'» 

7907230^15* 

7907300213* 
7907 I 907 IB 

7907190727* 

7907260973 

7907050301 

790706030a 

7907060502 

7907060303* 

7907310366 

7907230293 


7907250380 
79071701 BO 
7907270173 
7907030109* 
7907030107 

7907090243 
79073000(34 
7907190146 
7907030303 
7 9 070903 B9 

7907230163 

790724004B 

7907260029* 

7907120399 

79O71Q0BSB 

7907310040 

7907110511 

79070304B2* 

790703O4BO 

7907160930 

7907300409* 

7907020439 

7906140602* 

79071206B3* 
79072301 96* 
7907120316 
7907120U2 
7907120392 

7907160563 

7907250033 

7907100053 

7907200046 

7907230058* 

7907310301 

7907090403* 

7907180977 

7907160900* 
79072301 40 

7907230146* 

7907190093* 

7907190397 

7907190091 

7907230234 

79071 1 002B 

7907060511* 

7907060494* 

7907060300 

7907060493 

7907ie069B* 

7907190030* 

7907250056 

7907020511 

7907160735 

7907120103 

7907120107 

7907120131 

7907120130 

7907200303* 

7907120186 

7907120123 

7907020130* 

7907060393 

7907120076 

7907310238 

7907060138 

7907060482 

79071201 15 


SUBJECT 

CATECDRV 


70-143 

70-143 

70-143 

70- 143 

71- 669B 
50-201 P 

S0-2D1 fl 
PRM 

71-192 

40-8602 
40-8663 
40-8663 
40-8693 
50-437 Q 


50-437 A 
50-437 A 
SO-437 A 
40-2259 
40-2259 

40-2259 
40-2259 
50-220 P 
XPORTLIC 
XPDRTtIC 

XPDRTLIC 
71-6030 
QA999 
50-94 J 
XPORTLIC 

XPORTLIC 
50-482 Q 

TOPREP 

TOPREP 
71-83B 
50-847 P 
71-16B 
XPORTLIC 

XPORTLIC 

SECY 

70-1375 

70- 1373 
XPDRTLIC 

XPORTLIC 

XPDRTLIC 

XPDRTLIC 

XPORTLIC 

XPDRTLIC 

XPDRTLIC 

QA999 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

XPDRTLIC 

40-899 

71- 9070 
40-299 
PRM 

PR 

40-8602 
70-880 
70-37 1 
70-820 

70- 880 

71- 4949 
71-6601 
40-B6B1 
71-39 

RES 

RES 

RES 

RES 

TOPREP 

RES 

RES 

50-320 P 

70-1131 

REB 

PRM 

70-1151 

70-1143 

REB 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


accession subject 

number CATEOORV 


AUTHOR 

AFFILIATION 


790719069B 

7907020403 

7907030291 

7907240190 

79070A02B6 

7907100901 

7907020330 

7907100702 

7907250134 

79072S0SS3# 
7907190001 
7907300062* 
7907300172 
79072401 1 1 


PR 

70-2909 

XPORTLIC 

XPORTHC 

XPORTLIC 
50-574 A 
FOIA 
70-1143 
REGOD 

QA999 

XPORTLIC 

70-1151 

XPORTLIC 

XPORTLIC 



7907250033 

XPORTLIC 


7907240280 

XPORTLIC 


79072402B4* 

XPORTLIC 


7907060279 

TDPREP 


7907100574 

TOPREP 


7907120109 

RES 


7907130243* 

TOPREP 


7907130239 

TOPREP 


7907170199 

50-374 A 


7907200299 

TOPREP 


79072003S2 

TOPREP 

Ufstern Nucleari Inc (eube of Phelps 
Dodge Corp ) 

7907030296# 

40-1162 

7907310150 

40-1162 


7907030290 

40-1162 

Nvo#lng Nlneral Corp 

79071D0636 

40-8304 


7907100639# 

40-8304 


7907100059 

40-8304 


7907300201 

40-8302 

PROFESSIONAL/ industrial INSTITUTIONS) SOCIETIES 


A««rlcan Board of Health Physiee 

7906210407 

REOOD 


7907240461 

PRM 


7907260249 

REGOO 

Atojnic Induitrlal Ferun 

7907100804 

PROJ 


79071 10 J35* 

30-320 0 

Artiericen Nuclear Society 

7907270217# 

COMMISSION 

conference of Radiation Control Program 

7907230573* 

FOIA 

Director*) Inc 

Health Phyiici Society 

7907190147 

PRM 


7907260617 

PRM 

National Academy of Engineering 

7907240176 

NUREO 

National Academy of Sciences 

7907240176 

NURBO 

Portland Ceaent Aaeociation 

7907270090 

REGGD 


7907300393* 

30-350 F 

STATE COVBfiNMENTS/AGENCIES 



California) State of 

79070S0354* 

50-361 H 


7907260371* 

COMMISSION 


7907060149* 

30-273 Q 


7907050531 

30-361 H 


7907270063 

PRM 


7907020003 

30-592 0 


7907190379 

SO-592 0 


7907190479 

30-392 0 


7907190379 

50-392 0 


7907190479 

30-592 0 


7907030369 

50-592 A 


7907100616 

50-592 D 


7907090301 

50-592 0 


7907170080 

50-312 P 


7907260383* 

50-592 0 


7907260380 

50-592 0 


7907310377 

50-206 A 

Delaware) State of 

7907260390* 

50-272 0 

Florida) State of 

7907190283 

NASTE MOT 

Georgia) State of 

7907190331 

HASTE MOT 

Guaie 

7907260210 

PR 

7907270080 

PRM 

lower State of 

7907060278 

50-599 A 

IdahO) State of 
lllinoitf State of 

7907190434 

7907230110 

WASTE MOT 

PR 


7907190270 

WASTE MOT 


790706024B 

50-293 0 


7907190386 

WASTE MOT 


7907110499 

50-237 0 


7907180134 

30-295 0 


7907200175 

50-895 0 


79071B0I54 

50-295 0 


7907200175 

50-295 0 


7907230771# 

27-39 


Kantatf Stat» of 
Manachuiettisj State of 


Marylanilt State of 


Halnti State of 
Mlchlgaiif State of 

Minnesota^ State of 

Kl«9ourl> State of 
North Oaiiotai State of 
Nebrafhai State of 
New Hamjrthlre* State of 
New Jereeyi State of 


New Heilcoi State of 


Nevada# State of 


New York# State of 


Ohloj State of 
Oregon) State of 

Penneylvania* State of 


ACCEBSION 

NUMDCn 


7907130004 

7907130009 

7907130004 

7907130009 
7707130039 
79071 AOOaSe 
79073101 30 
79071 10 12B 

79071 101 

7907130493 

7907130303» 

7907170037 

7707130493 

7907l3OSO&« 

7907190337 

7907190714 

79071 907Q4» 

7907190714 

7907170704a 

7907170344 

7907050907 

7907190444 

7907090467 

79071 BO 36A 
7907100374# 
7907160770 
79071 BOO 17 
79071B0G24# 

7907190643 

7907190691* 

7907190730* 

7907190690 

7907190394 

7907I904S7 
7907050ia0» 
79070 soap 1 
79070»0a03a 
7907170333 

7907120046 
79071 7036 » 
7907200268# 
7907300370 
7907170449 

7907100373 

7907100908# 

790724023*? 

7907240343# 

790784034 a 

7907240350# 

7907200463 

7907170401 

790713043V 

7907130461# 

79070204P1 

7907250392* 

7907830306# 

7907250362# 

790730030Q# 

7907300336# 

7907300321 * 

7707300317# 

7907300309# 

7907300313* 

79073004 IB# 

7707080322# 

7907020320 

7907090007# 

79071B0240 

7907O3O2OP 

7907050461 

7907230122 

7707200143* 

7907190766 

7907190360 

7907190372 

7907260476 

7907250347 

7907300336 

7907310049 

79071B0367 

7907130479* 

7907130474# 

7907190491 

7907240310 

7907060837# 

7907190434 

7907190473 


OUBJFCr 

CATrOOflY 


50-293 0 

SO-293 0 

30-895 8 

30-293 0 

30-293 0 

50-320 P 
SO-293 0 

30-471 0 

SO-471 Q 
30-599 0 

30-599 <J 
30-599 O 
50-599 0 

30-39*; h8 
50-599 HO 
30-599 0 

50-599 O 
50-099 8 

30-399 C 
haote: HQT 
30-471 0 

WABTC HOT 
50-471 a 

50-471 Q 
50-471 Q 
50-47 1 0 

50-471 0 

50-471 O 

80-471 0 

80-471 O 
50-4/1 O 

00-471 a 

WAQTG HOT 

MA8TK tiOT 
00-309 M 
00-389 ir 
30-^29 H 
MAPTC MOT 

90-4 OJ If 

KABTE HOF 
00-290 {* 

pn 

UMTV HOT 

00-272 O 
00-872 0 

00-2/2 O 
90-272 O 
90-272 0 

80-27a 9 

80-'f6U A 
InlAPTE mot 

40-P7a0 

40-0729 

40-0726 

FDIA 

FOIA 

FOIA 

90-201 I 
90-201 I 
50-201 I 
50-201 I 
90-201 I 

so-aol t 

30-201 I 

p/l 

PR 

30 -aoj u 

30-396 9 

90-349 Q 

PR 

PR 

90-316 0 

PRH 

NASTF MOT 
WASTE MOT 
80-996 0 

30-201 P 
30-201 P 

PR 

PR 

30-346 P 
30-346 P 
WASTE MOT 

30-344 O 
COMMIQPlOH 
WASTE MOT 
WASTE MOT 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

aUDJECT 

CATEGORY 

Pu*rt<i Rico 

7'?07a60243 

PR 

Rhode Iiland. Stete of 

7?07 160083* 

C0MMI88I0N 


7907l600aa* 

COMMlBStON 

South C«rolinaj State of 

7907190321 

UA6TE MOT 


7907190380 

RASTE MOT 


7907300966 

PR 

South DakotAi State of 

7907190486 

RA8TE MOT 

T*ia44 Stake of 

7907190302 

WASTE MOT 

7907020002 

90-466 0 


79071B0777 

80-445 0 


7907190846* 

50-449 M 

Utah4 State of 

7907270374 

40-0601 

Vlr^lnlaj State of 

7907180415* 

90-200 P 

7907110429 

TOPREP 

Ver«nontt Skate of 

7907190312 

WASTE HOT 


7907190019 

WASTE MOT 

MatMngtDrvf State of 

7907190413 

WASTE MOT 


7907190496 

WASTE HOT 


7907180360 

PR 

U S FEDERAL GOVERNMENT AND AGENCIES 

Atomic Energy Commleelon 

7907060479* 

40-1739 


7907060490* 

40-1739 


7907060406* 

40-1739 


7907300206* 

FOIA 


7907300216* 

FOIA 


7907300239* 

FOIA 


7907300249* 

FOIA 


7907300168* 

FOIA 


7907300180* 

FOIA 


790730026B* 

FOIA 


7907300492* 

50-201 1 


7907300497* 

50-801 1 


7907300466* 

50-201 1 


7907300440* 

50-201 1 


7907300434* 

90-201 I 


7907300484* 

50-201 1 


7907060404* 

40-1739 

Conorest (^lolnt & Rotating Coniffli tteafti 

7906060094 

50-320 U 

ctr. ) 

DelenKt Civil Preparedneet Agency 

7907100196 

FOIA 

S-e fcnioj Dept of< Defenie Nuclear Agency 

7907090349 

90-170 P 


7907090394* 

90-170 P 

Agricul tu-Tf « Dep t of 

7907100649 

90-96B D 

CoAmerca^ Dept of 

7907310605 

90-294 P 

7907310602 

90-294 P 

CQnnerc«4 Dept of«Natlonal Oceanographic t( 

7907020199 

90-320 P 

Atnoftpharic Admlhitration 

Amy* Dept of 

7907890240* 

XPORTLIC 


7907890230 

XPDRTLIC 

Aray^Dept ofi Corpi of Englneeri 

7907190398* 

40-0584 


7907100971 

REVIEW ORP 

ArayiDept ofr Headouarterv Material 

7907260629 

PRIi 

Df vetopfflent S< Readlneee Command 

ArayitiDept of r Electronic Proving Ground 

7907110970 

71-239 

Navy^Dept of 

7907090913 

71-07 


7907090919* 

71-07 


7907180381 

PR 


79070900 IB 

71-268 


7907100049 

71-239 


7907120030 

PR 


7907090499 

71-116 

Navur Dept. of j Naval Facilltle* Engineerl 

790786066B 

PRH 

he Cojnnatid 

N« vyi Dept, oft US Marine Corpi 

7907130043 

PR 

Ehtrgy»D«pt of 

7907100137 

FOIA 

79070303 U 

FOIA 


7907110009* 

90-320 0 


7907190100 

WASTE MOT 


7907060492 

DRO 


7907030199 

FOIA 


7907310400 

71-361 


7907120649* 

PROJ 


7907100468 

90-344 P 


7907020191 

50-937 0 


7907020199* 

90-937 B 


7907120644 

PROJ 

Cn irgyi 0«pt. of t Clinch River Dreader 

7907270124 

REOOD 

Reactor Plant 

Eii ergyi D«pt. ofi Environmental Heaiuremen 

7907100116 

NVREO 

tf Laboratory 

In lirlori Dept of 

7907110737 

90-344 h 

77071B0393 

PR 


7907130404 

90-992 D 

In lirlor# Dap t. of t Fiih t< Hildllfe Service 

7907190728 

PR 


790709094& 40-B«‘?0 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOERY 

Justicei Dep k cf 

7907180478 

50-3B7 A 

79072301BO* 

CDMMIBBION 


7907180040 

50-445 M 


7907260038 

50-445 M 

State* Dept of 

7907 1 3044 1 * 

BECV 


7907190012* 

SECY 


7907060405 

XPDRTLIC 


7907060497 

XPDRTLIC 


7907100069* 

GECV 


7907060491 

XFORTLIC 


7907100047 

XPDRTLIC 


7907190163 

XPDRTLIC 


7907230149 

XPDRTLIC 


7907230160 

XPDRTLIC 


7907230179 

XPDRTLIC 


7907230193 

XPDRTLIC 


7907830443 

XPORTLIC 


7907230445 

XPDRTLIC 


79078 3044B 

XPDRTLIC 


7907230457 

XPORTLIC 


7907230668 

XPORTLIC 


7907230690 

XPORTLIC 


7907260025 

XPORTLIC 


7907310600 

XPORTLIC 


7907240465 

XPORTLIC 


7907250074 

XPORTLIC 


7907260393 

XPORTLIC 


7907260363 

XPORTLIC 


7907230696 

XPORTLIC 


7907240146 

XPORTLIC 


7907240162 

XPORTLIC 

State* Dept oft- Bureau of Oceane Et 

7907240177 

XPDRTLIC 

7907260552 

XPDRTLIC 

Internatl Environ 6 Scientific Affoln 


7907260955 

XPDRTLIC 


7907260365 

XPDRTLIC 


7907260369 

XPDRTLIC 


7907260372 

XPDRTLIC 

Traniportat 1 on* Dep t of 

7907260913 

XPORTLIC 

7907160049 

COhMlBSICN 

Environmental Protection Agency 

7907110192* 

50-320 a 


7907250362* 

60-244 P 


7907100162 

FOIA 


7907180160 

FOIA 


7907130536* 

50-346 0 


7907250449 

50-320 P 


7907 1601 02* 

50-320 P 


7907110000* 

90-320 0 


79071006B7 

40-0690 


7907100633 

90-998 0 


7907130397 

90-308 P 

Federal Radiation Council 

7907100*70 

FOIA 

General Accounting Office 

7907180124 

FOIA 

7907830586* 

COMMISSION 


7907180130 

90-320 U 

General Service* Admtnl itrat 1 an 

7907120565* 

9D-56S A 


7907120563 

50-568 D 

Mealkhi Education 1< Walfaroi Dept of 

7907110007* 

90-320 0 


7907300574 

PR 

Haute of Rep 

7907180673* 

50-323 U 


7906260990* 

50-250 U 


7907230619* 

CDMMIGSION 


7907310978* 

COMMISSION 


7907260299* 

PROJ 


7907830797* 

5D-2aO U 


7907260409 

90-320 U 


7907090385* 

50-400 U 


7907160854* 

COMM100ION 


7907160303* 

COMMtSBIDN 


7907050534 

50-5S6 U 


7907260065* 

90-313 U 


7907160063* 

CDMMtBBION 


7907310136* 

50-308 U 


7907310164* 

50-275 U 


7907050300 

90-400 U 


7907160091* 

50-416 U 


7907310253* 

90-308 U 


7907 1 600B6* 

50-416 U 


7907160192* 

C0HMI58IDN 

House of Rep.t Armed Services 

7907110003* 

90-320 □ 

House of Rep * Interetat* 6 Foreign 

7907090068* 

8Ecy 

Conmer' ■* 


7907ia0633» 

50-309 U 

House of Rep. i Interior tc Insular Affaire 

7907090068 » 

8ECV 


7907 U 0079* 

50-330 0 


7907110006* 

90-330 0 


7907110016* 

90-330 Q 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

HUHBER CATEOORY 


AUTHOR 

AFFILIATION 


ACC ess I ON OUDx/CCl 

NUMBER CAlFCOflV 


Housing b Urban DfV* 1 op«ent. p t oft 

7907300473* 

COMMISSION 

Ffdcral Disasttr Aislfianea Admin 




National Asronautics fc Spact Adtnin 

7907110358* 

50-320 

P 


79071 103B2* 

50-320 

P 


7907110411* 

30-320 

P 


7907110139 

50-320 

P 

Pratldont oP US & Eiecutlva 

7907100092* 

50-320 

T 

Praildfnt's Conunlision on tht Accident 

at 7907100085 

50-320 

T 

Throe Hilt I eland 





7907160077 

50-320 

T 


7907160092 

30-320 

T 


7907160099 

50-320 

T 


7907160106 

50-320 

T 


7907160109* 

50-320 

T 


7907160022 

SO- 320 

T 


79071 BOO 1 3 

50-320 

T 


7907160017 

S 0-320 

T 


7907160073 

50-320 

T 


7907160003 

50-320 

T 


7907100010 

50-320 

T 

Senate 

79071 BOB 16* 

50-330 

0 


7907310556* 

COMMISSION 


7907310621* 

COMMISSION 


7907260050* 

50-309 

U 


7907180713* 

50-27B 

u 


7907260368* 

50-255 

u 


7907180713* 

50-270 

u 


7907130484 

30-416 

A 


7907310104* 

50-463 

U 


7907 250 1S7 

50-230 

U 


7907310211* 

50-382 

u 


7907310193* 

30-S46 

u 

Senator Conmrrcer Science & Transportation 7907160336* 

COhMIBStON 

Senate. Environment Ic Public Works 

7907090068* 

SECY 


Senate. Ooverntnental Affairs 

79071 10006* 

50-320 

0 


7907230635* 

COMM ISO I ON 


7907160162* 

CtWfMlSSION 

U S Embassies 

7907260262 

REOOD 


UriLlTlES/HDLDJNO COMPANIES/ INVESTOR ASBOCIATIONB 



AEP - American Electric Power Co . Inc 

7907300460 

50-315 

0 


7907100470 

50-315 

p 

ALPR - Alabama Power Co 

7907110415# 

50-340 

8 


7907110409 

50-348 

8 


7907110455 

50-348 

6 


79071 £0461* 

50-340 

8 


7907110465* 

50-348 

8 


7907180502* 

50-340 

P 


7907180172 

50-340 

0 


7907190165 

90-364 

Q 


7907310326 

50-340 

0 


7907090364 

50-348 

A 


7907250100 

90-348 

Q 


7907090364 

50-348 

A 


7907260506* 

90-340 

0 


7907030435 

50-348 

P 


79071 BO 473* 

50-340 

R 


7907100206 

50-348 

S 


7907100295* 

30-348 

8 


7907170049 

30-340 

8 


7907170059* 

50-348 

9 


7907170071# 

50-340 

S 


7907300323* 

50-348 

P 


7907160469 

50-348 

R 


7907180 576 

50-340 

P 


7907170103 

50-348 

P 


7907230340 

50-340 

P 


7907240359 

50-348 

a 


7907240367* 

90-348 

8 


7907240376* 

50-348 

8 


7907240379* 

50-34B 

8 


7907300321 

50-348 

P 

APL - Arkansas Power It Light Co 

7907300384 

FOIA 



7907120603* 

30-368 

P 


7907120606* 

30-360 

P 


7907120601 

30-368 

P 


7907020156 

50-360 

P 


7907060407 

30-313 

P 


7907060417 

30-313 

0 


7907 1 80225 

90-313 

0 


7907060411 

30-360 

0 


7907170032 

90-313 

8 


7907050098 

50-360 

s 


7907050102* 

50-360 

8 


7907050107# 

50-360 

S 


7907030396 

50-313 

8 


A2P8 “ ArliOHA Public 8»rvlc« Co 


BECO '• Bo»bon Edison Co 


7907030398* 

00-31:11 

0 

7907060332 

30-313 

R 

7907090292* 

50-360 

0 

7907090297* 

30-360 

H 

790705021 1 

30*313 

J 

7907090278 

30-313 

R 

7907090279* 

50-313 

n 

790705081 1 

30-313 

j 

7907090209 

30-36U 

D 

7907060331 

DO-aiiO 

P 

79071 10973 

50-3 J 3 

P 

7907060321 

30-3^0 

P 

7907020161* 

S0-36U 

P 

7907120645 

30-360 

f] 

7907120650* 

50-360 

(1 

7907120694* 

50-360 

B 

7907120660# 

30-:i6lJ 

0 

7907170129 

50-313 

P 

79071701 8D« 

50-313 

P 

7907160283 

50-360 

0 

7907160296* 

50-360 

U 

7907160308* 

50-360 

fl 

7907170183 

00-313 

P 

7907170128* 

00-313 

P 

7907190389 

30-313 

R 

7907190300* 

30-313 

A 

790719054! 

30-060 

R 

7907190544* 

50-360 

Ft 

7907200272 

50-013 

P 

7907230349 

50-013 

0 

7907230334* 

50-010 

Q 

7907230573 

50-360 

r 

7907300297 

50-060 

11 

7907300307* 

50-060 

B 

7907310439 

30-360 

P 

7907310444 

50-013 

fl 

7907310453* 

50-313 

ti 

790 7270403 

50 -5«?0 

Q 

7907090239 

50-520 

a 

7907030370 

50-59-' 

D 

7907120561 

50-520 

3 

7907120564* 

50-320 

& 

7907120561 

50-32(1 

5 

7907120564* 

50-32(1 

D 

7907120561 

30-580 

B 

7907120564* 

50-320 

9 

7907130426 

30-392 

a 

7907020221 

30-293 

0 

790720044 4* 

80-29J 

Q 

7907 1 90600 

30-290 

Q 

79071B0334 

30-471 

0 

7907180029 

50-471 

9 

7907190502 

50-471 

O 

79071905B7* 

50-47 1 

9 

7907190430 

80-471 

0 

7907120009 

50-471 

0 

7907240314 

50-471 

0 

7907240317* 

50-471 

C 

7907840417 

50-471 

c 

7907240423* 

50-471 

0 

7907030250 

30-893 

p 

7907100647 

50-293 

0 

7907! 10509 

50-293 

B 

7907160304 

50-893 

F 

7907830447 

50-893 

P 

7907160313 

50-293 

a 

7907160324* 

50-893 

fl 

7907200S09 

50-293 

8 

7907200514 

50-893 

El 

790720D8S2* 

60 “29 3 

If 

7907170191 

50-293 

a 

7907190396 

50-293 

p 

7907800251 

50-293 

Jf 

7907190522 

50-293 

a 

7907190585* 

00-293 

B 

7907800875 

50-293 

a 

7907840853 

60-293 

F 

7907840857 

50-293 


7907260692* 

80-893 

9 

7907860703* 

30-293 

9 

7907260700 

50-293 

M 

7907260679* 

50-893 

Q 

7907860686 

50-293 

a 

7907860695 

50-293 

B 

7907860730 

50-893 

a 

7907860745 

50-893 

Q 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


BOE - Baltlmcire Oas & Electric Co 


CEIL - Ccmmonuealth Edison Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUHDER 

CATEOOHV 

AFFILIATION 

NUMBER 

CATEGORY 

7907260667 

50-293 

8 


7907240369 

50-254 

R 

7907230449* 

30''293 

P 


7907310478 

50-10 

P 

7907300310 

50-293 

S 


7907240078# 

50-373 

0 

7907300312* 

50-293 

0 


7907300506 

50-295 

P 

7907100033 

50-317 

0 


7907300338* 

50-295 

Q 

7907090234 fr 

50-317 

P 


7907050224 

50-10 

P 

7907100031 

50-317 

O 


7907100449 

30-10 

P 

7907200481 

50-317 

0 


7907050290 

SO -249 

F 

7907300091 

50-317 

0 


7907250903# 

SO-295 

Q 

790709023S* 

50-317 

P 


7907050204 

50-237 

P 

7907300134 

50-317 

0 


7907 1 90023 

50-254 

P 

7907090235* 

50-317 

P 


7907190010 

50-373 

0 

7907300134 

50-317 

Q 


7907300009* 

50-373 

0 

7907030390 

50-317 

8 


7907190010 

50-373 

0 

7907030393* 

50-317 

8 


79073000B9* 

30-373 

0 

7907030280 

50-317 

0 


7907190010 

50-373 

8 

7907060276 

50-317 

J 


7907110450 

50-254 

8 

7907090215 

50-317 

P 


7907110462* 

50-254 

S 

7907090219 

50-317 

P 


7907030357 

TO PREP 


7907090222* 

50-317 

P 


77072 60SB4* 

TOP REP 


7907090215 

50-317 

P 


7907250372* 

30-249 

S 

7907090219 

50-317 

P 


7907030404 

50-237 

8 

7907090222* 

50-317 

P 


7907030400* 

SO -237 

8 

7907190300 

50-293 

8 


7907230283* 

50-265 

B 

7907170062 

50-317 

P 


* 790730040/ 

SO-295 

0 

7907190222 

7907200403 

7907200409*^ 

7907230271 

50-317 

50-310 

50-310 

50-317 

P 

8 

8 

R 


7907060272 

7907060273* 

7907060272 

7907060273* 

SO -237 
50-237 
50-237 
50-237 

0 

Q 

0 

0 

7907230274* 

50-317 

R 


7907850374 

50-484 

A 

7907230271 

50-317 

R 


7907110444 

50-254 

8 

7907230274-* 

50-317 

R 


7907110445* 

50-254 

8 

7907200410 

50-310 

8 


7907050374 

50-454 

A 

7907200415* 

50-316 

8 


7907050330 

50-599 

A 

7907250292 

50-317 

6 


7907190469 

50-247 

8 

7907250290* 

50-317 

a 


7907100S67 

SO-295 

8 

7907250300 

50-310 

0 


7907110440 

50-295 

8 

7907250304a 

50-310 

8 


7907110441# 

SO-295 

3 

7907260656 

50-318 

8 


7907100567 

SO-295 

Q 

7907260663a 

50-316 

e 


7907050229 

50-373 

A 

7907260424 

50-317 

p 


7907240382 

50-254 

R 

7907310390 

50-317 

p 


7907090305 

50-10 

P 

7907120570a 

50-237 

p 


7907110442 

50-237 

8 

7907060341 

PR 



7907110443# 

50-237 

8 

7906290493 

50-320 

a 


7907090305 

50-l(? 

P 

7907120753a 

FOIA 



7907110435 

SO-295 

8 

7907260057 

PRM 



7907110436* 

SO-895 

8 

7907060251 

50-10 

0 


7907090305 

SO- 10 

P 

7907050004 

50-295 

0 


7907100443 

SO- 599 

H 

79070602S1 

50-10 

6 


790717007a# 

SO-10 

R 

7907050004 

50-295 

Q 


7907110430 

SO-237 

B 

7907060251 

80-10 

Q 


7907110433# 

S 0-237 

B 

7907270115a 

50-304 

Q 


79071 7007 B# 

50-10 

R 

7907160273a 

50-454 

Q 


7907100300 

50-249 

8 

7907250313a 

50-265 

8 


7907100311# 

50-249 

8 

7907090475 

50-295 

0 


790711 0548 

50-249 

8 

7907060031 

50-373 

Q 


7907110554# 

50-849 

8 

7907100101 

50-10 

Q 


7907170078* 

50-10 

R 

7907060349a 

50-295 

0 


7907130322 

50-10 

P 

790706 036C a 

50-295 

0 


7907110467 

50-10 

F 

7907060369a 

50-295 

0 


7907130322 

50-10 

P 

7907060371a 

50-295 

0 


7907160294 

50-234 

P 

7907100094 

50-298 

R 


7907190543 

50-284 

P 

79071BOtOi 

50-10 

a 


7907 1905 4 5 

50-254 

P 

7907060349a 

50-295 

0 


7907130322 

50-10 

P 

7907060360a 

7907060369* 

7907060371a 

7907180094 

50-298 

50-295 

50-295 

50-293 

0 

0 

Q 

R 


7907160294 

7907280297 

7907130322 

7907120566 

50-254 

50-265 

50-10 

50-237 

P 

8 

P 

P 

7907100101 

50-10 

0 


7907170038 

50-454 

A 

7907160155 

90-454 

0 


7907170055 

50-10 

P 

7907060345# 

90-295 

0 


7907170074 

50-10 

R 

7907060347# 

90-298 

0 


7907100572# 

50-295 

0 

7907060355# 

90-298 

0 


7907100578* 

50-295 

a 

7907060345# 

90-295 

0 


7907100572# 

50-295 

Q 

7907060347# 

90-298 

0 


7907100578# 

50-295 

0 

7907060355* 

90-295 

0 


7907170070 

50-254 

p 

7907160155 

90-494 

0 


7907200301 

50-10 

F 

7907240274# 

90-10 

0 


7907170053 

50-295 

0 

7907310475 

90-10 

p 


7907190475 

50-295 

p 

7907240274# 

90-10 

0 


7907190492* 

50-295 

p 

7907310475 

90-10 

p 


79072003a 1 

50-10 

F 

7907240274# 

90-10 

0 


7907170053 

30-295 

Q 

7907310475 

90-10 

p 


7907190475 

50-295 

P 

7907240369 

90-294 

« 


79071 90 4 B2# 

50-295 

P 

7907310475 

90-10 

p 


79072003 Bt 

50- io 

F 



CORPORATE SOURCE INDEX 


CENY 

York 


COEC 


CL El 
Co 


CPC - 


AUTHOR 

AFFItiATlON 


ACCESSION 

number 


SUBJECT 

CATECDRY 


author 

AFFILIATION 


ACCESS I ON aUDJECT 

NUMBER CAl£eO«Y 


Consol Idatod Edison Co of Nsu 


Cincinnati Das k Elsctrte Co 


Clavtiand Eiteirlc IlluMina^ing 


ConiUAtrs Powfr Go, 


7?07S902a4 

7?o7asoa9i* 

7907190200 

790725Q3W 

7907250370* 

7907S50aA4 

7907250274 

7907250201* 

7907190342 

7907190357* 

7907190563 

7907190570* 

7907330295 

7907200426 

7907240230 

7907240345 

7907260709 

7907260720* 

7907250364 

7907230150 

7907230173* 

7907230150 

7907230I73* 

79072301 50 

7907230173* 

7907230150 

7907230173* 

7907230150 

7907230173* 

7907P00330 

7907270257# 

7907050200 

7907120409 

7907030322 

79071B0754 

7907260577 

7907120512 

7907300457 

7907050337 

7907100591 

7907110420 

79071B0494* 

7907160353* 

7907160342 

7907170094 

7907190519 

7907160342 

7907170094 

7907170132 
7907190519 
7907160342 
79071 B0569 
7907200309 

790720040 J* 

7907160490 

7907245389 

7907240397* 

79072S025I 

7907250337 

7907270255 

7907310449 

7907310249 

7907310449 

7957300207 
7957300293* 
7907300393 
7907130153 
79571901 M 

7907090425 
7907190667 
79071 700B4 
7907170066* 
7907300387 

7907230491 

7907310429 

7907310431* 

7907110251 

79071 102S5 

7907110231 

7907250002# 

7907260017* 

7907250082* 

7907260017* 

7907300364 


50-10 S 
90-10 8 
50-249 F 

90-254 a 
90-294 S 
90-265 8 

90-295 8 

90-299 8 

TDPREP 
TOPREP 
90-237 P 
90-237 P 
90-237 P 

90-295 P 
50-373 A 
50-237 P 
30-237 8 

50-237 8 

35-249 8 

30-434 K 
50-494 K 
30-434 K 
55-454 K 

50-494 K 
50-454 R 
50-494 K 
90-454 R 
50-454 R 

50-454 K 
50-10 F 
90-3 J 

PR 

50-3 Q 

50-3 P 
90-247 0 

71-6601 
90-247 0 

90-247 Q 

50-3 P 
30-3 J 
90-247 8 

50-3 R 
50-3 8 

50-3 8 

50-3 H 
50-3 H 
90-3 8 

90-3 H 

90-247 P 
90-3 H 
90-3 S 
90-3 R 
90-247 8 

90-247 8 

90-3 R 
90-247 B 
90-247 6 

90-3 Q 

90-247 Q 

90-3 J 
90-3 F 
90-247 P 
90-3 F 

90-247 8 

90-247 8 

90-247 P 
90-350 O 
90-358 O 

90-350 Q 
90-350 0 

50-350 K 
50-350 R 
50-350 F 

50-390 K 
50-390 A 
50-390 A 
50-440 0 

90-440 Q 

90-440 0 

90-440 Q 
90-440 Q 
90-440 a 
90-440 0 

FOIA 


7707 1 009vJt3>» 
7707050243 
7907120344* 
79071B0309* 

7907130104 

7907130034 

7907100756 

7907110702 

7907110715 

7907130166 
7907300014 
79071 10278 
79071 10215 

7907 1 90aBY 
7907160234 
7907190239 
7907160234 
7907190239 

7907050569 

7907190336 

7907100606* 

7907300531 

y907030476 

'9O7030479* 
,'907020296 
/90 7 100604 
/90 7020296 
^9071 00604 

790703042G 

7907030279 

7907030449* 

7907030470 

7907030472* 

7907030279 

7907030443* 

7907030470 

7907030472* 

7907050306 

7907090319* 

7907090306 

7907090319* 

7907120331 

7907120337* 

7907090366 

7907090264 

7907090260* 

7907130393 

7907130399* 

7907100319 
7907100330* 
7907100927 
7907170181* 
79071 10416 

7907170176 

7907170006 

7907170024 

7907170037 

7907170044# 

7907200376 

7907200384* 

7907190912 

7907190419 

7907190536 

7907190940* 

7907190419 

7907190936 

7907190590* 

7907240324 

7907240328* 

7907250325 

7907260475 

7907250326 

7907260476 

790730031 B 

7907300363 

7907300390* 

7907270215 

7907270240 


90 -32V U 
90-329 0 

50-295 P 
50-329 « 

REOOO 
REOOD 
90-109 P 
50-329 0 

90-259 0 

90-329 0 

RCOOO 
50-259 0 

50-329 a 

90-159 Q 
50-159 0 

90-159 0 

50-199 0 

50- I 99 0 

90-3J9 II 
50-299 Q 
50-329 6 

90-329 a 
00-259 0 

50-259 Q 
50-329 ft 
50-329 0 

60-329 R 
90-329 Q 

60«I9& P 
90-329 K 
90-329 R 
90-329 R 
90 329 K 

50-329 K 
90-329 K 
50-329 R 
50-329 R 
50-329 C 

90-329 C 
50 -3 29 t 
50-329 C 
50-255 P 
00-259 P 

50-329 K 
50-255 5 

50-25^5 B 
90-165 ft 
90-109 ft 

90-255 9 

50-255 0 

50-329 Q 
50-255 ft 
50-329 A 

so-ass ft 

50-329 C 
50-155 P 
50-CS5 0 

50-255 6 

50-1155 fl 
50-155 S 
50-255 ft 
50-105 F 
90-105 P 

90-159 P 
50-159 > 

SO-153 P 
90-155 P 
50-159 0 

50-159 0 

50-329 11 

50-329 A 
60-329 6 

60-329 A 

60-109 r 
5o-a59 a 
60-855 6 

60-155 0 

50-329 ft 


CPL - Carolina Povar It Light Co, 


7907310299 
7907310308# 
7907310432 
79071 10943 
7907110949* 


50-259 P 
50-255 P 
50-256 P 
50-325 a 
80-325 a 


7907110470 

7907110477# 

7907090333 

7907830247 


90-325 B 
90-325 0 

PRH 
PRM 



CORPORATE SOURCE INDEX 


445 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRy 


79071 90S6& 

50-324 

0 



7907160392 

SO-324 

3 







7907160400# 

50-324 

8 


7907200273 

PR 




7907160371 

50-324 

8 


790702047i 

50-261 

0 



79071603SI# 

50-324 

8 


7907050175 

50-400 

0 



7907190576 

50-261 

0 


7907100217 

50-261 

0 







7907050175 

50-400 

0 



7907190373 

50-324 

8 







7907190382# 

50-324 

8 


79071 SOI S3 

50-400 

0 



7907190S31 

50-324 

S 


7907190190 

30-400 

0 



7907190534# 

50-324 

8 


79071905S3 

50-400 

<!t 



7907190576 

50-261 

Q 


790719060B 

50-324 

0 







7907180153 

50-400 

<k 



79072 4032 J 

50-324 

J 







7907190576 

50-261 

0 


7907190190 

50-400 

0 



7907240321 

50-324 

J 


7907190553 

50-400 

<k 



7907260460 

50-400 

A 


790724021 5» 

30-400 

0 



7907260467# 

50-400 

A 


7907100153 

50-400 

0 







7907190190 

30-400 

0 



7907230531 

50-324 

8 







7907230563# 

SO-324 

0 


7907190553 

50-460 

0 



7907230580 

50-324 

a 


790724021 5« 

30-400 

Q 



7907230610# 

50-324 

8 


79071 BO 153 

30-400 

Q 



7907230315 

50-325 

8 


7907190190 

50-400 

Q 







7907190553 

50-400 

a 



7907230320# 

50-325 

8 







7907240357 

50-325 

8 


790724021 5« 

50-400 

a 



7907240363# 

50-325 

8 


79071Q0153 

30-400 

Q 



7907260460 

50-400 

A 


7907190190 

50-400 

0 



7907260467# 

50-400 

A 


7907190553 

50-400 

Q 







7907240215* 

50-400 

0 



7907260460 

50-400 

A 







7907260467# 

50-400 

A 


7907190111 

50-261 

Q 



7907260460 

50-400 

A 


7907110578 

50-400 

a 



7907260467# 

50-400 

A 


7907190570 

50-261 

a 



7907260460 

50-400 

A 


7907190591 

50-261 

0 







7907240413* 

30-324 

0 



7907260467* 

50-400 

A 







7907240348 

50-261 

0 


790719037i> 

50-261 

0 



7907240353* 

50-261 

8 


7907190360 

50-324 

0 



7907240366 

50-324 

8 


7907240210 

30-400 

Q 



7907240371# 

50-324 

0 


7907310204 

30-400 

a 







7907250090 

30-400 

Q 



7907230325 

50-325 

8 







7907230343# 

50-329 

0 


7907090323 

50-261 

P 



7907260727 

50-159 

P 


7907050336 

30-324 

J 



7907270230 

50-324 

0 


7907090323 

50-261 

P 



7907300423 

50-324 

8 


7907050336 

50-ra4 

xJ 







7907090323 

50-261 

p 



7907300428# 

50-324 

8 





CVAP - Connecticut YAnk»e Atomic Pouer 

7907060468 

50-2 1 3 

Q 


790703049/ 

50-400 

A 

Co 






7907030500* 

50-400 

A 



7907310008# 

50-213 

Q 


7907050310 

50-325 

g 



7907030370 

50-213 

P 


7907050329* 

50-325 

e 



7907060167 

50-213 

0 


7907030497 

50-400 

A 












7907060171* 

50-213 

Q 


7907030500* 

50-400 

A 



79073004 6B 

50-213 

0 


7907030497 

50-400 

A 



7907180343 

50-213 

F 


7907030500* 

50-400 

A 



7907170017 

50-2 1 3 

0 


7907030497 

50-400 

A 



7907180525 

50-2 1 3 

R 


790703050 0* 

50-400 

A 












7907180327# 

50-2 1 3 

R 


7907030497 

50-400 

A 



7907230520 

50-213 

Q 


7907030600* 

50-400 

A 



7907260710 

50-2 1 3 

8 


7907110406 

30-324 

P 



7907260717* 

50-213 

8 


7907060176 

30-261 

P 

DAYP - Dilrglond Power Cooperative 

7907260578# 

50-407 

I 


7907170031* 

50-324 

R 












79071 10539# 

50-409 

P 


7907130456* 

50-261 

R 



7907020454 

90-409 

Q 


7907060403 

50-324 

0 



7907090473 

50-409 

0 


7907060405 

30-324 

g 



79072604 B6» 

50-409 

F 


7907060409* 

50-324 

a 



7907050005 

50-409 

Q 


7907060413* 

50-324 

g 












7907110395 

50-409 

0 


7907130379 

50-324 

p 

' 


7907090274 

50-409 

Q 


79070602B4 

50-325 

p 



7907020177 

50-409 

P 


7907060406 

50-525 

8 



7907060326 

50-409 

8 


7907060400 

50-325 

8 



7907060330# 

50-409 

8 


7907060412* 

50-325 

8 












7907060210 

50-40« 

P 


7907060416* 

50-325 

8 



7907260401 

50-40' 

F 


7907130379 

50-324 

P 



7907100520# 

90-409 

R 


7907100357 

50-261 

8 



7907110600 

50-409 

P 


7907100370* 

50-261 

8 



7907110535 

90-409 

P 


7907090229 

50-324 

S 












7907170043 

90-409 

P 


7907090233* 

50-324 

8 



7907170010 

50-409 

P 


79071904B0 

50-325 

8 



7907190500 

50-409 

P 


79071904B7* 

50-325 

8 



7907300300 

50-409 

P 


7907130451 

50-261 

R 



79071B0519 

50-409 

R 


7907130337 

50-325 

8 












7907260576 

50-409 

1 


7907130345* 

50-325 

8 



7907260700 

90-409 

P 


7907130360 

50-325 

8 

DE - Detroit Ediion 

Co 

7907050129# 

90-341 

K 


7907130363* 

50-325 

8 



7907190092* 

90-341 

0 


7907130340 

50-261 

8 



7907050127# 

50-341 

K 


7907130353* 

50-261 

8 



7907130417 

&U-341 

F 







7907170072 

50-341 

A 


7907170020 

50-261 

8 



7907300375# 

50-16 

R 


7907170026* 

50-261 

8 



7907300362 

90-16 

R 


7907170025 

50-324 

R 

DL - Poi^uetn* Light 

Co 

7907190133# 

50-334 

P 


7907160360 

50-324 

8 







7907160364* 

50-324 

8 



7907190117 

50-^34 

P 



446 


CORPORATE SOURCE IWDEX 


AUTHOR 

AFFILIATION 


DPC ~ Oul* Poufsr Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATe0C3RV 

79070200 &3 

50-334 

0 


7907190750 

30-369 

0 

7907M0450 

50'<334 

0 


7907090302 

50-369 

0 

7907050393 

50-412 






790723Q432* 

50-412 

0 


79071905*5 

50-369 

Q 





7907190750 

30-369 

Q 

7907230370 

71-502* 



7907190122 

30-413 

Q 

79070S01Ae 

50-334 

p 


7907190176 

50-4Q8 

Q 

79070201 7K 

50-334 

p 


7907130042 

70-2623 


7907030^10 

50-334 

R 





7907100547 

50-334 

2 


7907180883 

50-2*9 

a 





7907250059 

71-6375 


79070902*3 

50-334 

8 


7907160185 

50-369 

a 

79070 90265 ♦ 

50-334 

B 


7907110555 

30-413 

Q 

7907170052* 

50-334 

R 


7907130223* 

70-2623 


79071701*2 

50-412 

Q 





7707JI044* 

50-334 

B 


7907130232# 

70-2623 






7907130257# 

70-2623 


7907110447# 

50-334 

8 


7907130264* 

70-2623 


7907170100 

50-334 

B 


7907130273# 

70-2623 


7907170111# 

50-334 

8 


7907190409 

50-269 

0 

7907170114# 

50-334 

B 





7907170047 

50-334 

R 


7907090420 

SO-471 

0 





7907020019 

70-2*23 


7907130410 

50-334 

P 


7907310456 

71“50a* 


7907130413# 

50-334 

P 


7907310454 

71-6275 


7907190952 

50-334 

F 


7907310448 

71-6601 


7907100529 

50-412 

8 





7907230625 

80-334 

G 


7907190622 

70-2*23 






7907270378# 

90-3*9 

Q 

7907200476* 

50-334 

P 


7907260550 

90-2*7 

a 

7907270164 

50-334 

0 


7907090342 

90-3*9 

a 

7907200475 

50-334 

P 


7907090353# 

90-369 

8 

7907270229 

50-334 

9 





79072*0430 

50-334 

0 


7907090342 

90-3*9 

S 





7907090353# 

50-369 

8 

7907300384 

FQIA 



7907260055 

S0-2B7 

D 

79071105*0# 

50-269 

B 


7907110545 

S 0-2*9 

B 

7907110537 

50-269 

S 


7907050312 

50-269 

F 

7907110540# 

50-269 

8 





7907110552 

50-269 

8 


7907090S62 

50-2*9 

S 





79070902*6# 

50-2*9 

8 

7907110448 

50-270 

8 


7907120962# 

50-369 

K 

79071 10450# 

50-270 

8 


7907120359 

BO-069 

H 

7907110546 

50-269 

8 


7907170159 

90-2*9 

B 

7907110357# 

50-269 

8 





7907110346 

50-269 

8 


7907170165# 

50-269 

8 





7907180476 

50-269 

R 

7907110337* 

50-269 

9 


7907180481# 

50-269 

R 

7907110546 

50-269 

8 


7907180405 

50-269 

0 

7907110537# 

50-269 

8 


7907180488* 

50-269 

B 

790711037* 

80-269 

B 





7907110393# 

50-269 

8 


7907190228 

50-269 

F 





7907190535 

50-269 

P 

7907110376 

50-269 

8 


7907180476 

50-269 

R 

7907110393# 

50-269 

8 


7907180481# 

50-269 

R 

7907110376 

50-269 

8 


7907160502 

50-270 

B 

7907110393# 

30-269 

S 





79071 10376 

30-2*9 

6 


7907100505# 

50-270 

8 





7907190228 

50-26? 

F 

7907110502# 

50-269 

8 


7907190535 

50-269 

P 

7901170150 

80-269 

P 


79071B0476 

50-267 

R 

7905240452 

S0-2B7 

Q 


7907100401# 

50-267 

ft 

7907300109# 

70-2623 






7907190533# 

70-2623 



7907190228 

50-2*7 

F 





7907190535 

50-2*7 

P 

7907190326 

70-2623 



7907200245 

50-267 

0 

7906200115 

50-269 

0 


79072303S9 

50-269 

8 

7907050110 

50-408 

0 


7907230363# 

50-2*9 

8 

7907020503 

30-413 

0 





7907050110 

50-480 

Q 


7907260734 

50-269 

P 





7907240290 

50-269 

6 

7905230543 

50-287 

P 


7907240332 

50-269 

8 

7907050151 

50-413 

0 


7907230377 

50-3*9 

A 

7907050277 

50-269 

0 


7907300311 

50-269 

P 

7907110627 

80-2*9 

Q 





7907050277 ' 

50-269 

0 

FPC - Florid# P«ui#T c«rp 

79071 10490 

50-302 

a 





7907130499# 

50-302 

0 

7907110*27 

50-2*9 

0 


7907180186 

50-302 

0 

7907050277 

50-2*9 

Q 


7907090105 

50-389 

Q 

7907110627 

50-269 

0 


7907230721# 

50-302 

Q 

7907060050 

70-2*23 






7907060063# 

70-2623 



7907250062 

50-302 

p 





7907250066 

71-6275 


7907060065# 

70-2623 



7907250062 

50-302 

p 

7907130000 

70-2623 



7907270401# 

50-302 

Q 

7907130094# 

70-2623 



7907030455* 

50-302 

8 

7907130090# 

70-2623 






7907160216 

70-2623 



7907030406* 

50-302 

B 





7907100393 

50-302 

P 

7907160220# 

70-2623 



7907030377 

50-302 

P 

7907160223# 

70-2623 



7907090234# 

50-302 

B 

7907160232 

70-2623 



7907030452 

50-302 

8 

7907160235# 

70-2623 






7907160230# 

70-2623 



7907030483 

50-302 

0 





7907030454 

50-302 

P 

7907110579# 

50-269 

0 


7907090232 

50-302 

0 

7907110141# 

50-320 

0 


79071 80544 

50-302 

8 

79071906*7 

30-413 

G 


7907180556# 

50-302 

8 

7907100106 

50-269 

0 





7907190132# 

50-413 

Q 


7907100510 

50-302 

P 





7907100519# 

50-302 

P 

7907190176 

50-408 

0 


7907130367# 

50-302 

a 

79070903B2 

50-369 

0 


7907190449* 

50-302 

ft 

7907190365 

BO-369 

Q 


7907180524# 

50-302 

8 
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AUTHOR 

AFFILIATION 


FPL - FlorldA Pauier & Light Co 


CAP - 0#or •r Co 


ACCESSION 

NUMBER 


7907130364 

79071B0553* 

7907100518 

7907190528 

7907100548 

7907170119 

7907170127* 

7907190440 

7907230524 

790730035B* 

7907300344 
7907300343 
79071 I040B 
7907110412* 
7907060156 

790723O0B0* 

7907110722 

7907190392 

7907060263 

7907050121 

7907100206 

7907190603 

7907120800 

7907180100 

7907120800 

7907180100 

7907120200 

7907180100 

7907100094 

7907130305 

7907840020* 

7907130305 

7907840020* 

7907130321 

7907130415 

7907160034* 

7907160044* 

7907190233 

7707090140 

7907190401 

7907260035 

7907190060 

7907190583 

7907190142 

7907090303 

7907090311* 

7907310191 

7907310184 

7907310199 

7907090350 

7907090371* 

7907170101* 

7907180599 

7907090337 

7907030384 

7907090280 

7907090220 

7907180634 

7907180641* 

7907100312 

7907100328* 

7907170098 

7907170179 

7907170195* 

7907170150 

7907170164* 

7907170170 

7907100557 

7907100565* 

7907850335 

7907850341* 
7907240368 
7907860661 
79071 10482* 
79071 10405* 

7907110478 
7907110491* 
7907110517* 
7907110506 
79071 10400 

7907110407* 

7907110508 

7907110594* 

7907100360* 

7907050394* 

7907190095* 

7907190243 


SUBJECT 

CATEGORY 


50-302 8 

50-302 8 

50-302 8 

50-302 F 
50-302 8 

50-302 P 
50-302 P 
50-302 R 
50-302 J 
50-302 8 

50-302 8 

50-308 Q 
50-251 S 
50-251 S 
PR 

50-389 O 
50-250 0 

50-335 0 

50-250 0 

50-335 Q 
PR 

REQOD 
50-250 Q 
50-250 0 

50-250 0 

50-250 0 

50-850 0 

50-250 <1 

50-250 0 

50-250 0 

50-250 0 

50-250 Q 
50-250 0 

50-335 0 

50-335 0 

50-309 0 

50-309 0 

50-250 Q 
50-250 Q 
50-335 at 

50-250 P 
50-30? O 
50-389 O 
50-250 O 
50-250 8 

50-850 8 

50-389 <k 
50-389 O 
50-389 Q 
50-251 8 

50-251 8 

50-250 a 
50-309 A 
50-250 a 
50-302 P 

50-335 S 
50-335 P 
50-335 a 
50-335 a 
50-335 a 

50-335 a 
50-250 8 

50-250 8 

50-250 8 

50-251 a 

0-851 8 

DPREP 

50-251 3 

90-251 a 
50-335 8 

50-335 a 
50-850 O 
50-250 F 
50-381 a 
50-321 a 

50-321 a 
50-321 a 
50-366 8 

50-366 a 
50-366 8 

50-366 8 

50-366 8 

50-366 8 

50-321 H 
50-321 1 

50-321 Q 
50-321 a 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7907100160 

7907100133 

7907100173 

7907100133 

7907100173 

7907180163 

7907180038 

7907090144 

7907240270* 

7907190335 

7907020248 

7907020253* 

7907860136 

7907240269* 

7907020259 

7907020264* 

7907020283 

7907020294* 

7907020302 

7907020308* 

7907250086 

7907100545 

7907030194 

7907090360 

7907090363* 

7907060234 

7907060346 

7907060340* 

7907050372 

7907050376* 

7907060234 

7907110357 

7907110362 

7907090330 

7907060236* 

7907050357 

7907090373 

7907090376* 

7907100350 

7907100369 

7907050357 

7907060305 

7907090336 

7907090344# 
7907100350 
7907 1 8030 1 
7907050357 
7907100437 

7907170133 

7907170214 

790717021B* 

7907100437 

7907170828* 

7907180498 

7907100499* 

7907170100 

7907170105* 

7907180545 

7907180551* 

7707170066 

7907170069* 

7907170073* 

7907170220 

7907170066 

7907170069* 

7907170073* 

7907170280 

7907190564 

7907170206 

7907170209* 

7907170089 

7907170096* 

7907170216 

7907170219* 

7907830480 

7907230402* 

7907170056 

7907170060* 

7907170087 

7907170091* 

7907230195 

7907230209* 

7907230200 

7907830535 

7907830541* 

7907840339 

7907830280 


SUBJECT 

CATEGORY 


SO- 321 

0 

50-424 

0; 

50-424 

0 

50-424 

0 

50-424 

0 

50-424 


50-321 

■0 

50-424 

a 

50-424 

0 

50-321 

0 

50-366 

a 

50-366 

,8 

50-366 

0 

50-424 

0 

50-366 

8 

50-366 

8 

50-366 

S 

50-366 

8 

50-366 

8 

50-366 

8 

50-366 

Q 

50-321 

P 

50-366 

8 

50-366 

8 

50-366 

8 

50-321 

ft 

50-321 

a 

50-321 

8 

SO-366 

a 

50-366 

a 

90-321 

ft 

50-366 

B 

50-366 

8 

50-366 

8 

50-321 

R 

50-321 

I 

50-321 

3 

50-321 

8 

50-321 

R 

50-321 

8 

50-321 

1 

SO-366 

8 

50-366 

8 

50-366 

8 

50-321 

R 

50-366 

P 

50-321 

I 

50-321 

0 

50-381 

a 

50-321 

a 

50-381 

8 

50-321 

8 

50-321 

R 

50-381 

8 

50-381 

a 

50-366 

B 

50-366 

a 

50-366 

a 

50-366 

8 

50-321 

P 

50-32J 

P 

50-321 

P 

50-321 

R 

50-381 

P 

50-381 

P 

50-321 

P 

50-321 

R 

SO-366 

ft 

50-321 

S 

50-321 

B 

50-366 

8 

50-366 

a 

50-366 

8 

50-366 

a 

SO-366 

B 

50-366 

a 

50-321 

Q 

50-32 1 

s 

50-32 1 

a 

90-021 

8 

50-366 

H 

90-366 

K 

90-321 

F 

90-381 

8 

90-021 

8 

50-021 

P 

90-321 

F 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFiLrATIDN 


0£NP - General Public UtllitleB 


OPU - GPU Servlcs Corp 


G9U - Gulf Btatei Utilities Co 

HLP - Haufton Ligiiting Ir Pouer Co 


lELP ** loitfa Electric Light fc Power Co 


ILPR - Illinois Power Co 

IhPR “ Incliena Michigan Power Co. 


JCPL - Jersey Central Power it Light Co, 


ACCEBSIOM 

NUMBER 


7907230473* 

7907240339 

7907200337 

7907200341* 

7907230477 

790723048** 

790723094* 

7907230933# 

79072304*7 

7907240224 

79072*0840 

7907260847# 

7907230516 

7907230319# 

7907260799 

79072*0813# 

7907260824 

7907260833* 

79072*0*91 

790726074* 

79072*0751# 

7907270187 

7907270193* 

7907110077 

7907100043 

7907110111* 

7907100334* 

7907020107 

7907180053* 

79070509*4 

7907180030# 

79071 B004 I* 

7907130284 

79072607*3 

79072*0769* 

7907180438 

7907310618 

7907310607 

7907240123# 

7907190986 

790717OJ47 

7907170151* 

7907860*37 

7907170147 

7907170151# 

79072*0*57 

7907300094# 

7907030220 

79071102*1 

7907300093* 

7907070248 

7907100360 

7907100362 

7907190374# 

7907200366 

7907200373* 

7907190371 
7907230393 
79072305 &9» 
7907190230 

79070S004* 

7907030457 

7907200321# 

7907200333* 

7907800317 

7907200329 

7907190513 

7907190520# 

7907190532 

7907190537# 

79072303*3 

7907230233 

79072502*0* 

7907260697 

7907260705 

79072*0697 

79072*0705 

7907300323 

7907300337# 

7907060434# 

7907050223 

7907090390 

7907190223 

7907100402* 

7907020180 

700703m79 


SUBJECT 

CATEGOfTY 


50“3*6 9 

90'-321 P 
30-321 P 
50-321 P 
50-3*6 S 
50-366 8 

30-366 a 
50-3*6 a 
30-3*6 3 

30-366 a 
50-321 3 

50-321 3 

50-3*6 Q 
30-366 a 
50-3*6 S 
30-3*6 8 

50-36* a 
50-3&* 8 

S 0-321 P 
50-36* P 
SO -3*6 P 

50-366 P 
50-36* P 
30-320 P 
50-320 P 
50-320 D 

30-320 0 

30-320 P 
30-320 T 
50-320 U 
30-320 T 

30-320 T 
50-320 P 
50-4 SB B 
50-458 S 
50-310 H 

S0-49B 0 

50-498 Q 
50-490 Q 
50-466 0 

50-498 K 

50-498 K 
50-498 8 

50-498 K 
50-498 K 
80-498 8 

50-331 0 

50-331 P 
50-331 0 

50-331 a 
50-331 P 

50-331 P 
50-33 J 8 
50-331 R 
50-331 S 
50-331 8 

50-331 R 
50-331 B 
50-331 8 

50-461 n 

50-313 Q 

50-315 P 
50-310 fl 
50-31* R 
50-313 R 
50-31* R 

50-315 8 

50-315 8 

50-31* 8 

50-31* 8 

50-315 P 

50-3 t* a 
50-31* 8 

50-315 P 
50-315 J 
50-315 P 

50-315 J 
30-31* 9 

30-31* 8 

30-219 i» 
30-219 a 

30-3*3 Q 
30-3*3 0 

30-219 P 
50-219 F 
8 


AUTHOR 

affiliation 


ACCE98tori SUBJECT 

NUMBER CATEGORY 


7907030381# 

7907100399 

7907250354* 

7907250350 

7907100107 


50-219 3 

90-219 R 
50-219 R 
50-219 R 
50-320 P 


KSGE - Kama# Gas 6 Electric Co 


7907260593* 

7907260507 

7907270170 

7907270202* 

7907110690* 


50-219 S 
50-219 S 
30-219 S 
50-219 B 
SO-402 0 


7907260079 

7907300027 

7907230399* 

7907270291* 

79072*0607 


50-482 0 
50-402 5 
50-402 Q 
50-4B2 0 
SO -402 8 


LAPL - Louisiana Power & Light Co 


7907310357* 

7907180530 

7907100537* 

7907110*77# 

7907240118# 


50-4B2 A 
30-482 B 
50-482 8 

50-382 0 

90-382 G 


7907260063 

79070*0012 

7907260070 

7907090227 

7907260621 


50-002 0 
90-002 H 
50-362 Q 
50-362 B 
50-302 B 


7907200249 

7907240214 

7907^140346 

7907240349# 

7907300347 


50-382 A 
50-392 F 
50-302 K 
50-302 K 
50-302 K 


LIL - Long Island Lighting Co 


79071 10395 

7907050524 

7907110303 

7907180759* 

7907300912 


50-322 Q 
50-322 G 
go-322 Q 
50-322 G 
go-516 a 


MEED - Metropolitan Edison Co 


7907180710 
7907120623 
7907180547 
7907190561 
7907100236* 
7907110521* 
7907100244* 
7907100255* 
>907 100034* 
907180037* 


50-323 0 

50-322 8 

50-322 A 
50-322 A 
50-320 R 

go -320 G 

50-020 fl 
50-320 B 
50-020 T 
50-320 T 


7907180046* 

7907110122# 

7907110129* 

7907110166* 

7907090240 


50-320 T 
50-320 0 
S 0-320 Q 
SG-320 a 
50-289 0 


7907110241* 

7907100854 

7907190516 

7907190590 

7907050379 

7907100654* 

7907050379 

7907110323 

7907100*53 

7907110514 

7907180472 

7907100475* 

7907270194* 

7907100477 

7907180402* 

7907170077 

7907190568 

7907190581* 

7907200302 

7907230626 


50-320 0 
50-320 G 
50-289 B 
50-209 8 
50-320 P 

50-209 R 
50-320 P 
50-209 a 
50-289 R 
50-209 F 

50-209 8 
50-209 S 
50-209 R 
50-209 0 
50-289 8 

SO-209 F 
50-289 P 
50-2B9 F 
50-209 P 
50-320 P 


7907230633* 

7907170109 

7907270190 

7907270269 

7907270275* 


50-320 P 
50-209 P 
50-289 R 
50-320 P 
50-320 P 


MPL - Mleslsilppl Power Light Co. 


7907190332 

7907190537 

7907190332 

7907190557 

7907190303* 


50-416 0 
50-416 8 
50-416 0 
50-416 0 
50-4 16 0 


7907030490 

7907030493* 

7907090324 

7907190523 

7907190524* 


50-416 8 

50-416 8 

50-416 B 
50-41* a 
50-416 a 


7907030490 50-4 1 6 B 

a-Q-A 1 * a 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


MYAP Mains Yankee Atflmlc Power Co 


NENE Northeast Nuclear Energy Co 
IRortheast UtiUtles) 


NEiNP - New England Power Co 
NE-UT - Northeast Utilities 


NIPS Northern Indiana Public Service 
Co 


ACCESS I DM 
NUMBER 


7907090324 

7907190333 

7907190324* 

7907050346 

7907050321 

7907050326a 

7907060191 

7907050321 

7967030326* 

7907060191 

7907200390 

7907250256 

7907090102 

7907050350 

7907030262 

7907110561 

7907110566* 

7907170116 

7907170118* 

7907260590 

7907300441 

7907310247 

7907050270 


7907080160 
7907 1000 IB 
7907050160 
7907090383 
7907130333 

7907130373* 

7907230474 

79072304B7* 

79071003BO 

7907130657* 

7907110607 

7907020338 

7907110640 

7907030310 

7907050556 

7907050233 

7907100129 

790702045B 

7907190090 

7907190106 

7907360183 

7907050316 

7907050310* 

7907100406* 

7907090304 

7907070306* 

7907090302* 

7907050257 

7907090300 

7907050257 

7907060282 

7907050261* 

7907120638 

7907130647* 

7907120630 

7907120647* 

7907100380 

7907170080 

7907170092* 

7907170112 

7907180470* 

7907170U5* 

7907200259* 

7907200349 

7907170224 

7907170329* 

7907180466 

7907260737 

7907200256 

7907260725 

7907260737 

7907260509 

7907260592* 

7907230570 

7907310339 

7907020310 

7907090424 

7907060232 

7907130044* 

7907130039 

7907120507 

7907230566 


SUBJECT 

CATEGORY 


50-416 B 
50-416 S 
50-416 B 

50-416 A 
50-416 K 
50-416 K 
90-416 A 
50-416 K 

90-416 K 
90-416 A 
50-416 A 
50-416 H 
90-309 Q 

50-309 Q 
50-309 Q 
50-309 8 
50-309 S 
50-309 R 

50-309 R 
90-309 P 
90-309 P 
50-309 P 
PR 


50-313 0 
90-336 0 
90-213 Q 
50-423 Q 
50-336 B 

90-336 8 
50-336 8 
50-336 S 
50-560 A 
50-245 P 
80-249 a 
90-293 Q 
50-336 O 
FOIA 

90-245 P 

50-245 0 
50-336 8 
50-336 0 
50-423 0 
50-423 0 

50-245 0 
50-336 0 
90-336 Q 
50-336 B 
50-249 8 

50-245 8 
90-249 B 
50-245 P 
50-249 8 
50-249 P 

50-336 O 
50-245 P 
50-249 P 
50-245 P 
50-245 P 

50-245 P 
50-336 8 
50-336 8 
50-336 9 
50-336 9 

50-336 R 
90-336 fi 
50-245 R 
90-249 P 
90-336 B 

50-336 B 
90-336 n 
90-213 P 
90-245 R 
90-249 8 

90-213 P 
90-336 S 
90-336 e 
90-213 r 
90-336 P 

90-367 A 

90-367 a 
50-367 R 
50-367 R 
50-367 R 

90-367 R 
50-B67 R 


AUTHOR 

AFFILIATION 




ACCE99I0M BUaJECT 

NUMBER CATEGORY 


NMP - Niagara Mohawk Ppu*r Corp 


NPPD - Nebraska Public Power District 


NBP - Northern States Power Co 


7907270245 

7907300175* 

79O730OJB1* 

7907060420 

7907130129 

7907020491 

7907190679 

7907300372* 

7907230038* 

7907300148 

7907030283 

7907030304 

7907090338 

7907090334* 

7907050373 

7907060339 

7907130381 

79071303B2* 

79071303S3* 
7907130444 
79071304 48* 
7907170225 
7907200430 

7907290351 

7907230151* 

7907260654 

7907260162 

7907090392* 

7907060402 

7907170054 

7907170097* 

7907170063 

7907170069* 

7907170079 

7907170082* 

7907030423 

7907170027 

7907170061* 

7907110424 

7907170233 

7907170234* 

7907170194 

7907170198* 

7907200260 
7907200353 
7907240328 
790726 07S2 
7907030279* 

79070S0346 

7907060250 

7907160242 

7907110291 

7907100116 

7907160140 
7907090428 
7907300949 
79070 00499 
7907030340 

7907030344* 
7907030272 
7907050300 
79070 50303 » 
7907050404 

7907050414* 

7907030272 

7907090202 

7907180516* 

7907090202 

7907180916* 

7907100618 

7907170003* 

7907100618 

7907130469 


S 0-367 R 
50-220 Q 
50-220 Q 

50-220 Q 
50-220 Q 
50-410 0 
PRM 

30-410 Q 

50-220 0 
90-220 0 
90-220 J 
90-220 J 
90-220 8 

90-220 8 
50-410 Q 
50-410 A 
50-220 8 
50-220 9 

50-220 8 
50-220 R 
50-220 R 
50-220 R 
50-220 P 

SO-410 A 
50-220 P 
50-220 P 
50-290 Q 
90-290 a 

90-298 Q 
50-290 8 
90-298 8 
50-298 B 
50-298 B 

50-298 8 
30-298 0 
90-298 Q 
90-8 9 B 0 
50-298 6 

50-890 F 
50-298 R 
50-290 R 
50-298 P 
50-290 P 

50-298 P 
30-298 F 
30-898 F 
30-29B F 
50-282 R 

50-263 O 
50-263 0 
50-367 O 
50-282 8 
50-263 Q 

50-282 8 
50-263 P 
SO- 484 Q 
50-282 Q 
50-263 a 

50-263 B 
50-282 R 
50-282 8 
50-282 8 
, 50-2B2 8 

50-202 8 
50-288 R 
50-282 8 
50-208 R 
50-282 0 

90-282 R 
50-263 F 
50-263 R 
50-263 F 
50-288 8 


7907130473* 

7907160346 

7907170001 

7907180511 

7907190811 


50-282 8 
110-282 8 
50-863 R 
50-282 R 
50-868 P 


NYEO - New York State Electric l< Oae 
C«rp. 


7907310381 

7907310388 

7907170016* 

/90717001a 

7907310241 


50-263 F 
50-282 F 
50-596 C 

30-596 C 
50-596 A 


7907310266 
7907310269* 
79 073 J 0241 


50-596 B 
50-596 B 
50-596 A 



450 


CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEODRY 


7907310266 50’-596 D 

7907310269# 50-596 B 

OEC - QhiP Edisan Co 7907130109 REOOD 

7907130030 REOOD 

DP PD - OfflAAa Public Power District 79070202 J 3 50-2B3 fl 

790706023B 50-285 Q 

790706D26B 50-265 Q 

7907060254 SO-285 Q 

7907090293# 50-265 P 

7907230543# 50-265 S 

7907030346 50-285 P 

7907030485 50-205 P 

7907030444# 50-285 P 

7907090196 50-285 P 

7907090291 50-265 P 

7907090230# 30-285 P 

7907160310 50-285 P 

7907180396* 50-285 R 

7907200364 50-265 F 

7907160395 50-205 R 

7907180584# 50-205 P 

7907160393# 50-283 P 

7907230S33 50-285 8 

7907IB0599# 50-265 P 

7907250262 50-265 F 

7907260772 50-285 F 

PACP - Pacific Pawer & Lijht Co 7907180360 50-522 0 

PASN - Power Authority State of New York 7907030056# 50-333 0 

7907130437 50-333 P 

7907130439# 50-333 P 

7907190263 PRM 

7907120066 50-333 0 

7907190270 50-333 0 

7907090094 50-220 0 

7907310107# 50-333 0 

7907050133 50-333 0 

7907120030 50-286 Q 

7907240045 71-6375 

7907050249 50-286 0 

7907190061 50-266 0 

7907240050 71-6144 

7907190694 50-266 0 

7907090421 50-333 Q 

7907030463 50-333 P 

7907080226 50-266 Q 

7907020270 50-333 P 

7907050363 50-333 P 

7907100609# 50-333 R 

7907170010# 50-206 R 

7907100601 80-333 F 

79070903B3 50-286 Q 

7907100590 50-286 P 

7907100423 50-286 9 

7907100432# 50-266 B 

7907100607 50-333 R 

7907130460 50-333 9 

7907130467# 50-333 9 

7907170046 S0-2B6 Q 

7907170007 50-286 R 

7907170030 50-333 B 

7907170039# 50-333 8 

7907200301 50-206 F 


7907200263 50-286 Q 

7907200291 50-206 R 

7907230462 50-296 F 

7907240293 50-286 P 

7907230267 50-333 9 

7907230292* 50-333 6 

7907230494 50-333 P 

7907230497# 50-333 P 

7907270216 50-266 Q 

7907260646 50-333 8 

7907260652# 80-333 S 

7907260741 50-333 B 

7907860747# 50-333 8 

PECO ^ Phlladtlpfiia Electric Co 7907130077# 50-463 0 

7907850093* 50-277 0 

7907800510 PR 

7907110719# 50-277 Q 

7907090385 PRK 

7907160139 REOGB 

7907190859 PR 

7907110644# 50-277 Q 

7907830346* 50-352 Q 

7907050446 50-277 Q 

7907020090 50-277 Q 


author accebbidn subject 

AFFILIATION NUMBER CATEGORY 


7907050446 50-277 0 

7907020090 50-277 Q 
7907050446 50-277 Q 
7907050221 50-277 6 
7907090089 50-277 0 
7907160914 50-277 0 

7907090069 50-277 Q 
7907180914 50-877 Q 
7907190003 50-277 S 
790705046B 50-352 Q 
7907060244 50-352 Q 

7907130516 50-352 0 
7907050468 50-352 Q 
7907060244 50-352 Q 
7907130516 50-352 Q 
7907190000 50-277 Q 

7907190074 50-352 Q 
7907300115 50-277 6 
7907190367 50-278 8 
7907190406 50-278 8 
7907190331 50-277 6 

7907090296 50-278 8 
7907090298# 50-278 6 
7907190331 50-277 6 
7907110533 50-277 F 
7907180361 50-277 P 

7907120360# 50-277 P 
7907120361 50-277 P 
7907120368# 50-277 P 
7907180592 50-278 6 
7907120597# 50-276 6 

7907170157 50-276 8 
7907170166# 50-878 8 
7907130374 50-171 J 
7907130326 50-277 J 
7907130374 50-171 J 

7907130326 50-277 J 
7907130374 50-171 J 
7907230322 50-878 8 
7907130428 50-277 R 
7907130431# 50-877 R 

7907130428 50-277 R 
7907130431# 50-277 R 
7907170102 50-277 8 
7907160504 50-877 6 
7907180509# 50-877 Q 

7907100504 50-877 8 
7907160509# 50-277 S 
7907260632 50-171 R 
7907260639* 50-171 R 
7907270206 50-277 8 

7907270221# 50-277 B 
7907270206 50-277 S 
7907270221# 50-877 8 
7907270236 50-276 8 
7907270247 50-278 8 


POE - Pacific Cat t< Electric Co 7907130116 REOOD 

7907130496 50-275 0 

7907130118# 50-873 0 

7907190381 00-276 0 

7907270376 70-1738 

7907270302# 70-1736 

7907870376 70-1738 

7907270392# 70-1738 

7907090398 50-275 Q 

7907020452 50-275 Q 

7907090161 50-133 Q 

7907130110 50-275 Q 

79Q72302Q4 50-522 Q 

7907160728 PRQJ 

7907100409# 50-133 R 

7907090206 50-275 A 

79071B0402 50-133 R 

79071 90323 50-293 8 

7907230242 50-133 P 

7907840234 50-275 F 

7907260643 50-275 F 

POOE - Portland General Electric Co. 7907100414# 50-514 R 

7907100406 50-514 R 

7907090245 50-344 8 

7907050407 50-344 Q 

7907050051 50-514 O 

7907050400 50-344 Q 

7907190366 50-344 0 

7907190375# 50-344 0 

7907190370# 50-344 0 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


PPL - Pennsylvania P-ouor It Light Co 


PSC - Public SsrVi-ce Co of Colorado 


PSEO -* Public 8aTVlct Elvctrlc it Oas Co 
o# Naiii -Jtraey 


ACCESSION 

SUBJECT 



AUTHOR 

NUMBER 

CATEOGRY 


AFFILIATION 

7907090163 

50-344 

C 



7907090146 

50-344 

Q 



7907190600* 

50-344 

F 



7907250204 

50-522 

0 



79071300B1 

50-344 

0 



7907IB0739 

50-344 

Q 



7907240364 

50-514 

Q 



7907100539 

50-582 

Q 



7907100712 

50-344 

0 



7907030432 

50-344 

Q 



7907080370 

50-344 

8 



7907020230 

SO-514 

A 



7907030462 

50-344 

P 



7907110422 

50-344 

0 



7907110455* 

50-344 

8 



7907110474 

50-344 

P 



790712060B 

50-344 

R 



7907120613* 

50-344 

R 



7907120635 

50-344 

J 



7907110479 

30-344 

P 



7907170175 

30-344 

P 



7907190590 

50-344 

F 



7907240330 

50-344 

P 



7907300366 

50-344 

F 



7907300373* 

50-344 

F 



7907170051* 

50-307 

A 


P8IN - Public Bsrvice Co of Inrflanaj 

7907230572* 

50-307 

0 


I nc 

7907110672* 

50-337 

Q 


7907050254 

50-307 

0 



7907190011* 

50-307 

0 



7907200484* 

50-307 

a 



7907260087 

50-307 

Q 



7907260192 

50-307 

Q 



7907260007 

50-307 

Q 



7907260192 

50-307 

Q 


1 

79073601 S6 

80-307 

O 



7907030353* 

80-307 

K 



7907030327 

80-307 

0 



7907030349 

50-307 

K 



7907170045 

50-307 

A 


P8NIJ - Public Btrvica Co of Niuf 

7907260651 

50-307 

8 


Hairipthira 

P8QK - Public B»rvlca Co of airlahoma 

7907260457 

50-307 

A 


7907270250 

50-307 

0 



7907260166 

50-267 

0 



7907240445 

50-267 

P 


PBPL - Pugtt Sound Poij|«r Light Co 

7907190699 

50-267 

0 



7907190707 

50-267 

0 



79073001 16* 

50-267 

Q 



7907060229* 

50-267 

B 



7907050351 

50-267 

P 



7907060212 

50-267 

R 



7907180106* 

50-267 

R 



7907120652 

50-867 

8 



7907120650* 

50-267 

B 



7907120663* 

50-267 

0 


ROE - Racha*t*r Oat It Electric Corp 

7907120101 

50-267 

R 



7907100407 

50-267 

P 



79071701 56 

50-267 

P 



7907200267* 

50-267 

P 



79071 303 B0 

50-‘267 

9 



7907130391* 

50-267 

8 



79071 B04 42 

50-267 

8 



7907100444* 

50-267 

0 



-7907100568 

50-267 

0 



7907100575* 

50-267 

a 



7907200264 

50-267 

p 



7907250332 

60-267 

p 



7907300571* 

50-311 

0 



7907230008* 

50-311 

Q 



7907020200 

50-272 

Q 



7907050443 

50-354 

0 



7907050456 

50-272 

a 



7907250382* 

50-311 

E 

< 


7907060044 

71-320 




7907100114 

50-394 

Q 



7907160144 

50-394 

Q 



7907130200 

50-395 

Q 



7907090218 

50-272 

0 



7907130319* 

50-272 

Q 



7907090319 

50-3 U 

A 



7907100544* 

50-311 

A 



7907170286 

50-278 

R 



7907170227* 

50-278 

R 



7907100543 

90-311 

A 


BC - Th* Boutharn Co. 

7907050301 

90-272 

8 


8CE - Southarn California ^dlton Co 

7907050302* 

90-272 

B 




ACGEBBION 

NUMDER 


7907050347 

7907090276 

7907090277* 

7907110319 

7907110402 

7907170020 

7907160307 

790716031U 

7907190514 

7907190527 

7907190Se0 

7907250375 

7907230247 

7907230330 

7907260SQ2 
7907260506 » 
7907260713 
7907270160 
7907270I6G 

7907270160 

7907270169 

7907260724* 

7907310364 

7907310372* 

7907090339 

7907 UO 267 
79071001 tl 
7907100214 
7907100111 

7907100214 

7907300553 

7907100568 

79071206LB 

7907120633 

7907190561 

7907120633 

7907190561 

7907240212* 

7907020199 

7907170193 

7907200274 

7907090002* 

7907250204 

7907090002* 

7907250204 

7907060201* 

7907060196 

7907170042 

7907060196 

7907170042 

79070S0240* 

790705022a 

7907050396 

7907U0302 

7907100110 

7907050230 

79070204S7 

7907230401 

7907090259* 

7907090256 

79073003B9 

7907030477 

7907030361 

7907110334 

7907060441 

7907060450* 

7907090253 

79070 9026B* 

7907050234 

7907120594 

7907130250 

7907160401 

7907 60404* 

7907200236 

7907230233* 

7907250353 

7907260594 

7907260596* 

7907050304* 

7907190729 

7907030469* 

7907050302* 


SUBJECT 

C4T£OOa\ 


50-011 

50-272 

50-272 

50-272 

50-272 

50-31 1 
50-272 
50-272 
30-311 

50-311 

50-311 

50-311 

50-311 

50-311 

50-272 

50-272 

50-272 

50-272 

50-272 

50-272 

50-272 

SO-272 

50-272 

50-272 

PRM 

60-546 I 
50-546 H 
50-546 H 
50-546 1 

50-546 ^ 

50-546 i 
50-546 J 
50-546 i 
50-546 I 

50-546 I 
50-546 9 

50-546 i 
50-443 < 

50-556 4 

50-556 1 

50-556 ( 

50-522 ( 

50-522 ( 

50-522 C 
50-522 C 
50-522 f 
50-522 f 

50-522 f 
50-522 f 
50-522 f 

50-244 f 
50-244 4 

50-244 C 
50-405 ( 

50-405 C 
50-244 C 
50-405 C 

30-244 C 
50-244 P 
50-244 F 
50-244 C 
50-244 F 

50-244 F 
50-244 F 
50-244 G 
50-244 a 
60-244 P 

50-244 P 
50-244 P 
60-244 P 
50-244 P 
50-244 Q 

50-244 B 
50-244 P 
50-244 P 
50-244 P 
50-244 E 

50-244 E 

50-321 I 
REOOD 
50-206 P 
50-361 f 



AUTHOR 

AFFILIATIQN 


ACCESSION 

NUMBEf? 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

BUpJECT 

CATEGORY 




7907050413 

90-206 

0 


7907100463 

50-346 

e 




7907130331 

50-361 

Q 


7907100472# 

50-346 

8 




7907050390 

50-206 

Q 


7907110513 

50-346 

R 




7907090230 

50-361 

a 


7907110520* 

50-346 

R 




7907090235 

30-361 

a 

♦ 











7907100584 

50-346 

P 




7907190108* 

30-361 

a 


7907100907* 

50-346 

P 




7907100639* 

50-36 1 

Q 


7907170075 

50-346 

P 




7907100603* 

50-206 

s 


7907170029 

50-346 

0 




7907030465 

90-206 

p 


7907170034* 

50-346 

8 




7907030474 

50-206 

p 












7907230303 

50-346 

8 




7907100676* 

50-361 

B 


7907240351 

50-346 

P 




7907100680* 

50-361 

B 


7907310399 

50-346 

8 




7907100676* 

30-361 

8 


7907310373* 

50-346 

8 




79071006BO* 

50-361 

S 


7907310422 

50-346 

0 




7907300383 

50-206 

Q 












7907310473* 

50-346 

8 




7907090252 

50-361 

K 

TU - Teia* Utilltle* Co 

7907100879 

50-445 

M 




7907100375 

50-206 

R 

TUOC - Toias Utllltl** Generating Co 

7907110660* 

50-445 

0 




7907030370 

50-361 

A 


7907310595 

50-44S 

a 




7907100603 

50-206 

8 


7907110660* 

go-449 

Q 




7907170212 

90-206 

P 












7907310595 

50-443 

0 




7907100598* 

50-206 

R 


7907310600 

50-449 

0 




7907100629 

50-206 

P 


7907300236* 

50-445 

G 




7907120607 

50-361 

8 


7907270305* 

50-449 

0 




7907120610* 

50-361 

S 


7907260647 

50-449 

8 




79071304S9 

50-361 

A 












7907030302 

50-449 

8 




7907120607 

50-361 

8 


7907090247 

50-449 

A 




7907120610* 

90-361 

S 


7907110346 

50-449 

8 




7907130459 

50-361 

A 


7707180592 

50-449 

8 




7907090261 

50-206 

P 


7907190216 

50-445 

0 




7907260666 

50-36t 

A 












7907100S52 

50-449 

0 




7907190349 

50-206 

P 


7907190216 

50-449 

8 




7907100595 

50-206 

R 


7907230298 

50-449 

S 




7907310274 

50-361 

A 


7907230204 

50-449 

8 




7907310286* 

50-361 

A 

TUS - Teia* Utllltlee Serviceer Inc 

7907290310 

50-449 

A 



* 

7907310274 

50-361 

A 

TUA - Tenncttee Valley Authority 

7907100564* 

50-390 

Q 








7907100569* 

50-390 

0 




7907310286* 

50-261 

A 


7907100564* 

50-390 

Q 




7907190351* 

50-206 

P 


7907100569* 

50-390 

0 




79071003B7* 

50-206 

R 


7907060316* 

00-327 

A 

SCEO - South 

Carolina Electric u Oai Co 

7907090346 

PRM 









7907030442 

50-206 

0 


7907240301* 

REOGD 





7907100100 

90-399 

0 


7907170131* 

50-327 

A 




7907090406 

50-395 

a 


7907240377* 

REOOD 





7907190340 

SO-395 

0 


7907240368* 

REOGD 





7907030217 

go-399 

F 


7907180602* 

90-390 

0 




7907090363 

30-395 

A 












7907130001 

ORO 





7907170067 

30-399 

8 


7907090395 

PRM 


S^tUD - Socrofflvnto Municipal 

Utility 

7907090347* 

90-312 

Q 


7907230763* 

50-299 

0 








7907240311 

REGOD 





7907090352* 

90-312 

0 


79071001^9 

50-259 

Q 




7907090388* 

30-312 

0 








7907090341* 

90-312 

0 


7907250494* 

50-391 

0 








7907190207 

50-327 

0 




7907090377 

90-312 

0 


7907310170 

50-327 

0 




7907020471 

30-312 

0 


7907190207 

50-327 

a 




7907020293 

30-312 

Q 


7907310170 

50-327 

a 




7907180071 

90-312 

Q 








7907020513* 

30-312 

0 


7907190207 

90-327 

Q 








7907310170 

50-327 

Q 




790717001 1* 

50-312 

P 


7907190207 

50-327 

0 




7907170014* 

50-312 

P 


7907310170 

50-327 

Q 




7907100509 

90-312 

P 


7907190207 

50-327 

Q 




7907050219 

90-312 

F 








7907100300* 

90-312 

R 


7907310170 

50-327 

a 








7907190207 

50-327 

a 




7907050317 

50-312 

P 


7907310170 

50-327 

0 




79071 B0306 

90-312 

R 


7907190207 

50-327 

0 




7907300300 

90-312 

F 


7907310170 

50-327 

Q 




7907170000 

50-312 

P 








7907300408 

50-312 

Q 


7907190207 

50-327 

Q 








7907310170 

50-327 

Q 




7907250391 

9D-3L2 

P 


7907190207 

90-327 

Q 




7907260759 

50-312 

8 


7907310170 

50-327 

Q 




79072701 BO 

90-212 

6 


7907190207 

50-327 

Q 




7907310352 ■ 

50-312 

P 





TOED - Tolido 

Edlion Co 


7907060336* 

50-346 

8 


7907310170 

50-327 

Q 








7907190207 

50-327 

0 




7907090019 

50-346 

Q 


7907310170 

50-327 

Q 




7907090083 

50-3 4 ^ 

0 

‘ 

7907190207 

50-327 

Q 




7907240196 

30-346 

P 


7907310170 

50-327 

0 




7907170203 

50-346 

P 


7907190196 

50-32/ 

Q 




7907180270* 

50-346 

Q 


7907300360* 

50-390 

Q 








7907090308 

90-aia 

S 




7907170201 

50-346 

P 


7907090395* 

50-910 

B 




7907060339 

50-346 

8 


7907090388 

50-910 

8 




7907110417 

90-346 

8 








7907170005 

50-346 

P 


7907090395* 

90-910 

8 




7907090298 

90-346 

S 


7907230056 

50-259 

Q 




7907300417* 

50-346 

g 


7906220369 

50-259 

R 




7907100439 

90-346 

8 


7907060357* 

50-259 

P 




7907100444* 

30-346 

8 


79070903S1 

50-327 

8 




7907130380 

50-346 

r 








7907100440 

90-346 

s 

* 

7907090369* 

50-327 

8 








7907090351 

50-327 

8 




7907100498* 

30-346 

8 


7907090369* 

50-327 

8 



CORPORATE SOURCE INDEX 


453 


AUTHOR ACCESSION 

SUBJECT 



AUTHOR 

ACCE08IDN 

SUBJECT 


AFFILIATION NUMBER 

CATEODRV 


AFFICIATIDN 

NUMBER 

CA7EOORV 

790707031 A 

50-327 

8 



790726001? 

50-299 

P 

7907090310# 

50-327 

8 



7907260020* 

30-299 

P 






7907260837 

30-299 

P 

7907090331 

50-438 

B 



7907 26083 B* 

30-259 

P 

7907Q9O343# 

50-438 

8 



7907260843* 

50-259 

P 

7907090331 

SO-430 

9 






7907090343# 

50-438 

8 



7907260046# 

90-259 

P 

7907030331 

50-390 

8 



7907260854* 

90-259 

P 






7907270156 

50-259 

P 

7907030340 

50-438 

Q 



7907260627 

50-296 

P 

7907030 4S0 

50-438 

0 



7907260631# 

SO-296 

P 

790703034B 

50-430 

Q 






7907030450 

50-430 

0 



7907260764 

90-259 

P 

7907110349 

50-289 

8 



7907260770# 

90-297 

P 






7907260B19 

50-299 

P 

7907110352 

50-259 

S 



7907260828# 

50-299 

P 

7907110316 

50-260 

0 



7907260838* 

90-259 

P 

7907110532 

50-260 

6 






79071 10523 

50-260 

8 



7907260854# 

30-259 

P 

7907190340 

50-296 

8 



7707270156 

50-259 

P 






770726079 5* 

90-438 

8 

7907060309 

50-327 

A 



7707250331# 

90-327 

A 

7907050304 

50-260 

0 

UNE - 

UnlQi) Electric Co 

79O7P00516 

30-403 

a 

7907050305# 

7907030492 

7907060309 

50-260 

50-327 

50-327 

S 

A 

A 

VEPC 

- VlTfllnia Elactrlc & Power Co 

7907120027# 

7707060333# 

7907060334# 

90-330 

90-330 

90-338 

0 

s 

s 

7907060100 

50-259 

P 



7907190816 

7907250447 

50-338 

50-330 

s 

8 

7907060354 

50-259 

P 





7907060108 

50-259 

P 



7907090240 

90-330 

8 

7907060354 

7907060100 

50-259 

50-259 

P 

P 



7907020032 

7907120021# 

90-330 

90-330 

0 

0 

/ 9070603 54 

50-259 

P 



7907020477 

50-404 

0 

7907170126# 

50-259 

R 



7907100131 

50-333 

0 

7907110452 

50-259 

P 






7907100599 

50-259 

P 



7907100062 

90-280 

0 

7907100615 

50-259 

0 



7907190061* 

90-280 

0 






7907100062 

90-200 

0 

7907090340 

50-260 

0 



7907190061# 

50-280 

Q 

7907090356# 

50-260 

0 



7907100062 

50-200 

Q 

7907100599 

50-259 

P 






7907100615 

50-259 

0 



79071 001G6 

50-339 

0 

7907100479 

50-260 

8 



7907100103 

50-404 

Q 






7907100206 

30-404 

0 

7907100482# 

50-260 

8 



7907100103 

S 0-404 

0 

7907100556 

50-390 

0 



7907100206 

90-404 

Q 

7907170190 

50-259 

P 






7907170036 

50-390 

9 



7907100145 

90-200 

Q 

7907170041# 

50-390 

8 



790719051 1 

90-339 

Q 






7907100670* 

90-200 

Q 

7907170036 

50-390 

B 



7907310276 

90-201 

0 

7907170041* 

50-390 

8 



7907090195 

90-800 

0 

7907170120 

50-259 

fl 






7907170124 

50-327 

A 



7907190252 

90-280 

Q 

7907170140# 

50-327 

A 



7907310190* 

50-330 

Q 






7907130470* 

90-330 

Q 

7907180404 

50-390 

8 



7907230014* 

90-330 

0 

7907180491# 

50-390 

S 



7907190347 

90-339 

0 

7907180533 

50-390 

0 






7907100404 

50-390 

8 



7907300342* 

90-200 

0 

7907100491# 

50-390 

0 



7907090359 

90-339 

8 






7907310010* 

90-330 

Q 

7907100533 

50-390 

8 



7907200394 

50-200 

0 

7707170050 

50-259 

Q 



7907090329 

90-330 

5 

7907170107 

50-259 

8 






7907170113* 

50-259 

B 



7907200392 

90-200 

B 

7907170050 

50-259 

0 



7907090282 

90-201 

B 






7907130407 

90-200 

P 

79071 70200 

50-296 

3 



7907050292* 

90-330 

P 

7907170205# 

50-296 

8 



7907090310* 

90-330 

P 

7907180566 

30-296 

Q 



7907050292* 

90-330 

P 

7907100497 

50-390 

B 



’ 7907090310* 

90-330 

P 

7907100501* 

50-390 

B 



7907030300 

90-330 

P 

7907100497 

50-390 




7907030421 

90-338 

0 

0 



7907030425* 

90-338 

0 

7907180501# 

50-390 

8 



7907100531 

50-260 

8 



7907030429* 

90-330 

8 

7907100536* 

50-260 

B 



7907310451 

90-330 

P 

7907200376 

50-327 

0 



7907030300 

90-330 

P 

7907100496 

50-390 

8 



7907050360 

90-404 

8 

7907100513* 

50-390 

8 



7907170004* 

50-280 

R 

7907100496 

50-390 

B 






7907100513* 

50-390 

8 



7907050206 

90-280 

R 

7907250324 

50-327 

A 



7907050209* 

90-280 

R 






7907060291 

90-200 

0 

7907250306 

50-327 

A 



7907060290* 

90-280 

a 

7907250317* 

50-327 

A 



79O7DSO206 

90-200 

R 

7907260779 

50-438 

8 






7907250272 

90-259 

P 



7907090209* 

90-200 

R 

7907260764 

50-259 

P 



7907090290 

90-330 

0 






7907060331 

90-330 

8 

7907260770* 

50-259 

P 



7907060332* 

90-330 

8 

7907260019 

80-259 

P 



79071S0S82 

90-339 

6 

7907260620* 

50-259 

P 






7907260037 

50-259 

P 



7907090291 

90-338 

P 

7907260038* 

90-259 

P 



7907090269 

90-338 

G 






7907090285# 

90-338 

8 

7907260843* 

50-259 

P 



7907090307 

90-338 

P 

7907260854* 

50-259 

P 



7907130272# 

90-330 

R 

7907270156 

50-259 

P 






7907260764 

50-259 

P 



7907030291 

90-330 

P 

7907260770* 

50-259 

P 



7907090307 

90-330 

P 


J 


454 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


VYNP - Virmont Yankee Nucltar Fousr Corp 


UlEP '' Wltcontln El«ctrlc Poui«r Cd 


WPPB " HA«hl^gtan Public Pou*r Sopplg 


ACCESSION 

NUMBER 


79070S0372 

77O70'?0aB0# 

7907090384* 

790709033B 

7907300496 

7907100581 

7907110941* 

7907110531 

7907170221* 

7907130266 

7907170002 

7907170215 

7907190432 

7907170129 

7907170019 

7907200327 

7907190536 

7907190338* 

7907230376* 

79072305BD* 

7907230260 

7907230326 

7907230571 

7907250316 

7907260406 

7907260804 

7907260406 

7907270185 

7907270191 

7907270103 

7907270191 

7907310440 

7907310436* 

7907310235 

7907310424 

7907310427* 

7907310253 

7907300309 

7907310255 

7907310430 

7907310233 

7907310446 

7907170013* 

7907020433 

7907030233 

7907170230 

7907030373 

7907030375 

7907120372 

7907170009 

7907170149 

7907170148 

7907170152* 

7907260595 

7907260399* 

7907310434 

7907300303 

7907250419 

7907110240 

7907130162 

7907260960 

7907030372 

7907100338 

7907100605 

7907250267 

7907250277* 

7907250267 

7907250277* 

7907170163# 

7907160321 

7907170160 

7907160321 

7907170160 

7907300286 

7907190801 

7907120436* 

7907030000# 

7907030084* 

7907090237 
7907180069 
7907090237 
79071 B0076 
7907090237 

7907180076 

7907090237 

7707090273 


aUDxlECT 

CATEGORY 


5O''20O 8 
50-280 S 
50-280 8 

50-338 P 
50-280 Q 
30-338 P 
30-338 S 
50-338 B 

30-338 8 
30-338 R 
30-280 R 
50-339 a 
50-339 A 

30-280 J 
30-338 P 
50-201 P 
30-339 A 
50-337 A 

50-330 8 
30-338 8 
50-338 Q 
50-337 S 
50-338 a 

30-281 P 
30-330 F 
50-338 P 
30-338 F 
50-338 P 

50-338 P 
30-338 P 
50-338 P 
50-280 P 
30-338 8 

50-280 P 
50-200 8 
50-280 8 
50-200 P 
30-338 B 

50-280 P 
50-330 8 
50-280 P 
50-337 A 
50-271 P 

50-271 a 
50-271 Q 
50-271 F 
50-271 0 
50-271 P 

30-271 P 
50-271 P 
50-271 F 
50-271 R 
50-271 R 

50-271 8 
30-271 8 
50-271 P 
30-271 P 
REOQD 

30-266 Q 
50-266 0 
PR 

50-301 P 
30-502 C 

50-502 J 
50-266 8 
30-266 8 
50-266 8 
30-266 8 

30-266 R 
50-266 P 
50-266 R 
50-266 P 
50-266 R 

50-266 0 
PRM 

80-460 0 
50-377 Q 
30-397 Q 

50-397 Q 
50-397 0 
50-397 a 
50-500 Q 
50-397 Q 

50-500 Q 
50-377 Q 
50-460 8 


AUTHOR 

AFFILIATION 


HPSC “ Uifcontln Public Service Corp 


WWPC Wavhlngton Hater Pauer Co 
VAE - Yank** Atomic Electric Co 


YMt: - Yank** Atomic Electric Co 


RESEARCH INSTITUTIONS AND LABORATORIES 
Argonn* National Laboratory 


Benton City Tectinologg 
Battell* Kemorial Instltutei Columbua 
Laboratorle* 


ACCESSION 

NUMBER 


7906210227 

7907240326* 

7907250314* 

7906210238* 

7907300114* 

7907310274* 

7907240320* 

7907110508 

7907310289 

7907200331 

7907250310 

7907260311 

7907260315* 

7907300452 

7907050307 

7707050309* 

7707030313* 

7907090281 

7907070287* 

7907090294* 

7707090299* 

7907090309 

7907090312* 

7907130436 

7907130438* 

7907170081 

7907170083* 

7907170090* 

7907170022 

7907170033* 

7907180321 

7907190535 

7907190560* 

7907300354 

7907060205* 

7907100433* 

7907310163* 

7907090076 
7907030153 
79071 90684 
7907100745 
7907300461 

7907020202 

7907020207* 

7907100427 

7907310437 

7907090255 

7907100594 

7907100485 

7907100489* 

7907100493 

7907100500* 

7907130283 

79071B049S 

7907170145 

7907170160 

7907170172* 


7907060243 

7907110283 

7907170231 

7907250268 

7907180182 

7907300047 

7907190510 

7907270366 

7907110706 

7907090003# 

7907250403 

7907050145 

7707260711* 

7907260716* 

7907110633 

7907300381 

7907300029 

7907300440 

7907300450 

7907310452 

7907300436 

7907300467 

7907190637 

7907170187 

7907190711 

7907310219 
■^ 9073 10200 


SUBJECT 

CATEGORY 


50-397 A 
50-397 8 

50-397 8 
50-397 A 
50-308 Q 
50-397 K 
50-397 8 

50-50B A 

50-397 K 
50-313 A 
50-397 6 
50-397 A 

50-397 A 
30-305 Q 
50-305 8 
50-305 8 
50-305 a 

50-305 8 
50-305 8 
50-305 8 
50-303 B 
30-305 a 

50-303 8 
50-305 R 
30-305 R 
30-303 8 
30-305 8 

50-305 8 
50-305 a 
50-305 8 
50-305 P 
50-305 P 

50-303 P 
30-305 F 
50-522 A 
50-29 P 
50-29 Q 

50-89 Q 
50-29 Q 
50-29 0 
50-29 P 
50-29 0 

50-29 0 
50-29 Q 
50-29 P 
50-29 P 
50-29 F 
50-29 P 
30-89 8 
50-29 B 
30-29 8 
50-29 B 

30-29 F 
50-29 J 
50-89 P 
50-89 R 
50-89 R 


RES 

nureo 

NUREO 

NUREO 

NUREO 

NUREO 
NUREO 
NUREO 
50-293 0 

50-522 0 

NUREO 
NUREO 
50-320 P 

50-320 P 

NUREO 

RES 

71-3908 

REB 

RES 

71-6058 

RES 

RES 

RES 

NUREO 

NUREO 

RES 

RES 



CORPORATE SOURCE INDEX 


4 ! 


AUTHOR 

AFFILIATION 


Brookh^ven Nattortal Laboratory 


Energy Researchi Groopr Inc 
Electric Pouter Reeearch Institute 

Franklin Institute 


GesellBChalt fur Reaktorilc hethelt 
Hanfor<l Engineerino Development 
Laborafcorg 


Idaho National Engineering Laboratory 


Kinetic Reeearch* Int 


ACCESS ION 
NUHOER 


79073I0D55 

7907110233* 
79O73OOO&0 
7907 3 I 0620 
79071 006 B4 

7907030343 

7907»30314 

7907O60363* 

7907300469 

7907170197 

7907300354 

7907310060 

7907260413# 

7907240083 

7907300353 

7907110403 

7907130039 

7907130237# 

7907100333 

7907310175 

79071 00S33 
7907310173 
7907310109 
7907230313 
79073 101 06 

7907310133 

7907310149 

7907300383 

7907190403 

7907O6O2B9 

7907300166# 

7907300160# 

7907090244 

7906210421* 

7907090279# 


7907270337 

7907090273 

7907190341 

7907270400 

7907300057 

*’907170110 

7907170121 

7907240126 

790727O3B8 

7907030317 


SUBJECT 

CATEOORY 


RES 

70-364 

NUREO 

RES 

70-2623 

RES 
NUREO 
50-293 G 
RES 
NUREO 

RES 
NUREO 
30-272 0 

NUREO 
50-266 F 

RES 

TOPREP 

70- 2623 
30-262 F 
30-282 F 

30-282 F 
50-2B2 F 
RES 

SO- 10 F 
30-10 F 

REB 

RES 

RE8 

UABTE MOT 
30-448 A 

90-220 0 

30-220 a 
ACRfi 

30-466 O 

71- 6307 


NUREO 

71-6307 

NUREO 

NUftEO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

FOIA 


AUTHOR 

affiliation 


La» Alamds aclentlfic Laboratory 


Laurence Llveraiore Laboratorg 


NavgiDept ofj Naval Reiaarch Laboratbry 

Opinion Research Corp 

Oak Ridge National Laboratory 


Rockwell International Energy Syetefn* 
Group 

Bendla Laboratorloe 


Wood*- Hole Oceanographic Inctltut# 


ACCESSION 

NUMBER 


7907170167 

7907120136 

7907030434 

7907190192 

7907230336 

7907300327 

7907310035 

7907170204 

7907120097 

7907120146 

7907050149 

7907190216 

7907230299 

79072B0307 

7907270404 

7907100672 

7907090464* 

7907090429 

79071200B2 

7907300366 

7907060446 

7907110064 

7907060435 

7907120070 

7907300202 

7907120062 

7907030426 

7907300306 

7907060442 

7907190169 

79071904BB 

7907300507 

7907190673 

7907300421 

790730034 I 
7907030441 
7907190301 
7907300099 
7907110616 


7907260470 

7907120036 

7907260363 

7907130027 

7907190014# 

79071 J 0437# 
790723021 1 


SUBJECT 

CATEOORY 


NUREO 

NUREO 

NUjREO 

NUREO 

NUREO 

RES 

NUREO 

NUREO 

RES 

REB 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

FOIA 

RES 

REB 

REB 

REB 

REB 

REB 

REB 

REB 

REB 

NUREO 

REB 

NUREO 

NUREO 

NUREO 

REB 

REB 

RES 

RES 

NUREO 

NUREO 

NUREO 

70-23 


30-320 P 

REB 

NUREO 

Neogd 

30-437 A 

50-358 O 
PR 




U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
Information within that docket; for example, 50*<32D P. 
The docket subject categories are defined In Appendix 
A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, ACRS. 


These categories are defined in Appendix B and listed in 
the Contents. 

An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the princi- 
pal document under which the enclosure is listed, refer 
to the index titled "'Cross Reference of Enclosures to 
Principal Documents/' 


AUTHOR 

ACCESSION 

BU2JECT 

AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

Cammiftf ion 

7707230£»U» 

COMMISSION 


79072501 SO 

COMMlSaiDN 


7‘?071A0166» 

70-143 


7907270210 

COMMISSION 


79071A0159'» 

70-143 


7907160316 

50-320 P 


7907270230* 

COMM IBS I ON 


7907310541 

COMMISSION 


7907250276 

lOCFR 


7907310564 

COMMISSION 





7907310606 

COMMISSION 


7907030134* 

FOIA 


79073105B5 

50-200 U 


7907090106* 

SECY 





7907060147 

50-009 H 


7907160255 

lOCFR 


7907190210 

50-16 P 


7907160045 

COMMISSION 


7907190219* 

50-16 P 


7907250657 

COMMISSION 





7907190068 

50-367 a 


7907090053* 

BECY 


7907030343 

lOCFR 


7907260519 

50-320 H 





7907060360 

COMMiaaiDN 


7907030354 

lOCFR 


7907300465 

COMMISSION 


7907030395 

lOCFR 


7907060414 

COMMISSION 


7907030407 

lOCFR 





79070304 1 0 

lOCFR 


7907100757* 

FOIA 


7907300493 

COMMISSION 


7907180750* 

FOIA 





7907100733* 

FOIA 


7907300502 

^907300511 

COMMISSION 

COMMISSION 


7907100742* 

FOIA 


7907300S 1 5 

COMMISSION 


79061 10416 
7907110309 
7907100096 

50-320 U 

COMMISSI ON 

27-39 


7907100007* 

7907020257 

50-320 T 
FOIA 


7907100666 
7907030360 
7907060235 
7907030366 
7907130070 ' 

50-201 H 

lOCFR 

COMMISSION 

lOCFR 

lOCFR 


7907030261 

7907030413 

7907160041 

7907160278 

7907160312 

NUREO 

lOCFR 

COMMISSION 

COMMISSION 

COMMISSION 





790731004a 

COMMISSION 


7907090011 

lOCFH 


7907100122 

50-320 T 


7907090030 

lOCFR 


7907130512 

COMMISSION 


7907090032 

lOCFR 


7907160021 

COMMISSION 


7907090019 

50-219 T 


7907160035 

COMMISSION 


7907100130* 

50-320 T 


7907160186 

lOCFR 


7907100270 

50-320 P 


790716021 1 

lOCFR 


7907090015 

50-334 T 


7907160239 

COMMISSION 


7907020461 

50-336 Q 


7907100124 

50-320 T 


7907250159 

COMMISSI ON 


7907 1 30527 

COMMISSION 


7907250610 

COMMISSION 



• 





7907130529 

COMMISSION 


7907260451 

COMMISSION 


7907130532 

COMMISSION 


7907260464* 

COMMISSION 


7907130535 

COMMISSION 


7907260473* 

COMMISSION 


7907130537 

COMMISSION 

* 

7907260482* 

COMMISSION 


7907130539 

COMMISSION 


7907260491* 

COMMISSION 


7907130541 

COMMISSION 





7907130569 

COMMISSION 


7907260496* 

COMMISSION 


7907160056 

COMMISSION 


7907260513* 

COMMISSION 


79070 300S9 

lOCFR 


7907260521* 

COMMISSION 


7907030309 

lOCFR 


7907260569 

COMMISSION 





7907310492 

COMMISSION 


7907100121 

50-320 T 





7907130547 

COMMISSION 


7907310500* 

COMMISSION 


7907130550 

COMMISSION 


7907310500* 

COMMISSION 


7907130552 

COMMISSION 


7907310516* 

COMMISSION 


7907130554 

COMMISSION 


7907310527* 

COMMISSION 





7907160329 

50-320 H 


7907130557 

COMMISSION 





7907 1 3056 1 

COMMISSION 


7907160229 

lOCFR 


7907130562 

COMMISSION 


7907160246 

lOCFR 


7907160052 

COMMISSION 


7907250171 

COMMISSION 


79071 60202 

COMMISSION 


457 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


Office of Congresiional Affairs 
Office of the Oencrel Counsel 


ACCESSION 

SUBJECT 


numsbr 

CATEGORY 

7907160176 

80-330 

P 

7907160071 

COMMISSION 

79071 6058 B 

90-309 

U 

7907160096 

COMMISSION 

7907160721 

90-320 

u 

79071 00736# 

50-320 

u 

79071 6075 1* 

50-330 

u 

79071B0766* 

50-320 

u 

7907160705* 

90-330 

u 

7907160588 

50-309 

u 

7907120499 

lOCFR 


7907120920 

lOCFft 


7907160651 

90-333 

u 

7907 1 60696 

50-270 

u 

7907180651 

50-320 

u 

7907100696 

50-171 

u 

7907160050 

90-330 

u 

79071 601 SB 

COMM IBS I ON 

7907180631 

50-320 

u 

7907160073 

COMMISSION 

7907160141 

COMMISSION 

7907160160 

COMMISSION 

7907160172 

lOCFR 


7907170093 

90-239 

T 

7907160090 

70-143 


7907200449 

50-320 

H 

7907190573 

lOCFR 


7907230472 

COMMISSION 

7907230484 

COMMISSION 

7907230490 

COMMISSION 

7907230500 

COMMISSION 

7907230516 

COMMISSION 

7907230534 

COMMISSION 

7907200457 

50-330 

H 

7907230170 

50-320 

P 

7907230594 

COMMISSION 

7907230627 

COMMISSION 

7907230241 

50-201 

P 

7907230167 

COMMISSION 

7907290607 

NUREG 


7906070309 

FOIA 


7906260593* 

50-250 

u 

7907300227* 

FOIA 


79073002 96* 

FOIA 


7907100166 

50-320 

p 

7907100267 

50-320 

0 

7907100294* 

90-320 

G 

7907260694 

50-996 

0 

7907100367 

27-39 


7907090013* 

lOCFR 


7907100165 

90-320 

P 

7907 1 00 J 54 

90-320 

P 

7907100209 

90-320 

H 

7907310472 

90-323 

A 

7907100194 

90-320 

H 

7907100181 

90-320 

J 

7907100099 

90-320 

E 

7907100140* 

50-320 

0 

7907100002 

90-320 

T 

7907100133 

90-320 

0 

7907160047 

COMMISSION 

7907230170 

COMMISSION 

7907260396* 

90-272 

G 

7907160390* 

COMMISSION 

7907090063* 

SECY 


7907090164* 

SECY 


7907090169* 

SECY 


7907090004* 

SECY 


7907090101* 

SECY 


7907310351* 

COMM I SB I ON 

7907090097* 

SECY 


7907090103* 

SECY 


79070901 69* 

SECY 


7906260446 

lOCFR 


7906260329 

90-400 

A 

7906260292 

50-269 

P 

7907120273 

SECY 


7907230792* 

90-333 

U 

7907100067 

50-320 

0 

7907020479 

90-207 

G 

7907060460 

PRn 


7907090090* 

SECY 


7907130204 

PRM 


7907130229 

PRM 


7907110613 

PR 


790710010(5 

50-320 

H 

7906260196 

90-269 

P 


AUTHOR 

AFFILIATION 


ACCESSION SUQJECT 

NUMBER CATEGORY 


7907180127* 

7907100679 

79O71OO1B0* 


50>'ai9 0 
90-466 Q 
50-320 J 


7907 1 B0730» 

7907230165 

7907270030 

7907100061 

7907160130 

7907100727 
7907190292 
7907 1 B0907 
7907100140 
7907190662 


FQIA 

lOCFR 

PR 

90-320 O 
27-39 

50-312 0 

50-320 0 

SO-443 G 
30-320 P 
50-344 G 


Atomic Energy Commlsilon (Pre 19751 


7907300391 

7907230198* 

7907190231* 

7907190233* 

7907190248* 


50-346 0 
COMMISSION 
30-16 P 
30-16 P 
50-16 P 


7907190246* 50-16 

Atomic Energy Commission^ Directorate of 7907300211* FOIA 
Licensing (Pro-1973) 

7907300253* FOIA 
7907300263* FOIA 
7907300532* 90-201 


0 


I 


7907300427* 

7907030156* 

7907030160* 

7907190225* 

7907230230* 


50-201 I 

FOIA 

FOIA 

50-16 P 
90-201 P 


Atomic Energy Commission-Deputy Director 7907300944* 50-201 I 

for Fuels and Materials (Pre-1975) 


NRC Three Mile Island Task Force 


7907130409* 

7907130414* 

790703000B 

7907130343 

790713039B 


50-320 P 
90-320 P 
50-320 H 
30-320 H 
50-320 H 


79071 3035S 

7907130402 

7907160230* 

7907030006 

7907130369 


50-320 H 
50-320 P 
50-320 H 
90-320 H 
90-320 0 


7907130399 
7907 1 30396 
7907030001 
7907030002 
7907030003 


90-320 H 
50-320 0 
50-320 H 
50-320 H 
50-320 H 


7907030004 

7907030026 

7907030293 

7907030302 

7907030039 

7907030040 

7907030097 

7907030071 

7907030024 

7907030043 

7907030040 

7907030092 

7907030130 

7907030280 

7907030265 

7907130261 

7907130362 

7907130253 

7907130316 

7907130346 

7907130352 

7907160349 

7907130274 

79071303SO 

7907130424 


50-320 H 
90-320 K 
50-320 H 
90-320 H 
90-320 H 

90-320 H 
50-320 P 
50-320 U 
50-320 H 
90-320 T 

50-320 H 
90-320 H 
50-320 H 
90-320 H 
90-320 H 

90-320 P 
50-320 H 
90-320 H 
50-320 H 
30-320 H 

90-320 0 
50-320 P 
90-320 Q 
50-320 H 
90-320 H 


/ 9071 30308 
7907130312 
7907020163 
7907160339 
7907160346 


50-320 H 
90-320 H 
50-320 P 
90-320 P 
60-320 P 


TKI-2 Bulletins ^ Orders 
TKl-2 Lessons Learned Task Force 


7907120737 

7907300396 

7907130269 

7907020216 

7907020064 


90-320 P 
FOIA 

90-320 P 
90-320 P 
90 -35o P 


TMl-2 Unresolved Safety Issues 


7907310064 

7907310071* 

7907200912 


90-320 P 
50-320 P 
GEN TEC 18 



U.S. IMUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEOORV 


ACRS - Advltory Committee on Reactor 79072500&A ACRS 

Saf 

7907110350 50-^320 P 

7907020465 ACfiS 

7907020104 30-320 0 

7907020099 30-320 0 

7907100193 50-320 0 

7907050061 ACRS 

79Q710Q226 30-336 0 

7907050350 ACRS 

7907060263 ACRS 

7907100223 30-320 0 

7 907 1 305 19* 50-320 0 

7907100233 50-346 P 

7907100200 50-237 P 

7907090438 50-330 P 


7907190562 ACRS 

7907090436 50-320 P 

7907020394 50-320 0 

7907020404* 50-320 0 

7907310251 ACRS 

7907090455 50-320 P 

7907190845* 50-409 0 

7907110014* 50-320 0 

7907110216 50-320 0 


7907110225 50-320 0 

7907110216 50-320 0 
7907110225 50-320 0 
79070204B4 50-320 0 
7907110002 50-320 0 

7907110004 30-320 0 
7907110243 50-320 0 
7907110324 30-320 □ 
7907110011 50-320 0 
7907110049* 50-320 0 

7907110020 50-320 D 
7907110047 50-320 Q 
7907110071 50-320 0 
7907110076 50-320 0 
7907110330 50-320 0 


7907110101 50-320 P 

7907110156 50-320 0 

7907 J 10160 50-320 Q 

7907 J 901 29 30-409 0 

7907190135* 50-40? 0 

7907270264* 50-409 0 

7907120339 ACRS 

7907110236 50-320 0 

7907110170 SO-320 0 

7907110179 50-320 0 


7907110236 50-320 0 

7907130429 ACRS 

79071 10167 50-320 0 

7907130434 ACRS 

7907160060 COMMI08ION 

7907030295 ACRS 

7907030284 ACRS 

7907190275 50-320 0 

7907190204* 50-320 0 

7907190290* 50-320 0 

7907120321 50-409 T 

7907230654 ACRS 

7907230714 ACRS 

7907260720 50-320 T 

Atomic Safety and Licensing Appeal Panel 7907110081 50-JJ8 0 

7907160097 PROJ 

7907180714 50-330 0 

7907240355 50-485 0 

Atomic Safety and Licensing Board Fsncl 79073DD444* 50-201 I 

7907260761 50-387 0 

7907050080 50-272 0 

7907100650 50-437 0 

7907050057* 50-556 A 

7907130092 50-219 0 

7907060370 50-514 0 

7907060342 50-295 0 

7907050453 50-344 0 

7907170240 5 0-33 B 0 

7907160250 50-338 0 

7907310003 50-338 0 

7907170240 50-338 Q 

7907180258 50-330 0 

79073 100B3 50-330 0 


author ACCESSION SUBJECT 

AFFILIATION NUMBER CATEOOR’i 


7907130037 30-4 S 4 

7907130302 30-3 3 □ 

7907180373 50-494 

7907060246 50-456 

7907100674 50-490 

7907020016 SO-329 

7907020009 30-466 

7907190114 50-466 

7907060493 50-556 

7907130067 50-35B 

7907060495 50-956 

7907060472 50-914 

7907120003 50-596 

7907180772 50-344 

7907050053 FOIA 

79071302B7 50-70 

7907190631 50-70 

7907300270 50-330 

7907180996 50-387 

7907090053 90-396 

79071302B7 50-70 

7907190631 50-70 

79071 B0630 50-133 

7907090099 50-350 

7907290070 70-26ai3 

7907120249 50-390 

7907180694 50-309 ' 

7907180649 50-322 ' 

7907030269 90-358 

7907000380 50-390 

7907020001 50-466 ' 

7907030291 70-2623 

7907120201 50-299 

7907120294 50-390 

79070301 89 70-2623 

79073001 B4 50-295 

7907120170 50-35D 

7907120121 70-2633 

7907250103 70-2623 

7907190451 50-449 » 

7907290146 70-2623 

7907190451 50-443 » 

7907190490 60-466 < 

7907190451 50-443 f 

790 7 2002 2D 30-261 ( 

7907180303 50-390 1 

7907120400 50-398 1 

7907190499 50-471 < 

7907250001 70-2683 

7907240361 50-878 C 

7907 1 201 9B 50-390 1 

7907240300 50-449 C 

7907890092 70-2623 

7907180446 50-096 1 

7907850135 70-8623 

7907250162 70-8623 

7907180469 50-39B 1 

7907120412 50-389 1 

7907 1 20364 50-389 T 

7907160138 50-389 T 

7907830340 50-329 T 


79071803B0 50-329 1 
7907160191 50-389 1 
7907190606 50-389 1 
7907190994 50-389 1 
7907190893 50-389 T 

7907830992 30-329 T 
7907300144 50-471 ^ 
7907230886 60-329 T 
7907850194 60-471 1 
7907300113 50-582 I 


7907830974 50-329 T 
7 90731004 4 50-471 T 
7907870209 50-582 T 
7907270381 50-329 T 
79073100S4 50-471 T 

7907870263 50-522 T 
7907890174 60-329 T 
7907300133 50-471 T 
7907300193 50-389 T 


Ufflc* or vhe Executive Oireetor for 79071B0137 FOIA 

Dperatiens 

7B 12890248 NUREO 

' 7907090174 SECY 


460 


AUTHOR 

APFILIATIDN 


Office Qf Adfflinlitretlon 
Oivltlon of Contract! 


Adffliniitrat lv« contract* 


U.S. NUCLEAR REGULATORY COWIMISSJON 
ORGANIZATIONAL SOURCE INDEX 


ACCESSION 

SUBJECT 


AUTHOR 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


AFFILIATION 

NUMBER 

CATEODRY 

7*?03040139 

30-320 P 




7907260032 

CONTRACT 

79050401 6a» 

50“320 P 




7907270027 

CONTRACT 






7907270034 

CONTRACT 

7907120710 

50-320 P 




7907250230 

CONTRACT 

7903200310 

50-320 P 




7907250231* 

CONTRACT 

7907060030 

COMMISSION 






7906260253 

PR 




7907300498 

CONTRACT 

7907130206 

PRM 




7907310073 

CONTRACT 



Pure having 

1 Section 


7907250121 

CONTRACT 

7907060144 

50-275 G 




7907310498 

CONTRACT 

7907120349* 

50-275 H 

Re«*arch Contracts Branch 

7907090463* 

FOIA 

7707110646 

50-320 rt 




790726060B* 

CONTRACT 

7907060144 

50-275 0 




7907260602 

CONTRACT 

7907120349* 

50-275 H 




7907300359* 

CONTRACT 






7907100000 

CONTRACT 

7907090472 

50-320 P 




7907100013* 

CONTRACT 

79071 1013B 

COMMISSION 






79072600B2 

50-445 U 




7907110061 

CONTRACT 






7907110065* 

CONTRACT 

7907260520 

50-320 U 




7907230699* 

CONTRACT 






7907 1 80322* 

CONTRACT 

790726035B 

50-255 U 




7907270093 

CONTRACT 

7907240316 

COMMISSION 






79O71B0B32 

SECV 




7907270101# 

CONTRACT 

7907260039 

50-313 U 




7907100704 

CONTRACT 






7907100707* 

CONTRACT 

7907260246 

PROJ 




7907230705 

CONTRACT 

7907190233 

COMMISSION 




7907100698 

CONTRACT 

79O726O3B0 

50-272 0 






7907230739 

50-2BO U 




7907100700* 

CONTRACT 

7907260009 

50-309 V 




7907100711 

CONTRACT 






7907100716* 

CONTRACT 






79072700B3* 

CONTRACT 

7907250249 

COMMISSION 




7907110532 

CONTRACT 

79071fi0a09i» 

30-338 0 






7907310143 

50-273 U 




7907100003 

CONTRACT 

7907310261 

50-330 U 




7907100006* 

CONTRACT 

7907310122 

50-302 U 




7907110387 

CONTRACT 






7907110439* 

CONTRACT 

7907310202 

S0-3B2 U 




7907120139 

CONTRACT 

7907310244 

50-3B2 U 






7907310122 

50-382 U 




7907120152* 

CONTRACT 

7907310202 

50-392 U 




7907120174 

CONTRACT 

7907310244 

S0-3B2 U 




7907120101* 

CONTRACT 






7907230694 

CONTRACT 

7907310122 

50-382 U 




7907300534* 

CONTRACT 

7907310202 

S0-3B2 U 






7907310244 

50-382 U 




7907190312* 

CONTRACT 

7907310091 

50-463 U 




7907090113 

CONTRACT 

7907310172 

50-546 U 




7907190755 

CONTRACT 






7907190765* 

CONTRACT 






7907190777 

CONTRACT 

7907160263* 

COMMISSION 






79071 10347* 

CONTRACT 




7907190706* 

CONTRACT 

7907230713* 

CONTRACT 




7907190795 

CONTRACT 

7907250130* 

CONTRACT 




7907250232 

CONTRACT 

79070901 IB* 

CONTRACT 




7907250233* 

CONTRACT 






7907250594* 

CONTRACT 

7907050274* 

CONTRACT 






7907260016* 

CONTRACT 




7907270025* 

CONTRACT 

7907260057* 

CONTRACT 




790723072B 

contract 

7907230722* 

CONTRACT 




7907260027* 

CONTRACT 

79072402B6* 

CONTRACT 




7907260640* 

CONTRACT 






7907260610 

CONTRACT 

7907260330* 

CONTRACT 






7907250124* 

CONTRACT 




7907260626* 

CONTRACT 






7907310051 

CONTRACT 






7907270076 

CONTRACT 

7907300569* 

CONTRACT 




7907310057* 

CONTRACT 

7907260 B45* 

CONTRACT 




7707260636 

CONTRACT 

7907270041* 

CONTRACT 






7907300505* 

CONTRACT 




7907270018 

CONTRACT 

7907310070* 

CONTRACT 




7907100327 

CONTRACT 






79071B0333* 

contract 

7907310504* 

CONTRACT 




7907180316 

CONTRACT 

Branch 7907260934* 

CONTRACT 




79071B0349* 

CONTRACT 

7907190B62* 

CONTRACT 






7907260924 

CONTRACT 




79071 B0344 

CONTRACT 

7907250137 

CONTRACT 




7907230719 

CONTRACT 



Technical 

Aislftanc* 

Contracts Branch 

7907300271* 

CONTRACT 

7907050268 

CONTRACT 




7907300261 

CONTRACT 

7907300529 

CONTRACT 




79072402B2 

CONTRACT 

7907100733 

CONTRACT 






7907100720* 

CONTRACT 




7907300459 

CONTRACT 

7907260a09 

CONTRACT 




7907300485* 

CONTRACT 






7907260377 

CONTRACT 

7907250590 

CONTRACT 




7907260653 

CONTRACT 

7907130061 

CONTRACT 




7907260660* 

CONTRACT 

7907130073* 

CONTRACT 






7907260024 

CONTRACT 

Olvltlan of 

Technical 

Information V 

7907190546 

NUREO 

7907260001* 

CONTRACT 

Documant Control 






Ulcanse F«* 

Management 

Branch 

7907050177 

70-27 

7907260849 

CONTRACT 




7907020473* 

70-143 

7907300510* 

CONTRACT 




7907100664 

70-371 

7907300557 

CONTRACT 




7907190026 

71-4949 

7907260781* 

CONTRACT 






7907260789 

CONTRACT 




7907110731 

50-315 1 






7907090045 

70-020 

7907260769 

CONTRACT 




7907060435 

50-311 

7907270051* 

CONTRACT 




79071B04B0 

70-2443 

7907300473 

CONTRACT 




7907100515 

70-1151 

7907300564 

CONTRACT 






’^“''7190854 

CONTRACT 




7on7a7025l 

40-8722 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUDx/ECT 

NUHQER CATEGORY 


AUTHOR 

AFFILIATION 


accession BUSJECT 

MUMDER CATEOOft 


7907850605 30-321 F 

7907310243 50-324 P 

7907250605 50-321 F 

7907020478 70-024 

7907310534 50-409 P 

7907230499* 71-6301 

7907310523 50-346 P 

7907230496* 71-6501 

7907230492 71-6301 

7907190330* 30-302 F 

Division of Rules and Records 7907830565* COMMISSION 

790731 03B9* FQlA 

7907030009* FOIA 

7906060069 50-309 P 

7907030106 FOIA 

7907080111 FOIA 

7907020122 FOIA 

7907030154 FOIA 

7907030331 FOIA 

7907030174 50-89 9 

7907060150 50-293 P 

7907030104 50-344 P 

7907020128 FOIA 

7907050013 FOIA 

7907060131 30-209 P 

7907080100 FOIA 

7907020105 FOIA 

7907030165 FOIA 

7907100162* FOIA 

7907030117 50-461 A 

7907060463 40-1739 

7907030139 50-295 P 

7907030153 FOIA 

7907020094 50-22 P 

7907060173 50-338 P 

7907190124 30-490 H 

7907030146 FOIA 

7907060073 FOIA 

7907030110 FOIA 

7907030307 FOIA 

7907060449 FOIA 

7907020146 FOIA 

7707050020 FOIA 

7907090404 FOIA . 

7907090440 FOIA 

7907100034 FOIA 

7907020136 50-320 P 

7907030335 FOIA 

7907090327 50-330 0 

7907030264 FOIA 

7907030315 FQIA 

7907060148 FOIA 

7907060162 70-1193 

7907030837 50-426 A 

7907030321 FOIA 

7907030837 50-424 A 

7907030108 FOIA 

7907050019 50-320 P 

7907050027 50-320 P 

7907050035 50-320 P 

7707050045 50-380 P 

7907100715 FOIA 

7907190629 FOIA 

7907100704 50-380 P 

7907190000 50-320 Q 

7907190240 50-320 P 

7907250430 50-320 P 

7907190056 50-348 P 

7907190031 FOIA 

7907190171 50-461 A 

7907190107 50-320 P 

' 7907190115 30-320 P 

7907190141 50-320 P 

7907190103 FOIA 

7907190752 FOIA 

7907190003 50-320 P 

7907250517 FOIA 

7907250572 FOIA 

7907190003 50-247 P 

7907190731 50-209 P 

7907110001 50-320 0 

7907190669 50-320 P 

7907190731 50-209 P 

7907190803 50-247 P 

7907310565 50-574 A 

7907250390 FOIA 

7907190221 50-16 P 

7907250484 50-546 A 


7907100692 FDIA 

7907190007 FOIA 
7907190264 SO-320 

7907190150 50-352 

7907250476 50-358 

7907190150 SO-352 

7907SS0476 30-352 

7907190681 FOIA 
7907230223 FOIA 
7907250556 50-201 

7907800286 50-320 


7907190442 FOIA 
79 0 7 830004 FOIA 

7907S50413 30-293 

7907250440 50-320 

7907850396 50-322 

7907190703 27-39 

7907250400 50-207 

7907850315 FOIA 
7907260447 FOIA 
7907300156 FOIA 

7907300410 50-201 

7907250400 50-269 


Office of International Progra/n» 7907240416 SECY 

7811300307 XPOnTLlC 
7907030 169» FOIA 
7907130427 SECY 
7907030178* FOIA 

7907230230 XPDftTLIC 
7907050311 XPOflTLlC 
7907060290 XPDRTLIC 
7907020406 FOIA 
7907050282 XPDRTLIC 


7907190009 SECY 
7907260919 30-845 

7907060443 XPDRTLIC 
7907230180 SECY 
7907100306 XPDRTLIC 

7907190003 XPDRTLIC 
7907190614 XPDRTLIC 
7907190823 XPDRTLIC 
7907230030 XPDRTLIC 
7907290008 XPDRTLIC 

7907290096 XPDRTLIC 
7907290101 XPDRTLIC 
7907190696 XPDRTLIC 
7907190698 XPDRTLIC 
7907190697 XPDRTLIC 

790724000B XPDRTLIC 
7907240018 XPDRTLIC 
7907240031 XPDRTLIC 
7907240036 XPDRTLIC 
7907240039 XPDRTLIC 

7907190715 XPDRTLIC 
7907190621 XPDRTLIC 
7907190687 XPDRTLIC 
7907230210 XPDRTLIC 
7907230287 XPDRTLIC 

Assistant Director for Export/lmport 7907030384 XPDRTLIC 
International Bafeguards 

7907060049 XPDRTLIC 
7907060051 XPDRTLIC 
7907060000 XPDRTLIC 
7907060268 XPDRTLIC 

7907030243 XPDRTLIC 
7907050248 XPDRTLIC 
7907030232 XPDRTLIC 
7907050314 XPDRTLIC 
7907060033 XPDRTLIC 

7907060006 XPDRTLIC 
7907060253 XPDRTLIC 
7907060835 XPDRTLIC 
7907060259 XPDRTLIC 
7907060091 XPDRTLIC 

7907030190 XPORTHC 

7907030320 XPDRTLIC 
7907050488 XPDRTLK 
7907060043 XPDRTLIC 
7907030318 XPDRTLIC 

7907110083 XPDRTLIC 
' 7907060440 XPDRTLIC 

7907130053 XPORTLIC 
7907130030 XPORTLIC 


462 

AUTHOR 

AFFILIATION 

U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 

ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY AFFILIATION 

ACCESSION 

NUMBER 

n 

SUBJECT 

CATEGORY 



7907130060 

XPORTLIC 


7907240010 

XPDRTLIC 




7907130074 

XPQRTLIC 


7907250242 

XPDRTLIC 




79071300B9 

XPDRTLIC 


7907100277 

XPQRTLIC 




7907180346 

XPDRTLIC 


7907180284 

XPDRTLIC 




7907180550 

XPDRTLIC 


7907310047 

XPDRTLIC 




7907180675 

XPQRTLIC 


7907310052 

XPDRTLIC 




79O71BO670 

XPDRTLIC 


7907310058 

XPDRTLIC 




7907180909 

XPQRTLIC 


7907190772 

XPDRTLIC 




7907260191 

XPQRTLIC 







7907260203 

XPDRTLIC 

Office of the Executive Uegol Director 

7707110624# 

50-336 

0 



7907310154 

XPDRTLIC 


7907030131# 

90-450 

A 






7907240454 

90-443 

M 



7907050100 

XPDRTLIC 







79071B0660 

XPDRTLIC 

Deputi/ Executive Legal Director 

7907840462 

90-466 

0 



7907100663 

XPDRTLIC 

Hearings Division 

7907270008 

50-861 

0 



7907180669 

XPDRTLIC 







7907 180860# 

SECY 

Branch 1 

7903230309 

507-70 

0 






7905150023 

90-338 

0 



7907190791 

XPDRTLIC 


7907020494 

90-928 

T 



7907190797 

XPDRTLIC 


7907030207 

50-344 

0 



7907190030 

XPDRTLIC 


7907050204 

50-376 

0 



7907190037 

XPDRTLIC 







7907190010 

XPDRTLIC 


7907030179 

90-344 

0 





♦ 

7907050476 

90-382 

0 



7907100343 

XPDRTLIC 


7907110610 

90-330 

0 



7907100800 

XPDRTLIC 


7907310480 

90-361 

0 



7907190749 

XPDRTLIC 


7706260534 

50-928 

0 



7907190750 

XPDRTLIC 







7907260052 

XPDRTLIC 










7906260936 

90-922 

0 



7907300005 

XPDRTLIC 


7906260934 

90-922 

0 



7907300006 

XPDRTLIC 


7906260936 

90-522 

0 



79071 B0873 

XPQRTLIC 


7907310966 

90-330 

0 



7907250100 

XPDRTLIC 


7907170248 

50-338 

D 



7907250113 

XPDRTLIC 










7907180206 

90-382 

0 



7907190034 

XPDRTLIC 


7907060521 

90-344 

0 






7907090001 

90-922 

0 



7907190705 

XPDRTLIC 


7907130161 

90-463 

0 



7907190709 

XPDRTLIC 


7907130130 

90-330 

0 



7907190720 

XPDRTLIC 







7907190764 

XPDRTLIC 


7907060980 

90-344 

0 






7907130051 

90-344 

0 



7907190770 

XPDRTLIC 


7907160204 

90-463 

0 



7907190703 

XPDRTLIC 


7907020025 

70-1308 




7907230135 

XPDRTLIC 


79070S0089# 

70-1308 




7907840017 

XPDRTLIC 







7907310114 

XPDRTLIC 










7907180716 

50-344 

0 



7907310353 

XPDRTLIC 


7907180719# 

90-344 

0 



7907310361 

XPDRTLIC 


7907190660 

70-1300 




7907840403 

XPDRTLIC 


7907100959 

90-449 

0 



7907190633 

XPDRTLIC 


7907180979 

90-362 

0 



7907190636 

XPDRTLIC 










7907100611 

90-922 

0 



7907190603 

XPDRTLIC 


7907260490 

90-522 

Q 



7907190B43 

XPDRTLIC 

Oranch 2 

7907250469# 

90-861 

0 



7907830177 

XPDRTLIC 


7907290462 

50-861 

0 



7907190676 

XPDRTLIC 


7907090303 

90-471 

0 



7907190615 

XPDRTLIC 










790717O2S0 

90-a<?9 

0 



7907190624 

XPDRTLIC 


7907240431 

90-471 

0 



7907190630 

XPQRTLIC 


7907110699 

90-471 

0 



7907190640 

XPQRTLIC 


7907850144 

90-471 

0 



7907190644 

XPDRTLIC 


7907230186 

90-279 

0 



7907190640 

XPDRTLIC 










7907020912 

50-3 1 2 

0 



7907190653 

XPDRTLIC 


7907060478 

90-330 

0 



7907190657 

XPDRTLIC 


7907080004 

90-471 

0 



7907190663 

XPDRTLIC 


7907060459 

90-949 

0 



7907190668 

XPDRTLIC 


7907130013 

90-279 

0 



7907230171 

XPDRTLIC 










7907080474 

90-312 

0 



7907250422 

XPDRTLIC 


790709007 1 

90-330 

A 



7907250431 

XPDRTLIC 


7907130128 

90-338 

0 



7907250546 

XPDRTLIC 


7907090071 

50-338 

A 



7907230646 

XPDRTLIC 


7907130188 

90-338 

0 



7907230664 

XPQRTLIC 







7907230671 

XPDRTLIC 


7907160019 

50-997 

0 



7907230641 

XPDRTLIC 


7907100601 

90-272 

0 



7907230661 

XPDRTLIC 


7907190599 

90-977 

0 



7907230702 

XPDRTLIC 


7907190666# 

70-1308 




7907250235 

XPDRTLIC 


7907260121 

90-996 

0 



7907230600 

XPDRTLIC 


7907180667 

90-272 

0 






7907190387 

90-997 

0 



7907230636 

XPDRTLIC 


7907190457 

90-290 

0 



790723067B 

XPDRTLIC 


7907180920 

90-330 

0 



7907230632 

XPDRTLIC 


7907190699 

90-576 

0 




««„nTLIC 










7907840304 

90-346 

0 




Lie 


7907300420 

50-346 

H 




Lie 


7907300429 

90-346 

K 




Lie 


7907300416 

90-346 

0 




Lie 


7907300429 

90-346 

0 




Lie 









Branch 3 

7907130408 

87-37 





Lie 


7907860003 

90-466 

0 




Lie 


7906810417 

90-466 

0 




Lie 


7907030380 

90-400 

0 




Lie 


7907130807 

90-400 

0 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATfOIM 


Branch 4 


Operations & Adtnlnii trat ive Division 


Anti-Trust Division 


Office of lianagement and Program Analysis 


Office of State Programs 


ACCESSION 

NUHDER 


790709046 I 
7907130501 
79071 30S 07 
7907100640 
7907180330 

7907200322 

7907190722 

7907130333 

7907060303 

7907130356 

7907310120 
79071 BOl 13 
7907060407 
7907130538 
7907310110 

7907130326 

7907100731 

7907190617 

7907170351 

7907270073 


7907200247 

7907200253# 

7907200247 

7907200253# 

7907200247 

7907200253# 

7907200240 


7907020493 

7907120159 

7907170244 

7907060379 

7907310259 

7907170247 

7907160131 

7907100010 

7907160131 

7907020010 

7907020000 

7907130023 

7907060319 

79071B0755# 

7907160196 

7907060522 

7907190602 

79D719O610 


7907190602 

7907190618 

7907190673 

79071B01BB 

7907100752 

7907100100 
79071 906B2 
7907190723 
7907190390 
7907260131 

07200255 


7907050395 

7907030105 

7907130517 

7907130164 

7907100555 

7907050319 

7907160075 

7907260030 


7907030157# 

7907110401 

7907110659 

7907030155# 

7907270227 

790730024B 


7907110404 

7907130536# 

7907110197 

7907110390 

7907190509 

7907120748 

7907100142 

79071B0155 

7907180150 

7907270259 


SUBJECT 

CATEGORY 


50-255 

0 

50-307 

0 

50-400 

Q 

50-466 

G 

50-598 

0 

50-255 

0 

50-598 

0 

50-466 

0 

50-500 

G 

50-466 

Q 

50-466 

Q 

50-219 

Q 

50-307 

Q 

50-466 

Q 

50-466 

Q 

50-598 

Q 

50-437 

G 

50-400 

O 

50-466 

G 

50-466 

O 

5O-4B0 

0 

50-4BB 

Q 

50-400 

Q 

50-400 

0 

30-400 

0 

5O-4fl0 

Q 

50-466 

Q 

50-556 

H 

SO-322 

O 

50-322 

0 

50-556 

70-2623 

0 

50-369 

0 

50-277 

0 

50-329 

0 

50-277 

0 

50-356 

70-2623 

70-2623 

0 

50-322 

0 

50-322 

G 

50-516 

G 

50-502 

G 

30-599 

G 

50-599 

G 


50-599 0 

50-399 O 
70-2623 
50-277 0 

50-322 0 

30-277 O 
30-329 O 
70-2623 
50-309 Q 
30-329 O 

50-275 Q 


30-300 O 
50-445 0 
50-344 0 
50-445 O 

30-445 G 
30-498 M 
30-275 G 
50-445 M 


FOIA 

50-330 P 
NUREG 
FOIA 
PROU 

NUREO 


50-320 A 
50-346 G 
50-320 P 
50-320 P 
WASTE MOT 

FOIA 

FOIA 

FOIA 

FOIA 

AGREEMENT 


AUTHOR 

AFFILIATION 


Office of Inspection le Enforcement 


Division of Fuel FacUltij «* Haterlals 
Bafttg 

Division of Reactor Cuiistruc tinn 
I nspec tion 


Division of Reactor uperatlons 
I ntpectlons 


Region 1. Ph i lade Iphia* Dffice of the 
D1 rec tor 


ACCESSION 

NUMBER 


7907250401# 

7907250512# 

7907310200 

7907030121 

7907120606# 

79072702B4# 

7907090451# 

7902210141 

7907230299# 

7907230235# 

7907020124# 

7907020337 

7907100622# 

7904270127# 

7907020097 

7907020134 

790702006S 

7907120439# 


7907020407 

7907020411# 

7907100606 

7907090023 

7907120690# 

7907020469 

7907050011# 

7907120637 

7907130178 

7907130102# 

7907020 I 73 

7907020101 

7907190620 

7907100132# 

7907020105 


7907310271# 

7907310277# 

7907310271# 

7907310277# 

7907030110 

7907310105# 
7907060395 
7907120168 
7907120307 
79071701 53 

7907180125# 

7907100135# 

7907190180 

7907230164 

7907840340 

79072S0430 

7907100129 


7907030137# 

7907260139# 

7907100120 

79O71<^D601 

7902150354 

7907100613# 

7904270123 

7907100328* 

7907080492# 

7907100312 

7907050008 

7907240200 

7907090427 

7907300445 

7907350500# 

7907310171* 

7907030065# 

7907030068# 

7907110609# 

7907110696# 

7907110609# 

7907110696# 
7906290100# 
79 07 U 0703# 
7906290100# 
7907300370# 

7907050054# 

7907830015# 

7907830023# 

7907230011# 

*»907830442» 


SUBJECT 

CATEODR' 


FOIA 

FOIA 

ILE 

FOIA 

50-397 

FOIA 

IhE 

FOIA 

FOIA 

50-380 

50-320 

COMMIBSi: 

IlcE 

FOIA 

FOIA 

50-269 

SECY 


FOIA 

FOIA 

50-331 

lOCFR 

50-320 

50-313 

50-313 

50-380 

50-280 

50-280 

ItiE 

ItiB 

50-313 

50-320 

50-380 


SO- 330 
50-330 
50-338 
50-338 
50-320 

S0-S46 

l&E 

50-320 

I4<E 

50-320 

16E 

UE 

I&E 

UE 

50-320 

UE 

I&E 


50-320 

50-329 

IbE 

FQJA 

r6E 

COMHlSSia 

50-320 

50-320 

FOIA 

50-320 

FOIA 

50-313 

50-206 

60-312 

FOIA 

30-29 

50-333 

50-333 

50-307 

50-307 

50-307 

50-387 

70-1710 

50-471 

70-1710 

50-410 

70-8662 

50-311 

50-311 

50-311 

50-352 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


ACCESSION SUBJECT AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY AFFILIATION NUNDER CATEGORY 


79072305B5» 

90-307 

0 

790723059B* 

50-307 

Q 

7907230&B5i» 

50-307 

0 

7907230590* 

90-307 

a 

79072504B3 

50-352 

A 

7907I3030A* 

90-206 

a 

7907130230* 

90-307 

0 

7707230727* 

50-412 

Q 

7707230UB* 

70-938 


7707230120* 

70-938 


7907100249 

50-320 

H 

7907200406* 

30-57 

Q 

7907200416* 

50-97 

0 

7907090444 

50-213 

Q 

7907090449* 

50-213 

0 

7907160090 

90-320 

P 

7707120661 

90-320 

H 

7907230707* 

90-412 

0 

7907190019* 

50-307 

Q 

7907190029* 

50-387 

Q 

7907J90019* 

50-387 

Q 

7907190029* 

50-307 

Q 

7907050527* 

50-423 

Q 

79070 5049B* 

50-363 

0 

7907200460* 

90-293 

0 

7907200453* 

90-293 

0 

7907230557* 

90-272 

Q 

7907090430 

90-320 

P 

7907100254 

50-320 

H 

7907100291 

50-320 

H 

7907230479* 

50-220 

Q 

7907310023 

50-29 

0 

7907310121* 

50-333 

Q 

7907250552* 

FOtA 


7906200417 

50-320 

H 

7907020467 

50-309 

P 

7907200496* 

50-307 

Q 

7907200503* 

50-307 

0 

7907200496* 

50-307 

0 

7907200503* 

50-307 

Q 

7907100260 

90-320 

H 

7907110664* 

40-7903 


7907310014* 

90-213 

G 

7907110460* 

90-245 

0 

7907190154 

50-352 

A 

7907110015* 

50-423 

0 

7907240220* 

50-443 

a 

7907200491* 

50-307 

0 

7907230051* 

90-220 

0 

7907230057* 

50-220 

0 

7907100234 

90-320 

H 

7907100403* 

90-247 

0 

7907100270 

90-320 

H 

7907050186 

90-307 

G 

7907180445* 

50-336 

0 

7907100230 

90-97 

Q 

7907100239 

90-193 

0 

7907100233 

50-201 

Q 

7906200512 

90-320 

P 

7907030054 

90-333 

0 

7907060376 

90-3 

0 

7907060436 

90-29 

a 

79072600BQ 

50-29 

p 

7907260012 

50-201 

p 

7907060377 

50-213 

Q 

7907260042 

50-213 

P 

7907060302 

50-219 

Q 

7907260052 

90-219 

P 

7907060395 

90-220 

Q 

7907260061 

90-220 

P 

7907060431 

90-244 

Q 

7907260073 

50-244 

P 

7907060392 

50-245 

0 

7907260060 

50-249 

P 

7907060376 

50-3 

0 

7907260040 

50-247 

P 

7907060433 

90-271 

0 

7907260077 

50-271 

P 

7907060420 

90-272 

Q 

7907260071 

90-272 

P 

7907060401 

90-277 

Q 

7907260069 

90-277 

P 

7907060401 

90-277 

a 

7907260069 

90-277 

p 

7907060990 

90-206 

Q 


7907260067 

50-806 

P 

7907060300 

50-209 

G 

7907260054 

50-209 

P 

7907060373 

50-293 

Q 

7907260033 

50-893 

P 

7907060309 

50-309 

Q 

7907260090 

50-309 

P 

7907060425 

50-31 1 

0 

7907260072 

50-311 

A 

7907060379 

50-317 

Q 

7907260037 

50-317 

P 

7907060379 

50-317 

Q 

7907260037 

50-317 

P 

7907260053 

50-320 

P 

7907060307 

50-388 

0 

7907060399 

50-333 

Q 

7907260064 

50-333 

P 

7907060380 

50-334 

0 

7907260049 

50-334 

P 

7907060392 

50-845 

0 

7907260060 

50-845 

p 

7907060422 

50-352 

0 

7907060425 

50-311 

G 

7907060304 

50-363 

Q 

7907060423 

50-387 

a 

7907060394 

50-410 

Q 

7907060381 

50-412 

0 

7907060392 

50-245 

0 

7907060429 

50-443 

Q 

7907060432 

50-485 

G 

7907060307 

50-328 

G 

7907260013 

70-33 


7907860000 

70-364 


7907860019 

70-371 


7907260015 

70-820 


7907860081 

70-1143 


7907180177 

50-320 

H 

7907240615* 

50-334 

Q 

7707030021 

50-3 

Q 

7907030070 

50-29 

Q 

7907030023 

50-213 

G 

7907030030 

50-219 

Q 

7907030044 

50-220 

G 

7907030074 

50-244 

Q 

7907030041 

50-845 

a 

7907030021 

50-3 

a 

7907030077 

50-271 

a 

7907030064 

60-272 

G 

7907030053 

50-277 

Q 

7907030050 

50-206 

Q 

7907030037 

50-320 

Q 

7907030016 

50-893 

G 

7907030030 

50-309 

G 

7907030061 

50-311 

Q 

7907030010 

50-317 

G 

7907030037 

50-320 

Q 

7907030033 

50-322 

G 

7907030049 

50-333 

0 

7907030025 

50-334 

c 

790703004 1 

50-245 

Cl 

7907030059 

50-358 

G 

7907030061 

50-311 

Q 

7907030030 

50-819 

Q 

7907030059 

50-367 

Q 

7907030046 

50-410 

Q 

7907030027 

50-418 

G 

790703004 i 

50-845 

0 

7907030069 

50-443 

Q 

7907030072 

50-465 

0 

7907030033 

50-323 

Q 

7907200006 

50-3 

a 

790720D156 

50-29 

G 

7907200093 

50-213 

Q 

7907200103 

50-819 

Q 

7907200117 

50-880 

Q 

7907200151 

60-844 

0 

7907200115 

50-845 

Q 

7907200006 

50-3 

a 

7907200153 

50-271 

0 

7907200144 

50-878 

0 

7907200131 

50-877 

Q 

7907200126 

50-866 

Q 

7907200100 

50-380 

Q 

7907200501 

50-269 

Q 

7907200076 

50-893 

A 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


46 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


79072001 to 
7907200142 
7907200108 

7907200107 
7907200134 
7907200095 
79072001 14 
7907200134 

7907200142 

7907200104 

7907200139 

7907200121 

7907200090 

7907200114 
7907200147 
7907200150 
7907200107 
79071 00 54B 

7907190044 

7907190123 

7907190045 

7907190052 

7907190084 

7907190116 
790-7190069 
7907190044 
7907 190 U9 
7907190104 

7907190094 

7907190087 

7907190062 

7907190040 

7907190064 

7907190102 

7907190043 

7907190062 

7907190057 

7907190089 

7907190051 

7907190069 

7907190093 

7907190102 

7907190054 

7907190099 

7907190071 

7907190047 

7907190069 

7907190109 

7907190113 

7907190057 

7907060003 

7907060140 

7907060084 

7907060095 

7907060109 

7907060133 

7907060106 

7907060083 

7907060130 

7907060126 

7907060121 

7907060114 

7907060103 

7907060079 
7907060105 
7907060 12B 
7907060001 
7907060103 

7907100558 
7907060101 
7907060 U 5 
7907060090 
7907060106 

7907060110 
7907060 120 
7907060096 
7907060123 
7907060110 

7907060092 

7907060106 

7907060130 

7907060135 

7907060101 

7907020051 

7907020052 


SUBJECT 

CATEGORY 


50-309 Q 
50-311 0 
50-320 Q 

50-322 Q 
50-333 Q 
50-334 Q 
30-336 Q 
50-352 0 

50-311 0 
50-363 Q 
50-307 Q 
50-410 Q 
50-412 Q 

50-336 0 
50-443 Q 
50-405 0 
90-322 Q 
50-320 H 

50-3 0 
50-29 0 
50-213: 0 
50-219 Q 
30-220 Q 

50-244 O 
50-245 0 
50-3 0 
50-271 0 
50-272 0 

50-277 Q 
50-206 Q 
50-320 O 
50-293 a 
50-309 0 

50-311 a 
50-317 a 
50-320 a 
50-382 a 
50-333 a 
SO-334 a 

50-245 a 
50-352 a 
50-311 a 
50-363 a 

50-387 a 
50-410 a 
50-412 a 
50-245 Q 
50-443 a 

50-485 Q 
50-322 a 

50-3 a 
50-29 a 
50-213 Q 

50-219 a 
50-220 0 
50-244 a 
50-245 a 
50-3 0 

50-271 a 
50-272 O 
50-277 Q 
50-206 a 
50-320 Q 

50-293 Q 
50-009 Q 
50-311 0 
50-317 O 
50-320 a 

50-320 H 
50-322 a 
50-333 a 
50-334 a 
50-245 a 

50-352 a 
50-311 a 
50-363 a 
50-307 a 

^0-410 Q 

50-412 a 

50-245 a 
50-443 a 
50-405 Q 
50-322 a 

50-307 a 
50-311 0 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7907020046 

79O702OOSO 

7907020052 

7907020049 

7907020051 

7907020040 

7907020044 

7907020047 

7907020054 

7907020042 

7907020056 

7907020046 

7907020057 

7907020059 

7907270304 

7907100576 

7907100979 

7907100505 

79071 10710 
7907200477 
7907200431 
79071 10361 
79071004BI 

7907U0363 

7907110360 

7907100475 

7907100490 

7907100473 

7907110361 
79071 J 0394 
7907100470 
7907110391 
7907100476 

7907110370 

7907100466 
7907110373 
79071 103B9 
7907100467 

7907110370 
7907100471 
79071 J 0370 
7907110364 
7907100473 

7907110379 
7907110389 
7907100460 
79071 10386 
7907110375 

7907110367 
7907100473 
7907110391 
79071 10392 
7907100471 

7907830647 

7907830715 

7907830650 

7907830669 

7907830685 

7907230706 

7907230681 

7907230647 

7907230718 

7907230704 

7907830693 

7907830609 

7907230677 

7907830642 

7907230679 

7907230700 

7907230644 

7907830677 

7907230674 

7907830691 

7907230663 

7907230601 

7907830695 

7907230700 

7907230672 

7907830697 

7907230603 

7907830665 

7907230601 

7907830709 


SUBJECT 

CATEOCRV 



■ — 

50-322 

a 

50-352 

a 

50-31 1 

□ 

50-363 

Q 

30-307 

Q 

30-410 

□ 

50-412 

O 

50-423 

O 

50-443 

Q 

50-471 

Q 

50-405 

Q 

50-322 

Q 

50-567 

a 

50-S6B 

G 

50-220 

G 

50-320 

B 

50-320 

H 

50-320 

B 

50-277 

G 

50-307 

G 

50-293 

G 

50-3 

G 

50-89 

O 

50-213 

O 

50-219 

G 

50-220 

Q 

50-244 

Q 

50-245 

Q 

50-3 

Q 

30-871 

a 

30-872 

Q 

50-877 

a 

50-206 

Q 

30-289 

Q 

50-293 

a 

30-309 

a 

30-311 

Q 

50-317 

0 

50-2B9 

a 

90-322 

Q 

50-333 

a 

50-334 

G 

50-245 

G 

30-352 

Q 

50-311 

G 

50-363 

G 

50-307 

G 

50-410 

G 

50-412 

G 

50-245 

G 

50-443 

Q 

50-465 

G 

50-322 

Q 

50-3 

Q 

50-29 

Q 

50-213 

Q 

50-219 

0 

50-220 

Q 

50-244 

Q 

50-245 

G 

50-3 

Q 

50-271 

C 

50-278 

i 

50-277 

50-206 

50-320 

50-893 

50-309 

50-311 

50-317 

50-320 

50-322 

50-333 

50-334 

50-240 

50-352 

50-31 1 

50-363 

50-367 

50-410 

50-412 

50-845 

i 

50-405 

0 


7907230674 50-322 Q 

7907240171 70-690 




U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


ACCESSION SUBJECT AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY AFFILIATION NUMBER CATEGORY 


7907540135 

40-3392 


7907530400 

50-20 

Q 

79075303BB 

50-54 

0 

7907530392 

50-77 

0 

7907230396 

50-97 

Q 

7907230390 

50-199 

Q 

7907230394 

50-203 

Q 

7907230006» 

50-307 

0 

7907240160 

70-33 


7907240143 

70-36 


7907240139 

70-135 


7907240161 

70-371 


7907240171 

70-698 


7907240163 

70-820 


7907240142 

70-1100 


7907240171 

70-698 


7907240136 

30-3 

0 

7907240211 

50-29 

0 

7907240140 

50-213 

0 

7907240150 

50-219 

Q 

7907240182 

50-220 

Q 

7907240203 

50-244 

Q 

7907240174 

50-245 

Q 

7907240136 

50-3 

0 

7907240208 

50-271 

0 

7907240202 

50-272 

0 

7907240190 

30-277 

0 

7907240183 

50-286 

0 

7907240154 

50-320 

Q 

790724012B 

50-293 

0 

7907240166 

50-309 

0 

7907240131 

30-317 

0 

7907240154 

30-320 

Q 

7907240194 

50-333 

Q 

7907240147 

50-334 

Q 

7907240174 

50-245 

0 

7907120493 

50-3 

0 

7907120585 

SO-29 

0 

7907120407 

50-213 

Q 

7907120496 

50-219 

Q 

7907120510 

50-220 

0 

7907120578 

50-244 

0 

7907120507 

50-243 

Q 

7907120483 

50-3 

Q 

79071205B4 

50-271 

Q 

7907120539 

90-272 

0 

7907120526 

50-277 

Q 

7907120519 

50-206 

0 

7907180365 

50-320 

Q 

7907120476 

50-293 

Q 

7907120504 

90-309 

0 

7907120536 

30-311 

Q 

7907120479 

50-317 

a 

7907100363 

SO-320 

Q 

7907120500 

50-322 

Q 

7907120516 

50-333 

0 

7907120491 

90-334 ► 

Q 

7907120307 

90-336 

Q 

7907120522 

50-352 

0 

7907120536 

50-311 

Q 

7907120497 

90-363 

Q 

7907120528 

30-387 

Q 

7907120515 

30-410 

Q 

7907120489 

30-412 

Q 

7907120507 

50-245 

0 

7907120343 

50-443 

0 

7907120501 

50-405 

<k 

7907120300 

50-322 

Q 

7907060177 

90-3 

Q 

7907100381 

90-29 

Q 

7907060100 

90-213 

Q 

7907060107 

50-219 

0 

7907060198 

90-220 

Q 

7907100376 

90-244 

0 

7907060195 

90-245 

Q 

7907060177 

90-3 

Q 

7907100379 

90-271 

Q 

7907100367 

50-272 

Q 

7907060200 

90-277 

0 

7907100340 

50-206 

Q 

7907060190 

90-209 

Q 

7907060172 

50-293 

0 

7907060192 

90-309 

Q 

7907100363 

90-31 1 

0 

7907060174 

50-317 

0 


7907060190 

50-289 

0 

7907100300 

50-322 

Q 

7907100391 

50-333 

Q 

7907060182 

50-334 

Q 

7907060195 

50-245 

Q 

7907100353 

50-352 

a 

7907100363 

50-31 1 

Q 

79070601 89 

50-363 

G 

7907100361 

30-387 

Q 

7907100316 

50-410 

Q 

7907100305 

50-412 

Q 

7907060195 

50-245 

0 

7907100371 

50-443 

G 

7907100373 

50-485 

Q 

7907100308 

50-322 

Q 

7907100429 

50-311 

Q 

7907100410 

50-322 

Q 

7907100494 

50-352 

G 

7907100429 

50-311 

Q 

7907100416 

50-363 

Q 

7907100426 

50-387 

a 

7907100422 

50-410 

0 

7907100419 

50-412 

G 

7907100420 

50-423 

a 

7907100431 

50-443 

G 

7907100413 

50-471 

Q 

7907100434 

30-405 

G 

7907100418 

50-322 

Q 

7907100412 

50-560 

G 

7907100409 

50-396 

Q 

7907100494 

50-3 

G 

7907100513 

50-29 

Q 

7907100495 

50-213 

Q 

7907100490 

50-219 

G 

7907100510 

50-244 

G 

7907110027 

50-245 

G 

7907100494 

50-3 

Q 

7907230001 

50-250 

G 

7907100512 

50-271 

G 

7907100500 

50-272 

Q 

7907110031 

50-877 

Q 

7907110029 

50-206 

G 

7907180615 

50-320 

a 

7907100491 

50-293 

Q 

7907100503 

50-309 

G 

7907110035 

50-311 

G 

7907100492 

50-317 

G 

7907 1806 15 

50-320 

G 

7907100502 

50-322 

G 

7907100506 

50-333 

0 

79071 10026 

50-334 

Q 

7907110027 

50-243 

G 

7907100507 

30-352 

G 

7907110035 

50-311 

a 

7907100501 

50-363 

G 

7907110033 

50-387 

G 

7907100505 

50-410 

G 

7907100497 

30-412 

G 

7907110027 

50-243 

Q 

7907110038 

50-443 

0 

7907110039 

50-485 

Q 

7907100502 

50-322 

Q 

790731009* 

50-333 

G 

7907180753 

50-3 

0 

7907180034 

50-29 

0 

7907180758 

50-213 

G 

7907180770 

30-219 

Q 

7907180702 

30-220 

0 

7907100822 

50-244 

0 

7907180779 

50-245 

Q 

7907180753 

50-3 

G 

7907180831 

50-271 

Q 

7907180814 

50-272 

G 

7907100799 

50-277 

Q 

7907180790 

50-206 

Q 

7907180746 

50-293 

Q 

7907180776 

50-309 

G 

7907100811 

50-3 U 

0 

7907100748 

30-317 

G 

7907180775 

50-322 

0 

7907180793 

80-333 

Q 

7907100764 

80-334 

Q 

7907180779 

30-243 

G 

7907180002 

50-352 

0 

7907180811 

50-311 

G 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


author accession 

SUBJECT 


AUTHOR 


ACCESSION 

SUBJECT 


■ILIATION NUMBER 

CATGOORY 

AFFILIATION 


NUMBER 

CATEGORY 

79071B07A7 

50-363 

Ql 



7907310520 

30-277 

0 

79071 BOBOS 

50-337 

0 



7907310920 

30-206 

Q 

7907ie07S8 

50-410 

0 



7907310505 

30I-2Q9 

Q 

79071S07I&0 

50-412 

0 



7907310482 

30-293 

0 

7907180779 

50-243 

o 



7907310506 

30-309 

Q 

7907180818 

50-443 

0 



7907310536 

50-311 

Q 

7907180823 

S0-4B5 

0 



79073104S3 

50-317 

Q 

7907180775 

50-322 

0 



7907310905 

50-209 

0 

7907230474 

50-2 

0 



7907310902 

30-322 

Q 

7907250494 

SO-3 

0 



7907310921 

30-333 

Q 

79072504 AO 

50-5 

0 



7907310490 

30-334 

Q 

79072504'37 

SO-20 

0 



7907310909 

30-245 

Q 

7907250357 

50-22 

0 



7907310530 

50-352 

G 

7907250332 

50-29 




7907310536 

50-311 

Q 

0 




7907250440 

50-47 

0 



7907310495 

50-363 

Q 

79072503S2 
7907 2504 A7 

50-54 

50-57 

0 

Q 



7907310532 

7907310513 

50-387 

50-410 

Q 

Q 

7907230450 

50-77 

0 



7907310494 

50-412 

Q 

7907230453 

50-97 

Q 



7907310509 

50-245 

G 

7907230477 

50-134 

Q 



7907310938 

50-443 

G 

7907230453 

50-97 

0 



7907310539 

SO-4S5 

Q 

7907230471 

50-166 

0 



7907310502 

50-322 

G 

7907230437 

50-170 

0 

Region 1, PhlladQlphU. 

Reactor 

790711093B» 

50-320 

Q 




Con«trvctlon it Enginevring 

Support Branch 



7907250442 

50-184 

0 






7907230340 

50-193 

0 



7907110542* 

50-320 

0 

7907250456 

50-199 

0 



7907110538* 

50-320 

C 

7907250451 

50-200 

G 



7907110542*- 

50-320 

G 

790725049A 

50-213 

0 



7907110529* 

50-320 

Q 






7907110696* 

50-387 

G 

7907S 50503 

90-219 

0 






7907250510 

50-220 

0 



7907110680* 

50-307 

Q 

79072 304 A7 

50-223 

0 



7907110703* 

30-471 

Q 

7907260257 

90-225 

0 



7907230023* 

50-311 

G 

7907250527 

90-244 

Q 



7907230444* 

50-352 

0 






7907230590* 

50-3B7 

Q 

7907230309 

50-245 

Q 






7907230494 

60-3 

Q 



7907230579* 

50-307 

0 

7907250329 

50-271 

Q 



7907230463* 

50-412 

Q 

7907230522 

50-272 

Q 



7907190029* 

50-307 

Q 

7907230521 

50-277 

Q 



7907050527* 

50-423 

0 






7907050490* 

50-363 

Q 

7907230520 

50-284 

Q 






7907230490 

50-293 

Q 



7907090494 

50-363 

G 

7907230505 

50-309 

Q 



79073003B5* 

50-410 

G 

7907230492 

50-317 

Q 



7907050525 

50-423 

0 

7907250513 

50-333 

0 



7907130299 

50-206 

G 






7907190016* 

50-307 

0 

7907250301 

50-334 

Q 






7907250309 

50-245 

Q 



7907300374* 

50-410 

G 

7907270320 

90-3 

Q 



7907160250* 

50-412 

Q 

7907270373 

50-29 

0 



7907110680 

50-471 

Q 

7907270326 

50-213 

0 



7907200903* 

50-397 

G 






7907160252 

90-412 

Q 

7907270333 

50-219 

0 






7907270347 

50-220 

0 



7907110015* 

50-423 

G 

7907270367 

50-244 

0 



7907240222* 

50-443 

G 

7907270342 

50-245 

a 



7907240216* 

50-443 

G 

7907270320 

50-3 

Q 



7907100399* 

50-247 

G 

7907270371 

90-27 1 

Q 



7907110013 

50-423 

G 

7907270363 

50-272 

Q 






7907270350 

50-277 

Q 



7907270381* 

50-220 

Q 

7907270349 

50-206 

Q 



7907100389 

50-247 

G 

7907270316 

50-293 

Q 



7907270379 

50-220 

G 




7907240609 

50-334 

0 

7907270339 

50-309 

Q 



7907240619* 

50-334 

0 

7907270361 

50-311 

Q 



7907100464 

50-320 

H 

7907270318 

50-317 

Q 



7907120254 

90-320 

H 

7907270337 

50-322 

Q 



7907110663 

50-307 

0 

79072703 52 

50-333 

Q 



7907110510 

50-2B9 

Q 

7907270329 

50-334 

Q 



7907300522 

50-311 

8 

7907270342 

50-245 

Q 



7907190006 

50-307 

Q 

7907270353 

50-352 

Q 



7907230550 

50-307 

Q 

7907270361 

50-31 1 

Q 



7907190006 

50-307 

Q 

7907270335 

SD-363 

Q 



7907230550 

50-307 

Q 

7907270359 

50-307 

0 



7907230342 

50-352 

Q 

7907270344 

50-410 

Q 



7907300364 

50-410 

a 

7907270331 

50-412 

Q 



7907230060 

50-412 

Q 

7907270342 

50-245 

Q 



7907240204 

50-443 

Q 

7907270365 

50-443 

0 



7907230005 

50-31 1 

Q 

7907270368 

50-485 

Q 



7907230440* 

50-3S2 

Q 

7907270337 

50-322 

0 

Rvglot) li Ph 1 lad* Lphlar 

Fuel Facility 

7907030220* 

fOIA 


79073 104S7 

50-3 

Q 

It Matarlali Branch 





7907310347 

50-29 

a 



7907310178* 

50-29 

0 

7907310489 

50-213 

a 



7907310167* 

50-29 

Q 






7907030068* 

50-333 

Q 

7907310499 

50-219 

Q 






7907310311 

50-220 

Q 



7907030062* 

go-333 

Q 

7907310542 

50-244 

Q 



7907310027* 

50-29 

0 

7907310509 

50-245 

Q 



7907230128* 

70-930 


7907310487 

50-3 

0 



7907230113* 

70-938 







7907310158* 

50-29 

Q 


7907310344 

7907310333 


50-271 a 
90-272 O 


79071002^^9 


50-330 H 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


Rejilon 1< PhilJdelph l«i Reactor 
Operations ^^uclear Support Branch 


Region Ir 
Branch 


PhlUdelphiai Sel^eguards 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AFFILIATION 

numoeh 

CATEODRY 

7907110653 

40-7983 



7907050203* 

30-302 

0 

79071 10460» 

50-245 

Q 


7907020100* 

50-2B7 

0 

79571 10433 

50-245 

Q 


7907020103* 

30-302 

Q 

7907230037* 

50-220 

Q 


7707050159* 

30-324 

0 

7907230044* 

50-220 



7907160040# 

30-318 

Q 

0 



7907300050* 

50-244 

Q 


7907180640* 

30-390 

Q 

7957300044 

50-244 

0 


7907020139* 

30-287 

0 

7907120234 

00-320 

H 


7907080145* 

50-302 

Q 

7907230009 

70-938 



7907020072* 

50-887 

Q 

7907230029 

50-220 

Q 


7907020069* 

50-302 

Q 

7907230006* 

50-387 

0 


7906200127* 

50-269 

0 

7907290009 

90-277 

0 


7907020336 

50-280 

Q 

7907230003 

50-387 

a 


7907020342 

50-321 

0 





7907020343 

50-259 

Q 

7907200420* 

50-97 

0 


7907020352 

50-261 

Q 

7907130226 

90-307 

Q 


7907020366 

50-250 

Q 

7907200469* 

50-293 

0 


7907020367 

50-413 

0 

7907230349 

50-272 

0 


7907080366 

50-250 

Q 

7907230370* 

50-272 

0 


7907020343 

50-859 

Q 

7907230549 

50-272 

0 


7907020352 

50-261 

Q 

7907230370* 

SO-272 

Q 


7907080349 

50-269 

Q 

7907230471 

50-220 

0 


7907020336 

50-280 

0 

79071 104S6* 

90-333 

0 


7907020349 

50-269 

Q 

7907310130* 

90-333 

Q 


7907020343 

30-259 

Q 

7907110344* 

50-272 

Q 


7907020357 

50-302 

Q 

7907110494* 

50-311 

0 


7907020342 

50-321 

0 

7907110344* 

50-272 

0 


7907020352 

50-261 

Q 

7907310115* 

50-333 

Q 


7907020343 

50-259 

G 

7907310017* 

90-213 

Q 


7907020366 

50-230 

0 

7907110409 

50-311 

Q 


7907020336 

50-200 

Q 

7907110421 

50-333 

0 


7907020333 

50-340 

0 

7907310011* 

50-213 

Q 


7907080342 

50-321 

Q 

79071 J 0334 

50-272 

0 


7907020417 

50-369 

G 

7907100403* 

50-847 

Q 


7907020366 

80-250 

0 

7907100437* 

50-206 

Q 


7907080343 

30-859 

Q 

7907100471 

50-247 

0 


7907020334 

50-395 

Q 

7907100445* 

50-336 

0 


7907020356 

50-395 

0 

7907160430 

80-206 

Q 


7907020352 

50-261 

Q 

7907180441 

50-336 

Q 


7907020336 

50-280 

0 

7907200504* 

90-289 

Q 


7907020367 

50-413 

Q 

7907100436 

50-320 

H 


7907020360 

50-416 

Q 

7907100331 

50-320 

H 


7707020342 

50-321 

0 

7907100363 

50-320 

H 


7907020332 

50-437 

Q 

7907120224 

50-380 

H 


7907020343 

50-259 

Q 

7907110633 

90-277 

Q 


7907020367 

30-413 

G 

7907200395 

7907310006 

7907030213* 

90-97 

50-213 

FOIA 

Q 

Q 


7907020343 

7907110570# 

7907840065* 

50-259 

50-869 

50-250 

a 

G 

Q 





7907240070# 

50-250 

a 

7907030047 

70-2622 



7907240065# 

50-250 

Q 





7907240070# 

50-250 

a 

7907050054* 

70-2662 



7907190070# 

50-200 

G 

7907030047 

70-2622 



7907230790# 

50-259 

Q 

7907050054* 

70-2668 



79070S019B 

50-302 

G 

7907250407* 

FOIA 



7907090130# 

50-335 

0 

7907130163* 

50-104 

a 


7907190143* 

50-413 

0 

7907130035* 

70-1100 



7907230704* 

50-259 

Q 

7907130050* 

70-1100 



7907050103* 

50-327 

Q 

7907130160* 

90-184 

0 


7907030071# 

50-330 

0 

7907130031* 

70-1100 



7907190149* 

50-413 

Q 

7907180720* 

70-020 



7907050143* 

50-430 

0 

7907180734* 

70-B20 



7907200411# 

50-200 

Q 

7907240297* 

70-33 



7907100791# 

50-395 

G 

7907100709* 

70-820 



7907100001* 

50-395 

0 

7907250524* 

FOIA 



7907110314 

50-261 

Q 

7907240296 

70-33 



7907110310 

50-413 

Q 

7907200490* 

70-820 



7907110319 

50-269 

Q 

7907200465 

70-020 



7907110323 

50-250 

G 

7907270386* 

80-220 

Q 


7907110329 

50-321 

G 

7907130003 

70-1100 



7907110335 

50-259 

G 

7907130156 

50-184 

Q 


7907110344 

50-280 

Q 

7907180604 

70-820 



7907110743* 

50-339 

G 

790725O402# 

FOIA 



7907110325 

50-250 

G 

79072S0415* 

FOIA 



7907110333 

50-259 

0 

7907250337* 

FOIA 



7907110314 

50-261 

Q 

7907110665* 

50-338 

0 


7907110319 

50-269 

G 





7907110344 

50-200 

0 

7907130504* 

50-302 

Q 


7907180695* 

50-200 

Q 

7907100007 

50-321 

Q 


7907090430* 

50-201 

0 

7907300010* 

50-330 

0 





7907310199* 

50-899 

Q 


79071 10344 

50-200 

G 





79071 B0693* 

50-200 

0 

7907310165# 

90-259 

0 


7907110319 

50-269 

0 

7907310199# 

50-299 

Q 


7907110333 

50-259 

G 

7907310163* 

90-259 

0 


7907110322 

50-302 

0 

7907310159* 

90-859 

Q 





7907310165* 

90-299 

Q 


7907110329 

50-321 

G 
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79071 10014 

50-261 

Q 

7907110335 

50-259 

0 

■>9071103^5 

50-250 

0 

79071 £0344 

50-280 

0 

79071 10743* 

50-339 

0 

790711031? 

50-340 

0 

7907110329- 

50-321 

Q 

7907110319 

50-269 

0 

7907110325 

50-250 

G 

7907110335 

SO-2S9 

0 

7907110332 

50-395 

Q 

7907110333 

50-395 

0 

7907110314 

50-261 

Q 

7907110344 

50-280 

0 

7907110743* 

50-339 

Q 

7907110344 

50-200 

Q 

7907110743* 

50-339 

0 

79071 103IB 

50-413 

Q 

7907110331 

50-416 

0 

7907110329 

50-321 

0 

7907110310 

50-437 

0 

7907110335 

50-259 

0 

7907110318 

30-413 

a 

7907110335 

50-239 

a 

7907090434 

50-281 

a 

7907240439* 

50-324 

a 

7907S40437* 

50-324 

a 

7907240452* 

50-324 

0 

7907240429* 

50-324 

0 

7907240437* 

50-324 

G 

7907240452* 

50-324 

G 

7907060454* 

50-269 

H 

7907130359* 

50-327 

0 

7907180658* 

50-348 

Q 

7907030J40 

50-859 

0 

7907230740* 

50-330 

0 

7907310198* 

50-330 

0 

7907230740* 

50-338 

0 

7907310198* 

50-338 

0 

7907160634 

50-340 

0 

7907030140 

50-259 

0 

7907050157# 

50-413 

0 

7907030140 

50-259 

0 

7907200054* 

70-1110 


7907230488* 

50-307 

Q 

7907240347* 

50-339 

0 

7907230760* 

30-390 

0 

7907190310* 

50-416 

Q 

7907J90319* 

50-416 

0 

7907190313* 

30-416 

Q 

7907190319* 

50-416 

Q 

7907200074* 

70-1113 


7907300070* 

70-1151 


7907230724* 

50-280 

Q 

7907270043* 

50-364 

0 

7906290406 

50-320 

P 

7907110657* 

50-413 

0 

7907260023* 

50-281 

0 

7907240225* 

50-400 

Q 

7907240227* 

50-400 

0 

7907240225* 

50-400 

0 

7907240227* 

30-400 

0 

7907240225* 

50-400 

0 

7907240227* 

50-400 

Q 

7907240225* 

50-400 

0 

7907240227* 

50-400 

0 

7907240275* 

50-484 

0 

7907240276* 

50-424 

0 

79072402B5* 

50-424 

0 

7907240275* 

50-484 

Q 

7907240278* 

50-484 

0 

79072402B5* 

50-484 

Q 

7907240136# 

50-43B 

0 

7907230640* 

70-143 


7907230652* 

70-143 


7907100074 

PROJ 


7907100035 

30-83 

Q 

7907100150 

50-261 

Q 

79071 00 167 

60-413 

Q 

7907100104 

50-250 

0 

7907100196 

50-321 

Q 

7907100207 

50-859 

0 

7907100222 

50-880 

0 

79071 OOOBl 

80-68 

a 


7907 1000 05 

30-03 


7907100102 

50-111 


7907100070 

50-124 


7907100193 

50-189 


7907100657 

50-160' 


7907100097 

30-841 


79071 OOJ 04 

50-250 


7907100207 

50-259 


7907100150 

50-86 1 


7907100114 

50-876 


7907100223 

30“8n0 

{ 

7907100207 

50-239 

i 

7907100102 

so-lil 

i 

7907100177 

50-302 

i 

7907100196 

50-321 

( 

7907100150 

50-261 

< 

7907100207 

50-259 

< 

7907100030 

50-332 

( 

7907100184 

50-230 

( 

7907100222 

50-200 

( 

7907240192* 

50-339 

( 

7707100143 

50-348 

( 

7907100196 

50-321 

( 

7907100657 

50-160 

{ 

7907100104 

50-230 

C 

7907100207 

50-239 

c 

7907100204 

50-395 

c 

7907100081 

60-62 

< 

7907100150 

50-861 

c 

7907100222 

50-880 

c 

7907100089 

50-406 

0 

7907100167 

50-4 1 3 

fl 

7907100202 

50-416 

a 

79071 OOJ 96 

50-321 

G 

7907100023 

50-437 

Q 

7907100036 

50-43/ 

Q 

7907100207 

50-859 

Q 

7907100167 

50-4 JO 

Q 

7907100207 

30-859 

0 

7907100085 

30-537 

Q 

7907 1 00096 

50-530 

0 

7907100207 

50-859 

0 

7907100063 

70-87 


79071000B3 

50-83 

Q 

7907100070 

70-143 


7907100114 

50-276 

0 

7907100001 

50-62 

0 

7907100005 

50-03 

Q 

7907100071 

70-824 


7907100110 

70-093 


7907 J 00005 

50-03 

a 

7907100068 

70-11 13 


7907100040 

70-JlSl 


7907100066 

70-1201 


7907100038 

70-1432 


7907840279* 

50-aao 

Q 

7907870053# 

50-861 

0 

7907840219* 

50-400 

0 

7907050109* 

50-400 

0 

7907060353 

50-413 

Q 

7907110000 

50-400 

0 

7907110108 

50-327 

G 

7907110103 

50-250 

G 

7907240184* 

50-850 

Q 

7907110)03 

50-250 

Q 

79G72401Q4* 

50-250 

G 

7907060364 

50-259 

Q 

79071 10004 

50-861 

0 

79071 10095 

50-869 

0 

7907060366 

50-800 

0 

7907 i 10095 

50-269 

0 

7907060364 

30-859 

0 

7907060358 

50-302 

a 

7907060359 

60-321 

0 

7907110004 

50-861 

Q 

7907110108 

50-387 

0 

7907110103 

50-880 

0 

7907060366 

50-800 

Q 

7907110187 

50-339 

0 

7907 U 0080 

50-340 

Q 

7907060358 

50-364 

Q 

7907060359 

60-381 

0 

7907110091 

50-369 

0 

7907110097 

50-009 

0 

79071 lOlOB 

50-387 

0 
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7g070f*03i2 

50-395 

Q 

7907200196 

50-321 

G 

79070t0363 

50-395 

Q 

7907200167 

50-324 

Q 

790703 01 B9*- 

30-400 

0 

7907200210 

50-327 

G 

79071 loose 

50-400 

0 

7907200192 

50-250 

0 

7907050189# 

50-400 

Q 

7907200223 

50-280 

0 

7907110088 

50-400 

Q 

7907200162 

50-348 

Q 

79O70501B9* 

50-400 

G 

7907200196 

50-321 

G 

7907110036 

SO-400 

Q 

7907200186 

50-269 

G 

7907050 1B9# 

30-400 

G 

7907200192 

50-250 

G 

7907110069 

50-400 

G 

7907200210 

50-327 

Q 

7907110127 

50-339 

0 

7907200204 

50-395 

G 

7907060353 

SO-413 

G 

7907200205 

50-395 

G 

7907060361 

50-416 

Q 

7907260516 

50-393 

Q 

7907110105 

50-424 

0 

* 7907200165 

50-261 

Q 

7907060350 

50-437 

Q 

7907800223 

50-200 

G 

79071 lOlOB 

50-327 

0 

7907200170 

50-413 

G 

79070603S3 

30-413 

Q 

7907200200 

50-416 

G 

7907110108 

SO-327 

0 

79072001 90 

50-424 

Q 

7907090433# 

50-491 

Q 

7907200257 

50-437 

G 

7907S40201# 

50-390 

Q 

7907200210 

50-327 

G 

7907090433# 

50-491 

0 

7907200170 

50-413 

Q 

7907240129# 

50-327 

<3 

7907200210 

50-327 

0 

7907850147# 

90-335 

0 

7907100540 

50-320 

H 

7907240148# 

90-553 

0 

7907120426 

30-321 

G 

7907300008 

90-338 

Q 

7907190148 

50-261 

G 

7907240163* 

90-369 

0 

7907190153 

50-269 

0 

7907090411 

50-424 

Q 

7907190159 

50-413 


7907090416# 

50-484 

H 

Q 

7907090411 

50-424 

G 

7907190172 

50-250 

G 

7907090416# 

50-424 

K 

7907190175 

50-321 

G 

7907030090 

90-261 

0 

7907190191 

50-259 

G 

7907030093 
7907030096 
7907030098 
79070301 OS 

50-869 

50-250 

50-321 

90-259 

0 

Q 

0 

0 

7907190209 

7907190172 

7907190191 

7907190148 

7907190153 

50-280 

50-250 

50-259 

50-261 

50-269 

Q 

Q 

G 

G 

Q 

7907030114 

7907030096 

7907260508* 

7907030096 

7907260SOB# 

90-200 

50-250 

90-250 

90-890 

90-290 

G 

Q 

Q 

Q 

a 

7907190209 

7907190153 

7907190191 

7907190168 

7907100554 

50-200 

50-269 

50-259 

50-302 

50-320 

G 

0 

Q 

G 

H 

7907030105 

7907030090 

7907030093 

7907030114 

7907030093 

90-299 

50-261 

50-269 

50-200 

50-269 

Q 

0 

Q 

0 

0 

7907190175 

7907190148 

7907190191 

7907190172 

7907190209 

50-321 

50-261 

50-259 

50-250 

50-200 

0 

Q 

Q 

G 

G 

7907030105 

790703009S 

7907030090 

7907030090 

7907030105 

90-2S9 

50-302 

50-321 

50-261 

50-259 

Q 

Q 

0 

Q 

0 

7907190144 

7907190175 

7907190153 

7907190172 

7907190191 

50-348 

S0-32J 

50-269 

50-250 

50-259 

G 

Q 

Q 

G 

Q 

7907030096 

7907030114 

7907030086 

7907030098 

7907030093 

90-250 

50-200 

50-348 

50-321 

90-269 

0 

0 

Q 

Q 

Q 

7907190184 
7907190187 
7907190140 
7907190209 
•» 7907190159 

50-395 

50-395 

50-261 

50-280 

50-413 

Q 

Q 

G 

0 

Q 

7907030096 
7907030105 
7907030101 
7907030090 
79070301 14 

90-250 

50-259 

50-395 

50-261 

50-200 

Q 

Q 

Q 

0 

0 

7907190100 

7907170175 

7907190191 

7907190159 

7907190191 

50-416 

50-321 

50-259 

50-413 

50-259 

0 

G 

Q 

Q 

G 

7907030102 

7907030090 

7907030085 

7907030105 

7907300028# 

50-416 

90-321 

90-437 

50-259 

90-280 

Q 

0 

0 

Q 

0 

7907060043 

7907060048 

7907060056 

7907060059 

50-261 

50-413 

50-250 

50-321 

Q 

G 

G 

0 


7907060064 

50-259 

0 

7907300082# 

50-200 

Q 

7907060069 

50-280 

u 

7907300028* 

50 *280 

Q 



7907300082# 

50-200 

Q 

7907100161 

50-26V 

G 

7907260538* 

50-327 

Q 

7907060056 

50-250 

Q 

79072SOI06* 

50-348 

0 

7907060064 

60-259 

G 

7907260522* 

50-395 

0 

7907060043 

50-261 

Q 

79072001 65 
7907200170 
7907200186 
7907200192 

50-261 

50-413 

90-269 

50-250 

Q 

0 

Q 

0 

7907100161 

7907060069 

7907100161 

7907060064 

7907060055 

50-269 

50-200 

50-269 

50-259 

50-302 

Q 

Q 

Q 

0 

0 

7907200210 

7907200223 

7907200192 

7907200206 

7907200165 

90-327 

90-200 

50-250 

90-259 

90-261 

Q 

a 

Q 

Q 

0 

7907060059 

7907060043 

7907060064 

7907060056 

7907060069 

60-321 

50-261 

50-259 

50-250 

50-280 

Q 

G 

Q 

0 

0 

7907200186 

7907200223 

7907200186 

7907200206 

50-269 

90-200 

90-269 

50-299 

0 

0 

Q 

Q 

7907060040 

7907060059 

7907100161 

7907060056 

50-348 

50-321 

50-269 

50-250 

Q 

Q 

0 

G 

7907200180 

50-302 

0 

7907060064 

50-259 

0 
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79070600*1 50-395 0 
79070600*2 50-399 0 
7907060043 50-261 0 
7907060069 90-2B0 Q 
790706 004B 50-413 0 

7907060060 90-416 0 
7907060059 90-321 Q 
7907060064 90-259 0 
7907060048 90-413 Q 
7907060064 90-299 0 

7907300499 90-302 H 
7907020194 50-400 Q 
7907020 19B 50-413 0 
7907020220 50-327 Q 
79O72SO150 50-250 Q 

79072 50 J 69 90-239 0 
7907250151 50-261 Q 
7907250155 30-269 0 
7907250169 50-200 Q 
7907230155 50-269 Q 

79072501*5 50-259 0 

7907250156 90-302 Q 
7907290163 90-321 O 
7907250150 90-324 0 
7907020220 90-327 Q 

7907290167 50-327 G 
7907020220 50-327 0 
7907290167 50-327 0 
7907250160 50-335 0 
7907250160 60-338 Q 

7907290140 90-348 0 
7907020190 50-364 O 
7907250163 90-321 Q 
7907020205 50-369 Q 
79072501 53 50-369 Q 

7907020205 90-369 0 
7 9070 20208 90-389 0 
7907250160 90-335 0 
7907020220 30-327 0 
7907250434 50-391 0 

7907020217 50-395 0 
7907020194 50-400 <k 
7907020233 90-404 0 
7907020198 50-410 0 
7907020214 50-416 G 

7907020211 90-424 O 
7907020220 90-327 Q 
7907020198 90-413 Q 
7907020220 90-327 0 
7907190620 70-143 

7907310924 90-261 P 
7907020375 30-261 Q 
7907020379 90-413 Q 
7907020362 50-269 Q 
7907020386 50-250 Q 

7907020393 50-259 Q 
7907020401 50-260 Q 
7907190518 50-321 Q 
7907020386 50-250 O 
7907020393 50-259 Q 


7907020375 90-261 O 

7907020382 50-269 Q 
7907020 40 I 50-280 Q 
7907020302 50-269 0 
7907020393 50-259 Q 

7907020304 90-302 Q 
7907190518 50-321 Q 
7907020375 50-261 Q 
7907020393 50-259 Q 
7907020366 50-250 Q 

7907020401 90-200 8 
7907020374 50-340 Q 
7907190516 50-321 Q 
7907020382 50-269 Q 
7907020306 50-2S0 0 

7907020393 50-259 0 
7907020391 50-395 O 
7907020375 50-261 G 
7907020401 50-280 G 
7907020379 50-413 Q 

79070203B9 50-416 Q 
7907190510 50-321 Q 
7907020371 50-437 Q 
7907020393 50-259 0 
7907020379 50-413 Q 


AUTHOR ACCE8B10N 0UBJECT 

AFFILIATION NUMDER CATEOORY 


7907020393 

50-259 

C 

7907120036 

50-261 

C 

7907120031 

90-413 

C 

7907 1 2006 1 

80-269 

c 

7907120075 

80-850 

G 

7907120079 

50-321 

(1 

7907120104 

80-259 

Q 

7907120142 

80-280 

a 

7907120078 

5O-2S0 

Q 

7907120104 

50-239 

G 

7907120036 

50-261 

a 

7907180061 

50-269 

Q 

7907120142 

50-200 

Q 

7907120061 

30-269 

0 

7907120104 

30-259 

0 

7907120071 

30-302 

G 

7907*20079 

50-321 

G 

7907120036 

30-261 

G 

7907180104 

50-259 

0 

7907120073 

50-230 

G 

7907120142 

50-280 

0 

7907120033 

50-348 

0 

7907 1 20079 

50-321 

G 

7907120061 

SO-269 

Q 

7907180075 

50-250 

0 

7907120104 

50-239 

0 

7907120096 

80-395 

0 

7907120098 

50-393 

G 

7907120036 

30-261 

G 

7907120148 

30-200 

G 

7907120051 

50-413 

G 

7907120004 

30-416 

G 

79071S0079 

80-321 

0 

79071201 6J 

50-437 

0 

7907120104 

50-259 

0 

7907120051 

30-413 

0 

7907120104 

50-239 

a 

7907110234 

50-200 

G 

79072P041S 

30-62 

0 

7907230413 

50-03 

0 

7907230410 

50-111 

0 

7907200416 

30-124 

0 

7907230410 

80-129 

0 

7907230400 

50-U0 

G 

79071 10226 

50-BD0 

Q 

79071 10230 

50-239 

Q 

79071 10217 

30-269 

G 

7907230400 

50-160 

Q 

7907110234 

50-200 

Q 

79071 10217 

50-269 

Q 

7907110230 

30-289 

0 

7907230410 

30-HJ 

Q 

7907110820 

30-302 

0 

7907110220 

80-321 

G 

7907110213 

50-324 

G 

7907110226 

80-230 

G 

7907110234 

80-200 

G 

79071 10211 

80-340 

G 

7907110288 

80-321 

Q 

7907830416 

50-62 

G 


7907230412 50-406 G 

7907230409 50-530 G 

7907100724 70-27 

7907110209 70-143 

7907230405 70-624 

7907100723 70-1113 

79071 B07P 5 70-1201 

7907310019 80-250 Q 

7907310029 80-259 Q 

7907310009 80-269 0 

7907310043 50-200 Q 

7907310009 80-269 Q 

7907310029 50-259 Q 

7907310016 50-302 Q 

7907310020 50-321 0 

7907310004 50-324 Q 

7907010029 50-889 0 

7907010019 80-850 0 

7907310043 50-800 Q 

7907310001 60-348 a 

7907310002 30-364 0 

7907310080 80-321 Q 

7907310009 60-869 G 

7907310029 50-889 G 

7907310026 50-396 G 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


ACCESSION SUBJECT 

NUMEER CATEOORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORY 


7907310004 

50-324 

Q 

7907310046 

50-404 

Q 

7907310012 

50-413 

0 

7907310024 

50-416 

Q 

7907310020 

50-321 

Q 

7907310029 

50-239 

0 

7907310012 

50-413 

Q 

7907310029 

50-239 

Q 

7907 1 1 0263 

50-269 

0 

7907 1 1 0269 

50-230 

Q 

7907110263 

50-269 

Q 

7907110266 

50-303 

Q 

7907230711 

50-302 

Q 

7907110269 

50-2S0 

Q 

7907110259 

50-340 

Q 

7907110263 

50-269 

0 

7907110269 

50-250 

0 

7907110277 

50-393 

0 

7907110274 

50-416 

Q 

7907180281 

30-400 

0 

7907100208 

50-413 

Q 

7907100321 

50-327 

Q 

7907100340 

50-339 

0 

79O710O27B 

SO-364 

Q 

7907180303 

50-369 

Q 

7907180306 

50-309 

O 

7907100321 

50-327 

0 

7907100318 

50-393 

Q 

7907100281 

30-400 

Q 

7907180340 

50-339 

Q 

79071802B8 

50-413 

Q 

7907180315 

50-416 

0 

7907100311 

50-424 

O' 

7907100343 

50-437 

O 

7907te032t 

50-327 

Q 

7907100208 

50-413 

0 

7907 3 C032I 

50-387 

Q 

7907180427 

50-261 

Q 

7907180431 

50-413 

0 

7707100435 

50-250 

0 

7907100436 

30-321 

0 

7907180443 

50-2S9 

0 

7907180446 

50-280 

a 

7907180597 

30-269 

0 

7907180435 

30-250 

0 

7907100443 

30-259 

0 

7907180427 

30-261 

0 

7907180597 

SO-069 

0 

7907 100446 

50-280 

Q 

7907180597 

30-269 

G 

7907180443 

30-259 

Q 

7907180433 

30-302 

0 

7907180436 

30-321 

Q 

7907180427 

50-261 

Q 

7907180443 

50-259 

Q 

79071B043S 

50-230 

Q 

7907100446 

50-280 

0 

7907100426 

50-340 

Q 

7907100436 

50-321 

0 

7907180597 

SO-269 

0 


7907310234 

SO' 

-269 

0 

7907310240 

50-250 

Q 

7907310263 

50-239 

Q 

7907310229 

SO' 

-261 

Q 

7907310245 

50' 

-413 

Q 

7907310258 

50-416 

0 

7907310254 

50' 

”321 

Q 

7907310282 

SO' 

-437 

Q 

7907310263 

SO' 

-259 

0 

7907310245 

50-413 

0 

7907310263 

50-259 

Q 

7907310003 

SO' 

”330 

Q 

7907240484 

30' 

-J3 

0 

7907240474 

50-83 

Q 

7907240484 

50-13 

Q 

7907240468 

50-111 

Q 

7907240476 

SO' 

”124 

0 

7907240478 

50-129 

0 

7907240464 

50-160 

0 

7907240460 

50-111 

Q 

79072404B1 

50-332 

0 

7907240470 

SO- 

-406 

Q 

7907240466 

50-530 

Q 

7907240489 

70-27 


7907240495 

70' 

”143 


7907240486 

70-824 


7907240492 

70-1113 


7907240487 

70-1201 


7907310157 

70-1319 


7907240498 

70 

-1432 


7907310379 

SO- 

-250 

0 

7907310307 

50-259 

0 

7907310362 

50-261 

0 

7907310369 

50-269 

Q 

7907310389 

50-280 

0 

7907310369 

50- 

-269 

0 

7907310387 

50-259 

0 

7907310378 

50-302 

Q 

7907310383 

50-321 

0 

7907310362 

50-261 

0 

7907310387 

50-259 

Q 

7907310379 

50-250 

3 

7907310389 

50-280 

0 

7907310360 

SO- 

-348 

0 

7907310393 

50-321 

Q 

7907310369 

50-269 

0 

7907310379 

50 

-250 

Q 

7907310387 

50 

-259 

Q 

7907310385 

50-395 

0 

79073103B6 

50-395 

0 

7907310362 

50-261 

Q 

7907310389 

50' 

”280 

0 

7907310371 

50' 

-413 

a 

7907310304 

50-416 

0 

7907310383 

50-321 

Q 

7907310391 

50' 

”437 

Q 

7907310387 

50-259 

a 

7907310371 

50-413 

0 

7907310387 

50-259 

a 

7907240201 

50' 

”259 

Q 


7907100435 

7907100443 

7907100440 

7907100427 

7907100446 

7907100431 

79O710D439 

7907100436 

7907100447 

79071S0443 

7907100431 

7907100443 

7907310240 

<i3 

9 


7907310263 

7907310227 

79073102S4 

7907310229 

7907310263 

7907310240 

7907310263 

7907310223 

7907310234 


SO-2SO O 
5Q"a59 Q 
SO-395 Q 
50'’a61 Q 
SO-S0O Q 

90-413 Q 
30-416 O 
SO-321 Q 
50-437 0 
90-259 O 

90-413 <k 
50-259 Q 
90-290 Q 
50-299 Q 
90-261 O 

90-269 (1 
90-259 a 
90-302 Q 
90-321 0 
90-261 Q 

50-299 Q 
50-290 Q 
90-299 a 
90-340 0 
50-321 Q 


Rtglon 2* Atl«nta« Rv«cbor Conitructl 790711064541- 
on $< Engtntvrlng Supporb Branch 

790711 0678* 
7907110654* 
7907190103* 
7907190110# 


90-338 0 

90-338 0 
90-338 0 
50-321 0 
90-321 0 


7907190121# 

7907190103* 

7907190110# 

7907190121# 

7907180614# 


90-321 Q 
90-321 Q 
50-321 a 
90-321 Q 
90-390 Q 


7907180623* 

7907180640# 

7907180614# 

7907180623* 

7907180640* 

7906200428 

7907090099 

7907050103* 

7907050099 

7907090103* 

7907190137* 

7907190149* 

7907190137* 

7907190149* 


90-390 0 
90-390 <1 
50-390 0 
90-390 0 
90-390 0 

90-320 P 
50-327 0 
50-327 Q 
90-327 0 
90-327 Q 

50-413 a 
50-413 0 
30-413 0 
50-413 0 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


ACCESSION 

NUMBER 


7707 120523 

7907120533* 

7707120523 

7907120533# 

7707050134 

7707050143# 

7907050134 

7907050143# 

7907180547 

7707180801# 

7907090438* 

7707200270* 

7707110721 

7907200250* 

7907110721 

7907130443* 

790720027B 

7907240123* 

7907200244 

7907130443# 

7907130432 

79070S0154* 

7907050187# 

7907050154# 

7907050157# 

7707130432 

7907230763# 

7907190319* 

7907240420* 

7907230755 

7907240383 

7907240391# 

7907230753 

79072403B3 

7907240391# 

7907190307# 

7907270036 

7907050182# 

7907U06S7# 

7907110643 

79072402B3# 

7907240084 

7907240099# 

7907130351 

7907130225# 

79072400B4 

7907240099# 

7907240004 

7907240099# 

7907240084 

7907240099# 

79072400B4 

7907240099* 

7907130210# 

7907240272* 

7907240181 

7907270048 

79070501B9* 

7907240197 

7907240201# 

7907240197 

7907240201# 

7907090426# 

7907090433# 

7907090426# 

7907090433* 

7907090426# 

7907090433# 

7907300032 

7907240122 

7907240129# 

7907240122 

7907240129# 

7907270303# 

7907270307# 

7907270303# 

7907270387# 

7907110563# 

7907110560# 

7907110563# 

7907110560# 

7907240155 

7907240163# 

7907260502 


473 


SUBJECT 

CATeoDRV 

AUTHOR 

AFFILIATION 

ACCEGSIQN 

NUMBER 

SUBJECT 

CATEGORY 

50-424 

G 


7907300040 

SO- 302 

Q 

50-424 

Q 


7907250106# 

50-340 

Q 

50-424 

Q 


7907260145 

50-395 

Q 

50-424 

Q 


7907260151# 

50-395 

Q 

30-430 

a 


7907260133 

50-553 

Q 




7907260142# 

S0-5B3 

0 

50-430 

0 





50-438 

0 


7907260133 

50-593 

Q 

50-430 

0 


7907260148# 

50-953 

Q 

50-395 

Q 


7907250103* 

50-348 

Q 

50-395 

Q 


79072703BO# 

50-369 

0 




7907190120 

50-413 

Q 

S0-2B1 

Q 





50-281 

0 


7907 1 90085 

50-321 

0 

50-339 

G 


7907100592 

50-390 

0 

50-348 

0 


7907260542* 

50-348 

Q 

50-339 

Q 


7907260517# 

50-348 

Q 




7907190287 

50-416 

0 

50-5 IB 

Q 





50-281 

G 


7907240400 

50-324 

Q 

50-338 

G 


7907240259 

bo-424 

0 

50-349 

G 


7907260076* 

90-207 

Q 

50-518 

0 


7907260062# 

50-207 

Q 




7907300560 

50-424 

Q 

50-518 

0 





50-413 

Q 


7907240260 

50-424 

Q 

50-413 

0 


7907270375 

50-369 

0 

50-413 

Q 


7907260493 

50-348 

0 

50-413 

0 

R«gion 2, AtlantAt Fuel Facilttij 

7907310170* 

50-29 

0 



Materials 8fl<r«t9 BraACh 




50-518 

Q 


7907130311# 

50-302 

Q 

50-390 

Q 





50-416 

0 


7907130500# 

90-302 

0 

50-324 

a 


7907050203# 

50-302 

0 

50-390 

0 


7906200415 

90-320 

P 




7907050155# 

50-324 

Q 

50-390 

a 


7907110396# 

50-269 

0 

50-390 

Q 





50-390 

0 


79G71 10503# 

50-269 

0 

50-390 

Q 


7906200393 

50-320 

P 

50-390 

Q 


7907100695# 

90-200 

0 




7907160260* 

70-143 


50-416 

Q 


7907100679# 

50-280 

0 

50-364 

G 





50-400 

Q 


7907100686# 

50-200 

0 

SO-413 

G 


7907100679# 

90-280 

0 

5u— 4 13 

G 


7907100686# 

50-200 

0 




7907200233 

70-27 


30-424 

G 








7907200234* 

70-27 


50— 5 1 0 

G 


7907160259# 

70-143 


50-510 

Q 


7906290309 

90-320 

p 

50-315 

G 


7906290306 

50-320 

p 

50-395 

0 


7906290401 

90-320 

p 

50-518 

G 


7907230724# 

50-200 

Q 

50-518 

Q 


7907230700 

60-280 

0 

50-516 

0 


7907260005# 

90-280 

G 

50-5 IB 

0 


7907260007# 

50-200 

0 

50-510 

Q 


7907260023# 

50-201 

Q 

50-510 

G 


7907260005# 

50-280 

Q 

50-518 

Q 


7907260007* 

50-200 

Q 

50—510 

Q 


7907260023# 

50-201 

G 

50-395 

Q 


7907230652# 

70-143 


50-424 

G 


7907260004 

50-200 

Q 

50-438 

0 


7907230623# 

70-143 


50—261 

Q 


7907110590# 

50-400 

0 

50-400 

Q 


79071 105B9# 

50-400 

0 

50-390 

0 


7907100420 

90-320 

K 

50-390 

Q 


7907240140# 

50-553 

Q 

50-390 

G 


7907270406# 

50-302 

G 

50-390 

G 


7907240132 

50-553 

G 

50-491 

G 


7907130422 

90-302 

0 

50-491 

G 


7907270402# 

50-302 

Q 

50-491 

0 


7907270403# 

90-302 

0 

50-491 

Q 


7907300020# 

90-200 

G 

50-491 

Q 


7907100447 

50-320 

K 

50-491 

Q 


7907260532 

50-327 

Q 

50-261 

Q 


7907300021 

50-200 

0 

50-327 

0 


7907100452 

50-320 

H 

50-327 

Q 


7907100477 

90-320 

14 

50—327 

G 

A 


7907100524 

90-320 

H 

50-327 



7907110574 

50-269 

G 

50—369 

Q 


7907180652 

50-280 

G 

50—369 

G 


7907100566 

50-320 

H 

50-369 

Q 


7907100573 

50-320 

H 

50-369 

Q 





50-413 

Q 


7707230607 

70-143 


50-413 

Q 


7907300265 

50-200 

Q 

50-413 

G 


7907270393 

50-302 

Q 

50-413 

G 

Region Si Atlanta* Reactor OperatlDn* 

7907300010# 

50-338 

0 



Nuclear Support Branch 




50-369 

Q 





50-369 

Q 


7907310155 

50-259 

Q 

50-250 

Q 


7907020176 

50-320 

P 



U.S, NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


474 


author access 1 dm subject 

AFFILIATION NUMBER CATEGORY 


7907 1 60 1 30-369 O 
790716007a 50-207 Q 
7907160030* 50-2S7 Q 

7907160040* 50-302 Q 
7906200120* 50-269 G 
7907240070* 50-250 Q 
790719007B* 50-200 0 
7907230790* 50-239 0 

7907120560* 30-324 0 
7907230775* 50-239 Q 
7907190066* 50-2B0 Q 
7907230773* 50-259 0 
7907 1 20558 50-324 Q 

7907090126 50-335 Q 
7907050071* SO-33Q G 
7907240029* 30-250 O 
7907050067 50-339 O 
7907200404 50-280 Q 

7906290303 50-320 P 
79071 B0244* 50-366 G 
7907060440 SO-269 P 
7907130356 50-327 O 
7907230024* 50-339 Q 

7907230039* 30-339 Q 
7907230740* 30-339 0 
7907310203# 50-338 Q 
7907230024* 50-330 Q 
7907230039* 50-338 Q 

7907230740* 50-338 0 
7907310203* 50-33B Q 
7907100233 50-366 Q 
7907160191* 50-369 Q 

7907310194* 50-339 O 

7907240347* 50-339 0 
7907310194* 50-338 O 
7907230018* 50-338 0 
7907240119 50-330 Q 

79072300 IB* 50-330 0 
7907240119 50-330 Q 
7907240337 50-339 Q 
7907130405* 50-330 Q 
7907130490* S0-33B Q 

7907230734 50-338 Q 
7907300037* 50-261 0 
79071 30 4B3* 50-333 Q 
7907240189 50-339 0 
7907240184* 50-250 Q 

7907240276 50-200 0 
7907240170 50-250 Q 
7907100419 50-320 H 
7907300043* 50-302 Q 
7907100435 50-320 H 

7907250143 50-335 Q 
7907250147* 50-335 Q 
79073000B2* 50-200 Q 
7907300075 50-200 Q 
7907100535 50-320 H 

7907100S41 50-320 H 
7907190050 50-280 Q 
7907130455 50-330 G 
7907230740 50-259 Q 
7907240004 50-250 G 

7907230012 50-330 Q 
7907310181 50-330 Q 
7907230012 50-330 Q 
7907310101 50-33B G 
7907230002* 50-250 G 

7907160253 50-302 G 

Riglon 2i AtUntar Qafvguard* Branch 7907130145* 70-143 

7907050150 50-324 Q 
7906200127* 50-269 <M 
7907230323* 70-27 


7907230515* 70-27 

7907300064* 70-1151 

7907200054* 70-1113 

7907200225 50-B3 Q 

7907800241* 50-03 Q 

7907830403 50-337 Q 

7907830480* 50-339 0 

7907200074* 70-1113 

7907300070* 70-1151 

7907800049* 70-1113 


AUTHOR ACCESSION BUDJECT 

affiliation number category 


7907230490 70-27 

7907300060 70-1151 

7907200039 70-1113 

7907200059 70-1113 

Raglon 3. Chlcagoi Office af the 7907050147 50-305 Q 

D irector 

7907120166 50-320 H 

7907050552* 50-304 0 

7907020115* 50-346 G 

7907020149* 50-346 Q 

7907020076* 50-346 Q 

7907160059 50-346 Q 

7907050187* 50-402 0 

7907110136* 50-305 0 

7907270407* 50-315 0 

7907130320* 50-341 Q 

7907100460* 50-546 Q 

7907100464* 50-546 Q 

7907100474* 50-546 Q 

7907100460* 50-546 G 

7907180464* 50-546 Q 

7907180474* 50-546 0 

7907260526* 50-301 0 

7907100627* 50-350 Q 

7907260300* 50-155 Q 

7907300096* 50-329 G 

7907100600* 50-350 G 

7907100687* 50-35B Q 

7707180449* 50-451 0 

7907180451* 50-451 0 

7907050117* 50-305 Q 

7907110438* 70-925 

7907190497* 50-10 0 

7907190507* 50-10 Q 

7907190497* 50-10 G 

7907190507* 50-10 Q 

7907180319* 50-155 Q 

7907190497* 50-10 G 

7907190507* 50-10 Q 

7907190497* 50-10 G 

7907190507* 50-10 Q 

7907100331 50-320 H 

7907100500* 50-295 G 

7907100354* 50-315 G 

7907100294* 50-295 Q 

7907100323* 50-295 Q 

7907100294* 50-895 G 

7907100323* 50-295 Q 

7907250443* 50-440 Q 

7907250452* 50-440 Q 

7907250443* 50-440 Q 

7907250452* 50-440 Q 

7907130354* 50-315 Q 

7907100590 50-358 G 

7907240106* 50-438 Q 

7907180560* 50-295 G 

7907180574* 50-295 Q 

7907180560* 50-295 Q 

7907180574* 50-295 Q 

7907180345 50-315 Q 

7907260009 50-10 P 

7907260095 50-155 P 

7907260009 50- JO P 

7907260095 50-155 P 

7907260103 50-263 P 

7907260089 50-10 P 

7907260110 50-266 P 

7907260103 50-263 P 

7907260089 50-10 P 

7907260110 50-266 P 

7907260089 50-10 P 

7907260112 50-305 P 

7907260103 50-263 P 

7907260086 50-31 5 P 

7907260098 50-331 P 

7907260106 50-346 P 

7907260097 50-409 P 

7907050479 70-925 

79071 1006B 50-10 0 

7907100430 50-320 H 

7907120104 50-320 H 

7907240191* 50-409 0 

7907240630* 50-305 0 


7907200070* 70-1113 

7907130091 50-324 0 

7907130111 70-1 41 


7907250079* 50-266 G 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHDfl 

AFFILIATION 


ACCESSION 

NUMBER 


7907250083* 

7907240200* 

7907230276* 

7907230351* 

7907230364* 

7907250079* 

7907250083* 

7907230276* 

7907230351* 

7907230364* 

7907240200* 

7907240164* 

7907240127* 

7907230741 

7907230746* 

7907230741 

7907230746* 

7907240169 

7907200287 

7907200296 

7907200292 

7907200296 

7907200310 

7907200296 

7907200300 

7907200326 

7907200296 

7907200336 

7907200328 

7907200287 
7907800336 
79072 002B7 
7907800338 
7907800323 

7907800320 

7907100461 

7907100469 

7907200307 

7907800316 

7907200314 

7907800332 

7907200300 

7907800322 

7907200887 

7907200312 
7907260264* 
7907200303 
7907200287 
79072003 IB 

7907200334 

7907200325 

7907200334 

7907200330 

7907100536 

7907240156 

7907050163# 

7907300071# 

7907270133* 

7907260169# 

7907240043 

^907260240# 

7907260196# 

7907110056 

7907190224 

7907190230 

7907190224 

7907190245 

7907190224 

7907190230 

7907190245 

7907190285 

7907190230 

7907190296 

7907190205 

7907190230 
7907190296 
7907190230 
7907190899 
79071 90885 

7907190872 
7907190244 
7907190267 
7907 1908 50 
7907190290 

7907190236 


SUBJECT 

CATEOORY 


50-266 0 

50-202 0 

50-295 0 

50-295 0 

50-295 0 

50-266 0 

50-266 Q 

50-295 0 

50-295 0 

50-295 0 

50-202 0 

50-329 0 

50-373 Q 

50-456 <J 

50-456 Q 

50-456 Q 

50-456 8 

50-546 Q 

50-295 Q 

50-10 0 

50-10 0 

50-10 Q 

50-155 0 

90-10 Q 

50-253 O 

50-263 Q 

50-10 0 

50-266 Q 

50-203 Q 

50-295 0 

50-266 Q 

50-295 0 

50-305 Q 

50-203 0 

50-313 Q 

50-320 H 

50-320 H 

50-329 0 

50-331 0 

50-341 a 

50-346 0 

50-356 0 

50-367 Q 

50-893 Q 

50-409 Q 

50-409 Q 

50-440 Q 

50-293 Q 

50-461 0 

50-403 Q 

50-404 Q 

50-403 Q 

50-546 Q 

50-320 H 

50-329 Q 

50-346 Q 

50-259 0 

50-263 Q 

50-341 0 

40-0211 
50-10 Q 

90-329 0 

70-1379 
50-10 0 

50-849 0 

50-10 Q 

50-153 a 

50-10 Q 

50-849 Q 

50-155 Q 

50-863 a 

50-249 0 

50-266 Q 

50-263 0 

50-249 Q 

50-266 Q 

50-249 0 

50-303 a 

50-263 a 

50-313 Q 

50-389 0 

50-331 0 

50-341 0 

50-346 Q 

50-356 0 


AUTHOR 

AFFILIATION 


ACCESSION SUDJECT 

NUMBER CATEOORV 


7907190276 

7907190224 

7907190249 

7907190240 

7907190224 

7907190269 

7907261011# 

7907190269 

7907190293 

7907190280 
7907190295 
7907190280 
790724024 1 
7907240252 

7907240241 

7907240252 

7907240432 

7907270127 

7907240241 

7907240440 

7907240432 
790724024 1 
7907240440 
7907240241 

7907240490 

7907300412# 

7907240432 

7907240427 

7907120173 

7907840251 

7907240422 

7907840807 

7907240441 

7907840246 

790784042B 

7907300320# 

7907240241 

7907240254 

7907840250 

7907840241 

7907840485 

7907840444 

7907840433 

7907840444 

7907240430 

7907060007 

7907300339# 

7907060007 

7907020237 

7907300194* 

7907300098* 

7907020249 

7907300474 

7907310080* 

7907020252 

790702024S 

7907020250 

7907020237 

7907020245 

7907020237 

7907020234 
7907840236 
79078 4 0836 
7907840830 

7907840233 

7907840845 

7907300406 

7907310066* 

7907310096* 

7907310066* 
7907310096* 
7907300006* 
7907100468 
79071 00896* 

7907 1 00582 
79073 101B9* 
7907100455# 
7907300491 
7907100455* 

7907300491 

7907800490 

7907100807 

7907300535 

7907020406 

7907020409 


S 0-367 Q 
50-10 0 
50-409 0 
50-440 0 

30-10 0 
50-461 0 
50-461 Q 
30-461 0 
30-483 Q 

30-484 Q 
30-403 Q 
30-346 Q 
50-10 Q 
30-155 0 

50-10 Q 
30-155 0 
50-863 0 
50-863 Q 
50-10 Q 
30-266 Q 

30-863 0 
30-10 Q 
30-266 Q 
30-10 Q 

50-305 0 
30-305 Q 
30-863 0 
30-315 O 
50-320 H 

50-329 Q 
50-331 Q 
50-341 0 
50-346 <J 
50-390 O 

50-367 0 
30-367 Q 
50-10 O 
50-409 0 
50-440 0 

50-10 a 
50-461 a 

50-403 a 

50-404 a 
50-403 a 

50-546 a 

50-10 a 
SO-863 0 
50-10 a 

50-373 a 

50-266 a 
30-315 a 
50-329 a 
50-331 a 
50-331 a 

50-341 a 
50-330 a 
50-367 a 
30-373 a 
30-440 a 

50-373 0 

50-461 a 
50-403 0 
50-404 a 
50-403 a 

50-546 a 
ORO 

50-237 a 
50-254 a 
50-254 a 

50-254 a 
50-254 a 
50-315 a 
50-331 P 
50-346 a 

S0-4S6 a 
50-116 a 
50-254 a 
50-254 Q 
50-854 a 

50-254 a 
50-341 G 
50-346 a 
50-350 A 
QRQ 

50-10 a 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


ACCESSION SUBJECT AUTHOR ACCESSION SUBJECT 

HUMBER CATEGORY AFFILIATION NUMBER CATEGORY 


7907020AS3 


Q 

79070aOAO9 

so- 10 

Q 

79070 aOAB3 

50-155 

Q 

79070aOA05 

50-263 

0 

7907GaOA<19 

SO- 10 

0 

79070204^10 

50-266 

Q 

7907020435 

50-263 

Q 

7907020409 

50-10 

0 

7907020440 

50-266 

0 

7907020409 

50-10 

0 

7907020441 

50-305 

Q 

7907300326» 

50-305 

0 

7907020435 

50-263 

Q 

7907020431 

50-315 

0 

7907020451 

50-329 

0 

7907020423 

50-331 

Q 

7907020426 

50-341 

0 

7907020437 

50-346 

Q 

7907020416 

50-358 

0 

7907020432 

50-367 

Q 

7907020409 

50-10 

Q 

7907020434 

50-409 

Q 

7907020419 

50-440 

G 

7907020409 

50-10 

Q 

7907020429 

50-461 

Q 

7907020433 

50-403 

Q 

7907020433 

50-434 

Q 

7907020430 

80-403 

Q 

7907020436 

50-546 

Q 

7907120193 

50-10 

0 

7907120235 

50-155 

Q 

7907120198 

50-10 

0 

7907120225 

50-155 

0 

7907120248 

50-263 

Q 

7907120198 

50-10 

Q 

7907120263 

50-266 

Q 

7907120243 

50-263 

Q 

7907120198 

50-10 

Q 

79071 20 26B 

50-266 

Q 

7907120198 

50-10 

Q 

7907120269 

50-305 

Q 

7907120248 

50-263 

G 

7907120238 

50-315 

0 

7907120221 

50-329 

0 

7907120231 

50-331 

0 

7907120229 

50-341 

a 

7907120257 

50-346 

0 

7907120215 

50-350 

Q 

7907120242 

50-367 

(k 

7907120198 

80-10 

a 

7907120227 

50-409 

a 

7907120218 

50-440 

0 

7907120198 

50-10 

Q 

7907120233 

80-461 

0 

7907 1 20262 

30-403 

0 

7907120244 

5Q-4B4 

Q 

7907 1 20262 

SO-4B3 

Q 

7907120252 

30-546 

Q 

7907030441 

30-10 

Q 

7907110190 

□RO 


7907120293 

ORO 


79070S0431 

40-3392 


7907230433 

50-2 

Q 

7907050441 

30-10 

Q 

7907230425 

50-87 

Q 

7907230426 

50-116 

Q 

7907230435 

50-123 

Q 

7907230430 

50-150 

a 

7907230432 

50-151 

0 

7907050445 

50-155 

Q 

7907230436 

50-156 

Q 

7907230431 

50-102 

Q 

7907230434 

50-106 

O 

7907050441 

50-10 

O 

7907050445 

50-155 

Q 

7907050451 

50-863 

Q 


64 

Q 


) 

a 


>6 

Q 


»3 

Q 


?4 

a 


) 

Q 


^6 

(1 


) 

a 


35 

Q 


7907080451 

30-263 

a 

7907050440 

50-315 

0 

7907050522 

50-331 

Q 

7907050454 

50-346 

Q 

7907230432 

50-151 

Q 

7907050B21 

50-409 

a 

7907080423 

70-8 


7907050432 

70-36 


7907080421 

70- 1 52 


7907050422 

70-572 


7907030437 

70-925 


7907050436 

70-1820 


7907050438 

70-1489 


7907120680 

50-10 

Q 

7907230421 

ORO 


7907120680 

50-10 

Q 

7907120700 

50-155 

Q 

7907300479 

50-155 

Q 

7907120630 

50-10 

0 

7907120696 

50-355 

Q 

7907130136 

50-363 

Q 

7907120680 

50-10 

Q 

7907130163 

50-366 

G 

79071 301 3B 

50-282 

Q 

7907120691 

50-295 

G 

7907130163 

50-266 

G 

7907120691 

50-395 

G 

7907130169 

50-305 

G 

7907 130 130 

50-382 

Q 

7907120676 

50-315 

Q 

7907130113 

50-329 

Q 

7907130122 

50-331 

Q 

7907130119 

50-341 

0 

7907130130 

50-346 

G 

7907120693 

50-350 

Q 

7907130131 

50-367 

Q 

7907120630 

50-10 

0 

7907130117 

50-409 

G 

7907180694 

50-440 

Q 

7907120630 

50-10 

G 

7907130125 

50-461 

0 

7907130155 

50-483 

G 

7907130142 

50-484 

G 

7907130155 

50-483 

G 

7907130147 

50-546 

G 

7907130172 

50-580 

G 

7907060303 

50-10 

Q 

7907060310 

50-155 

G 

7907060303 

50-10 

Q 

7907060310 

50-155 

G 

7907060310 

50-263 

0 

7907060303 

50-10 

G 

7907060004 

50-266 

Q 

7907060318 

50-263 

Q 

7907060303 

50-10 

0 

7907060004 

50-266 

0 

7907060303 

50-10 

Q 

7907060005 

50-305 

Q 

7907060318 

50-263 

G 

7907060302 

50-315 

G 

7907060308 

50-329 

0 

7907060313 

50-331 

G 

7907060312 

50-341 

Q 

7907060320 

50-346 

G 

7907060306 

50-358 

0 

7907060315 

50-367 

Q 

7907060303 

50-10 

G 

7907060311 

50-409 

Q 

7907060307 

50-440 

G 

7907060303 

50-10 

0 

7907060314 

50-461 

G 

7907060003 

50-483 

Q 

7907060317 

50-484 

Q 

7907060003 

50-403 

Q 

7907060319 

50-546 

0 

7907060002 

50-580 

G 

7907020275 

ORO 


7907050466 

50-373 

G 

7907060001 

ORO 


7907050472 

50-329 

G 

7907050473 

50-341 

Q 

7907050469 

50-358 

G 

7907050477 

50-367 

G 

7907050466 

50-373 

0 

7907060470 

50-440 

G 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


4 ' 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


79070504 fci 
7907050474 
7907050491 
7907050470 
7907050491 

79070504B0 

79070504W 

7907100392 

79071004B7 

7907100392 
79071 B0406 
7907100392 
7907100406 
7907100422 

7907100392 

7907100526 

7907100422 

79071B0392 

7907100326 

7907100392 

7907100521 

7907100422 

7907100390 

79071B0405 

7907100412 

7907IB0410 

7907100523 

7907100400 

7907100420 

7907100392 

7907100408 

79071B0403 

7907100392 

7907100418 

7907100528 
79071B0423 
79071 00 SQB 
7907100525 
7907100522 

7907240064 

7907130236 

7907130262 

7907130236 

7907130262 


7907130232 

7907130236 

7907130297 

7907130202 

7907130236 

7907130297 

7907130236 

7907130300 

7907130202 

7907130271 

7907130260 
790713026B 
7907130267 
7907130291 
7907 J 30258 

7907130279 

7907130236 

7907130265 

77071302S9 

7907130236 

7907130270 

7907130293 

7907130201 

7907130293 

7907130209 

7907130206 

7907130230 

7907240001 

7907250343 

7907240001 

7907240009 

7907240081 

79072400B9 

7907240104 

7907240001 

7907240113 

7907240104 

7907240001 

7907240153 

7907240001 


SUBJECT 

CATEOORy 


50-373 Q 
30-461 a 
SO 483 Q 
30-404 a 
50-483 0 

30-546 Q 
SO-SBD Q 
50-10 Q 
DRO 

50-10 0 
50-155 Q 
50-10 Q 
50-155 Q 
50-263 O 

50-10 Q 
50-266 Q 
50-263 Q 
50-10 0 
50-266 Q 

50-10 Q 
50-305 0 
50-263 Q 
50-315 Q 
50-329 Q 

50-331 Q 
50-341 Q 
50-346 Q 
50-358 Q 
50-367 0 

50-10 Q 
50-409 Q 
50-440 Q 
50-10 Q 
50-461 Q 

50-483 Q 
80-484 Q 
50-483 0 
50-546 Q 
80-580 Q 

50-373 Q 
50-10 0 
50-155 Q 
50-10 0 
50-155 Q 


50-263 Q 

50-10 Q 
50-266 0 
50-263 a 
50-10 O 

50-266 Q 
30-10 Q 
30-305 Q 
SO-263 Q 
50-315 Q 

50-329 Q 
50-331 0 
50-341 Q 
50-346 0 
50-350 Q 

50-367 Q 
50-10 0 
50-409 a 
50-440 0 
SO-iO O 

50-461 O 
50-483 Q 
50-404 Q 
50-403 Q 
30-S46 a 

50-580 0 
30-10 Q 
30-10 0 
ORO 

50-10 0 

50-155 Q 
50-10 0 
30-133 O 
50-263 0 
50-10 O 

50-266 Q 
50-263 a 
50-10 Q 
50-266 a 
50-10 a 


AUTHOR 

AFFILIATION 


ACCESS ION 
NUMBER 


7907240120 

■7 ‘>0724 01 04 
7907240097 
7907240094 
7907240108 

7907240091 

7907240016 

7907240022 

7907240033 

7907240026 

7907240030 

7907240066 

7907240027 

7907240035 

7907310161 

7907240023 

7907240030 

7907310311 

7907310320 

7907310311 

7907310320 
7907310342 
7907310311 
79073 103S4 
7907310342 

7907310311 
7907310354 
7907310311 
79073 103S5 
7907310342 

7907310305 

7907310331 

7907310335 

7907310334 

7907310340 

7907310319 
7907310340 
7907310311 
79073 1 0332 
7907310325 

7907310311 

7907310337 

7907310349 

7907310341 

7907310349 

7907310345 

7907310344 

7907310403 

7907310406 

7907310403 

7907310406 

7907310414 

7907310403 

7907310419 

7907310414 

7907310403 

7907310419 

7907310403 

7907310420 

7907310414 

7907310402 

7907310407 

7907310410 

7907310409 

7907310417 

7907310405 

7907310412 

7907310403 

7907310400 

7907310404 

7907310403 

7907310411 

7907310410 

7907310413 

7907310410 

7907310416 

7907310415 

7907260153 

7907260336 

7907260153 

7907260336 

7907260160 

7907260354 

7907260153 

7907260336 


SUBJECT 

CATEOORY 


50-305 0 

50-263 a 
50-315 O 
50-331 a 
50-346 a 

50-409 a 
50-07 a 
50-116 Q 
50-123 a 
50-150 Q 

50-151 Q 
50-LS6 Q 
50-182 a 
50-186 a 
50-264 a 

50-294 Q 
50-151 Q 

50-10 a 

50-155 a 

50-10 a 

SO-155 Q 
SO-863 Q 
50-10 Q 
50-266 a 
50-263 Q 

50-10 Q 
50-266 Q 
50-10 0 
50-305 Q 
50-263 Q 

50-315 Q 
50-329 Q 
50-331 0 
50-341 Q 
50-346 Q 

50-350 Q 
50-367 a 
50-10 0 
50-409 0 
50-440 Q 
50-10 a 

50-461 Q 
50-483 Q 
50-484 O 
50-4B3 O 

50-546 Q 
50-500 Q 
30-10 Q 
Sa-155 Q 
50-10 Q 

50-155 Q 
50-263 Q 
50-10 0 
50-266 O 
50-263 a 

50-10 0 
50-266 0 
50-10 0 
50-303 a 
50-263 a 

50-315 a 
50-329 a 
50-331 a 
50-341 a 
50-346 a 

50-350 a 
50-367 a 
50-10 Q 
50-409 Q 
50-440 a 

50-10 Q 

50-461 a 
50-403 a 
50-404 a 
50-403 a 

50-546 a 
50-580 a 
60-10 Q 
50-10 Q 
50-10 a 
50-10 O 

50-155 a 
50-155 Q 
50-10 Q 
SO-IO o 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


ACCESSION 

NUMBER 


7907360153 

7907260336 

7907260153 

7907260336 

7907260160 

7907260334 

7907260199 

7907260402 

7907260153 

7907260336 

7907260220 

7907260422 

7907260197 

7907260402 

7907260153 

7907260336 

7907260220 

7907260422 

7907260153 

7907260336 

7907260224 

7907260423 

7907260199 

7907260402 

7907260140 

7907260390 

7907260140 

7907260390 

7907260174 

7907260351 

7907260174 

7907260351 

7907260184 

7907260391 

7907260101 

7907260309 

7907260214 

7907260416 

7907260164 

7907260348 

7907260194 

7907260399 

7907260153 

7907260336 

7907260153 

7907260336 

7907260178 

7907260359 

7907260167 

7907260349 

7907260167 

7907260349 

7907260153 

7907260336 

7907260153 

7907260336 

7907260153 

7907260336 

7907260153 

7907260336 

7907260189 

7907260394 

7907260189 

7907260394 

7907260217 

7907260418 

7907260201 

7907260407 

7907260217 

7907260418 

7907260211 

7907260413 

7907260211 

7907260413 

7907260206 


7907260410 

7907260206 

7907260410 

7907250217 

7907270293 

7907250217 

7907250220 

7907250217 

7907250228 

7907250217 


SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SO^IO 

0 




7907250229 

50-315 

0 

50-10 

0 




7907250227 

50-329 

Q 

50-10 

0 




7907250224 

50-358 

0 

50-10 

0 




7907250217 

50-10 

0 

50-155 

Q 




7907250225 

50-440 

0 

50-155 

Q 




7907250217 

50-10 

G 

50-263 

Q 

Region 3i Chlcagor 

Reactor Constructl 

7907050553* 

50-304 

0 

50-263 

0 

on it Engineering 

Support Branch 




50-10 

Q 




7907050549 

50-304 

0 

50-10 

Q 




7907300041* 

50-373 

G 






7907300046* 

50-373 

G 

50-266 

0 







50-266 

Q 




7907300041* 

50-373 

G 

50-263 

0 




7907300046* 

50-373 

G 

50-263 

Q 




7907300038 

50-373 

Q 

50-10 

0 




7907180456 

50-546 

G 






7907260324 

80-301 

Q 

50-10 

Q 







50-266 

Q 




7907300088 

50-329 

Q 

50-266 

Q 




7907180429 

50-451 

G 

50-10 

Q 




79070501 12 

50-305 

Q 

50-10 

Q 




7907180307 

50-155 

G 






7907180302* 

50-282 

G 

50-305 

Q 







50-305 

Q 




7907230436 

50-440 

G 

50-263 

Q 




7907180357* 

50-454 

Q 

50-263 

0 




7907180369 

50-282 

G 

50-315 

0 




7907180335* 

50-315 

G 






7907180336 

50-454 

Q 

50-315 

0 







50-315 

Q 




7907100325 

50-315 

G 

50-315 

Q 




79072401 12* 

50-301 

Q 

50-329 

0 




7907250213* 

50-483 

Q 

50-329 

0 




7907250216* 

50-483 

G 






7907240138* 

50-237 

Q 

50-329 

Q 







50-329 

0 




7907240172* 

50-546 

Q 

50-331 

0 




7907250212 

50-483 

Q 

50-331 

Q 




7907240134 

50-237 

Q 

30-341 

0 




7907110716 

50-373 

8 

30-341 

0 












7907260301* 

50-373 

Q 

30-346 

Q 




7907110716 

50-373 

8 

50-346 

Q 




7907250301# 

50-373 

Q 

50-350 

Q 




7907130187 

50-483 

8 

50-350 

0 




7907300071# 

50-255 

G 

50-367 

Q 




7907270104 

50-304 

Q 

50-367 

0 




7907250290 

50-373 

Q 

50-10 

0 




7907300067 

50-255 

G 

50-10 

Q 




7907160264 

50-454 

Q 

50-10 

0 




7907260160 

50-341 

Q 

50-10 

Q 




7907260999 

90-461 

Q 

50-409 

0 




7907310206# 

50-315 

G 

50-409 

Q 




7907180463 

50-440 

8 

50-440 

Q 




7907310197 

50-315 

G 

50-440 

Q 




7907090098 

50-341 

8 

50-440 

Q 




7907190086 

50-341 

G 

50-440 

Q 




7907300481 

50-305 

G 

50-10 

0 




7907250077 

50-440 

Q 

50-10 

Q 




7907260006 

50-440 

G 

50-10 

0 




7907300077 

50-373 

G 

50-10 

0 

Region 3i Chlcogoi 

Fuel FaclUtu it 

7907100284 

50-320 

H 

50-10 

0 

Materials Bafetg 

Branch 




50-10 

Q 




7907190073# 

50-10 

Q 

50-10 

0 




7907100302 

50-320 

H 

50-10 

0 




7907100309 

80-320 

K 






7907190042 

50-10 

Q 

50-461 

Q 





• 


50-461 

Q 




7907100315 

50-320 

H 

90-461 

Q 




7907100325 

50-320 

H 

50-461 

Q 




7907100347 

50-320 

H 

50-403 

Q 




7907130310 

50-341 

Q 






7907110438# 

70-925 


50-403 

0 







90-404 

Q 




7907100589 

50-320 

H 

50-404 

Q 




7907110434 

70-925 


50-403 

0 




7907180S00# 

50-295 

0 

50-483 

0 




7907100335 

50-320 

H 

50-546 

Q 







50-546 

Q 




7907180492 

50-295 

0 

50-546 

0 







50-546 

Q 




7907100341 

50-320 

H 

50-580 

Q 




7907100507# 

50-298 

G 






7907100405 

50-320 

H 






7907100554 

50-295 

Q 

50-580 

Q 












7907100441 

50-320 

H 

50-580 

0 




7907250202# 

50-409 

G 

50-500 

0 




7907100445 

90-320 

H 

50-10 

0 




7907190051 

40-8616 


ORG 





7907190065# 

40-8616 


50-10 

Q 




7907250209# 

50-255 

a 

50-155 

Q 




7907250211# 

50-255 

Q 

50-10 

Q 




7907250270 

50-409 

Q 

50-155 

0 




7907260281# 

50-186 

0 

50-10 

Q 




79D72S0206 

50-255 

0 



U.S, NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


Region 3< Chicago# Reactor Operation 
Nuclear Support Branch 


Region S# Chicago# Safvguardt Oranch 


Region A, Dallas# Office of the 
Director 


479 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESS I ON 
NUMBER 

SUBJECT 

CATEOORY 

7707260223 

50“10 

0 


79O71106Q1# 

SO-443 

Q 

79073004304 

50-305 

0 


7907110693# 

50-449 

Q 

7907260182 

30-329 

0 


7907110691# 

50-449 

Q 

7907260272 

50-186 

0 


7907110673# 

90-445 

Q 

7907300419 

50-303 

0 


7707110747# 

50-482 

0 

7907300191 

50-266 

Q 


7907090374 

QA999 


7907300403 

50-305 

Q 


7707090439 

50-313 

Q 

7907300326 

50-367 

Q 


7907110735# 

50-482 

Q 

7907200576 

30-295 

0 


7907110740* 

50-482 

Q 

7907110120 

50-303 

0 


7907100257 

50-59 

0 





7707100263 

50-72 

Q 

7907260290 

50-133 

0 


7907100256 

50-112 

Q 

7907270392 

50-315 

Q 


7907100259 

50-59 

Q 

7907270399a 

30-315 

0 


7907100245 

50-131 

Q 

7907270392 

50-315 

0 


7907100271 

50-148 

0 

7907270399a 

50-315 

Q 









7907100273 

50-100 

Q 

7907 1B04 23a 

50-331 

0 


7907100262 

50-192 

Q 

79071B0416 

50-331 

0 


7907100268 

50-292 

Q 

7907190492 

30-10 

0 


7907100251 

90-262 

Q 

7907180274 

50-293 

0 


7907100293 

50-267 

Q 

7907100355 

30-320 

K 


7907100248 

^0-274 

Q 

7907100365 

S0-J20 

H 


7907100267 

50-204 

Q 

7907100382 

50-320 

H 


7907100290 

50-209 

Q 

7907100390 

30-320 

H 


7907100287 

90-298 

0 

790718041 la 

30-253 

Q 


7907100283 

90-313 

Q 

7907 J 803 94 

30-255 

Q 









7907100263 

90-72 

Q 

7907100400 

30-320 

H 


7907250488# 

90-482 

Q 

7907240191a 

50-409 

0 


7907240263# 

QA999 


7907240630a 

50-305 

0 


7907060329 

50-267 

Q 

79072401 S2a 

50-266 

0 


7907260129 

50-267 

P 

7907240106 

50-301 

Q 


790706Q32B 

50-205 

0 

79072401 52a 

50-266 

0 


7907260126 

50-285 

P 

7907240187 

50-409 

Q 


7907060327 

50-298 

0 

7907250076 

50-266 

Q 


7907260129 

50-290 

P 

7907240195 

30-202 

Q 


7907060325 

50-313 

0 

7907230076 

50-266 

0 


7907260122 

90-313 

p 

7907240195 

50-262 

0 


790706038S 

90-313 

Q 

7907240623 

30-305 

0 


7907100410 

90-320 

H 

7907240144 

50-266 

0 


7907260081* 

QA999 


7907240124 

50-373 

Q 


7907030128 

90-209 

a 

7907260252 

50-409 

Q 


7907030126 

90-382 

Q 

7907300331 

50-263 

0 


7907030129 

90-445 

0 

7907260822# 

50-237 

0 


7907030122 

50-450 

0 

7907310222# 

50-358 

0 


7907030124 

50-482 

0 

7907260010 

50-237 

0 


7907030123 

50-490 

0 

7907260813# 

S 0-237 

0 


7907190049# 

50-290 

Q 

7907260810 

50-237 

Q 


7907200363 

50-267 

Q 

7907260813# 

50-237 

0 


7907200361 

90-809 

0 

7907310080 

50-254 

0 


7907800360 

90-290 

0 

7907300083 

50-313 

0 


7907800343 

90-313 

0 

7907310013 

50-331 

Q 


7907200397 

90-302 

0 

7907180296# 

50-346 

Q 


7907200365 

90-449 

0 

7907310180 

50-116 

Q 


7907800349 

90-499 

0 

7907300392 

50-295 

0 


7907200396 

90-402 

0 

7907310213 

50-358 

0 


7907800354 

90-498 

Q 

7907180304 

50-254 

0 


7907250347* 

tJA999 


7907300017 

50-331 

0 


79072701 IB* 

50-267 

0 

7907300280 

50-293 

Q 


7707300470# 

50-290 

0 

7907240273 

50-10 

Q 


7907300404* 

90-290 

0 

7907300283# 

50-263 

0 


790719040B 

90-267 

0 

7907300274 

50-263 

0 





7907050159 

50-346 

0 


7907110742 

50-805 

G 

7907240266 

50-294 

Q 





7907180263 

50-346 

0 


7907190407 

50-205 

Q 

7907230367# 

QA999 



7907190403 

50-290 

G 





7907 J 90390 

50-313 

G 





7907190400 

50-302 

Q 

7907110069a 

06999 










79071 904 H 

90-445 

G 

7907110060 

06999 



7907260S6I* 

50-445 

0 

7907230333# 

QA999 



7907190411 

50-445 

G 

7907130133# 

50-4B2 

0 


7907260561* 

50-445 

Q 

7907130139* 

50-482 

Q 


7907190393 

50-450 

G 

7907130126 

50-482 

Q 


7907190399 

50-402 

G 

7907020117# 

50-313 

Q 


7907190399 

50-498 

a 

7907030140* 

50-290 

0 


7907060022 

50-267 

G 

7907020133* 

50-313 

Q 


7907060020 

90-209 

0 

7907020078# 

30-313 

0 


7907060018 

50-299 

G 

7906130217 

70-1401 



7907060010 

50-313 

G 

7906130213 

70-1406 



7907060017 

90-302 

G 

7906130219 

70-2183 



7907060023 

90-449 

G 

79061302 LO 

70-2560 



7907060013 

90-490 

Q 

7907030146# 

50-267 

0 


7907060016 

90-482 

0 

7907030187* 

50-402 

0 


7907060019 

90-490 

0 

79D7L 10606# 

50-478 

0 


7907180643 

30-290 

0 

7907030179* 

50-470 

0 


7907180693* 

50-290 

0 

7907050168* 

50-267 

0 


7907300098# 

90-490 

0 

7907120003* 

50-313 

0 


7907050969 

90-382 

0 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 
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AUTHOR 

AFFILIATION 


accession 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR accession 

affiliation number 

SUBJECT 

CATEGORY 

7907050S66 

50-445 

Q 

7907180249 
t 7907100295 

50-458 

50-466 

790705034,0 

50-458 

G 

7907100257 

90-402 

790705054*1 

7907030563 

7907050S62 

50-466 

50-492 

50-49B 

G 

Q 

G 

7907180252 

7907100269 

50-490 

90-596 

7907050537 

7907050574 

790705057S 

7907050570 

7907050573 

50-556 

50-382 

50-445 

S0-45B 

50-481 

Q 

S 

S 

s 

9 

7907180385 
7907180381 
7907180379 
79071 G0376 
7907100510 

90-267 

50-205 

90-298 

50-313 

90-3B2 


50-402 


7907100520 

90-445 

79073 10603« 

Q 


7907050572 

50-498 

0 

7907100514 

90-450 

7907310574* 

90-498 

Q 

7907100517 

90-482 

7907310552* 

30-313 

G 

7907100516 

90-498 

7907020446 

50-267 

Q 

7907310217 

50-267 

7907020445 

50-285 

G 

7907310212 

90-209 

7907020444 

50-290 

0 

7907310210 

90-298 

7907020443 

50-313 

Q 

7907310207 

50-313 

7907310537 

50-313 

G 

7907110296 

50-382 

7907020443 

50-313 

G 

7907110300 

50-449 

7907050514 

50-382 

Q 

7907110289 

90-498 

7907050517 

30-445 

0 

7907110293 

50-482 

7907050506 

50-488 

G 

7907110292 

90-490 

79070S0512 

50-482 

Q 

7907270280 

50-402 

7907050509 

50-498 

Q 

7907310615 

50-131 

7907120377 

50-267 

Q 

7907310610 

90-274 

7907120375 

50-285 

Q 

7907310623 

90-290 

7907120373 

50-298 

Q 

7907310619 

50-313 

7907120370 

50-313 

Q 

7907190506 

50-267 

7907050498 

50-382 

G 

7907190503 

90-209 

7907050489 

60-445 

G 

7907190502 

go-298 

79070504 B3 

50-458 

Q 

7907190489 

50-313 

79070S04B7 

50-482 

Q 

7907190500 

50-382 

7907050495 

50-498 

Q 

7907190508 

90-449 

790725032B 

QA999 


7907 1 90493 

50-458 

79070504 !B 

40-8027 


7907190490 

90-482 

7907020030 

50-59 

Q 

7907190495 

90-490 

7907230507 

50-59 

Q 

7907240405 

90-267 

7907020023 

50-72 

Q 

7907240401 

50-265 

7907230514 

50-72 

G 

7907240316 

50-298 

7907020024 

50-112 

G 

7907240299 

90-313 

7907230310 

50-112 

0 

7907240312 

90-382 

7907020030 

50-59 

0 

7907240410 

50-445 

7907230S07 

50-59 

Q 

7907240302 

90-490 

7907020017 

50-131 

G 

7907240309 

50-402 

7907230437 

50-131 

Q 

7907240309 

50-498 

7907020022 

50-148 

Q 

7907260334 

90-267 

790723050B 

50-149 

Q 

7907260332 

50-203 

7907020020 

50-100 

Q 

7907260328 

90-290 

7907230506 

50-100 

Q 

7907260329 

50-313 

7907020033 

50-192 

G 



7907230512 

50-192 

G 

7907260242 

90-267 

7907020023 

50-252 

Q 



7907020026 

50-262 

Q 

7907260239 

50-205 

7907020015 

50-267 

Q 

7907260239 

50-290 




7907260231 

90-313 




7907270397 

90-302 

7907020019 

50-274 

Q 

7907270398 

50-445 

7907230439 

50-274 

0 

7907270391 

50-490 

7907020035 

50-204 

0 

7907270395 

90-402 

7907230501 

50-204 

G 

7907270394 

90-490 

7907020014 

7907020013 

50-205 

50-313 

G 

Roglon 4» Dallai* Rtactop Conftruc tlon 7907100226# 

6 Englnv#rlng Support Branch 

90-382 

G 


7907020028 

50-72 

Q 

7907090184 

50-402 

7907230514 

50-72 

0 

7907110612# 

50-490 

7907120596 

50-267 

0 

79071 10603 

90-490 

7907120569 

50-205 

Q 

7907050174 

7907110671 

50-498 

50-445 

7907240258 

50-298 

Q 


7907120590 

50-313 

Q 

7907110414 

90-382 

7907120602 

50-302 

Q 

7907110410# 

50-302 

7907120604 

50-449 

Q 

7907110619 

90-482 

7907120596 

50-450 

Q 

79071 1062B# 
7907310119 

50-482 

90-466 

7907120600 

50-402 

0 


7907120599 

50-490 

G 

7907310126# 

50-466 

7907250360* 

QA999 


7907110732 

90-482 

7907100398 

50-267 

Q 

7907110670 

50-382 

7907100395 

7907100399 

50-285 

Q 

7907110696 

7907110682 

90-445 

90-402 

50-298 

0 

7907100395 

50-313 

G 

7907250518# 

50-445 

7907110252 

50-302 

Q 

7907030267 

50-302 

7907110256 

80-44S 

0 

7907030262 

90-445 

7907110242 

7907110249 

50-450 

G 

7907030299 

7907030266 

50-490 

90-482 

50-482 

Q 


7907110246 

50-498 

G 

7907030260 

90-498 

7907120591 

50-298 

G 

7907250498 

50-449 

7907190262 

50-382 

G 

7907260492# 

50-490 

7907180266 

50-445 

Q 

7907250222# 

90-482 


Q 

Q 

0 

0 

Q 

Q 

0 

Q 

Q 

Q 

Q 

G 

Q 

Q 

0 

Q 

Q 

Q 

Q 

G 

Q 

Q 

0 

Q 

Q 

Q 

Q 

Q 

Q 

0 

Q 

Q 

Q 

0 

G 


Q 

Q 

Q 

Q 

Q 

a 

G 

Q 

Q 

Q 

Q 

G 

Q 

Q 

0 


Q 

G 

G 

G 

Q 

G 

Q 

Q 

Q 

0 


G 

Q 

Q 

Q 

Q 

Q 

Q 

0 

Q 

Q 

G 

Q 

G 

Q 

3 

Q 

B 

6 

8 


8 

Q 

Q 

0 
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77072&0S2i» 

50 "482 

0 



7907030226 

50-267 i 


7907250479 

30-402 

0 



7907030224 

50-285 


79072^^0477 

50-498 

0 



7907030223 

30-298 


79072&04B5# 

50-498 

0 



7907030219 

SO-313 


7907260477 

30-498 

0 



7907130330 

50-267 


7907260405* 

30-490 

a 



7907130327 

50-2BS 







7907130325 

50-290 


7907020307 

90-382 

s 



7907130307 

50-313 


7907020309 

So-445 

s 



7907240271 

50-313 


7907020303 

50-458 

8 



7907180677 

50-267 


7907020306 

50-482 

s 











7907100674 

50-205 


7907020305 

50-493 

s 



79071B0671 

50-29B 


7907250221 

50-482 

0 



7907180669 

50-313 


7907240051 

50-302 

0 

Region 4i 

Dallae< Vendor Inspection 

7907130206# 

aA999 


7907260559 

50-445 

0 






7907230347 

50-482 

Q 



7907130213a 

04999 


7907240047 

50-498 

0 



7907130199a 

OA999 


7907300055 

50-498 

Q 



7907130370* 

0A999 


790724 0047 

50-490 

a 



7907130372a 

aA999 


7907300055 

50-498 

Q 



7907130369# 

QA999 


7907310598 

90-402 

Q 



7907050104* 

QA999 


7907310561 

50-498 

Q 



7907050109# 

QA999 


7707030212 

50-382 

& 



7907050101# 

QA999 


7907030215 

50-445 

S 



7907090470 

QA999 


7907030205 

50-458 

8 



7907090474# 

QA999 


7907030210 

50-402 

0 



7907100733# 

QA999 


7907030209 

50-498 

0 



7907100730# 

QA99? 


7907300229 

50-445 

0 



7907250196# 

QA999 


7907130340 

50-382 

s 



7907250197# 

0A999 


7907130341 

50-445 

S 



7907280195# 

QA999 


7907130334 

50-458 

G 



7907030032# 

OA999 


7907130337 

50-482 

8 



7907260147* 

QA999 


7907130336 

50-49B 

S 



7907260150* 

0499? 


7907270294 

50-445 

a 



7907030039# 

QA999 


790718068? 

50-382 

8 



7907090466* 

QA999 


7907180690 

50-445 

9 



79070-30019 

QA999 


79071 B06fi3 

50-458 

B 



7907030026* 

QA999 


7907180603 

50-482 

8 



7907030029 

QA999 


7907180605 

50-498 

8 



7907030036 

QA999 


7907240519 

50-382 

8 



790706004 1 

QA999 


7907240521 

50-445 

8 






7907240514 

50-458 

8 



7907060046* 

0A999 


7907240513 

50-482 

8 






7907240517 

50-498 

8 



7907090476 

0A999 

Rvgitin At DaU««< Fuel Facility & 

7906140594a 

40-8006 




7907090470# 

0A999 

MateriaH Safety Branch 






7907130349# 

QA999 







7907260144# 

06999 


7906140597a 

40-8006 












7907050530 

0A999 


7906140534 

40-8006 




7907050536# 

0A999 


7907090446a 

50-313 

Q 



7907090462 

0A999 


7907190049a 

50-290 

Q 



7907130335 

<JA999 


7907250190 

0A99? 




7907250102# 

0A999 


7707310574a 

50-493 

0 



79072500 9 B 

06999 


7907310552a 

50-313 

Q 



7907230061# 

QA999 

Region At Dallaer Reactor Operationt 

7907160062 

80-313 

Q 



7907230067# 

0A999 

Nuclear Support Branch 






7907230074# 

ttA999 


7907160017a 

50-313 

0 



7907190742# 

0A999 


7907050 13B 

50-278 

0 











7907190732 

QA999 


7907200220a 

50-192 

Q 



7907230302* 

QA999 


7907050142 

50-267 

Q 



7907230308# 

0A999 


7907200213 

50-192 

0 



7907230297# 

0A999 


7907050165 

50-267 

Q 



7907250134# 

QA999 


7907120001 

50-313 

0 











7907130292 

71-6690 


7907120007* 

50-313 

0 



7907130186 

0A999 


7907120001 

80-313 

Q 



7907240264# 

0A999 


7907120007* 

50-313 

0 



7907240265# 

QA999 


7907050191 

50-290 

Q 



7907280149 

0A999 


7907050195* 

50-290 

0 











7907050084 

QA999 


7907020206 

50-205 

Q 



7907090381 

QA999 


7907090379 

50-298 

Q 



7907100721 

QA999 


7907030254 

50-267 

8 



7907130221 

0A999 


7907030258 

S0-2S5 

0 



7907230736# 

QA999 


790703 0252 

50-298 

0 











7907230730 

QA999 


7907190038 

50-298 

Q 



7907090397 

QA999 


7907030256 

50-313 

8 



7907260090# 

QA999 


7907020301 

50-267 

8 



7907260045# 

QA999 


7907270110 

50-267 

Q 



7907260130# 

QA999 


7907020298 

50-285 

8 











7907250548 

0A999 


7907020299 

50-298 

8 



7907250550 

QA999 


7907020297 

50-313 

a 



7907230055 

0A999 


7907300103 

80-267 

Q 



7907230206 

QA999 


790730047* 

50-290 

Q 



7907260100 

0A999 


7907180653* 

50-290 

0 






7907030183 

50-267 

8 



7907240261 

QA999 


7907030181 

50-205 

8 






7907030177 

50-298 

8 



7907250363 

04999 


•^woaoiTs 

50-313 

8 



7907260010 

04999 
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AUTHOf? 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Regldn 5-i San Fr^ndscoi Office of the 7707ia0406« 5O-Gi0 O 
D ir ectoT 

7^04 1303^^ 90-133 O 


7907020267 
79070301 9S 
7907180738 
7907190101 


50-361 0 
50-206 8 
50-361 S 
30-361 Q 


7904160043 
7907160067 
79 070201 23* 
7907030092* 
7907030094* 


50-133 Q 
50-312 Q 
50-312 8 
50-397 G 
50-397 Q 


7907020271 
7907030200 
79071 B0341 
7907020271 
7907030200 


50-397 0 
30-397 8 
50-397 S 
30-397 Q 
50-397 8 


7907030091* 
79070201 57* 
79O7020OBO* 
7905020227 
7907030392* 


50-397 Q 
30-312 a 
50-312 Q 
50-133 3 
50-397 Q 


7907020271 

7907030200 

7907020271 

7907030200 

7907020271 


50-397 Q 
50-397 8 
50-397 Q 
50-397 S 
30-397 Q 


7905020256 

7907110725* 

7907110712* 

7907110634* 

7907270141* 


50-133 3 
50-361 0 
50-361 Q 
50-397 Q 
50-275 Q 


7907030200 

7907020262 

7907030106 

7907020262 

7907030136 


50-377 8 
50-528 0 
50-528 8 
50-520 Q 
50-528 8 


7907190404* 

50-224 

Q 

79073001 35* 

50-344 

Q 

7907260649* 

50-361 

0 

7907300101* 

50-508 

O 

7907260549* 

50-275 

Q 

7907260557* 

50-397 

Q 

7906200032 

50-133 

Q 

7907200379 

50-397 

□ 

7907200372 

50-206 

Q 

7907200370 

50-344 

a 

7907200374 

50-361 

Q 

790726097B* 

50 - 361 

Q 

7907200374 

50-361 

G 

7907260978* 

50-361 

Q 

7907030073 

80-397 

Q 

7907200379 

50-397 

Q 

7907120471* 

50-460 

Q 

7907200379 

SO-397 

G 

7907120471* 

50-460 

G 

7907200379 

50-397 

Q 

7907200367 

50-528 

Q 

7907260534* 

50-206 

G 

7907270015* 

50-206 

Q 

7907020291 

50-397 

S 

7907020282 

50-133 

0 

7907020287 

50-206 

a 

7907020282 

50-133 

9 

7907020203 

50-312 

8 

7907100546 

50-320 

H 

79070202B2 

50-133 

e 

7907020204 

50-344 

B 

7907020207 

50-206 

8 

7907020291 

50-097 

8 

7907020200 

50-820 

S 

7907190436 

50-397 

G 

7907190417 

50-133 

G 

7907190426 

50-206 

0 

7907190423 

50-275 

G 

7907190431 

50-312 

G 

7907190423 

50-275 

Q 

7907190425 

50-344 

Q 

7907190420 

50-361 

G 

7907190436 

50-397 

Q 

7907190416 

50-820 

<1 

7907060036 

50-397 

0 

7907060029 

50-133 

Q 

7907060032 

50-206 

0 

7907060029 

80-133 

Q 

7907060034 

50-312 

Q 

7907060029 

50-133 

Q 

7907060030 

50-344 

0 

7907060032 

50-206 

G 

7907060036 

50-397 

Q 

7907060027 

50-820 

Q 

7907020271 

50-397 

G 

7907030200 

50-397 

0 

7907030195 

50-206 

S 

7907020265 

50-275 

0 

7907030190 

50-312 

8 

7907020265 

50-275 

Q 

7907030193 

50-344 

a 

7907020267 

50-361 

Q 

7907030195 

50-206 

8 

7907100730 

50-361 

9 

7907190101 

50-361 

Q 


7907020262 

50- 

-520 

Q 

7907030106 

50-528 

8 

7907030191 

50- 

-133 

8 

7907120363 

50-206 

Q 

7907030244 

50-397 

S 

7907030232 

50-133 

B 

7907030230 

50-206 

S 

7907030232 

50-133 

8 

7907030242 

90-312 

B 

7907030232 

50-133 

S 

7907030235 

50* 

-344 

S 

7907030238 

SO- 

-206 

8 

7907030244 

SO- 

•397 

8 

7907030229 

SO- 

-520 

8 

7907020453 

SO- 

*397 

0 

7907020440 

50-133 

0 

7907020450 

50-206 

Q 

7907020440 

50-133 

Q 

7907020481 

50-312 

0 

7907020440 

50-133 

0 

7907020449 

50-344 

0 

7907020450 

50-206 

0 

7907020483 

SO- 

-397 

Q 

7907020447 

SO- 

•520 

a 

7907120017 

50-397 

Q 

7907120008 

80- 

-133 

Q 

7907120012 

80- 

'206 

0 

7907120006 

80- 

-275 

Q 

7907120015 

80- 

‘312 

0 

7907120006 

50- 

-275 

Q 

7907120010 

50- 

•344 

Q 

7907120014 

30- 

-361 

0 

7907120017 

50- 

-397 

Q 

7907120005 

50- 

'520 

0 

7907230602 

80- 

•27 

a 

7907230542 

50- 

■70 

a 

7907230536 

80- 

-89 

Q 

7907230547 

50- 

■94 

Q 

7907230860 

50- 

-113 

a 

7907110200 

50- 

-133 

Q 

7907230601 

50- 

•139 

Q 

7907230594 

50- 

-142 

0 

7907230562 

50- 

'106 

Q 

7907230536 

50- 

-09 

0 

7907230544 

50- 

-107 

Q 

7907110205 

50- 

'206 

Q 

7907230584 

50- 

•224 

Q 

7907230527 

50- 

'220 

Q 

7907230562 

50-106 

Q 

7907230564 

50-208 

Q 

7907110200 

80-312 

0 

7907230590 

50-326 

Q 

79071 10201 

50-344 

0 

7907230520 

50-360 

0 

7907230561 

50-394 

0 


7907230547 

50-94 

Q 

7907230599 

50-433 

0 

7907100453 

70-28 


7907100454 

70-734 


7907100457 

70-754 


7907100450 

70-904 


7907100457 

70-754 


7907100460 

70-1257 


7907120630 

50-397 

0 

7907120617 

50-133 

Q 
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48 


AUTHOR 

ACCESSION 

SIPOJECT 


AUTHOR 


ACCESSION 

SUBJECT 


AFFILIATION 

1. NUhDER 

CATEGORY 

AFFILIATION 


NUMDER 

CATEOBRV 


7‘?07ia062‘» 
79071 S 0621 

50-206 

50-275 

Q 

Q 



79071 303 B3 
7907230774 

50-528 

50-27 

8 

Q 


7907120627 

7907120621 

7907120622 

S0-31S 

50-273 

50-344 

0 

Q 

Q 



7907230749 

7907230747 

7907230754 

50-70 

50-09 

30-94 

Q 

a 

0 


79071 2 0625 
7907120630 

50-361 

50-397 

Q 

Q 



7907230759 

7907230761 

50-106 

50-113 

0 

Q 


7907120615 

7907050343 

7907060226 

50-520 

50-397 

50-397 

0 

S 

0 



7907230777 

7907230772 

7907230766 

50-133 

50-139 

30-142 

0 

0 

Q 


7907050331 

7907060216 

50-133 

50-133 

0 

Q 



7907230747 
79072307 53 

30-89 

50-187 

Q 

0 


7907050538 

7907060219 

7907030531 

50-206 

50-206 

50-133 

8 

Q 

8 



7907230781 

7907230764 

7907230745 

50-206 

30-224 

50-220 

0 

0 

0 


7907060216 

7907050541 

30-133 

SO-312 

Q 

8 



7907230759 

7907230760 

30-106 

50-288 

0 

0 


7907060224 

7907050531 

7907060216 

50-312 

50-133 

50-133 

0 

e 

0 



7907230703 

7707230765 

7907230700 

50-312 

50-326 

50-344 

Q 

Q 

a 


7907050333 

7907060218 

50-344 

50-344 

s 

0 



7707300462 

7707230744 

50-344 

50-360 

Q 

Q 


7907050338 

7907060219 

7907030338 

50-206 

50-206 

50-206 

8 

0 

8 



7907230754 

7907310166 

7907230769 

50-94 

50-394 

50-433 

0 

0 

0 


7907060219 

7907050543 

50-206 

50-397 

Q 

8 



7907100711 

7907270377 

50-397 

30-133 

0 

Q 


7907060226 

50-397 

Q 



7907180706 

50-206 

0 


7907050543 

50-397 

8 







7907060226 

50-397 

Q 



7907180700 

50-275 

0 







7907180708 

50-312 

Q 







7907180700 

50-275 

0 


7907050543 

50-397 

8 



7907180703 

50-344 

Q 


7907060226 

50-397 

0 



7907100704 

50-361 

a 


7907030543 

50-397 

8 



79071B0711 

30-397 

Q 


7907060226 

50-397 

0 



79071 B0699 

50-528 

a 


7907050543 

50-397 

6 



79073 1 0396 

50-133 

0 







7907310399 

50-206 

a 


7907060226 

50-397 

0 







79070S0528 

50-520 

s 



7907310396 

50-133 

a 


7907060213 

30-520 

0 



7907310400 

50-312 

Q 


79070S0528 

50-528 

8 



7907310396 

50-133 

a 


7907060213 

50-520 

0 



7907310397 

50-344 

a 







7907310399 

50-206 

a 


7907050520 

50-520 

s 







7907060213 

50-52B 

Q 



7907310401 

50-397 

Q 


7907030497 

50-397 

Q 



7907310595 

50-520 

Q 


7907050492 

50-275 

0 



7907260286 

50-397 

a 


7907050495 

50-361 

0 



7907260270 

50-133 

a 







7907260277 

50-206 

Q 


7907050497 

50-397 

Q 







7907050491 

50-528 

0 



7907260270 

50-133 

Q 


7907100534 

50-397 

Q 



7907260270 

50-312 

Q 


7907100529 

50-133 

Q 



7907260270 

50-133 

Q 


7907100531 

50-206 

0 



7907260274 

50-344 

Q 







7907260277 

50-206 

Q 


7907100529 

50-133 

0 







7907100532 

50-312 

Q 



7907240315 

50-397 

6 


7907100529 

50-133 

O 



7907260286 

50-397 

Q 


7907100530 

50-344 

0 



7907260267 

30-528 

0 


7907100531 

50-206 

O 

R«Sion 5< San Franc Itco* 

Rodctor 

7907120396 

50-460 

Q 





Construction & Enginoarlng 

Support 

Dranc It 




7907100534 

50-397 

0 


7907 1204 19» 

50-460 

Q 


7907110019 

50-520 

0 







7907100631 

50-361 

s 



7907120396 

90-460 

Q 


7907100673 

50-061 

s 



79071204 19» 

50-460 

Q 


7907100651 

50-361 

8 



7907030094* 

50-397 

0 







7907050392* 

50-397 

Q 


7907100673 

50-361 

S 



7907110725* 

50-36 1 

Q 


7907130222 

50-397 

Q 







7907130203 

50-133 

Q 



7907050308 

50-397 

0 


7907130212 

50-206 

<1 



7907110705 

30-361 

a 


7907130205 

50-275 

0 



7907110634* 

50-397 

0 







7907110626 

*50-397 

Q 


7907130210 

50-312 

0 







7907130205 

50-275 

0 



7907300256* 

50-445 

Q 


7907130200 

50-344 

o 







7907100592 

50-361 

8 



7907300242 

50-445 

0 


7907130216 

50-361 

a 



7907300250* 

50-445 

0 







7907300242 

50-443 

0 


7907100592 

50-361 

8 



7907300250* 

50-445 

a 


7907130216 

50-361 

Q 



7907260318 

30-361 

Q 


7907130222 

50-397 

Q 



7907260649* 

50-361 

a 


7907130190 

50-520 

0 



7907260310 

50-361 

0 


7907130390 

50-397 

B 



7907260649* 

50-361 

Q 






7907300090 

50-508 

Q 


7907130384 

50-133 

8 



7907300107* 

50-500 



7907130307 

50-206 

8 



a 


7907130304 

50-133 

8 



7907300098 

50-308 

a 


7907130309 

50-312 

8 



7907300107* 

50-308 

Q 


7907130304 

50-133 

8 



7907260554 

50-397 

Q 





7907260557* 

50-397 

0 


7907130306 

50-344 

8 




50-361 



7907I303B7 

50-206 

8 



7907260978* 

a 


7907130390 

50-397 

8 



7907260965 

90-361 

Q 
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AUTHOR 

AFFILIATION 


ACCESBION- 

NUMHER 


7907300442 

7907300451* 

7907300442 

7907300451* 
790727029A 
7907270306 • 
7907270296 
7907270306# 

79073001 10# 

Ragion 9# 9an FratieittOi Fuel Facility 7907300260# 
«< HatertaU Safety Branch 

7907300245 

7907260943 

7907260949* 

7907180261* 

7907260528 

7907260534* 

7907180243 

Region 9# San Fr»ncisco» Reactor 7907110092* 

Of^erations Nuclear Support Branch 

7907130171 

7907130179* 

7907110078 

7907270141* 

79072701 40 
7907300119 
7907300129* 
7907300135* 

790719047B 

7907270370 

7907270276* 

7907270009 

7907270015* 


Rag-Ion Si 8an Franctacoi Safeguartfs 
Branch 


Jfflea of I&Ef Executivf Officer for 
Management L Analyal-i 


Iffici of I L E Executive Officer for 
Operation* Support 


Office of Nuclear Material Sarety & 
Safeguard* 


7907270290* 

7907270269 

7907270280* 

7907270287 

7907300404 

7907300450* 

7907300219 

7907300233* 

7907120094 

7907190145 

7907190138 

7907270385 

79072S0220 

7707190273 

7907180282 


7907120746 

7907130328 

7907130342 

7907060165* 

7907090038 

77070900BO 

7907090091 

7907090106* 

7905020344 

7907120466* 

7907120422 

7907120016 

7907120022* 


7907090005 

7907110622 

Divlelon of Fuel -Cycle Ir Material Safety 7907160351'* 

7907310926* 


7907050490 

7907050493* 

7907050077 

7907120L95 

7907100726 


Fuel Proceif. 6 Fab Branch 


7907110611 

7907110605 

7907060039 

7907160227 

7907090365 

7907100705 

7907100735 


SUBJECT 

CATEOOnV 

90-361 O 
90-361 Q 
50-361 0 


AUTHOR 

AFFILIATION 


50-275 Q 
50-344 Q 
90-344 O 
50-344 Q 


50-312 P 
90-344 Q 
50-344 Q 


50-312 

50-267 

50-206 

70-734 

70-1257 


50-320 O 
50-320 8 


50-201 U 
NUREO 

COMMISSION 
50-361 O 
70-2443 

70-2443 

70-2443 

70-1207 

70-143 

70-2219 

70-371 

70-1151 

70-33 

70-27 

70-U13 

70-27 

70-1113 


Fuel Repracesfi 6 Recycle Branch 


Licensing Managemarti Branch 


Radioisotopes Licensing Branch (Pre 
790501 » 

Transportation Branch 


ACCESSION 

NUMBER 

SUBJECT 

CATEGOR' 

79071201 is 

70-992 

7907100717* 

70-2839 

7907060512 

40-0584 

790723073B 

70-143 

7907020466 

70-1100 

7907110183 

40-2061 

7907110257 

70-364 

7907110272* 

70-364 

7907230725 

70-36 

7907230710 

70-1113 

7907050072 

70-364 

7907050042 

70-1193 

7907050060 

70-1143 

7907190670 

70-1300 

79071 10232 

70-364 

79071 10230 

50-201 

7907130079 

50-201 

7907110224 

70-364 

7907090121 

70-364 

7907090123* 

70-364 

7907100894 

70-1257 

7907050074* 

70-364 

7907090093 

70-754 

7907100692 

70-2939 

7907240500* 

71-110 

7907030166* 

71-215 

7907260364* 

71-205 

7907260346* 

71-74 

7907260428* 

71-154 

7907090432* 

50-263 

79072603B6* 

71-156 

7907090432* 

50-263 

7907260355* 

71-39 

7907110707 

71-99 

7907060021 

71-9070 

7907050227 

71-6244 

7907050232* 

71-6244 

7907060113 

71-5 

7907100613 

71-5450 

7907090031 

71-6104 

7907100600 

71-6400 

7907 U 0621 

71-8026 

7907100634 

71-6375 

7907110621 

71-5026 

7907100641 

71-6642 

7907100621 

71-9010 

7907100619 

71-9074 

7907100623 

71-9001 

79071300B0 

71-9 

7907160220 

71-54 

79071300B3 

71-67 

7907U0419 

71-96 

7907060070 

71-323 

7907060071* 

71-325 

7907110145 

71-327 

7907110151* 

71-327 

7907060067 

71-328 

7907060060* 

71-328 

7907190024 

71-5026 

7907110054 

71-6275 

7907100717 

71-6601 

7907110280 

71-116 

7907110476 

71-109 

7907110472 

71-198 

7907110410 

71-248 

7907110464 

71-264 

7907110469 

71-40 

7907130063 

71-46 

7907020400 

71-102 

7907250333 

71-5149 

7907120099 

71-5395 

7907120267 

71-5455 

7907250333 

71-5149 

7907190037 

71-5754 

7907110304 

71-5760 

7907120092 

71-5901 

7907250333 

71-5149 

7907250305 

71-5977 

7907090457 

71-5900 

7907110304 

7 1 -5760 

7907060507 

71-6144 

7907250333 

71-5149 

7907090447 

71-6200 

7907100663 

71-6291 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


At 


AUTHOR 

AFFILIATION 

ACCESSION 

NUHDER 

SUBJECT 

CAteODRV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUNQER 

SUBJECT 

CATEOORY 


79O71OOA60 

71-6291 


7907260469* 

71-09 


7907250333 

71-5149 


7907240475 

71-5760 


7907090436 

71-6574 


7907240407 

71-5901 


79O7O90A57 

71-5980 


7907250280 

71-5910 


7907090434 

71-9001 


7907240305 

71-5977 


7907100665 

71-9005 


7907240394 

71-5900 


7907120123 

71-9017 


7907240494 

71-6200 


7907300345 

71-9018 


7907240501 

71-6357 


7907310176 

71-9018 


7907310142 

71-6574 


7907310169 

71-9019 


7907240390 

71-6697 


7907310176 

71-901B 


7907240405 

7!-9001 


7907110304 

71-576B 


7907240439 

71-9017 


7907230622 

71-11 


7907240458 

71-9022 


7907230630» 

71-11 


7907310162 

71-9033 


7907230214 

71-20 


7907230244 

71-5908 


7907230223* 

71-2B 


7907260S39 

71-6144 


7907230653 

71-32 


79072301 15 

71-204 


7907230659* 

71-32 


7907230120* 

71-204 


7907230634 

71-34 


7907300314 

71-292 


7907230639* 

71-34 


7907300317* 

71-292 


79071B0457 

71-37 


7907230 1 04 

71-294 


7907190459* 

71-37 


79072301 U* 

71-294 


7907230293 

71-59 


7907230 1 56 

71-298 


7907230278 

71-47 


79072301 59* 

71-298 


79072302B3* 

71-47 


7907190601 

71-304 


7907230250 

71-51 


7907190604* 

71-304 


7907230267* 

71-51 


7907230279 

71-305 


7907230662 

71-55 


7907230281* 

71-30S 


7907230666* 

71-55 


7907190610 

71-306 


7907230673 

71-57 


7907190613* 

71-306 


79072306BO* 

71-57 


7907230269 

71-307 


7907230300* 

71-59 


7907230272* 

71-307 


7907240584 

71-75 


7907230262 

71-314 


7907240590* 

71-75 


7907230266* 

71-314 


7907240595 

71-76 


7907230096 

71-319 


7907240601* 

71-76 


7907230099* 

71-319 


7907240247 

71-77 


7907230126 

71-320 


7907240236* 

71-77 


7907230130* 

71-320 


7907230007 

71-80 


7907230326 

7 1 -322 


7907230009* 

71-00 


7907230331* 

71-322 


7907190279 

71-95 


7907230309 

71-026 


7907190286* 

71-95 


7907230319* 

71-326 


7907230707 

71-103 


7907230230 

71-5942 


7907230792* 

71-103 


7907240313 

71-6561 


7907230706 

71-104 


7907260454* 

71-133 


7907230709* 

71-104 


7907240522* 

71-148 


7907230776 

71-105 


7907260373* 

71-187 


7907230782* 

71-105 


7907240037* 

71-226 


7907240499 

71-110 


7907240236* 

71-183 


7907230037 

71-113 





7907230049* 

71-113 


7907240009 

71-13 


7907240537 

71-119 


7907240014* 

71-15 


7907240545* 

71-119 


7907250027 

71-22 


7907230020 

71-120 


7907250029* 

71-22 





7907260350 

71-39 


7907230033* 

71-126 


7907260341 

71-74 


7907230034 

71-123 


7907260465 

71-69 


7907230069* 

71-123 


7907260446 

71-133 


7907240107 

71-127 


7907250423 

71-137 


7707240110* 

71-127 


7907250426* 

71-137 


7907240577 

71-130 


7907240531* 

71-140 


7907240500* 

71-130 


7907260432 

71-131 


7907240553 

71-132 


7907260439* 

71-151 


7907240561* 

71-132 


7907260401 

71-152 


7907240566 

71-134 


7907260411* 

71-152 


7907240571* 

71-134 


7907240220 

71-153 


7907240524 

71-140 


7907260421 

71-184 


7907230237 

71-145 


7907260379 

71-156 


7907230248* 

71-145 


7907260370 

71-157 


7907240513 

71-148 


7907250019 

71-161 


7967230645 

71-150 


7907250023* 

71-161 


7967230653* 

71-150 


7907230692 

71-162 


7907180448 

71-61 


7907230698* 

71-162 


7907180452* 

71-61 


7907840041? 

71-166 


7907180453 

71-87 


7907240044* 

71-166 


7907180454* 

71-87 


7907240046 

71-160 


7907180743 

71-102 


7907240049* 

71-160 


7907160041 

71-5942 


7907 24003 B 

71-184 


7907180048* 

71-5942 


7907240040* 

71-1B4 


7907250244 

71-3 


7907260361 

71-205 


7907250246* 

71-3 


79072300 1 9 

71-216 


7907230251 

71-4949 


7907230023* 

71-216 


7907230255* 

71-4949 


7907230030 

71-217 


7907260574 

71-5341 


7907230036* 

71-217 


7907260527 

71-6078 


7907240018 

71-218 


7907260575 

71-6172 


7907240023* 

71-210 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


4fi6 


AUTHOR 

AFFILIATION 


High L«vel tc Transuranlc Branch 

<Pr* 790801 > 

Lou Lcvtl Branch (Pro 790501) 


Dlvli^lon of Safaguarda 


Hat-aria) Control Licensing Branch 


Haterlal Control Accountability 
Devalapmcnt Branch 

Physical Security Llcensitis Branch 


High Level Haste Llcanilng Management 
anch 

ou Level Haste Llcenilng Branch 


anium Recovery Licencing Branch 


ACCESSION 

NUMBER 


790724Q02B 

7907240034* 

7907230042 

7907230047* 

7907240032 

7907250397 

7907250400* 

79O7a5O30£i 

7907250393* 

7907tQ070l 

7907teoaai 

7907200239 

7907100337 

7907100795 

79O710O91B 
79071 00 0&5 
79O71BO047 
7907240301 
7907240307 

7907100703 

7907100032 

7907100055 

7907100000 

7907100917 

7907100702 

7907190002 

7907260337 

7907250459 

79072S0463* 

7907230395 

7907230591 

7907250359 

7907250360 

7907250374 

7907230614 

7907230469 

7907230476 

7907230613 

7907230616 

7907230507 

7907230303 

7907230604 

7907230606 

7907230620 

7907230610 

7907230609 

7907060200 

7907160344* 

7907250567* 

7907110572* 
7907 I 60 I 22* 
7907050464 
7907110427 
7907060209 

7907060206 

7907100220 

7907060206 

7907060199 

7907110431 

7907100696 

7907090231 

7907190136 

7907230597 

7907050091 

7907060042 
7907060193 
7907100661 
7907 U 0593 
7907110600 

7907090 1 34 
7907190508 

7907190293 

7907240491* 

79O7I2003I* 

7907090306 

7907230743 

7907240472 

7907230605 

79071JO275 

7907110253 

7907110264* 

7907130524 

7907060074 

7907020508 


SUBJECT 

CATEOORV 


71-219 

71-219 

71-225 

71-225 

71-220 

71-201 

71-281 

71-310 

71-310 

71-361 

71-4906 

71-4906 

71-5364 

71-5450 

71-6144 

71-6357 

71-6601 

71-9010 

71-9010 

71-9033 

71-9044 

71-9070 

71-9001 

71-9001 

7J-9IO0 
71-9113 
7J-210 
7i -334 
71-334 

71-31 

71-79 

71-136 

71-J63 

71-177 

71-220 

71-236 

71-246 

71-251 

71-252 

71-262 
71-263 
71-265 
71-300 
71-316 
71-318 
71-321 
HASTE HOT 

CQt1MI09ION 

FOIA 

50-237 0 

70-143 

70-33 

70-135 

70-143 

70-371 

70-371 

70-371 

70-1151 

70-27 

70-1113 

70-1151 

70-371 

70-734 

70-143 

70-2623 

70-27 

70-734 

70-135 

70-734 

70-754 
WAatE MOT 

HASTE MOT 

27-39 

27-47 

27-39 

27-39 

27-39 

27-40 

40-299 

40-3453 

40-3453 

40-3453 

40-0452 

40-0602 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


7907020507* 40-0602 
79071 10245 40-4492 
7907100710 40-BSB4 

7907020470 40-6689 
7907020460 40-1162 
7907110170 40-0503 
7907110175 40-0722 
7907100706 40-0102 

7907110100 40-0663 
7707230082 40-8102 


7907230705 40-0102 
7907230770 40-0452 
7907230101 40-0721 

7907120009 40-0722 
7907120105* 40-0722 


Qfflce of hlucleeir neacter Regulation 7907110365 80-320 A 

7907240404 SECY 

7012290071 NUREO 

7907240393 SECY 

7907130536* 50-346 O 

7907090020 NUREO 

7907090021 NUREO 

7907090023 NUREO 

7907090025 NUREO 

7907090027 NUREO 

7907090029 NUREO 

7907090033 NUREO 

7907090034 NUREO 

7907090037 NUREO 

7907090039 NUREO 


7907090042 NUREO 
7907090044 NUREO 
7907090040 NUREO 
7907090080 NUREO 
7907090052 NUREO 

7907090055 NUREO 
7907090057 NUREO 
7907090059 NUREO 
7907090064 NUREO 
7907090067 NUREO 

7907090069 NUREO 
7907090070 NUREO 
7907090074 NUREO 
7907090075 NUREO 
7907090078 NUREO 

7907090079 NUREO 
7907090002 NUREO 
7907090086 NUREO 
7907090087 NUREO 
7907090090 NUREO 

7907090092 NUREO 
7907090096 NUREO 
7907090100 NUREO 
7907090104 NUREO 
7907090107 NUREO 

7907090109 NUREO 
7907090111 NUREO 
7907090112 NUREO 
7907090114 NUREO 
7907090116 NUREO 

7907090117 NUREO 
7907090119 NUREO 
7907090120 NUREO 
7907090122 NUREO 
7907090125 NUREO 

7907090127 NUREO 
7907090120 NUREO 
7907090131 NUREO 
7907090132 NUREO 
7907090135 NUREO 

7907090136 NUREO 
7907090142 NUREO 
7907090143 NUREO 
7907090145 NUREO 
7907090147 NUREO 

7907090140 NUREO 
7907090149 NUREO 
7907090150 NUREO 
7907090151 NUREO 
7907090152 NUREO 

7907090184 NUREO 
7907090155 NUREO 
7907090156 NUREO 



U.S. NUCLEAR REGULATORY COMMtSSION 
ORGANIZATIONAL SOURCE INDEX 




AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMQER 

SUBJECT 

CATEGORY 

7907090159 

NUREO 



7907090431 

30-269 0 

7907090 liO 

NUREO 



7907090440* 

30-269 0 





7907020490 

50-309 H 

7907090163 

NUREO 



7907020504 

30-309 H 

7907090163 

NUREO 



7907050124 

30-309 H 

7907090167 

NUREO 





7907090170 

NUREO 



7907050542 

50-280 H 

79070901 7S 

NUREO 



7907060159* 

50-309 0 





7907060163* 

50-309 0 

7907090173 

NUREO 



7907060293 

50-280 H 

7907090176 

NUREO 



7907030542 

50-280 H 

7907090170 

NUREO 





7907090179 

NUREO 



7907060293 

50-280 H 

7907090 ISO 

NUREO 



7907050342 

30-280 H 





7907060293 

80-280 H 

7907090 103 

NUREO 



7907130465 

50-346 P 

7907090167 

NUREO 



7907100679 

50-443 0 

79070901?! 

NUREO 





7907090193 

NUREO 



7907100669* 

50-443 0 

7907090194 

NUREO 



790713014B 

50-443 0 





7907190173 

50-443 0 

7907090197 

NUREO 



7907100678 

50-443 0 

7907090199 

NUREO 



79071006B9# 

50-443 0 

7907090S01 

NUREO 





7907090203 

NUREO 



7907 1 301 48 

50-443 0 

7907090204 

NUREO 



7907190173 

50-443 0 





7907130465 

S 0-346 P 

7907090203 

NUREO 



7907130418* 

50-260 P 

7907090207 

NUREO 



7907130277 

50-320 H 

790709020B 

NUREO 



7907060143* 

50-336 P 

7907090209 

NUREO 



7907090450 

50-313 P 

7907090210 

NUREO 



7907100027* 

50-223 P 





7907110553* 

50-219 P 

7907090211 

NUREO 



7907 J 30146* 

50-219 P 

7907070213 

NUREO 





7907090270 

NUREO 



7907180160* 

50-219 0 

7907180072 

30-320 

P 


7907100277 

50-320 P 

7907260493 

50-320 

H 


79071002BB* 

50-320 P 

7707160222 

50-320 

r 


7907100292* 

60-320 P 

7904270220 

50-320 

p 


7907100277 

50-320 P 

7907110306 

50-320 

p 




7907120130 

50-320 

p 


7907100288* 

50-320 P 

7907020132 

50-320 

p 


7907100292*- 

80-320 P 





7907030190 

80-546 H 

7904270421 

SO-320 

p 


7907090016 

NUREO 

7907100026 

30-320 

p 


7907190096 

50-313 P 

790710000B 

90-320 

p 




7903070092 

50-320 

p 


7907100650 

50-327 A 

7907100031 

50-320 

p 


7907 1 30002 

50-352 0 





7907120188* 

80-245 P 

7903240076 

HASTE HOT 


7907060513 

50-346 0 

7907100714* 

50-443 

0 


7907110017 

50-346 P 

7907100281 

50-320 

p 




7907120408 

50-280 

p 


7907110025* 

80-346 P 

7907060340 

50-280 

H 


7907110030 

50-346 0 





7907230464 

80-346 P 

7907050028* 

50-263 

P 


7907110194 

50-320 0 

7907250037 

50-272 

H 


7907100150 

FOIA 

790736064 1 

50-320 

0 




7907240440* 

50-471 

D 


7907190075 

50-309 H 

7907020312 

50-287 

P 


7907190BS9* 

50-346 P 





7907130014* 

50-352 0 

7907020316* 

50-287 

P 


7907130020* 

50-352 0 

7907050179 

50-3 

P 


7907190229 

50-352 H 

7907020312 

30-269 

P 




7907020316* 

50-269 

P 


7907130014* 

50-352 <J 

7907310233 

30-269 

P 


7907130020# 

50-352 0 

* 




7907190229 

50-352 H 

7907020312 

50-269 

P 


7907 1 90208 

80-437 0 

7907020316* 

60-269 

P 


7907U0689 

50-309 H 

7907310233 

50-269 

P 




7907060179 

50-3 

P 


7907190020 

50-309 H 

7907020312 

50-269 

P 


7907110597 

50-320 H 





7907130323* 

50-334 P 

7907020316* 

50-269 

P 


7907190620* 

50-247 P 

7907310235 

50-269 

P 


7907130243 

50-320 P 

7907180693* 

50-317 

P 




7907060179 

50-3 

P 


7907120513 

50-200 0 

7907030173 

SECY 



7907 i 20532* 

50-200 0 





7907120513 

50-200 0 

7907090460 

50-200 

K 


7907120532* 

50-200 0 

79071 B0221* 

50-3 

0 


79071 B0906 

50-309 H 

79071202S4 

7907190048 

50-280 

50-309 

0 

H 


7907190025 

50-309 H 

7907120284 

50-280 

0 


7907 190760 

50-309 H 





7907190656* 

50-348 P 

7907190048 

50-309 

H 


7907110307 

50-416 H 

7907120284 

30-280 

0 


7907110320* 

50-416 H 

7907190048 

50-309 

H 




7907160320 

30-320 

H 


7907110307 

50-416 M 

7907050342 

50-280 

H 


7907110320* 

50-416 M 





7907190167* 

50-237 F 

7907060293 

30-200 

H 


7907310039* 

50-339 A 

7907130465 

50-346 

P 


7907260096* 

50-317 P 

7907090431 

50-269 

0 




7907090440* 

50-269 

0 


7907300573 

50-269 P 

7907090431 

50-269 

0 


7907130464 

50-200 0 





7907250118* 

50-331 P 

7907090440# 

50-269 

0 


7907270198* 

50-298 P 

7907050342 

50-280 

H 


7907300539 

80-409 0 

7907060293 

50-280 

H 




7907050342 

50-280 

H 


79D7300545* 

50-409 0 

7907060293 

50-280 

H 


7907020314 

50-313 P 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


488 


AUTHOR 

AFFILIATION 


Antltruilr Indffjnnl tij Group 

Program S»>ppart Dranch 

TBcAnUal & Administrative Support 
□ranch 


Division Site S^afct<| & Environmental 
Anal 1 t 


Accident Analysis Oranch 


ElMuent Treatment Sgstems Drench 
Assistant Director for Environnenta 1 
Projec ts 

Envl ronmental Projects Dranch 1 


tvfronmental Projects Branch 


nt Director for Bite Tfchnologg 
es Branch 


ACCESSION 

NUMBER 


7907240101* 

7907160787 

7907240370 

7907300426 

790730043S* 

7907300463* 

7907190291 

7907300434 

7907300414 

7907300583* 

7907270364* 

7907300460* 

7907300406* 

7907300431* 

7907230213* 

7907120074 

7907310280* 

7904270414 

790S020U3 

7905030130 

7907190256 

7907160099 

770712072? 

7907 J 20203 

7907120261* 

7907240446* 

7907130022* 

7907020420 

7907130190 

7907090326 

79-07050145 

7907120185 

7907100051 

7907260120 

7907060426* 

7901 J 10268 
7907020495 
7907130015 

7907 i 3001 9* 

7907130015 

7907130019* 

7907130086 

7907230193 

7907230198 

7907250199 

7907250201 

7907250202 

7907250203 

7907250205 

7907250207 

7907250308 

7907250210 

7907130086 

7907250193 
79072501 98 
7907250199 

7907250201 

7907230202 

7907250203 

7907250203 

7907230207 

7907250208 

7907250210 

7907060427 

7907110023 

7907110606 

7907110023 

7907110606 

7907310152 

7907230607 

7907120253* 

7907110601 

7907050085 

7907200242 

7907050200 

7907060424 

7907060430* 

7907300504 

7907130010* 

7907100690 

7907030293* 

7907110223 

7907190739 

79071907449 


SUBJECT 

CATEGORY 


50-336 P 
90-330 0 
50-331 0 

50-312 P 
50-312 P 
50-302 P 
50-320 P 
30-302 P 

50-312 H 
50-312 H 
30-331 P 
30-302 P 
50-346 0 

50-346 0 
SO -295 O 
30-280 J 
30-361 A 
30-320 P 

30-320 P 

30-320 P 
30-320 H 
30-320 P 

50-320 T 

50-320 H 
30-322 A 
30-471 D 
30-327 A 
30-320 P 

50-320 P 
50-592 D 
NUREG 

50-320 H 
50-320 P 

50-369 A 
50-219 P 

30-437 D 
30-36S A 
30-327 A 

90-327 A 
90-327 A 
50-327 A 
80-568 D 
50-568 D 

50-360 D 
30-560 D 
90-966 O 
30-560 D 
50-360 D 

30-368 O 
50-560 D 
50-360 D 
50-966 O 
50-568 » 

50-368 0 
30-568 I> 
50-568 D 

50-568 O 
30-368 D 
50-568 D 
30-368 0 
30-560 0 

30-368 D 
30-560 D 
50-358 D 
30-597 A 
50-599 A 

50-599 A 
50-979 A 
50-437 A 
30-302 A 
30-322 A 

50-596 D 
30-387 A 
30-387 D 
30-461 A 
30-217 P 

30-2 J 9 P 
50-3B7 A 
30-352 o 
30-410 A 
30-566 A 

30-423 A 

40-4492 

40-4492 


AUTHOR 

AFFILIATION 


Hydrology Heteerologij Branch 

Assistant Director for Environmental 
T echnology 

Cost Benefit Analysis Branch 
Environmental 0peclalists Branch 
Division of Operating Reactors 


Assistant Director for Engineers 6 
Projects <Pre 790625) 


ACCESSION 

NUMBER 


7907240433 

7907190350 

7907190046* 

7907090003* 

7907190004 

7907260497 

7907 1 90494 

7907020439 

7907090463 

7907090477 

7907060477 

7907270023* 

7907060270 

7907230208* 

7907230226* 

7907230239* 

7907230345* 

7907230356* 

7907230200* 

7907230226* 

7907230239* 

7907230345* 

7907230356* 

7907060242 

7907060243* 

7907090024 

7907100015* 

7907100017* 

7907180143* 

7907U0181* 

7907110684 

7907190035* 

7907270016# 

7907300121 

7907300232 

7907060099 

7907060112* 

7907240100* 

79071B0794* 

7907100803* 

7907100794* 

7907180803* 

7907240057 

7907260973 

7907180235 

7907130028 

7907100657 

7907180644 

7907180610 

7907180610 

7907250000 

7907250004 

7907250018 

7907100620 

7907100647 

7907250004 

7907250021 

7907250007 

7907180663 

7907180659 

7907250014 

7907250020 

7907180649 

7907250013 

7907180639 

7907100607 

7907250006 

7907180648 

7907250021 

7907180620 

7907250006 

7907250025 

7707250012 

7907180641 

79071B0659 

7907250015 

7907100637 

7907250009 

7907250001 

7907180632 

7907100624 

7907100636 

7907180655 

^907180626 


SUBJECT 

CATEGORY 


50-70 P 
40-0584 

50-329 A 
50-522 0 

50-293 P 
50-320 H 

50-471 0 

50-320 P 
50-320 P 
50-320 0 

50-334 P 
50-261 O 
50-334 P 
30-295 G 
30-295 0 

50-295 0 

50-295 0 

30-295 G 
50-295 0 

50-295 0 

50-295 0 

50-295 0 

50-295 0 

50-219 P 
50-219 P 
50-219 T 
50-219 P 

50-219 P 
50-219 0 

SO-269 P 
SO-320 H 
REVIEW GRP 

50-261 G 
50-344 P 
TOPREP 
50-402 G 
50-482 0 

50-336 P 
50-330 0 

50-338 0 

50-330 G 
50-330 G 

NUREG 
50-320 H 

50-309 P 
50-263 0 

50-133 P 

50-220 P 
50-3 P 
50-249 P 
50-250 P 
50-254 P 

50-259 P 

50-261 P 
50-263 P 
50-254 P 
30-266 P 

50-269 P 
50-271 P 
50-272 P 
50-277 P 
50-280 P 

50-285 P 
50-206 P 
50-289 P 
50-293 P 
50-295 P 

50-290 P 
50-266 P 
50-302 P 
50-295 P 
50-305 P 

50-282 P 
50-309 P 
50-272 P 
50-312 P 
50-313 P 

50-315 P 
50-317 P 
50-321 P 
50-324 P 
50-331 P 

50-333 P 
50-334 P 


U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 

AUTHOR ACCESSION SUBJECT AUTHOR 

AFFILIATION CATEOORY AFFILIATION 

ACCESBtON 

NUMBER 

SUBJECT 

CATEOORY 

7907ie0&31 

50-335 

P 



79072501 10# 

90-277 

P 

790710064? 

50-336 

P 



7907290115# 

50-277 

P 

7907100230 

50-344 

P 



7907290116# 

50-277 

P 






7907250107 

50-277 

P 

7907100661 

50-346 

P 






79071B0604 

50-340 

P 



7907290110# 

90-277 

P 

790718063? 

50-321 

P 



7907290119# 

S0'-277 

P 

7907100097 

50-320 

P 



7907250116# 

90-277 

P 

79071 001 2S 

50-320 

P 



7907250112 

50-331 

P 

Engineering Branch 7907240627# 

50-293 

a 






7907230226# 

50-295 

Q 



7907250117# 

90-331 

P 

7907230260# 

50-295 

Q 



7907250122# 

SO-331 

P 

7907230361# 

50-295 

0 



7907310470 

30-293 

P 

7907230226# 

50-295 

0 



7907180401 

30-220 

0 






7907180407# 

90-220 

Q 

7907 S 30268# 

50-295 

0 






7907230361# 

50-293 

0 



7907230310 

90-321 

D 

7907190260 

50-289 

p 



7907230339 

90-324 

P 

Envlrenmental Evaluation Branch (Prc 7907230349# 

50-295 

0 



7907260649 

90-254 

P 

790625) 





7907230917# 

50-269 

P 

7907180134 

NUREO 




7907260031 

50-10 

P 

Operating Reactore Branch 3 <Pre 7907C600Q7 

90-271 

p 



7907250067 

SO-331 

P 

790625) 



Opera tl ng 

ReactoTft Branch 4 (Pre 

7907110673 

50-285 

F 

7907060406 

50-293 

F 

790625) 





79070301 ID 

50-290 

P 



7907060240 

50-336 

0 

7907060401 

50-333 

P 



790706024 1 • 

90-336 

0 

790706007B 

50-293 

F 



7907090172 

90-225 

P 

7907050022 

50-263 

P 



7907030263 

90-54 

P 

7907050026# 

90-263 

P 



7907030269# 

90-54 

P 

7907050033# 

50-263 

P 



7907030270# 

90-54 

P 

7907060470 

90-290 

P 



7907030271# 

90-94 

P 

7907060047 

90-333 

P 



7907020319# 

90-287 

P 

7907100648 

80-290 

P 



7907030144 

90-317 

P 

7907030031 

90-324 

P 



7907030147# 

50-31 7 

P 

7907060127 

90-271 

P 



7907100692 

50-317 

P 

7907090374 

50-293 

Q 



7907030144 

50-317 

P 

7907170068 

50-290 

P 



7907030147# 

50-317 

P 

7907170076# 

50-290 

P 



7907100692 

50-317 

P 

7907170095# 

60-290 

P 



7907110648 

50-346 

0 

7907170109# 

50-290 

P 



7907110219 

50-309 

P 

7907060117 

50-333 

Q 



7907020263 

50-346 

P 

7907100243 

50-333 

F 



79070S0467 

50-59 

P 

7907240616 

50-293 

Q 



7907060199 

50-309 

0 

7907130406 

50-260 

P 



7907060141 

50-336 

p 

7907130411# 

50-260 

P 



7907090196# 

50-335 

P 

7907130421# 

50-260 

P 



7907090177 

50-335 

p 

7907130054 

50-324 

P 



7907090104# 

80-335 

p 

7907060085 

50-259 

P 



7907090200# 

50-335 

p 

7907130048 

80-299 

P 



7907100020 

50-223 

p 

7907060083 

90-299 

P 



7907100024* 

50-223 

p 

7907130048 

90-299 

P 



7907300001 

50-302 

p 

7907060083 

90-299 

P 



7907300011# 

80-302 

p 






7907060093 

50-160 

p 

7907130040 

50-299 

P 



7907060098# 

50-160 

p 

7907190297 

50-324 

P 



7907060104# 

50-160 

p 

7907190277 

50-333 

P 



7907100304# 

80-320 

p 

7907190266 

90-294 

0 











7907190B40 

50-356 

p 

7907110603 

90-263 

P 



7907110597 

50-313 

p 

7907240387 

50-263 

P 



7907190109# 

80-313 

p 

7907110698 

50-277 

P 



7907300163 

50-124 

p 

7907120180 

90-277 

P 



7907100004# 

50-346 

p 

7907120190* 

50-277 

P 











7907240392# 

80-263 

p 

7907120200# 

50-277 

P 



7907240396* 

80-263 

p 

7907110690 

50-277 

P 



7907240963* 

80-263 

p 

7907120180 

50-277 

P 



7907110736 

50-317 

p 

7907120190# 

50-277 

P 



7907180876 

80-346 

p 

7907120200# 

50-277 

P 











7907180893# 

80-346 

p 

7907110692 

50-321 

P 



7907260579 

50-20 

p 

7907110745 

90-324 

a 



7907260501# 

50-20 

p 

7907120052 

50-324 

a 



7907100857 

80-97 

p 

7907120038# 

50-324 

Q 



7907100863# 

50-57 

p 

7907120052 

50-324 

<1 











7907100067# 

50-57 

p 

7907120058* 

90-324 

a 



7907240399 

50-289 

p 

79071 B0396 

90-263 

p 



7907190709 

50-336 

Q 

7907240374 

50-220 

p 



7907310614 

50-131 

P 

7907240300# 

90-220 

p 



7907310617# 

50-131 

P 

7907240382# 

90-220 

p 











7907240378# 

80-220 

P 

7907110741 

90-290 

F 



7907310611 

50-309 

P 

7907100887 

90-331 

P 



7907240549# 

50-129 

P 

7907310462 

90-294 

P 



7907240573 

80-129 

P 

7907250120 

907299 

P 



7907240970# 

50-129 

P 

7907310224 

50-321 

P 











7907310144 

50-313 

P 

7907310232# 

90-321 

P 



7907260004 

80-317 

P 

7907310236# 

90-321 

P 



7907260092# 

80-317 

P 

7907310239# 

90-321 

P 



7907260105# 

50-317 

P 

7907310210 

50-324 

0 



7907300142 

80-346 

P 

7907310459 

90-333 

P 











7907300147# 

80-346 

P 

7907240041 

90-333 

P 






7907290107 

60-777 

P 



7907300152# 

50-346 

P 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


A»«i»tant Dlractor for Opcratinji 
Reactor Project! 

□peratinif Reactor* Branch 1 


Operating Reactor* Branch B 


Operating Reactor* Branch 4 


Operating Reactor* Branch 8 

*tant Director for Site b Bafeguartf* 
actor Safeguard* Licen«ing Branch 

tant Director for 8y«ten* Englneerl 
nt 8y*teflii Branch 


ACCESSION SUBJECT 

NUMBER CATEGORY 


7907300157# 

50-346 

P 

79072505B9 

50-269 

P 

7907250595» 

50-269 

P 

7907250600* 

50-269 

P 

7907250601* 

50-269 

P 

7907250606* 

50-269 

P 

79072505B9 

50-269 

P 

7907250595* 

50-269 

P 

7907250600* 

50-269 

P 

7907250601* 

50-269 

P 

7907250606* 

50-269 

P 

7907250589 

50-269 

P 

7907850595* 

50-269 

P 

7907250600* 

50-269 

P 

7907250601* 

50-269 

P 

7907250606* 

50-269 

P 

7907250138 

50-309 

F 

7907230502* 

50-269 

P 

7907200224* 

50-269 

P 

7907230495 

50-269 

P 

7907230502* 

50-269 

P 

7907230532* 

50-269 

P 

7907800224* 

50-269 

P 

7907830495 

50-269 

P 

7907230502* 

50-269 

P 

7907830532* 

50-269 

P 

7907800224* 

50-269 

P 

7907830495 

50-269 

P 

7907830502* 

50-269 

P 

7907830532* 

50-269 

P 

7907020269 

50-313 

P 

7907240093 

50-336 

P 

7907240105* 

50-336 

P 

7907200211 

50-269 

P 

7907170130* 

50-27 

P 

7907180064* 

50-261 

P 

7907260431* 

50-272 

6 

7907260403* 

30-272 

0 

790730056B 

50-344 

P 

7907310196* 

50-272 

P 

7907840493* 

50-315 

P 

7907300314 

50-250 

P 

7907300562 

50-348 

P 

7907250123 

50-305 

P 

7907300154 

50-266 

P 

7907300318 

50-333 

P 

7907270309 

50-366 

P 

7907270322* 

50-366 

P 

7907270328* 

50-366 

P 

7907270338* 

50-366 

P 

790727035S 

50-331 

P 

7907270360* 

50-331 

P 

7907870369* 

50-331 

P 

7907870336 

50-366 

P 

7907870341* 

50-366 

P 

7907870346* 

50-366 

P 

7907870350# 

50-366 

P 

7907300341 

50-254 

P 

7907300560 

50-313 

F 

7907300446# 

50-312 

P 

7907300476# 

50-302 

P 

790730043BM 

FQSA 


7907300335 

50-390 

Q 

7907300567 

50-213 

P 

7907300572 

50-244 

P 

7907120452* 

SECY 


7907230191* 

COHMIB8ION 

7907020434 

50-320 

P 

?907iact23 

50-334 

P 

7907260438* 

50-320 

P 

7907120642 

50-320 

P 

7907120643 

50-320 

P 

7907120732 

50-320 

P 

7907030039# 

QA999 


7907260466* 

50-320 

P 

7907060266 

OEN TEC 18 

7907230345* 

50-295 

0 

7907230361* 

60-295 

0 

7907830345# 

50-295 

0 

7907230361* 

50-295 

0 

7907240414 

50-263 

p 

7907110142 

50-280 

p 

79071 101 48* 

50-280 

p 

7907110148 

50-280 

p 

7907110148* 

50-280 

p 


AUTHOR 

AFFILIATION 


Operating Reactor* Branch i 
790625) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


7907110199 

50-302 

P 

7907110210* 

50-308 

P 

7907300078 

50-263 

8 

7907110096 

50-261 

P 

7907110106* 

50-261 

P 

7907110114 

50-869 

P 

7907180046 

50-409 

F 

79071 BOBS 1 

50-245 

P 

7907180064 

50-857 

Q 

79071 0OB99 

50-261 

P 

7907180090 

50-893 

P 

7907100064 

50-259 

Q 

7907100905 

50-302 

P 

7907310315 

50-340 

Q 

7907310323* 

50-340 

Q 

7907190126 

50-286 

P 

7907190131* 

50-206 

P 

7907180048 

GCN TEC 

: IB 

79073001 09 

TOP REP 


7907190155 

50-237 

F 

7907840479 

50-266 

P 

7907310466 

50-266 

P 

7907310550* 

50-266 

P 

7907100008 

50-277 

P 

7907240479 

50-266 

P 

7907310466 

50-266 

P 

7907310550* 

50-266 

P 

7907190470 

GEN TEC 

IS 

7907310597 

50-244 

F 

7907020243 

50-330 

P 

7907180053 

50-800 

P 

7906250325 

50-320 

P 

7906250326* 

50-320 

P 

7906250327* 

50-320 

P 

7906250328* 

50-320 

P 

7907310576 

50-3 

P 

7907310500 

50-213 

P 

7907310576 

50-3 

P 

7907310504 

50-850 

P 

7907310579 

50-261 

P 

7907310594 

50-872 

P 

7907310590 

50-206 

P 

7907310569 

50-895 

P 

79D73JOS0S 

50-315 

P 

7907310503 

50-334 

P 

7907310596 

50-330 

P 

7907310593 

50-344 

P 

7907310560 

50-340 

P 

7907130152 

50-250 

0 

7907020236 

50-344 

P 

7907060839 

50-344 

P 

7907110717 

50-286 

F 

7907 1002 17 

50-3 

Q 

7907840626 

50-29 

Q 

7907240610 

50-206 

Q 

7907240599 

50-813 

0 

7907840614 

50-244 

Q 

7907180217 

50-3 

Q 

7907130090 

50-250 

P 

7907240602 

50-250 

Q 

7907130090 

50-850 

P 

7907240602 

50-850 

a 

7907130167 

50-261 

p 

7907130174* 

50-261 

p 

7907240596 

50-261 

0 

7907240622 

50-266 

Q 

7907240613 

50-878 

Q 

7907840619 

50-200 

a 

7907840607 

50-202 

0 

7907840600 

50-286 

0 

7907840593 

50-295 

Q 

7907840688 

50-266 

0 

7907840593 

50-895 

0 

7907240625 

50-305 

0 

7907240607 

50-282 

Q 

7907240605 

50-315 

Q 

7907840600 

50-334 

Q 

7907240610 

50-344 

a 

7907240592 

50-340 

G 

7907090216 

50-261 

P 

7907090217* 

50-261 

P 

7907090218# 

50-261 

P 

7907090281* 

50-261 

P 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


A 


AUTHOR 

AFFILIATION 


ACCEfiSION 

NUMBER 


79070300A5 
7907l30l9i 
7907130133 
7907 1301 A 1» 

7907130133 
7907130141# 
7907190674 
7907 11 073 B 
7907130209 

7907130097 

7907110577 

7907110301 

7907110507# 

7907110392# 

7907130097 

79071S0697 

7907110571 

7907310177 

7907310183# 

7907310107# 

7907130071 

79071B0&97 

7907310329 

7907310336* 

7907310329 

7907310336# 

7907180710 

7907110002 

7907110694 


79071 10730 

7907110694 
79071 10730 
7907130311 
7907130316# 

7907130329# 

7907190609 

7907190614# 

7907190623# 

7907240309 

7907240397* 

7907240603* 

7907240612 

7907180150 

7907240369 

7907240560 

7907240344 

7907240357 

7907180150 

7907240346 

7907240339 

7907240364 

7907240356 

7907240362 

7907240350 

7907240334 

7907240340 

7907240364 

7907240340 

7907240367 

7907240350 

7907240347 

7907190647 

7907190652# 

7907190661# 

790724O33B 

7907240403 

7907240411# 

7907240413* 

7907240418* 


7907250057 

7907250335 

7907250343# 

7907250349# 

7907250337# 

7907250335 

7907250343# 

7907250549# 

7907250557# 

7907270189 

7907270193# 

7907270204# 

7907270189 

7907270193# 


aUBUeCT 

CATEODHV 


30-200 P 

ao-aaa r 

30-250 P 
30-230 P 

50-250 P 
50-250 P 
50-272 P 
50-280 P 
50-315 P 

50-266 F 
50-286 P 
50-206 P 
30-286 P 
50-206 P 

50-266 F 
50-247 P 
50-272 P 
50-272 P 
50-272 P 

50-272 P 
50-200 P 
50-247 P 
50-266 P 
50-266 P 

50-266 P 
50-266 P 
50-334 P 
50-344 P 
50-250 P 


50-230 P 

50-230 P 
50-230 P 
50-334 P 
50-334 P 

50-334 P 
SO- 247 P 
50-247 P 
50-247 P 
50-272 P 

50-272 P 
30-272 P 
30-2B0 O 
50-3 P 
50-29 P 

50-206 P 
50-213 P 
30-244 P 
30-3 P 
50-230 P 

50-261 P 
50-266 P 
50-272 P 
50-200 P 
50-282 P 

50-2B6 P 
50-295 P 
30-266 P 
50-295 P 
30-305 P 

5D-2B2 P 
30-313 P 
30-340 P 
30-348 P 
30-348 P 

50-344 P 
50-247 P 
50-247 P 
50-247 P 
50-247 P 


O 

30-334 P 
50-230 P 
50-230 P 
30-230 P 

30-230 P 
50-230 P 
50-230 P 
50-250 P 
30-250 P 

30-293 P 
50-295 P 
30-295 P 
30-293 P 
30-295 P 


7907180203 30-272 


Operating 

790625) 


AUTHOR 

AFFILIATION 


Reactor* Branch 2 <Pro 


ACCESSION 

NUMBER 


790727020-4* 
7907300024 
7907260177 
7907260195# 
79072602 OB# 

7907260230# 

7907260177 

7907260193# 

790726020a# 

79B7260230* 

7907250071 

7907260060 

7907260080# 

7907260094* 

7907260102# 

7907260533 
7907160061 
79071 B006B# 
7907180194 
7907300141 

7907250094 

7907260022 

7907060072 

7907310560 


7907310559 

7907060496 

7907050210 

7907060496 

7907110726 

7907190042 
7907060233 
7907120494 
7907060217 
790706022 1 * 

7907060225# 
7907060230# 
7907110637 
7907 1 00009 
7907 1 0001 S# 

7907110400 

7907130134 

7907130140# 

7907130154# 

7907120169 

7907120179# 

7907120199# 

7907190607 

7907190796 

7907250145 

7907310201 
7907310273 
790731 02B7 
7907310278 
7907310264 

7907250145 

7907310226 

7907310231 

7907190759 

7907310273 

7907310267 

7907110723 

7907110729# 

7907120091 

7907110631 


7907110661 

7907110623 

7907110658 

7907110676 

7907110666 

7907110631 
7907110651 
79071 1 0673 
7907110623 
7907110647 

79071 10662 

7907270262 

7907230300 

7907250312# 

7907250319# 

7907230322# 

7907250174 

7907250168 


SUBJECT 

CATEGORY 


90-295 P 
90-344 P 
50-315 P 
50-315 P 
90-315 P 

50-315 P 
90-315 P 
50-315 P 
90-315 P 
90-315 P 

90-344 P 
90-344 P 
50-344 P 
50-344 P 
50-344 P 

50-261 P 
50-261 P 
50-261 P 
50-334 P 
50-261 P 

30-301 P 
50-272 P 
50-29 P 

90-29 P 


50-206 P 

50-219 P 
SO-247 a 
50-2SS P 
SO-219 P 

50-409 a 
50-244 P 
90-244 P 
50-255 P 
50-255 P 

50-255 P 
50-255 P 
50-255 P 
50-219 P 
50-219 P 

50-219 P 
50-219 P 
50-219 P 
50-219 P 
50-245 P 

50-245 P 
50-245 P 
50-244 P 
50-409 P 
50-10 P 

50-29 P 
50-155 P 
50-206 P 
50-2 1 3 P 
50-219 P 

50-10 P 
90-244 P 
50-245 P 
50-255 P 
50-155 P 

50-409 P 
50-213 P 
50-213 P 
50-245 P 
50-10 P 


50-29 P 

50-155 P 
30-206 P 
50-213 P 
90-219 P 

90-10 P 
50-244 P 
90-249 P 
90-155 P 
90-409 P 

50-219 P 
50-409 0 
50-244 P 
90-244 P 
90-244 P 

50-244 P 
50-10 P 
50-29 P 
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AUTHOR 

accession 

SUQJECT 

AUTHOR 


ACCESSION 

0UDvlECT 

AFFILIATION 

NUMBER 

CATEOORY 

AFFILIATION 


NUMBER 

CATEGORY 


7 707290 17B 

50-155 

P 



7907240406* 

REOOD 



7707250IB7 

50-206 

P 



7907050131 

90-361 

A 







7907060247 

50-309 

A 


7707000030 

50-206 

P 



7906270273 

DRO 



7707300033* 

50--206 

P 







7707300035* 

50-206 

P 



7907180475 

50-361 

F 


7907290177 

S0-S13 

P 



7907120485* 

50-361 

F 


7907250183 

50-219 

P 



7907120475 

90-361 

F 







7907120485* 

90-361 

F 


7907290176 

50-10 

P 



7907030246 

50-566 

A 


79072501 B6 

50-244 

P 







79072501B9 

50-245 

P 



7907190694 

50-361 

Q 


7907250178 

50-155 

P 



7907110268 

90-395 

A 


7907290101 

50-409 

P 



7907110164 

50-449 

A 







7907110176* 

50-445 

A 

Rvactar Bafaty Qranch 

7907120737 

For A 




7907110164 

50-445 

A 

Syttematlc Evaluation Prograns Dranch 
<Pra 790625> 

, 7907160395 

FDIA 




7907110176* 

90-445 

A 


7907160102 

50-320 

P 



7907180580 

50-361 

Q 


7907160078 

50-320 

P 



7907240424 

50-363 

A 


7906190135 

30-10 

P 



7907190000 

50-437 

A 







79071B0912 

TOPREP 



7907160361 

50-287 

P 







7907250607 

7907260505 

7907250055 

TQPREP 
50-213 
50- 244 

P 

P 



7907240620 

7907180092 

7907300290 

50-302 

50-445 

50-437 

A 

A 

0 







7907270309 

50-449 

A 


7907260961 

30-25S 

P 

Light Mater Reactor* Branch 

3 

7907050103 

90-330 

F 

Olviaion of Project Management 

7907110607# 

50-338 

0 



7907130041 

50-402 

A 

7907110399 

50-320 

A 



7907110625 

50-402 

A 


7907160107 

50-369 

A 



7907130041 

50-482 

A 


7907090401* 

50-500 

0 



79071 102BI 

90-311 

A 







7907110679 

50-338 

P 


7907020279 

50-320 

Q 







7907020442 

50-320 

P 



7907110667 

50-339 

A 


7907160237 

50-316 

0 



7907110057 

50-402 

A 


7907160360 

SO -302 

0 



7907130065 

90-592 

A 


7907160373 

SO-313 

0 



7907130084 

50-596 

A 







7907190799 

50-307 

A 


7907160377* 

50-313 

Q 







7907160365 

50-346 

Q 



7907030097 

50-402 

A 


7907160177 

50-336 

0 



7907030099 

90-311 

A 


7907050397* 

50-500 

0 



7907110704 

50-387 

A 


7907120656 

50-247 

Q 



7907110711* 

50-387 

A 







7907 1 10704 

50-307 

A 


7907120226* 

50-322 

A 







7907100691 

50-275 

A 



7907110711* 

50-387 

A 


7907020414 

FOIA 




7907250564 

50-338 

P 


7907020397 

50-303 

P 



7907290571* 

90-330 

P 


7907020409 

ForA 




7907250570* 

50-338 

P 







7907250581# 

90-338 

A 


7907020510 

FOIA 








7907050087 

50-495 

A 



7907250564 

50-330 

P 


7907050034* 

50-495 

A 



7907290571* 

50-338 

P 


7907180916 

TOPREP 




7907250578* 

50-330 

P 


7907180170* 

50-3 

P 



7907250501* 

50-338 

A 







7907240434 

50-373 

E 


7907110724 

50-528 

A 







7907120333 

50-275 

H 



7907310463 

50-307 

A 


7907020119 

50-320 

Q 



7907250052 

50-311 

A 


7907020108 

50-335 

P 



7907200248 

50-330 

P 


7907230384 

50-320 

P 



7907290069 

90-596 

A 







7907300550 

90-596 

A 


7907000400 

50-346 

0 







7907300400* 

50-346 

0 



7907290069 

50-596 

A 


7907300407 

50-346 

9 



7907300550 

50-996 

A 


7907300411 

50-346 

8 



7907300502 

90-482 

A 

Aiflatant Director for Light Hater 

7907050385* 

50-400 

0 

Light Mater Reactor* Branch 

4 

7907160023* 

9O-P07 

0 

R«ac tors 






7907160037* 

90-302 

0 


7907050385* 

50-400 

0 



7907160046* 

90-312 

0 


7907050385* 

50-400 

0 



7907160009 

90-313 

a 


7907310572* 

50-338 

0 



7905230663 

50-329 

A 


7906260134 

TQPREP 




7905240952 

50-329 

A 







7907120209 

50-322 

A 


7907060466* 

50-549 

0 



7907120241* 

50-322 

A 







7907050136 

50-458 

A 


7907060066 

SO-443 

I 



7907110524 

50-322 

P 


7907310441 

50-402 

H 



7907270201 

50-397 

A 


7907310005 

50-339 

A 



7907110276 

50-322 

A 


7907310468 

50-404 

A 



7907110051 

50-454 

A 

Light Hater Reactors Branch t 

7907270001* 

50-330 

P 



7907130057 

50-329 

A 

7907100913 

OEM TEC 

18 



7907110091 

50-454 

A 


7907240373 

50-461 

A 



7907110699 

50-327 

A 


7907250051 

50-360 

P 



7907190028 

50-329 

A 


7907250061* 

50-360 

P 



7907310457 

TOPREP 



7907250072* 

50-368 

P 



7907840053 

90-329 

A 


7907250000* 

50-360 

P 



7907190039 

50-329 

A 


7907300560 

50-313 

F 



7907860040 

50-390 

A 


7907240503 

50-341 

F 



7907300579 

50-329 

A 


7907100199 

50-461 

A 










Ai«ittant Director for Oualltu 

7907860494 

50-320 

H 


7907250611 

50-316 

P 

AsBurance It Operation* 





Light Hater Reactor* Branch 2 

7907260090 

50-556 

A 



7907860478 

90-320 

U 

7907110630* 

50-330 

0 

Operator Liceming Branch 


7907U0365 

50-320 

A 


7907160018* 

FOIA 



7907100689 

50-452 

A 


7907160018* 

FDIA 


Ouajlltg A*«urance Branch 


79070201 48 

50-320 

P 


7907240419* 

REOOn 

, 

* 


7907260900 

50-320 

H 



U.S. NUCLEAR REGULATORY COMMISSION 
ORGANIZATIONAL SOURCE INDEX 


AUTHOR 

AFFILIATION 


Assistant Director for Standard & 
Advanced Reactors 

Advanced Reactors Branch 
Standard i 7ation Branch 


Division of Systems Safety 


Mechanical Engineering Branch 

Aisistant Director for Plant Systems 

Electrici Instrumentation U Control 
Systems Branch 

Asiiitant Director for Reactor Safety 

Analysis Branch 


Gore performance Branch 

Containment Systems Branch 


Reactor Systems Branch 

Office of Standards Development 


ACCESSION SUBJECT 

NVMOER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSI DM SUB JECT 

NUMBER CATEGORY 


7907il0na 

7907060166 

7907260143 

7907260149# 

7907260153# 
7907 0902 t 4 
7907240449 
7907240436* 
7906220113 

7907190323 

7907020305 

7907030038* 

7907230604 


79071 Q01B9 

7907300471 

7907030063* 

7907030083* 

7907120800* 

7907110154 

7907020127 

7907120742 

7907120193 

7907020329 

7907020341 

7907030135 

7907020490 

7707060025 

7907110250 

7907190140 

7907190039 

7907090223 

7907130303 

7907190474 

7907190260 

7907200300 

7907300437 

7907260700 

7907120240 

79071 10262 
7907020144 
7907260453# 
7907110210 

7907160243* 

7907260449* 

7907260442 

7907050405* 

7907110022 

7907310581* 

79071300 IB 
7907190304 
7907160249 
7907160005 
7907160084 


7907260503 

7907020402 

7907090273 

7907240443 

7907250200 

7907190306 

7907300469 

7907300377 


7907160110 

7907310587* 

7905230296 

7907310465* 

7907300369 

7907230174* 

7907260403 

7907100415 

7907090251 

7907250063 

7907300171 

7907230097 


7907030039* 

7907190194* 

7907190202* 

7907190199* 

7907120207 


790710004B 

7907100050 

7907100059 


50-445 

A 

50-416 

A 

50-267 

P 

50-267 

P 

30-267 

P 

30-267 

P 

50-267 

P 

50-267 

P 

50-320 

P 

50-10 

FOIA 

P 

50-495 

TOPflEP 

A 

50-320 

S 

50-289 

FOIA 

FOIA 

P 

50-320 

P 

50-320 

P 

50-320 

P 

50-307 

P 

50-320 

FOIA 

FOIA 

H 

50-320 

FOIA 

P 

50-320 

P 

50-320 

P 

50-400 

A 

50-320 

NUREO 

H 

50-320 

P 

OEM TEG 

IB 

50-320 

P 

OEN TEC 

18 

50-346 

P 

50-320 

P 

50-320 

H 

50-311 

A 

50-320 

P 

50-320 

P 

50-320 

P 

50-275 

0 

50-320 

P 

50-320 

P 

50-500 

0 

50-320 

p 

50-330 

0 

50-322 

A 

50-320 

FOIA 

FQIA 

P 

50-320 

P 

50-320 

FOIA 

H 

REVIEW 

TOPREP 

tqprep 

ORP 

50-320 

H 

50-320 

P 

50-320 

P 

50-320 

P 

50-330 

P 

50-320 

TOPREP 

TQPREP 

f» 

50-320 

P 

50-320 

P 

50-322 

A 

50-322 

A 

50-322 

A 

50-322 

A 

50-387 

FOIA 

FOIA 

A 

FOIA 

FOIA 


50-29 

REOOD 

REOQD 

REOOP 

P 


7907100100 

REQOD 

7907100112 

REOGD 

79071001 15 

HECOD 

7907100118 

REQOD 

7907 100 090 

REOO0 

7907100134 

REGOD 

7907100096 

REOOD 

7907100147 

REGOD 

7907100064 

REOOD 

7907100075 

REGOD 

7907110229 

REOOD 

7907110233 

REGOD 

7907100246 

REOOD 

7907100152 

REGOD 

7907100157 

REGOD 

7907100 166 

REOOD 

7907100171 

REOOD 

7907110260 

REOOD 

7907110250 

REOOD 

7907100170 

REOOD 

7907100102 

REOOD 

7907100185 

REOOD 

7907100107 

REOOD 

7907100191 

REOOD 

7907100195 

REOGD 

7907100199 

REOOD 

7907110190 

REOOD 

7907100091 

REOOD 

7907100213 

REOOD 

7907100215 

REOOD 

7907100210 

REOOD 

7907100220 

REOOD 

77071 10273 

REOOD 

79071 10200 

REOOD 

7907100224 

REOOD 

7907110207 

REOOD 

7907100231 

REOOD 

7907100235 

REOOD 

7907100253 

REOOD 

79071 10193 

REOOD 

7907100197 

REOOD 

7907100227 

REOOD 

7907100274 

REOOD 

7907100275 

REOOD 

7907100200 

REOOD 

7907110237 

REOOD 

7907 1 00077 

REODD 

7907100297 

REOOD 

7907100299 

REOOD 

7907100054 

REOOD 


7907100050 

REOOD 

7907100104 

REGOD 

7907 1 0030 1 

REOOD 

7907100310 

REOOD 

7907 1 0032 1 

REOOD 

7907 1 00326 

REOOD 

7907100337 

REOOD 

7907100314 

REOOD 

7907 J 00205 

REOOD 

7907100317 

REOOD 

7907 1 00083 

REOOD 

7907100088 

REOOD 

7907 1 00079 

REOOD 

7907100126 

REOOD 

7907100149 

REOOD 

7907100336 

REOOD 

7907100303 

REOOD 

7907100120 

REOOD 

7907100174 

REOOD 

7907100350 

REOOD 

7907100403 

REOOD 

7907100342 

REOOD 

79071 i00B3 

REOOD 

7907100101 

REOOD 

7907106242 

REOOD 

7907100349 

REOOD 

7907110204 

REOOD 

7907110214 

REOOD 

79071 10188 

REOOD 

7907100372 

REOOD 

7907100323 

REOOD 

7907100377 

REOOD 

7907100386 

REOOD 

7907100261 

REOOD 

7907100345 

REOOD 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMUER 


7907100141 

7907100394 

7907100392 

7907100370 

7907100362 


7907110090 
7907100073 
7907100156 
79071 10099 
7907110117 

7907110072 

7907110094 

7907110405 

7907100225 

7907100329 

7907100354 

7907100366 

7907100397 

7907110158 

7907100230 

7907100163 

7907110161 

7907110166 

7907110173 

7907100401 

7907U0221 
7907110123 
7907 11 0202 
7907110140 
7907110181 

7907100144 
7907100333 
7907110133 
790711 01 S5 
7907110244 

7907100126 

7907100211 

7907110144 

7907110147 

7907100136 

7907110104 

7907110104 

7907110110 

7907100240 

7907100265 


7907100297 

7907110270 

7907090136 

7907050406 

7907240421 

7906130479 
7907110010* 
79071 IO7I0 


SUBJECT 

CATEGORY 


REOOD 

REOOD 

REOOD 

50'-320 F 
REOOD 


REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

RECOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 


REOOD 

REOOD 

BECY 

50-330 P 
BECY 

ORO 

90'-320 □ 

DRO 


AUTHOR 

AFFILIATION 


Division of Engin**ring Stantf«rd« 

Fuel Proc 0 s» Sy«temi Standardi Branch 
Division of Sitlngi Health & Safeguards 
Standards 


Bltft Safaiy Standards Branch 
Occupational Hsalth Standards Branch 
Radiological Health Standards Branch 


Office of Nuclear Regulatory Research 


Administrative and Resource Control 
Staff 


Program Coordination Branch 

ProbabiUsttc Analgsl* Branch 
Environmental Effect* Research Branch 


Division of Reactor Safety Research 


Experimental Fast Reactor Safety Research 
Branch 

Analysis Development Branch 
Fuel Behavior Branch 
Sesparch Support Branch 


ACCESSION 

NUMBER 


7907110300 

7907110912* 

7907110991# 

7907120095* 

7907120067* 

7907170236 

790717O23B 

7907190816 
7907 1 30295 
7907 1 20040 
79071 60301* 
790719031 1 


79070201 SB 
7907120743 
7907120206 
7907190301 


790712027B* 

7907160092 

7907120209* 

7907050050 

7907090441 


7907120163 

79070600B9 

7907160271* 

7907160194 

7907090439 

7907160104 

7907120692 


79O710OOBO 

7907160260 

7907160225 

7707160266* 

7907160204 

7907160214 

7907160219 

7907030059* 

7905240950 

7907030335 

7907090271 

7907090272* 

7907190033 

7907160200 

7907240400 

7906220227 

7907160171 

7907110137 

7907300080 


SUBJECT 

CATEODRY 


REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 

REOOD 
30-320 H 
REOOD 
70-2623 
50-320 H 


50-320 P 
30-320 P 
50-320 H 
30-320 H 


SECY 

90-320 P 

SECY 

ORO 

50-320 H 


RES 

COMMISSION 
50-320 H 
50-320 P 
50-320 P 

30-207 U 

30-320 P 


50-320 M 

50-320 H 
50-320 H 
50-320 H 
50-320 P 

50-320 P 
50-320 P 
FOIA 

REUIEN ORP 
REYIEN GRP 

REVIEU ORP 
REVIEW ORP 
REVIEW ORP 
30-320 0 

TOPREP 

REVIEW ORP 

NUREO 

FOIA 

REVIEW ORP 



REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-32^ P. 
The docket subject categories are defined in Appendix 
A. 

Subject categories for nondocketed Items are also 
entered in this column by symbol; for example, ACRS. 


These categories are defined In Appendix B and listed In 
the Contents. 

An asterisk following the accession number In this Index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the prIncU 
pal document under which the enclosure is listed, refer 
to the index titled ''Cross Reference of Enclosures to 
Principal Documents/' 


REPORT 

NUhiDER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 

NUMBER 

REPORT 

NUMBER 

ACCEfiBlON 

NUMBER 

SUBJECT 

CATEGDRV 

OTHER REPORT 
HUMBER 

79"RD-54 

7907100387# 

50>’206 

R 


7907310303 

7907310303 

REB 



7904D0043* 

790730043* 

RES 



7907310320 

7907310320 

REG 



7*? 07030243 

7907030243 

RES 


PNL-2260-10 

BAW-lS3e REG 1 

7907200293# 

TQPREP 



7907050S20 

7907050520 

RES 



GCL-SB5-12 

7907120344# 

50-255 

P 


79 070*024 S 

7907060245 

RES 



ceD-CQS-79-l 

7907170140# 

50-327 

A 


79070*044* 

790706044* 

REB 



EF-123 

79073003751* 

50-1* 

R 


79070*0455 

79070*0455 

RES 



EPA-320/6-74-002 

7907110192# 

50-320 

Q 


7907090137 

7907090137 

REB 


CAAP-Tft-049 

ORS-A-59 

7906210421# 

50-4*6 

G 


79070904S9 

7907090429 

REB 



IPG-400 

79072903821* 

50-3 1 1 

E 


7907090443 

7907090443 

REB 



N£i>a-12724 

7906200240* 

50-73 

P 


79071100*4 

79071100*4 

RES 


□«NL/ED/EAS~79/ 

N€ 00-25090 

7907160334# 

TOPREP 



7907110113 

7907110113 

RES 


Re-A-78-211 

NUREO 0030 V2 N2 

7907 1 1 0659 

NUREO 



7907110149 

7907110149 

REB 


RG-A-78-153 

NUREO-OOaO Va N5 

7907030261 

NUREG 



790711031* 

790711031* 

RES 



NUREO~0094 

7907 1 1 0365 

50-320 

A 

P0-2BS 6*4 

7907110483 

7907110483 

REB 


DNL-NUREO-26003 

NUREO-0195 

7907110404 

50-320 

A 

PD-267 288 

790712005* 

7907120056 

REB 



NUREQ-0197 

7907110390 

50-320 

P 

PD-269 387 

79071200*2 

79071200*2 

REB 


ORNL/FTR-601 

NUR £0-0200 V3 N6 

7907250607 

NUREG 



7907120070 

7907120070 

REB 



NU REG-02 40 

7907160351* 

COMMISSION 


7907120076 

790712007* 

REB 



NUREQ-0D21 

7907110359 

50-320 

A 

PB 272 040 

7907120082 

7907120082 

REB 



NUREO-0325 

7907110401 

50-320 

P 


7907120097 

7907120097 

REB 



NUREo-oaao va N7 

7907300248 

NUREG 


' 

7907120103 

7907120103 

RES 



NUREO-0396 

7907130536* 

50-346 

0 

EPA 52071-78-01 

7907120107 

7907120107 

REB 



NUREO-0460 

7812290071 

NUREO 


9 

7907120109 

7907120109 

RES 



NUREO-0340 VI N5 

7907190546 

NUREO 



7907120115 

7907120115 

REB 



NUREO-0955 

7907090016 

NUREO 



7907120123 

7907120123 

REB 



NUfleo-0553 1 1 

7907090020 

NUREO 



790712012* 

790712012* 

REB 



NUREO-0553 1 2 

7907070021 

NUREO 



7907120138 

7907120130 

REB 



NUREO-0555 10 1 

7907090207 

NUREO 



790712014* 

790712014* 

REB 


MC 79-272 

NUaEO-0553 10 3 

790709020B 

NUREO 



79071201*5 

79071201*5 

REB 



NUaEO-0555 10 3 

7907090209 

NUREO 



7907190637 

7907190*37 

REB 



NUaEO-0953 10. 4. 1 

7907090210 

NUREO 



7907190675 

7907190*75 

REB 


□RNL/ED/EA9-79/ 

NUREO-05S3 10 4 2 

790709021 1 

NUREO 



7907190691 

7907190691 

REB 



NUReO-0555 10. 4 3 

7907090212 

NUREO 



7907300282 

7907300282 

REB 


ORNU/HAflRD-30 

NUR;EO-055S 2. 1 

7907090023 

NUREO 



790700030* 

7907300306 

REB 


ORNL/ENO/FTR-60 

NU REG-0 9 55 2.2 I 

7907090025 

NUREO 



7907300353 

7907300353 

50-266 

F 


NUftEG-095S 2.2 2 

7907090027 

NUREO 



7907300360 

7907300368 

REB 


ORNL/ED/E 18-92 

MJREO-0953 2. 2. 3 

7907090029 

NUREO 



7907300381 

7907300381 

REB 



KUREG-DSSS 2 3. 1 

7907090033 

NUREO 



7907300421 

7907300421 

RE8 


ORKI./HAGR0-4O 

KOREO-0555 2.3 2 

7907090034 

NUREO 



7907300440 

7907300448 

REB 



NUREO-D553 2.3, 3 

7907090037 

NUREO 



7907300458 

7907300458 

REB 



NUREO-0555 241 

7907090039 

NUREO 



79073004*7 

7907300467 

RES 



NURE0^D55S 2. 4 2 

7907090042 

NUREO 



7907300489 

7907300409 

RES 



NURE0-095S 2. 5. 1 

7907090044 

NUREO 



7907300507 

7907300507 

RES 


ORNL^HAGRD-39 

NUREG-0555 2. 5 2 

7907090048 

NUREO 



7907300527 

7907300527 

RES 



NUREO-0953 2.5.3 

7907090050 

NUREO 



7907300541 

790730054 1 

REB 


0«NL/FTR-*33 

NUREg-0555 2.6 

7907090052 

NUREG 



7907300554 

7907300554 

RES 



NUREO-0535 2,7 

7907090055 

NUREG 



7907300585 

7907300505 

REG 



NUREO-0555 2.0 

7907090057 

NUREO 



7907310109 

7907310109 

RES 



NUREO-0553 p. 1 

7907090059 

NUREO 



7907310133 

7907310133 

RES 



NUREG-0555 3.2 

79070900*4 

NUREO 



7907310149 

7907310149 

REG 



NUHEG-0553 3. 3 1 

7907090067 

NUREO 



7907310175 

7907310175 

50-202 

F 


NUREa-0553 3 3, 2 

7907090069 

NUREO 



7907310186 

7907310186 

50-10 

F 


NUREO-0555 3.4. 1 

7907090070 

NUREO 



7907310208 

7907310208 

REG 



NUnEG-0553 342 

7907090074 

NUREO 



7907310219 

7907310219 

REG 



NUREG-0555 3 5 

7907090075 

NUREO 





496 


REPORT NUMBER INDEX 


REPORT 

ACCESS I ON 

SUDUECr OTHER REPORT 

NUMBER 

NUMBER 

CATEODRy NUMBER 

NUftEO-OSSS a 6 1 

7907090078 

MUREO 


NUREO-OSSS If 6 2 

7907090079 

MUREO 


NUREO-0599 363 

7907090032 

MUREO 


NURE0-0SS9 3 7 

7907090036 

NUREO 


NU’REO-'OSSS 3 B 

7907090087 

NUREO 


Nl>RE0-059S A 1 i 

7907090090 

MUREO 


NVREO-0355 4 1 2 

7907090092 

NUREO 


NUREO-OSSS 4 1 3 

7907090096 

MUREO 


«t/RE0-0355 4 2 1 

7907090100 

NUREO 


MURE0-09S5 422 

7907090104 

NUREO 


NUREO-Osas 4 a 1 

7907090107 

NUREO 


NUREO'0335 432 

7907090109 

NUREO 


NUREC-OSgS 4 4. i 

790709011 1 

NUREO 


NURER'0553 4 4. 2 

7907090112 

NUREO 


NUREO-'Qggg 4. s 

7907090114 

NUREO 


NUREO-oggg 4 6 

7907090116 

NUREO 


NUREO^-Osgs 9 t. 1 

7907090117 

NUREO 


NURE0^035S 31.2 

7907090119 

NUREO 


nureo-qbss s i.a 

7907090120 

NUREO 


NURE0'-0535 5 10 

7907090156 

NUREO 


NURE0--0555 5 2 J 

7907090122 

NUREO 


NURE0-0»9g S. 2. 2 

7907090123 

NUREO 


HUREO-0555 3. 3 1 1 

7907090127 

NUREO 


WURE0-03SS 5312 

7907090120 

NUREO 


NIIRE0-0S33 5 3 2 1 

7907090131 

NUREO 


NUREO-OSSS 5322 

7907090132 

NUREO 


NUHE0-0S8B 9. a 3. 1 

7907090133 

NUREO 


NURE0-093S 5332 

7907090136 

NUREO 


NUHEC-0535 5 4 i 

7907090J42 

NUREO 


NURER^055S 542 

7907090143 

NUREO 


MURE0-0S5S 3 4.3 

79070901 43 

NUREO 


NUREQ-0555 3 4. 4 

7907090147 

MUREO 


HURE0*>0559 5 5 

7907090140 

NUREO 


WllREO-0995 3 6 J 

7907090149 

NifRBO 


NUREO-0533 362 

7907090150 

NUREO 


MURE0-0S95 363 

7907090191 

NUREO 


WURE<3-0SSS 5. 7 

7907090132 

NUREO 


NURE<J-03Sa 5 B 1 

7907090270 

NUREO 


NURE0-09SS 302 

7907090134 

NUREO 


NUREO-0999 5 9 

7907090155 

NUREO 


NURE^xOggS 6 1 

7907090139 

NUREO 


NURE4->0SS3 6 2 

7907090160 

NUREO 


MU RE-2-0555 6 3 

7907090163 

NUREO 


WREO-0993 6 4 

7907090169 

NUREO 


NUREO-0959 6 S 1 

7907090167 

NUREO 


NUREO-0599 6 9. 2 

7907090170 

NUREO 


NUREO-0559 6 6 

7907090172 

NUREO 


NUnE0-0S99 6 7 

7907090179 

NUREO 


NUaCO-0395 7 1 

7907090176 

NUREO 


NUfl€(l-0995 7 2 

7907090170 

NUREO 


NUREO-0999 a 1 

7907090179 

NUREO 


MUREO-ogss a 2. 1 

7907090180 

NUREO 


NUREO-OS95 0. 2. 2 

7907090185 

NUREO 


NURE0-O9S5 B 3 

79070901 07 

NUREO 


NURE0-0S99 9 4 

^907090191 

NUREO 


NUaCO-0999 9 1 1 

7907090193 

NUREO 


NUREO-0999 9. 1. 2 

7907090174 

NUREO 


NUflCO-0999 913 

7907090 197 

NUREO 


NURE0-09a9 9. 2 

7907090199 

NUREO 


NUREO-0993 9. 3 1 

7907090201 

NUREO 


NUREO-0399 9 3. 2 

7907090203 

NUREO 


NURE0-099S 9. 3 3 

7907090204 

NUREO 


NUREO-0999 9. 3, 4 

7907090203 

NUREO 


MUR £0-0962 

7907100171 

NUREO 


MUR £0-0976 

7907240057 

NUREO 


MUR £0-0978 

79073100714 

90-320 

P 

WRE07CR-0139 

7907230790 

NUREO 

OEAP-10207-42 

UREO/CR-0312 

7907170136 

NUREO 


</R£07CR-0398 

7907260470 

90-320 

P 9AN0 70-0269 

URE0/CR-049e 

7907180102 

NUREO 

AML/EE8-TK-49 

UREO/CR-0900 

7907170121 

NUREO 

TREE- 1270 

iUR£<>/CH-O930 

79072S0299 

NUREO 

UCRL-92947 

JURE0/CR-D930 

7907270357 

NUREO 

HEDL-TNE 79-7 

«JRE<^/CR-0553 

7907270366 

NUREO 

ANL/E8-72 

NURE^/CR*‘D966 

7907190169 

NUREO 

OflNL/NUREO/NBrc 

NUftEO/CR-0977 

7907270404 

NUREO 

UORL-92632 

NUREO/‘CR-Og79 

79072S0307 

NUREO 

UCRL-92626 

NUREO^CR-OS?? 

7907250403 

NUREO 

ANL/E5-70 

NURB0/CR-06I9 

7907300099 

NUREO 

ORNL/NUREO/MBIG 

NURE0/CR~'06 1 0 

7907270400 

NUREO 

TREE-1329 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUDUECT 

CATEGORY 

OTHER REPORT 
NUMBER 

NURtOyCR-0647 

7907300057 

NUREO 


TREE-1332 

NUnE07CR-0650 

7907030149 

NUREO 



NUREO /CR-0699 

7907030441 

NUREO 



NUREoyCR-0661 V9 

7907260963 

NUREO 


BAND/9-0399 

NUREOyCR-0664 

7907030426 

NUREO 



NUREO /CR-0667 

7907310068 

NUREO 


DNL-NUREO-30966 

NUREOyCR-0668 

7907230914 

NUREO 


PNL-a379 

NUREO/CR-067e 

7907060442 

NUREO 



NUREo/CR-0679 

7907170204 

NUREO 


UCnL-92961 

NUREO /CR-06a4 

79070S0149 

NUREO 


UCRL-5a4al 

NUREO /CR-O6B0 

7907240099 

NUREO 


BNL-NUREO-50978 

NUREO /CR-0705 

7907170110 

NUREO 


TREE-1329 

NUREO/CR-0711 

7907180116 

NUREO 


EMU -339 

NUREO/CR-0727 

7907100134 

NUREO 



NUREO/CR-OyAl 

7907250208 

NUREO 


ANL-CT-79-30 

NUREO /CR -0749 

7907170197 

NUREO 


PNL-2623 

NUBEO/CR-0748 

7907190218 

NUREO 


UCRL-92499 

NUREO/CR-0739 

7907110203 

NUREO 


ANL-79-19 

NUREO /CR -0762 

7907250930 

NUREO 


LA-7769-PR 

NUREO/CR-0764 

79071704BB 

NUREO 


DRNL/NUREO/TM-3 

NUREO /CR -0766 

7907190341 

NUREO 


HEDL-TME 79-3 

NUREO/CR-0770 

7907170231 

NUREO 


ANL/Ea-71 

NUREO /CR “0771 

7907100672 

NUREO 


RQ 

NUREO /CR-0776 

7907120196 

NUREO 


LA-77933-M3 

NUREO /CR-0709 

7907190301 

NUREO 


ORNL/NUREO/TM-3 

NUREO/CR-08O0 

7907300068 

NUREO 


PNL-2977 

NUREO/CR“OB07 

7907030434 

NUREO 


LA-7Bi2-MB 

NUREO/CR-OBll 

7907190483 

NUREO 


eAl-DR-79-140-0 

NUREO /CR-Oe 12 

7907110727 

50-219 

P 


NUREO /CR-Oa 14 

7907240126 

NUREO 


TREE- 1228 

NUREO /Cn-00 16 

7907190510 

NUREO 


ANL-CT-79-33 

NUREO/CR-O02a 

7907190254 

NUREO 



NUREO /CR-O0g0 

7907300047 

NUREO 


ANL-79-1B 

NUREO /CR-0039 

7907110734 

NUREO 


R7 

NUREO/CR-0040 

7907270388 

NUREO 


TREE-1 201 

NUREO/CR-0a42 

7907190192 

NUREO 


LA-UR-79-1025 

NUREO/CR-0049 

7907110635 

NUREO 


DMI-208B 

NUREO/CR-OSgo 

7907170217 

NUREO 



NUREO/CR-OB51 

7907310039 

NUREO 


LA-7a96-ha 

NUREO/CR-0063 

7907170167 

NUREO 


LA-NURE(J-6623 

NURE0/CR“0a7fl 

7907170107 

NUREO 


DMI-2027 

NURE0/CR-0e74 

7907190205 

NUREO 



NUREO/CR-Oa79 

7907190281 

NUREO 



NURE0/CR“0aB2 

7907190326 

NUREO 



NUREO/CR-OOB7 

7907190B33 

NUREO 



NUREo/cR-oaaa 

7907190433 

NUREO 



NURE0/CR-08B9 

7907190420 

NUREO 



NUREO/CR-OevO 

7907190374 

NUREO 



NURE0/CR-0a93 

7907240176 

NUREO 



NUREO/CR-0097 

7907190711 

NUREO 


BMJ-2029 

NUREO/CR-0900 

7907190391 

NUREO 


ATR-79I7ei4>-l 

NUREO/CR-0906 

7907190353 

NUREO 



080-4207-12 

7907310393* 

90-128 

R 


POE-1012 

7907300373* 

90-344 

F 


PNL-2e33 

7907110235* 

70-364 



PMU-2890 

7907310620 

RE8 



PNL-SA-761B 

7907310559 

RES 



0 

7907240229* 

90-400 

Q 


RT-900 

7907200267* 

90-267 

P 


BECy 78-163 

7907090038 

SECY 



fiECy-7B-llD 

7907240416 

SECY 



8ECy-70-6l3A 

7907090080 

BECY 



8ECy-7a-6l3B 

7907090091 

BECV 



B£Cy-7B-616 

7907240404 

BECY 



8ECy-7a“6l6A 

7907240393 

BECY 



8ECY-70-6g9A 

7907190009 

SECY 



8E<iY-7a-690 

7907090138 

BECY 



9ECY-7a-690A 

7907090174 

BECY 



eECY-79-lOO 

7907130427 

SECY 



8eCY-79-ai3 

7907120278* 

SECY 



8ECY-79-278 

7907120466* 

SECY 



8ECY-79-270A 

7907120422 

BECY 



8ECy-79-aOO 

7907240421 

SECY 



8eCY“79-368 

7907230180 

SECY 



BECY-79-72A 

79O710OB6O* 

BECY 



0R8-OOI-NP 

7907030402* 

TOPREP 



WCAP-9409 

7907200309* 

TQPREP 



XN-Nr-439 

7907190977* 

71-3 



XN-NF-907 

7907180621* 

50-2B9 

P 


KM“NF“78-30<A)A01 

7907110499* 

TOPREP 



XM-Nr-79-49 

7907100609* 

90-269 

P 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


items listed as enclosures are those indicated by an 
asterisk foilowinq the accession number in the indexes. 
The second coiumn gives the accession number of the 
principai document under which the enclosure is listed. 
Knowing the accession number of the principal docu- 
ment, the date Issued and the category enables locating 
the title iisting of the enclosure, 


ACCEBSIQN NUMBER 



PRINCIPAI. 

DATE 

8UDJECT 


ENCLOBURE 

DOCUMENT 

ISSUED 

CATEGORY 

790^270127 

7904270123 

79/04/20 

UiE 


790304016S 

7909040139 

79/04/20 

30-320 

P 

7909240004 

7909240076 

79/04/24 

WASTE MOT 

7906140990 

7906140984 

79/04/20 

40-8006 


7906140994 

7906 140 984 

79/04/20 

40-8006 


7906140597 

7906140984 

79/04/20 

40-8006 


7906140602 

7906140S79 

79/03/02 

XPORTLIC 


79062001SO 

7906200115 

79/03/14 

30-269 

0 

7906200127 

7906200119 

79/03/14 

30-269 

0 

7906200240 

7906200236 

79/06/13 

90-73 

p 

7906210231 

7906210227 

79/06/01 

30-397 

A 

7906210234 

7906210227 

79/06/01 

30-397 

A 

7906210238 

7906210227 

79/06/01 

30-397 

A 

7906210421 

7906210417 

79/03/02 

30-466 

0 

7906220168 

7906220164 

79/09/10 

30-207 

0 

7906290326 

7906290329 

79/09/11 

30-320 

p 

7906290327 

7906290329 

79/09/11 

30-320 

p 

790629032B 

7906290329 

79/09/ U 

90-320 

p 

7906260990 

7906260906 

79/09/17 

30-290 

u 

7906260993 

7906260906 

79/09/17 

90-250 

u 

7906290180 

7906290149 

79/09/02 

70-1710 


7907020029 

7907020029 

79/06/ U 

70-1308 


7907020038 

7907020037 

79/09/17 

71-237 


7907020069 

7907020069 

79/04/20 

90-302 

Q 

7907020072 

7907020065 

79/04/20 

90-269 

a 

7907020076 

790702006S 

79/04/20 

90-346 

0 

7907020070 

7907020069 

79/04/20 

90-313 

0 

7907020080 

7907020069 

79/04/20 

90-312 

0 

7907020103 

7907020097 

79/04/20 

90-302 

Q 

7907020108 

7907020097 

79/04/20 

30-269 

0 

79 07 020 U 9 

7907020097 

79/04/20 

90-346 

Q 

7907020117 

7907020097 

79/04/20 

90-313 

0 

7907020123 

7907020097 

79/04/20 

90-312 

Q 

7907020124 

7907020119 

79/06/16 

90-320 

0 

7907020130 

7907020127 

79/04/10 

90-320 

P 

7907020139 

7907020134 

79/04/20 

90-269 

Q 

7907020143 

7907020134 

79/04/20 

90-302 

0 

7907020149 

7907020134 

79/04/20 

80-346 

Q 

7907020193 

7907020134 

79/04/20 

90-313 

0 

7907020197 

7907020134 

79/04/20 

30-312 

Q 

7907020161 

7907020136 

79/02/28 

90-368 

P 

7907020199 

7907020191 

79/06/29 

30-937 

B 

7907020207 

7907020202 

79/06/26 

80-29 

0 

7907020293 

7907020248 

79/06/19 

90-366 ' 

8 

7907020264 

7907020299 

79/06/10 

90-366 

6 

7907020294 

7907020283 

79/06/21 

90-366 

0 

7907020308 

7907020302 

79/06/21 

80-366 

0 

7907020316 

7907020312 

79/09/18 

90-269 

P 

7907020319 

7907020312 

79/03/18 

90-269 

P 

7907020322 

7907020320 

78/11/09 

PR 


7907020326 

7‘^07020324 

79/09/16 

71-130 


7907020404 

7907020394 

79/09/16 

90-320 

0 

7907020411 

7907020407 

79/09/10 

FOIA 


7907020497 

7907020496 

79/09/21 

71-279 


7907020462 

7907020460 

79/09/10 

71-179 



The subject category column in this index gives tm 
docket number and the symbol for the category o 
information within that docket; for example, 50-320 P 
The docket subject categories are defined in Appendh 
A. 

Subject categories for nondocketed items are aisi 
entered in this column by symbol; for example, ACRS 
These categories are defined In Appendix B and listed It 
the Contents. 

ACCESaiON NUHOER 


ENCLOSITRE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

790702^473 

7907020472 

79/05/10 

70-143 


7907020480 

7907020479 

79/09/25 

80-341 

0 

7907020492 

7907020490 

79/09/30 

FOIA 


7907020497 

7907020493 

79/09/02 

30-356 

H 

7907020301 

7907020500 

79/09/21 

XPORTLIC 


7907020302 

7907020493 

79/09/02 

30-356 

H 

7907020306 

7907020504 

79/09/24 

30-309 

N 

7907020307 

7907020505 

79/06/01 

FOIA 


7907020309 

7907020508 

79/09/10 

40-G602 


7907020313 

7907020512 

79/09/29 

30-312 

0 

7907030026 

7907030019 

79/04/26 

QA999 


7907030032 

7907030029 

79/04/26 

QA999 


7907030039 

7907030036 

79/04/26 

(iA999 


790703003a 

7907030054 

79/09/21 

30-333 

0 

7907030062 

7907030054 

79/09/21 

50-333 

0 

7907030069 

7907030054 

79/09/21 

80-333 

0 

7907030068 

7907030054 

79/09/21 

50-333 

Q 

7907030034 

7907030073 

79/09/31 

50-397 

Q 

7907030080 

7907030073 

79/09/31 

50-397 

0 

7907030091 

7907030073 

79/09/31 

50-397 

0 

7907030092 

7907030073 

79/09/31 

50-397 

0 

7907030094 

7907030073 

79/09/31 

50-397 

Q 

7907030109 

7907030107 

79/09/13 

40-2259 


7907030131 

7907030117 

79/06/ n 

50-430 

A 

7907030134 

7 907030 n 7 

79/06/11 

FOIA 


7907030137 

7907030135 

79/09/29 

50-320 

P 

7907030141 

7907030138 

79/09/29 

30-320 

P 

7907030147 

7907030144 

79/09/18 

30-317 

P 

7907030139 

7907030153 

79/06/13 

FOIA 


7907030196 

7907030154 

79/03/28 

FOIA 


7907030197 

7907030153 

79/06/13 

FOIA 


7907030160 

7907030184 

79/03/20 

FOIA 


7907030163 

7907030154 

79/03/28 

FOIA 


7907030166 

7907030162 

79/09/23 

71-215 


7907030168 

7907030162 

79/09/23 

71-215 


7907030169 

7907030165 

79/06/11 

FOIA 


7907030172 

7907030165 

79/06/U 

FOIA 


7907030213 

7907030154 

79/03/28 

FOIA 


7907030220 

7907030154 

79/03/28 

FOIA 


7907030231 

7907030221 

79/06/19 

40-8681 


7907030249 

7907030247 

79/06/21 

30-59 

R 

7907030253 

7907030246 

79/09/29 

30-566 

A 

7907030269 

7907030263 

79/09/17 

30-34 

P 

7907030270 

7907030263 

79/09/17 

80-34 

P 

7907030271 

7907030263 

79/09/17 

30-54 

P 

7907030278 

7907030272 

79/06/29 

30-282 

R 

7907030296 

7907030290 

79/06/13 

40-1162 


7907030314 

7907030311 

79/00/01 

FOIA 


7907030337 

7907030333 

79/09/17 

XPORTLIC 

7907030344 

7907030340 

79/06/28 

80-263 

8 

7907030393 

7907030349 

79/06/29 

30-387 

K 

7907030381 

7907030379 

79/06/27 

30-219 

B 

7907030393 

7907030390 

79/06/25 

50-317 

8 

7907030398 

7907030396 

79/06/27 

30-313 

8 


497 



498 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESS lOM NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

790703040B 

7907030404 

79/06/22 

50-237 

S 

79 07030423 

7907030421 

79/06/29 

50-330 

S 

79 07030429 

7907030421 

79/06/29 

50-330 

8 

7907030444 

7907030442 

79/06/29 

50-285 

P 

79 07030443 

7907030279 

79/06/28 

50-327 

K 

7907030433 

7907030452 

79/06/88 

50-302 

3 

7907030469 

7907030463 

79/06/80 

50-206 

P 

7907030472 

7907030470 

79/06/28 

50-389 

K 

7907030479 

7907030476 

79/06/25 

50-855 

S 

7907030483 

7907030480 

79/04/09 

TOPREP 


7907030486 

7907030403 

79/06/20 

50-302 

8 

7907030493 

7907030490 

79/06/20 

50-416 

B 

79 07030500 

7907030497 

79/06/28 

50-400 

A 

7907030011 

7907050008 

79/06/04 

50-313 

0 

79 07030026 

7907050022 

79/05/13 

50-263 

P 

79 07050028 

7907050022 

79/05/15 

50-263 

P 

79 070S0033 

7907030022 

79/03/13 

50-263 

P 

7907030034 

7907050029 

79/06/01 

50-495 

A 

79070&003B 

7907050029 

79/06/01 

50-495 

A 

7907050034 

7907050047 

79/04/03 

70-2662 


7907050057 

7907050033 

79/06/10 

50-556 

A 

79070500S9 

7907050033 

79/06/18 

FOIA 


7907030063 

7907050053 

79/06/10 

FQIA 


79 0703 0066 

79070500S3 

79/06/18 

FOIA 


79 0703 0071 

7907050067 

79/05/03 

50-338 

Q 

79 07050074 

7907050072 

79/02/05 

70-364 


79070300B2 

7907050053 

79/06/10 

FOIA 


7907030085 

7907050053 

79/06/10 

FOIA 


7907050086 

7907050080 

79/05/15 

50-272 

0 

7907050089 

7907050033 

79/06/IB 

FOIA 


7907030092 

7907050053 

79/06/ie 

FQIA 


7907050093 

7907050084 

79/05/2^ 

aA999 


7907030097 

7907050084 

79/05/28 

QA999 


7907030101 

7907050084 

79/05/22 

QA999 


7907050102 

7907050098 

79/06/26 

50-360 

B 

7907050103 

7907030095 

79/05/01 

50-327 

O 

7907050104 

7907050084 

79/05/22 

QA999 


7907050107 

7907050090 

79/06/26 

50-360 

S 

7907050109 

7907050084 

79/05/22 

0A999 


7907030117 

7907050 1 12 

79/05/10 

50-305 

a 

79 0703 01 87 

7907050183 

79/06/29 

50-341 

K 

79 070301 20 

7907030124 

79/05/24 

50-309 

H 

79 07050129 

7907050123 

79/06/29 

50-341 

K 

7907050140 

7907050138 

79/04/19 

50-290 

0 

7907050143 

7907050134 

79/05/03 

50-430 

0 

7907050146 

7907050148 

79/04/86 

50-267 

0 

7907050134 

7907050151 

79/09/10 

50-413 

0 

7907050133 

7907030150 

79/04/17 

50-324 

0 

7907050137 

7907050151 

79/09/10 

50-413 

Q 

7907030163 

79070501 59 

79/06/01 

50-346 

0 

7907050160 

7907050165 

79/09/01 

50-267 

0 

7907050179 

7907050174 

79/05/01 

50-490 

0 

79 07050 182 

7907050175 

79/05/22 

50-400 

0 

7907050107 

7907050104 

79/04/84 

50-408 

0 

7907050189 

7907050175 

79/05/22 

50-400 

Q 

7907030193 

7907050190 

79/09/30 

50-546 

H 

7907050195 

7907030191 

79/05/03 

50-298 

Q 

7907050203 

7907050190 

79/04/30 

50-302 

Q 

7907030232 

7907050287 

79/05/25 

71-6244 


7907030240 

7707050234 

79/07/03 

30-244 

P 

7907050261 

79070502S7 

79/06/29 

50-245 

P 

7907050274 

7907050268 

79/09/17 

CONTRACT 


7907030879 

7907050273 

79/05/23 

71-6397 


7907030883 

7907050281 

79/03/30 

50-329 

H 

79O70502B9 

7907050286 

79/07/02 

50-280 

R 

7907050292 

79070 5089 J 

79/07/03 

50-333 

P 

7907050302 

7907050301 

79/06/23 

50-278 

a 

7907050303 

7907050300 

79/06/89 

50-288 

a 

7907030305 

7907030304 

79/06/20 

50-260 

a 

7907030309 

7907050307 

79/06/89 

50-305 

B 

7907030310 

7907050307 

79/06/29 

50-305 

e 

7907050315 

7907050306 

79/06/29 

50-329 

c 

7907050318 

7907050316 

79/06/85 

50-336 

Q 

7907050325 

7907050320 

79/05/09 

50-400 

0 

7907030335 

7907050320 

79/05/09 

50-400 

0 

7907050386 

7907030321 

79/06/89 

50-416 

K 

7907050329 

7907050310 

79/06/28 

50-325 

0 

7907050334 

7907030338 

79/06/23 

50-220 

0 

7907050339 

7907050335 


REUIEl^ ORP 

7907050376 

7907050372 

79/06/27 

50-366 

8 

7907050302 

7907050378 

79/06/87 

50-361 

A 

7^07050384 

7907050357 

79/07/02 

50-321 

1 

7907050385 

7907050380 

79/06/01 

50-480 

U 

79070503B9 

7907050386 

79/03/16 

71-9009 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DQCUMENT 

DATE 

ISSUED 

6UBJECT 

CATEGORY 

7907050392 

79070503BB 

79/04/26 

50-397 

0 

7907050394 

7907050357 

79/07/02 

50-321 

I 

7907050399 

7907050395 

79/03/07 

50-500 

0 

7907050401 

7907050395 

79/05/07 

50-500 

0 

7907050405 

7907050395 

79/05/07 

50-500 

0 

7907050414 

7907050404 

79/06/29 

50-282 

8 

79070S0416 

7907050412 

79/05/21 

71-181 


7707050425 

7907050186 

79/05/15 

50-387 

0 

7907050432 

7907050447 

79/03/16 

71-156 


7907050493 

7907030490 

79/04/02 

70-2443 


7907050498 

7907050494 

79/04/24 

50-363 

Q 

7907050510 

7907050504 

79/05/18 

71-209 


7907050519 

7907050513 

79/05/17 

71-87 


7907050527 

7907050525 

79/04/24 

50-423 

0 

7907050536 

7907050530 

79/04/26 

0A999 


7907050548 

7907050542 

79/05/24 

50-280 

H 

7907050552 

7907050549 

79/04/18 

50-304 

0 

7907050553 

7907050549 

79/04/10 

50-304 

Q 

7907050554 

7907050551 

79/05/13 

50-361 

H 

7907060011 

7907060009 

79/05/04 

71-66 


7907060084 

7907060019 

79/05/21 

70-2623 


7907060026 

7907060025 

79/05/30 

50-320 

P 

7907060028 

7907060019 

79/05/21 

70-2623 


7907060033 

7907060019 

79/05/21 

70-2623 


7907060037 

7907060019 

79/05/21 

70-2623 


7907060046 

7907060041 

79/04/26 

QA999 


7907060063 

7907060058 

79/05/21 

70-2623 


7907060065 

7907060050 

79/05/21 

70-2623 


7907060068 

7907060067 

79/06/01 

71-328 


7907060071 

7907060070 

79/06/01 

71-325 


7907060094 

7907060089 

79/06/05 

COMHIBBION 

7907060098 

7907060093 

79/05/30 

50-160 

P 

7907060102 

7907060099 

79/06/10 

50-482 

0 

7907060104 

7907060093 

79/05/30 

50-160 

P 

7907060107 

7907060099 

79/06/18 

50-482 

0 

79070601 12 

7907060099 

79/06/10 

50-482 

0 

7907060145 

7907060141 

79/05/25 

50-336 

P 

7907060149 

7907060144 

79/05/30 

50-275 

0 

7907060159 

7907060155 

79/05/24 

50-309 

0 

7907060163 

7907060155 

79/05/24 

50-309 

0 

7907060165 

7907060162 

79/06/25 

70-1193 


7907060171 

7907060167 

79/06/29 

50-213 

Q 

7907060201 

7907060196 

79/07/02 

50-522 

A 

7907060203 

7907060196 

79/07/08 

50-522 

A 

7907060221 

7907060217 

79/05/29 

50-255 

P 

7907060225 

7907060217 

79/05/29 

50-255 

P 

7907060228 

7907060222 

79/05/08 

70-2623 


7907060229 

7907060212 

79/06/29 

50-267 

R 

7907060230 

7907060217 

79/05/29 

50-255 

P 

7907060236 

7907060234 

79/06/27 

50-321 

R 

7907060237 

7907060235 

79/05/25 

COMM I 68 I ON 

7907060241 

7907060240 

79/05/11 

50-336 

Q 

7907060243 

7907060242 

79/05/30 

50-219 

P 

7907060252 

7907060249 

79/04/23 

TOPREP 


7907060265 

7907060261 

79/04/26 

40-8714 


7907060273 

7907060872 

79/06/26 

50-237 

Q 

7907060298 

7907060291 

79/07/02 

50-280 

8 

7907060299 

7907060293 

79/05/24 

50-280 

H 

7907060316 

7907060309 

79/06/28 

50-327 

A 

7907060330 

7907060326 

79/06/27 

50-409 

8 

7907060332 

7907060331 

79/07/02 

50-338 

6 

7907060333 

7907060331 

79/07/02 

50-330 

8 

7907060334 

/907060331 

79/07/02 

50-338 

8 

7907060336 

7907060335 

79/06/88 

50-346 

8 

7907060345 

7907060344 

79/05/2? 

50-295 

0 

7907060347 

7907060344 

79/05/29 

50-295 

0 

7907060348 

7907060346 

79/06/27 

50-321 

6 

7907060349 

7907060344 

79/05/29 

50-295 

0 

7907060351 

7907060344 

79/05/29 

50-295 

0 

7907060355 

7907060344 

79/05/29 

50-295 

0 

7907060356 

7907060343 

79/05/09 

50-280 

K 

7907P60357 

7907060354 

79/06/29 

50-259 

P 

7907060360 

7907060344 

79/05/29 

80-295 

0 

7907060365 

7907060344 

79/05/29 

50-295 

0 

7907060369 

7907060344 

79/05/29 

50-295 

0 

7907060371 

7907060344 

79/05/29 

50-295 

0 

7907060409 

7907060403 

79/07/03 

60-324 

8 

7907060412 

7907060406 

79/07/03 

50-325 

8 

7907060413 

7907060405 

79/07/03 

50-324 

8 

7907060416 

7907060408 

79/07/03 

30-325 

8 

7907060419 

7907060414 

79/05/09 

C0HM188IDN 

7907060426 

7907060424 

79/06/06 

50-219 

P 

7907060430 

7907060424 

79/06/06 

50-219 

P 

7907060434 

7907060424 

79/06/06 

60-219 

P 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMDER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7907060444 

7907060430 

79/06/05 

80-338 

0 

7907060450 

7907060441 

79/07/02 

30-244 

Q 

7907060454 

7907060440 

79/05/10 

30-269 

H 

7907060464 

7907060457 

79/06/05 

50-338 

Q 

7907060466 

7907060459 

79/05/29 

50-549 

0 

7907060469 

7907060465 

79/06/12 

40-1739 


7907060475 

7907060465 

79/06/12 

40-1739 


7907060479 

7907060465 

79/06/12 

40-1739 


7907060404 

7907060465 

79/06/12 

40-1739 


7907060406 

7907Q60465 

79/06/12 

40-1739 


7907060490 

7907060465 

79/06/12 

40-1739 


7907060494 

7907060493 

79/08/10 

70-920 


7907060505 

7907060502 

79/05/25 

40-8663 


7907060509 

7907060506 

79/08/10 

50-556 

0 

7907060510 

7907060506 

79/05/10 

50-556 

0 

790706051 1 

7907060500 

79/05/25 

40-9602 


7907060514 

7907060313 

79/06/01 

50-346 

0 

7907090002 

7907090001 

79/06/01 

50-532 

0 

7907090003 

7907090001 

79/06/01 

50-522 

0 

7907090007 

7907090005 

79/05/29 

50-201 

U 

7907090013 

7907090011 

79/05/30 

lOCFR 


7907090043 

7907070030 

79/05/30 

SECY 


7907090049 

7907090030 

79/05/30 

SECY 


7907090053 

7907090030 

79/05/30 

SECY 


7907090050 

7907090030 

79/05/30 

SECY 


7907090063 

7907090030 

79/05/30 

SECY 


7907090066 

7907090061 

77/06/05 

50-350 

o 

7907090060 

7907090030 

79/05/30 

SECY 


7907090004 

7907090000 

79/05/30 

SECY 


7907090097 

7907090091 

79/05/30 

SECY 


7907090103 

7907090091 

79/05/30 

SECY 


7907090106 

7907090091 

79/08/30 

SECY 


79070901 10 

7907090113 

79/08/31 

CONTRACT 


7907090123 

7907090121 

79/08/31 

70-364 


7907090130 

7907090126 

79/05/01 

80-335 

Q 

7907090157 

7907090 13U 

79/08/30 

SECY 


7907090164 

7907090138 

79/05/30 

BECY 


7907090169 

7907090138 

79/05/30 

8ECV 


7907090101 

7907090174 

79/05/30 

SECY 


7907090184 

7907090177 

79/05/27 

50-335 

P 

7907090186 

7907090174 

79/05/30 

SECY 


7907090189 

7907090174 

79/05/30 

BECY 


7907090196 

7907090177 

79/05/27 

50-335 

P 

7907090200 

7907090177 

79/05/27 

50-335 

P 

7907090217 

7907090216 

79/05/24 

50-261 

P 

7907090210 

7907090216 

79/05/24 

50-361 

P 

7907090221 

7907090216 

79/05/24 

50-261 

P 

7907090232 

7907090219 

79/07/03 

50-317 

P 

7907090224 

7907090219 

79/07/03 

50-317 

P 

7907090225 

7907090219 

79/07/03 

50-317 

P 

7907090226 

7907090223 

79/06/00 

NUREO 


7907090230 

7907090228 

79/07/08 

50-209 

P 

7907090233 

7907090229 

79/07/05 

50-334 

8 

7907090234 

7907090232 

79/07/02 

50-302 

8 

7907090254 

7907090243 

79/05/23 

40-2259 


7907090257 

7907090243 

79/05/23 

40-8259 


7907090259 

7907090256 

79/06/12 

90-244 

R 

7907090260 

7907090243 

79/08/23 

40-2259 


7907090264 

7907090243 

79/05/23 

40-2259 


7907090265 

7907090263 

79/07/02 

50-334 

8 

7907090266 

7907090262 

79/07/02 

50-269 

8 

7907090260 

7907090267 

79/07/06 

50-244 

P 

7907090272 

7907090271 


REVIEW ORP 

7907090277 

7907090276 

79/06/30 

50-872 

8 

7907090279 

7907090278 

79/06/20 

50-313 

n 

7907090205 

7907090269 

79/07/03 

50-338 

B 

7907090207 

7907090201 

79/07/02 

50-305 

B 

7907090200 

7907090204 

79/07/03 

50-255 

B 

7907090292 

7907090209 

79/06/20 

50-360 

S 

7907090293 

7907090291 

79/06/29 

50-885 

P 

7907090294 

7907090201 

79/07/02 

50-305 

8 

7907090297 

7907090209 

79/06/20 

50-360 

S 

7907090298 

7907090296 

77/06/27 

50-270 

s 

7907090299 

7907090281 

79/07/02 

90-305 

s 

7907090302 

7907090300 

79/06/29 

50-245 

8 

7907090306 

7907090304 

79/06/27 

50-845 

0 

7907090310 

7907090307 

79/07/03 

50-330 

P 

7907090311 

7907090303 

79/06/14 

50-290 

0 

7907090312 

7907090309 

79/07/03 

50-305 

8 

7907090317 

7907090314 

79/06/20 

90-59 

P 

7907090318 

7907090316 

79/06/22 

90-387 

s 

7907090341 

7907090327 

79/06/22 

50-312 

Q 

7907090343 

7907090331 

79/06/22 

90-438 

9 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7907090344 

7907090334 

79/07/02 

50-366 

8 

7907090347 

7907090327 

79/06/22 

50-318 

0 

7907090352 

7907090327 

79/06/22 

50-318 

0 

7907090353 

7907090342 

79/06/22 

50-369 

8 

7907090354 

7907090349 

79/07/02 

50-170 

P 

7907090356 

7907090348 

79/07/03 

50-260 

B 

7907090350 

7907090327 

79/06/28 

50-318 

0 

7907090362 

7907090327 

79/06/28 

50-312 

0 

7907090363 

7907090360 

79/06/26 

50-366 

B 

7907090367 

7907090327 

79/06/22 

50-318 

a 

7907090369 

7907090351 

79/06/21 

50-327 

a 

7907090371 

7907090350 

79/06/25 

50-251 

a 

7907090376 

7907090373 

79/07/02 

50-321 

a 

79070903BO 

7907090372 

79/07/05 

50-200 

8 

79070903H4 

7907090378 

79/07/05 

50-200 

3 

7907090392 

7907090379 

79/03/21 

50-290 

0 

7907090395 

7907090380 

79/06/01 

50-518 

a 

7907090396 

7907090327 

79/06/22 

50-312 

Q 

7907090400 

7907090327 

79/06/82 

50-318 

0 

7907090403 

7907090397 

79/05/89 

0A999 


7907090407 

7907090327 

79/06/82 

50-318 

Q 

7907090409 

7907090401 

79/05/lS 

50-382 

0 

7907090412 

7907090327 

79/06/32 

SO-312 

0 

7907090414 

7«0 7090406 

79/05/24 

50-395 

0 

7907090416 

7907060411 

79/04/16 

50-424 

H 

7907090417 

7907090387 

79/06/82 

FOIA 


7907090419 

7907090327 

79/06/22 

FOtA 


7907090423 

7907090415 

79/05/89 

XPORTLJC 


7907090426 

7907090420 

79/06/06 

50-491 

Q 

7907090432 

7907090429 

79/06/08 

50-263 

P 

7907090433 

7907090480 

79/06/06 

50-491 

0 

7907090437 

7907090435 

79/06/81 

50-320 

P 

7907090436 

7907090434 

79/05/00 

50-80 1 

0 

7907090440 

7907090431 

79/05/24 

50-869 

0 

7907090445 

7907090431 

79/05/24 

50-269 

0 

7907090446 

7907090439 

79/05/17 

50-313 

a 

7907090449 

7907090444 

79/04/16 

50-813 

Q 

7907090451 

7907090440 

79/06/21 

FOIA 


7907090459 

7907090452 

79/05/18 

50-466 

O 

7907090463 

79070904 4 B 

79/06/81 

FOIA 


7907090464 

7907090448 

79/06/81 

FOIA 


7907090466 

7907090462 

79/04/27 

flA999 


7907090469 

7907090465 

79/05/30 

90-380 

P 

7907090474 

7907090470 

79/04/06 

0A999 


7907090478 

7907090476 

79/04/26 

0A999 


7907100006 

7907100003 

03/79/05 

CONTRACT 


7907100012 

7907100009 

79/05/30 

50-219 

P 

7907100013 

7907100000 

79/04/01 

CONTRACT 


7907100015 

7907100009 

79/05/30 

50-819 

P 

7907100017 

7907100009 

79/05/30 

50-819 

P 

7907100084 

7907100020 

79/05/89 

50-223 

P 

7907100087 

7907100020 

79/05/89 

50-883 

P 

7907100087 

7907100082 

79/06/15 

50-320 

T 

7907100092 

7907100082 

79/06/15 

50-380 

T 

7907100130 

7907100122 

79/06/80 

50-380 

T 

7907100132 

7907100124 

79/06/81 

50-320 

T 

7907100140 

7907100133 

79/06/15 

50-380 

0 

7907100162 

7907100156 

79/06/25 

FOIA 


7907100180 

7907100101 

79/06/06 

50-320 

J 

7907100236 

7907100828 

79/05/01 

50-320 

R 

7907100244 

7907100288 

79/05/01 

50-380 

R 

7907100855 

7907100820 

79/05/01 

50-320 

R 

7907100288 

7907100877 

79/05/30 

50-380 

P 

7907100292 

7907100277 

79/05/30 

50-320 

P 

7907100894 

7907100207 

79/04/14 

50-320 

0 

7907100295 

7907100286 

79/07/06 

50-340 

8 

7907100304 

7907100277 

79/05/30 

50-320 

P 

7907100311 

7907100300 

79/07/03 

50-249 

0 

7907100322 

7907100312 

79/05/89 

50-320 

Q 

7907100324 

7907100318 

79/07/02 

50-1 2B 

P 

7907100330 

7907100319 

79/07/06 

50-855 

0 

7907100334 

7907 10032B 

79/06/19 

50-320 

0 

7907100340 

7907100318 

79/07/08 

50-126 

P 

7907100346 

7907100318 

79/07/02 

50-1 SB 

P 

79Q7100352 

7907100318 

79/07/08 

70-180 

P 

7907100359 

7907100318 

79/07/02 

50-180 

P 

7907100360 

7907100330 

79/07/08 

90-321 

R 

7907100360 

7907100318 

79/07/08 

50-128 

P 

7907100370 

7907100357 

79/07/05 

50-861 

8 

7907100387 

7907100375 

79/06/87 

50-806 

R 

7907100408 

7907100399 

79/07/08 

50-819 

n 

7907100406 

7907 100308 

79/07/03 

50-336 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUliOER ACCESSION NUMQEn 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUHENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7907100414 

790710040B 

79/04/12 

50-314 

R 

7907U0353 

7907 U 0342 

79/05/31 

SO-466 

0 

7907100432 

7907100423 

79/07/05 

50-286 

a 

7907110358 

7907110139 

79/04/03 

30-320 

P 

7907100433 

7907100427 

79/06/26 

30-29 

p 

7907110382 

7907110139 

79/04/03 

50-320 

P 






7907110393 

7907110376 

78/06/00 

50-269 

s 

7907100444 

7907100439 

79/07/03 

30-346 

8 






7907100450 

7907100448 

79/07/05 

30-346 

8 

7907110407 

7907110400 

70/11/27 

50-366 

f; 

7907100472 

7907100463 

79/07/05 

30-346 

8 

79071 10411 

79071 10139 

79/04/03 

30-320 

P 

79 07100402 

7907100479 

79/07/03 

30-260 

8 

7907110412 

7907110400 

70/00/07 

50-231 


79 071004B9 

7907100405 

79/07/06 

30-29 

B 

7907110415 

7907110409 

78/07/17 

50-340 

8 






7907110418 

7907110414 

79/03/11 

30-382 

Q 

7907100SOO 

7907100493 

79/07/06 

30-29 

B 






79 07100319 

7907100513 

79/07/03 

50-302 

P 

7907110425 

7907110422 

79/07/05 

50-344 

q 

7907100337 

79071001B1 

79/06/06 

30-320 

J 

7907110426 

7907110421 

79/03/00 

50-333 

Ilf 

7907100330 

7907100527 

79/07/06 

50-329 

8 

7907110428 

7907110423 

79/05/14 

30-350 

0 

79 07100344 

7907100543 

79/06/23 

50-311 

A 

7907110433 

7907110430 

79/07/03 

50-237 

8 






7907110436 

7907110433 

79/07/02 

50-295 

8 

7907100364 

7907100356 

79/07/06 

50-390 

Q 






7907100369 

7907100556 

79/07/06 

30-390 

Q 

7907110437 

7907110432 

79/03/09 

50-358 

0 

7907100372 

7907100567 

79/06/28 

50-293 

Q 

790711 0430 

7907110434 

79/05/10 

70-923 


7907100370 

7907100567 

79/06/2B 

30-293 

Q 

7907110439 

7907110387 

79/05/23 

CONTRACT 


7907100307 

7907100584 

79/07/09 

50-346 

P 

7907110441 

7907110440 

79/06/20 

30-293 

8 






7907110443 

7907110442 

79/07/02 

50-237 

n 

7907100590 

7907100595 

79/07/03 

50-206 

R 






7907100&03 

7907100602 

79/07/03 

50-206 

8 

7907110445 

7907110444 

79/06/27 

30-254 

8 

7907100606 

7907100604 

79/06/23 

50-329 

6 

7907110447 

7907110446 

79/07/06 

50-334 

8 

7907100609 

7907100607 

79/07/03 

30-333 

R 






7907100627 

7907100624 

79/07/02 

30-128 

I 

79071 104S0 

7907110440 

78/03/01 

30-270 

8 

7907100639 

7907100636 

79/05/22 

40-8304 


7907110436 

7907110449 

79/08/09 

50-358 

0 

7907100654 

7907100633 

79/07/03 

30-209 

R 

7907110439 

7907110451 

79/03/23 

TQPREP 







7907110460 

7907110433 

79/05/09 

50-245 

Q 

7907100659 

7907100651 

79/06/29 

30-361 

B 

7907110461 

7907110455 

70/09/26 

50-348 

8 

7907100676 

7907100673 

79/06/29 

50-361 

S 






79 07100680 

7907100673 

79/06/29 

50-361 

8 

7907U0462 

7907110450 

79/06/20 

50-234 

8 

7907100689 

7907100678 

79/05/24 

50-443 

0 

7907110463 

7907110449 

79/05/09 

50-350 

0 

7907100700 

7907100698 

79/05/11 

CONTRACT 

7907110465 

7907110455 

70/09/26 

50-348 

8 






7907110468 

7907110449 

79/05/09 

50-350 

0 

7907100707 

7907100704 

79/05/09 

CONTRACT 

7907110475 

7907110449 

79/05/07 

50-330 

G 

7907100714 

7907100678 

79/05/24 

30-443 

0 






7907100716 

7907100711 

/79/05 

CONTRACT 

7907110477 

7907110470 

78/05/12 

30-325 

a 

7907100717 

7907100692 

79/05/03 

70-2838 


7907110402 

7907110470 

78/03/02 

50-321 

s 

7907100719 

7907100678 

79/03/24 

50-443 

0 

79O7UO405 

7907110470 

78/03/02 

30-321 

0 






7907110491 

7907110470 

78/03/02 

50-321 

0 

7907100727 

7907100721 

79/05/22 

0A999 


7907110494 

7907110407 

79/03/08 

30-911 

0 

7907100728 

7907100723 

79/05/30 

CONTRACT 






7907100730 

7907100721 

79/05/22 

0A999 


7907110497 

7907110400 

79/06/15 

PROJ 


7907100733 

7907100721 

79/05/22 

0A999 


7907110505 

7907110413 

79/05/16 

50-350 

0 

7907110003 

7907110002 

79/05/30 

50-320 

0 

7907110512 

7907110500 

79/05/30 

REOOD 







7907110513 

7907110413 

79/05/16 

50-350 

0 

7907110006 

7907110004 

79/05/30 

50-320 

0 

7907110517 

7907110306 

78/11/17 

50-366 

8 

7907110007 

7907110004 

79/05/30 

50-320 

0 






79071 100 OB 

7907110004 

79/05/30 

50-320 

□ 

7907110320 

7907110513 

79/07/06 

50-346 

R 

7907110009 

7907110004 

79/05/30 

90-320 

□ 

7907110321 

7907110510 

79/06/00 

50-320 

a 

7907110010 

7907110004 

79/05/30 

50-320 

0 

7907110329 

7907110510 

79/06/08 

50-320 

Q 






79071 1033D 

7907U0310 

79/06/00 

50-320 

0 

7907110014 

7907110011 

79/05/31 

50-320 

0 

7907110339 

7907110535 

79/07/06 

60-409 

P 

7907110015 

7907110013 

79/03/15 

50-423 

0 






7907110016 

7907110011 

79/05/31 

50-320 

0 

7907110340 

7907110337 

70/04/21* 

50-269 

8 

7907110021 

7907110017 

79/06/01 

30-346 

p 

7907110541 

7907110331 

79/07/09 

50-338 

8 

7907110023 

7907110017 

77/06/01 

30-346 

p 

7907110542 

7907110310 

79/06/00 

50-320 

Q 






7907110544 

7907110834 

79/05/10 

50-272 

0 

7907110049 

7907110047 

79/07/06 

30-320 

0 

7907110547 

7907110532 

79/05/16 

CONTRACT 


7907110065 

7907 U 0061 

79/04/01 

CONTRACT 






7907110069 

7907110060 

79/04/02 

0A999 


7907110549 

7907110343 

78/02/23 

50-325 

9 

7907110079 

7907110076 

79/06/04 

50-320 

0 

7907110553 

7907110400 

79/05/30 

30-219 

P 

7907110066 

7907110076 

79/06/04 

50-320 

0 

7907110554 

7907110540 

79/07/03 

50-249 

0 






7907110557 

7907110546 

70/05/19 

30-269 

8 

7907110092 

7907110078 

79/05/04 

50-133 

0 

7907110560 

7907110532 

70/04/26 

30-269 

8 

7907110106 

7907110096 

79/06/04 

80-261 

p 






79071101 11 

7907110101 

79/06/05 

50-320 

0 

7907110563 

7907110335 

79/06/04 

80-413 

Q 

7907110119 

7907110109 

79/05/3 1 

70-3623 


7907110366 

7907110561 

79/06/28 

50-309 

a 

7907110121 

7907110114 

79/06/04 

50-269 

p 

7907110568 

7907110555 

79/06/04 

50-413 

0 






7907110572 

7907110499 

79/05/17 

50-237 

0 

7967110122 

7907110101 

79/06/03 

50-320 

0 

7907110579 

7907110574 

79/06/04 

50-269 

0 

7907110129 

7907110101 

79/06/03 

50-320 

G 

7907110502 

7907110576 

70/09/19 

50-269 

8 






7907110383 

7907110574 

79/06/04 

50-269 

Q 

7907110134 

7907110109 

79/05/31 

70-2623 


7907110507 

79071 105B1 

79/05/31 

50-206 

P 

7907110135 

7907110101 

79/06/05 

50-320 

0 

7907110509 

7907110578 

79/05/31 

50-400 

Q 

7907110136 

7907110120 

79/05/04 

50-305 

0 

7907110590 

7907110574 

79/06/04 

30-269 

Q 

7907110141 

7907110101 

79/06/03 

50-320 

0 

7907110591 

7907110500 

79/05/31 

REGOD 


7907110140 

7907110142 

79/05/30 

50-280 

p 

7907110392 

7907110381 

79/05/31 

50-206 

P 

7907110130 

7907110101 

79/06/05 

50-320 

Q 

7907110594 

7907110588 

78/11/27 

50-366 

8 

7907110131 

7907110145 

79/06/01 

71-327 


7907110596 

7907110574 

79/06/04 

50-269 

Q 

7907110166 

7907110160 

79/06/00 

SO-320 

0 

7907110598 

7907 U 0578 

79/03/31 

50-400 

0 

7907110176 

7907110164 

79/05/31 

50-445 

A 

7907110606 

79071 10603 

79/04/30 

50-490 

Q 

7907110192 

7907110187 

79/06/14 

50-320 

0 

7907110612 

7907110603 

79/04/30 

50-498 

0 

7907110210 

7907110199 

79/05/30 

50-302 

P 

79071 10624 

7907110618 

79/05/14 

50-330 

0 

7907110235 

7907110224 

79/05/2S 

70-364 


7907110628 

7907110619 

79/05/11 

50-482 

0 

7907110241 

7907110236 

79/06/13 

30-320 

□ 

7907 U 0630 

7907110617 

79/05/24 

71-214 


7907110264 

7907110233 

79/04/23 

40-3453 


7907110634 

7907110626 

79/05/09 

50-397 

Q 

79071 10li}6S 

7907110243 

79/06/01 

70-2623 


7?0;;il0638 

7907110610 

79/05/14 

50-338 

0 

7907110272 

7907110257 

79/05/30 

70-364 


7907110644 

7907110633 

79/06/15 

50-277 

0 

7907110297 

7907110243 

79/06/01 

70-2623 


79071 nj645 

7907110618 

79/05/14 

50-338 

Q 

7907110320 

7907110307 

79/06/11 

50-416 

n 

7907110654 

7907110618 

79/05/14 

50-330 

0 

790711032S 

7907110307 

79/06/ 1 1 

30-416 

H 

7907110657 

7907110643 

79/05/17 

50-413 

0 

7907110337 

7907110307 

79/06/11 

50-416 

H 

7907110660 

7907110656 

79/05/21 

50-445 

0 

7907110343 

7907110307 

79/06/11 

50-416 

n 

7907110664 

7907110655 

79/05/08 

40-7903 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


/SCCfSSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7?071 10665 

7907110610 

79/05/14 

50-338 

0 

79071 i 0672 

7907110663 

79/06/05 

50-387 

Q 

79071 10677 

7907110670 

79/03/31 

50-382 

Q 

79071 1067G 

7907110618 

79/05/14 

S0-33G 

0 

79071 1O6G0 

7907110663 

79/06/03 

50-387 

0 

79071 10681 

7907110671 

79/05/10 

50-445 

Q 

79071 106G7 

7907110618 

79/05/14 

50-338 

0 

7907110689 

7907110663 

79/06/05 

50-387 

Q 

7907 1 1 0690 

7907110683 

79/05/21 

50-402 

Q 

7907110691 

7907110685 

79/06/06 

50-309 

H 

7907110693 

7907110671 

79/05/10 

50-44S 

0 

7907110696 

7907110663 

79/06/05 

50-307 

Q 

7907110703 

7907110688 

79/05/04 

50-471 

Q 

7907110707 

7907110697 

79/06/06 

50-320 

H 

7907110711 

7907110704 

79/06/11 

50-307 

A 

7907110712 

7907110705 

79/04/27 

50-361 

0 

7907110719 

7907110710 

79/06/15 

50-277 

0 

7907110725 

79071 10705 

79/04/27 

50-361 

0 

7907110729 

7907110733 

79/06/07 

50-213 

p 

7907110735 

7907110732 

79/05/17 

50-402 

a 

7907110740 

7907110733 

79/05/17 

50-402 

Q 

7907110743 

7907110731 

79/O5/0B 

50-339 

Q 

7907110747 

7907110733 

79/05/17 

50-402 

Q 

7907120003 

7907130001 

79/05/01 

50-313 

0 

7907120004 

7907120002 

79/05/14 

50-498 

0 

7907120007 

7907120001 

79/05/01 

50-313 

Q 

7907120021 

7907120019 

79/05/11 

50-338 

0 

7907120022 

7907130016 

79/05/23 

27-47 


7907120027 

7907120019 

79/05/11 

50-338 

0 

7907120031 

7907120016 

79/05/23 

27-47 


7907120055 

7907120040 

79/06/04 

REOOO 


7907120058 

7901 120052 

79/06/07 

50-324 

Q 

7907120067 

7907120040 

79/06/04 

REOOO 


7907120105 

7907120089 

79/06/06 

40-0722 


7907120106 

7907120101 

79/07/05 

50-267 

8 

7907120129 

7907120119 

79/05/28 

50-516 

Q 

7907120152 

7907120139 

79/05/23 

CONTRACT 


7907120171 

7907120165 

79/05/29 

RE0 


7907120179 

7907120169 

79/06/01 

50-245 

P 

7907120181 

7907120174 

79/05/23 

CONTRACT 


7907120108 

7907120169 

79/06/01 

50-245 

P 

7907120190 

7907120180 

79/06/06 

50-277 

P 

7907120199 

7907120169 

79/06/01 

50-245 

P 

7907120200 

7907120180 

79/06/06 

50-277 

P 

7907120226 

7907120209 

79/05/14 

50-322 

A 

7907120241 

7907120209 

79/05/14 

50-322 

A 

7907120253 

7907120209 

79/05/14 

50-322 

A 

7907120261 

7907130209 

79/05/14 

50-322 

A 

7907120278 

7907120373 

79/05/09 

8ECV 


7907120289 

7907120270 

79/05/09 

BECY 


7907120332 

7907120204 

79/03/26 

50-280 

K 

7907120337 

7907120331 

79/07/02 

50-255 

P 

7907120344 

7907120331 

79/07/02 

50-255 

P 

7907120349 

7907120333 

79/06/14 

50-275 

K 

79 07120368 

7907120361 

79/07/06 

50-277 

P 

7907120406 

7907120396 

79/04/03 

50-460 

O 

79 07120415 

7907120408 

79/05/01 

50-280 

P 

7907120419 

7907120396 

79/04/03 

50-460 

0 

7907120439 

7907120422 

79/05/07 

8ECV 


7907120452 

7907120423 

79/05/07 

SECY 


7907120456 

7907120396 

79/04/03 

50-460 

Q 

7907120458 

7907120449 

79/06/05 

70-1308 


7907120465 

7907120449 

79/06/05 

70-1308 


7907120466 

7907120422 

79/05/07 

SECY 


7907120471 

7907120396 

79/04/03 

50-460 

Q 

7907120485 

7907120475 

79/05/29 

50-361 

F 

7907120495 

7907120360 

79/05/01 

XPORTUrC 


7907120532 

7907120513 

79/06/08 

50-280 

0 

7907120533 

7907120523 

79/05/02 

50-424 

0 

7907120555 

7907120513 

79/06/00 

50-280 

9 

7907120556 

7907120513 

79/06/00 

50-280 

9 

7907120560 

7907120550 

79/05/01 

50-324 

a 

7907120562 

7907120559 

79/07/09 

50-36? 

K 

7907120864 

7907120561 

79/06/27 

50-520 

0 

7907120565 

7907120563 

79/06/27 

50-560 

A 

7907120570 

7907120566 

79/07/06 

50-237 

P 

7907120597 

7907120592 

79/07/06 

50-270 

8 

7907120603 

7907120601 

79/01/n 

50-360 

P 

7907120606 

7907120601 

79/01/11 

50-360 

P 

7907120610 

7907120607 

79/07/06 

50-361 

a 

7907120613 

790712060B 

79/07/05 

60-344 

R 

7907120641 

7907120634 

79/07/03 

50-335 

8 

7907120647 

7907120638 

79/07/02 

50-245 

p 


ACCEBSIDN NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7907120647 

7907120644 

79/07/0S 

PROJ 


7907120650 

7907120645 

79/07/06 

50-368 

G 

7907120654 

7907120645 

79/07/06 

50-368 

8 

7907120657 

790712063B 

79/07/02 

50-245 

P 

7907120658 

7907 1206 52 

79/07/03 

50-267 

B 

7907120640 

7907120645 

79/07/06 

50-368 

0 

7907120663 

7907120652 

79/07/03 

50-267 

9 

7907120663 

7907 1 20382 

79/05/25 

XPORTLIC 


7907120686 

7907120681 

77/09/22 

FOIA 


7907120698 

7907 1 20692 

79/06/08 

50-320 

P 

7907120752 

7907120748 

79/05/22 

FOIA 


7907120BOO 

7907120710 

79/04/03 

50-320 

P 

7907130007 

7907 1 30002 

79/05/31 

50-352 

0 

7907130010 

7907 1 30002 

79/05/31 

50-352 

0 

79 0713001 4 

7907130002 

79/05/31 

50-352 

0 

7907130019 

7907130015 

79/05/31 

50-327 

A 

7907130020 

7907130002 

79/05/31 

50-352 

0 

7907130022 

7907130015 

79/05/31 

50-327 

A 

7907130026 

7907130005 

79/06/07 

70-1100 


7907130031 

7907130005 

79/06/07 

70-1100 


7907130035 

79O7130OO5 

79/06/07 

70-1100 


7 907 1300 <14 

7907 1 30039 

79/07/02 

50-367 

R 

7907 1300 SO 

7907130005 

79/06/07 

70-1100 


7907130070 

7907130056 

79/06/05 

50-463 

0 

7907130073 

7907130061 

70/06/04 

CONTRACT 


7907130077 

7907130056 

79/06/05 

50-463 

0 

7907130094 

7907130088 

79/05/21 

70-2623 


7907130098 

7907130088 

79/05/21 

70-2623 


7907130118 

7907130110 

79/06/01 

50-273 

0 

7907130121 

7907130111 

79/06/13 

70-143 


7907130132 

7907130111 

79/06/13 

70-143 


7907130135 

7907130126 

79/04/U 

50-482 

Q 

7907130139 

7907130126 

79/04/1 1 

50-482 

Q 

7907130140 

7907130134 

79/05/30 

50-219 

P 

79071301 41 

7907130133 

79/05/30 

50-250 

P 

7907130145 

7907130111 

79/06/13 

70-143 


7907130146 

7907130134 

79/05/30 

50-219 

P 

7907130154 

7907130134 

79/05/30 

50-219 

P 

7907130138 

7907130153 

79/05/25 

50-358 

Q 

7907130160 

7907130156 

79/06/OB 

50-184 

Q 

7907130163 

7907130156 

79/06/08 

50-1S4 

0 

7907130174 

7907130167 

79/05/22 

50-261 

P 

7907130175 

7907130166 

79/05/22 

50-329 

Q 

7907130179 

7907130171 

79/05/04 

50-70 

0 

7907130182 

7907130178 

79/06/03 

50-220 

G 

7907130191 

7907130186 

79/05/21 

0A999 


7907130194 

7907130106 

79/03/21 

OA999 


7907130199 

7907130106 

79/05/81 

0A999 


7907130206 

7907130186 

79/05/21 

0A999 


7907130210 

7907130200 

79/06/12 

50-395 

0 

7907130213 

7907130106 

79/05/21 

0A999 


7907130223 

7907130217 

79/06/04 

70-2623 


7907130225 

7907130300 

79/06/18 

50-395 

0 

79071 3022B 

7907130221 

79/05/22 

0A999 


7907130232 

7907130217 

79/06/04 

70-2623 


7907130237 

7907130217 

79/06/04 

70-2683 


7907130238 

7907130226 

79/04/16 

50-307 

(1 

7907130240 

7907130234 

79/05/16 

XPQRTLIC 


7907130242 

7907130217 

79/06/04 

70-2623 


7907130244 

7907130217 

79/06/04 

70-2623 


7907130245 

7907130239 

79/07/09 

TOPREP 


7907130246 

7907130221 

79/03/22 

QA999 


7907130251 

7907130221 

79/05/22 

QA999 


7907130252 

7907130217 

79/06/04 

70-2623 


7907130257 

7907130217 

79/06/04 

70-2623 


7907130264 

7907130217 

79/06/04 

70-2683 


7907130272 

7907 130266 

79/07/10 

50-338 

R 

7907130273 

7907130217 

79/06/04 

70-2623 


7907130306 

7907130299 

79/04/25 

SO-S06 

0 

7907130314 

7907130309 

79/06/19 

50-272 

0 

7907130316 

7907130311 

79/06/06 

30-334 

p 

7907130319 

7907130309 

79/06/ 1 9 

50-272 

0 

7907130320 

7907130310 

79/05/04 

50-341 

0 

7907130323 

7907130311 

79/06/06 

50-334 

p 

7907130329 

7907130311 

79/06/06 

50-334 

p 

7907130345 

7907 1 30339 

79/07/09 

50-325 

8 

7907130347 

7907130335 

79/04/27 

0A999 


7907130353 

7907130348 

79/07/10 

60-361 

8 

7907130354 

7907130351 

79/05/10 

50-315 

0 

7907130399 

79071 3D356 

79/05/10 

50-327 

Q 

7907130363 

7907130360 

79/07/09 

• 50-325 

B 

7907130367 

79071 30364 

79/07/07 

50-302 

B 



502 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESS ran dumber 



PRINCIPAL 

PATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGDRV 

7907 1 30369 

7907130231 

79/05/22 

04999 


7907 1 30370 

7907130221 

79/05/22 

QA999 


7907130371 

7907130368 

79/06/06 

SO-SOB 

0 

7907130372- 

7907130221 

79/05/92 

0A999 


7907130372 

7907130333 

79/07/09 

50-336 

8 

7907130302 

7907130301 

79/07/09 

50-220 

S 

7907130385 

7907130301 

79/07/09 

SO-280 

B 

7907130391 

7907130308 

79/07/10 

50-267 

S 

7907130399 

7907130393 

79/07/06 

50-153 

R 

7907130403 

7907130402 

79/06/06 

50-320 

P 

7907130411 

7907130406 

79/05/25 

50-260 

P 

7907130413 

7907130410 

79/07/11 

50-334 

P 

7907130414 

7907130402 

79/06/06 

50-320 

P 

7907130410 

7907130406 

79/05/25 

50-260 

P 

7907130421 

7907130406 

79/05/25 

50-260 

P 

7907100431 

7907130420 

79/07/10 

50-277 

R 

7907130430 

7907130436 

79/07/06 

50-303 

R 

7907130439 

7907130437 

79/04/18 

30-333 

P 

7907130441 

7707130427 

79/02/08 

SECY 


7907130443 

7907130432 

79/05/10 

50-510 

0 

7907130448 

7907130444 

79/07/10 

50-220 

R 

7907130456 

7907130451 

79/07/09 

50-261 

« 

7907130461 

7907130457 

79/05/25 

40-0725 


7907130467 

7907130460 

79/07/09 

50-333 

8 

7907130471 

7907130442 

79/06/05 

50-490 

0 

7907130473 

7907130469 

79/07/09 

50-202 

s 

7907130474 

7907130465 

79/05/24 

50-346 

p 

7907130478 

7907130455 

79/06/14 

50-330 

0 

7907130479 

7907130465 

79/05/24 

50-346 

p 

7907130483 

7907130455 

79/06/14 

50-330 

0 

7907130485 

7907130455 

79/06/14 

50-330 

Q 

7907130486 

7907130442 

79/06/05 

50-490 

0 

79 07 I 30490 

7907130455 

79/06/14 

50-330 

Q 

7907130499 

7907130422 

79/05/29 

50-308 

0 

7907130500 

7907130422 

79/05/29 

50-308 

Q 

7907130304 

7907130422 

79/05/29 

50-302 

0 

7907130505 

7907130495 

79/06/04 

50-599 

0 

7907130511 

7907130422 

79/03/29 

50-302 

Q 

7907130519 

7907130513 

79/07/09 

50-346 

Q 

7907130519 

7907130512 

79/06/81 

50-320 

0 

7907130921 

7907130313 

79/07/09 

50-346 

0 

79071 3052 B 

7907130513 

79/07/09 

50-346 

0 

7907130536 

7907130513 

79/07/09 

50-346 

Q 

7907160012 

7907160005 

77/09/01 

POIA 


7907160017 

7907160009 

79/04/20 

50-313 

a 

7907 1600 IB 

7907160005 

77/09/01 

FOIA 


7907160023 

7907160009 

79/04/20 

50-269 

0 

7907160030 

7907160009 

79/04/20 

60-269 

a 

7907160031 

7907160021 

79/06/21 

COMMISSION 

7907160034 

7907160027 

79/06/01 

50-309 

o 

7907160037 

7907160009 

79/04/20 

50-302 

a 

7907160038 

7907160033 

79/06/21 

COMMISSION 

7907160040 

7907160009 

79/04/20 

50-302 

Q 

7907160044 

7907160027 

79/06/DJ 

50-389 

Q 

7907160046 

7907160009 

79/04/80 

SO-312 

Q 

7907160040 

7907160009 

79/04/20 

50-312 

0 

7907160060 

7907160056 

79/06/23 

CaMMISSION 

7907160063 

7907 1 60050 

79/06/20 

COMMISSION 

7907160003 

7907160073 

79/06/29 

COMMlBSrON 

7907160006 

7907 1 6007 1 

79/06/87 

50-416 

U 

79071600B8 

7907160073 

79/06/89 

COMMISSION 

7907160091 

7907160071 

79/06/27 

50-416 

u 

79071601 13 

7907160106 

79/05/89 

50-596 

0 

7907160122 

7907160090 

79/06/29 

70-143 


7907160125 

7907160116 

79/06/05 

50-549 

0 

7907160134 

7907160090 

79/06/29 

70-143 


7907160137 

7907160090 

79/06/89 

COMMISSION 

7907160150 

7907160090 

79/06/89 

70-140 


7907160159 

7907160090 

79/06/89 

70-143 


7907160162 

7907160141 

79/06/89 

COMMISSION 

7907160166 

7907160090 

79/06/89 

70-143 


7907160182 

7907160176 

79/06/86 

50-320 

p 

7907160191 

7907160105 

79/06/04 

50-369 

Q 

7907160192 

7907160168 

79/06/89 

COMMISSION 

7907160195 

7907160185 

79/06/04 

50-369 

Q 

7907160208 

7907160204 

79/06/04 

50-320 

P 

7907160220 

7907160216 

79/05/21 

70-2623 


7907160223 

7907160216 

79/05/21 

70-2623 


7907160230 

7907160223 

79/06/00 

50-320 

H 

7907160235 

7907160232 

79/05/21 

70-2623 


7907160236 

7907160232 

79/05/21 

70-2623 


7907160243 

7907160237 

79/04/24 

50-275 

Q 

7907160254 

7907160239 

79/06/21 

COMMISBIOM 


ACCESSION NUMBER 



principal 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 



— 



79071602SB 

7907160252 

79/05/07 

50-412 

Q 

7907160259 

7907160247 

79/05/23 

70-143 


7907160263 

7907160239 

79/06/21 

COMMISSION 

7907160266 

7907160260 

79/06/06 

SO-320 

H 

7907160260 

7907160247 

79/05/23 

70-143 


7907160271 

7907160260 

79/06/06 

50-320 

H 

7907160273 

7907160264 

79/06/06 

50-454 

Q 

7907160276 

7907160269 

79/06/12 

50-400 

0 

7907160287 

7907160200 

79/06/05 

70-2623 


7907160209 

7907160202 

79/06/89 

50-470 

K 

7907160296 

7907160203 

79/07/09 

50-360 

8 

7907160301 

7907160200 

79/06/05 

70-2623 


7907160303 

7907160278 

79/06/20 

COMMIBBIDN 

7907160300 

7907160203 

79/07/09 

50-360 

8 

7907160311 

7907160307 

79/07/10 

50-272 

R 

7907160324 

7907160315 

79/07/09 

50-293 

S 

7907160385 

7907160316 

79/06/03 

50-320 

P 

7907160334 

7907160320 

79/06/28 

TOPREP 


7907160336 

7907160312 

79/06/10 

COMMISSION 

7907160344 

7907160312 

79/06/10 

COMMI8BI0N 

7907160351 

7907160312 

79/06/10 

COMMISSION 

7907160333 

7907160342 

77/07/09 

50-3 

0 

7907160350 

7907160312 

79/06/18 

COMM IBS ION 

7907160364 

7907160360 

79/07/12 

50-324 

8 

7907160377 

7907160373 

79/04/25 

50-313 

0 

7907160301 

7907160371 

79/07/13 

50-324 

8 

7907160400 

7907160392 

79/07/12 

50-324 

8 

7907160404 

7907160401 

79/07/10 

50-244 

8 

7907170003 

7907170001 

79/07/13 

50-263 

R 

7907170004 

7907170002 

79/07/11 

50-200 

R 

7907170010 

7907170007 

79/07/11 

50-206 

R 

7907170011 

7907170008 

79/07/13 

50-318 

P 

7907170013 

7907170009 

79/07/10 

50-271 

P 

7907170014 

7907170000 

79/07/13 

50-318 

P 

7907170016 

7907170012 

79/07/12 

50-596 

G 

7907170026 

7907170080 

79/07/10 

50-261 

8 

7907170031 

7907170025 

79/07/10 

50-324 

R 

7907170033 

7907170022 

79/07/12 

50-305 

8 

7907170034 

7907170089 

79/07/10 

50-346 

8 

7907170039 

7907170030 

79/07/11 

50-333 

8 

7907170041 

7907170036 

79/07/09 

50-390 

a 

7907170044 

7907170037 

79/07/18 

50-255 

a 

7907170051 

7907170045 

79/07/11 

50-307 

A 

7907170052 

7907170047 

79/07/10 

50-334 

R 

7907170057 

7907170054 

79/05/30 

50-290 

0 

7907170059 

7907170049 

79/07/09 

50-340 

8 

7907170060 

7907170060 

79/07/11 

50-321 

6 

7907170061 

7907170027 

79/05/30 

50-298 

8 

7907170069 

7907170063 

79/05/30 

50-898 

8 

7907170069 

7907170066 

79/07/09 

50-321 

P 

7907170071 

7907170049 

79/07/09 

50-348 

8 

7907170073 

7907170066 

79/07/09 

50-381 

P 

7907170076 

7907170068 

79/05/23 

50-898 

P 

7907170070 

7907170074 

79/07/10 

50-10 

R 

7907170002 

7907170079 

79/06/00 

50-890 

8 

7907170005 

7907170081 

79/07/10 

50-305 

8 

7907170086 

7907170084 

79/07/13 

50-350 

R 

7907170090 

7907170001 

79/07/10 

50-305 

0 

7907170091 

7907170007 

79/07/11 

50-321 

0 

7907170092 

7907170000 

79/07/09 

50-336 

5 

7907170095 

7907170060 

79/03/23 

50-290 

P 

7907170096 

7907170009 

79/07/10 

50-366 

e 

7907170101 

7907170098 

79/07/10 

50-250 

8 

7907170105 

7907170100 

79/07/06 

50-366 

8 

7907170109 

7907170060 

79/05/23 

50-298 

P 

7907170111 

7907170100 

79/07/00 

50-334 

a 

7907170113 

7907170107 

79/07/11 

50-259 

0 

7907170114 

7907170108 

79/07/08 

50-334 

6 

7907170115 

7907170112 

79/07/09 

50-336 

8 

7907170110 

7907170116 

79/07/12 

50-309 

R 

7907170126 

7907170120 

79/07/10 

50-259 

R 

7907170127 

7907170119 

79/07/13 

50-302 

r 

P 

7907170120 

7907170125 

79/07/0«^ 

50-313 

P 

7907170130 

7907170123 

79/07/09 

50-27 

P 

7907170131 

7907170124 

79/07/10 

50-327 

A 

7907170140 

7907170124 

79/07/10 

50-387 

A 

7907170151 

7907170147 

79/07/16 

50-498 

K 

7907170152 

7907170148 

79/07/12 

30-271 

R 

7907170154 

7907170117 

79/06/12 

50-443 

H 

7907170163 

7907170160 

79/07/10 

00-866 

R 

7907170164 

7907170150 

79/07/10 

50-831 

8 

7907170165 

7907170159 

79/07/13 

50-869 

8 

7907170166 

7907170157 

79/07/06 

SO-87B 

0 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 

7907170172 

7907170168 

79/07/12 

30-29 

R 

7907170181 

7907170178 

79/07/10 

50-235 

R 

7907170190 

7907170179 

79/07/10 

50-230 

B 

7907170190 

7907170194 

79/07/10 

30-290 

P 

7907170205 

7907170200 

79/07/11 

50-296 

8 

7907170209 

7907170206 

79/07/10 

50-321 

8 

7907170210 

7907170214 

79/07/03 

30-321 

8 

7907170219 

7907170216 

79/07/10 

30-366 

8 

7907170221 

7907170215 

79/07/12 

30-338 

8 

7907170222 

7907170220 

79/07/09 

30-321 

R 

7907170227 

0407170226 

79/06/20 

50-272 

R 

7907170229 

7907170224 

79/07/13 

30-336 

6 

7907170234 

7907170233 

79/07/09 

50-290 

R 

7907170235 

7907170232 

79/07/11 

30-320 

J 

7907180030 

7907180022 

79/03/30 

50-330 

T 

79071B0034 

7907180022 

79/03/30 

50-320 

T 

7907100037 

7907180022 

79/05/30 

50-320 

T 

7907100041 

7907180022 

79/05/30 

50-320 

T 

7907100046 

7907 1 80022 

79/03/30 

30-320 

T 

7907160035 

7907180022 

79/03/30 

30-320 

T 

7907100064 

7907180061 

79/06/29 

50-261 

P 

7907100060 

7907180061 

79/06/29 

30-261 

P 

7907100102 

7907180091 

79/04/03 

50-320 

P 

7907180109 

7907100106 

79/03/19 

30-320 

T 

7907100123 

7907180120 

79/07/11 

ILE 


7907180127 

7907180113 

79/06/08 

50-219 

0 

7907100135 

79071S0129 

79/07/13 

IlcE 


79071G0I43 

7907180113 

79/06/00 

30-219 

0 

7907180160 

7907180113 

79/06/00 

30-219 

0 

7907100170 

7907180188 

79/06/11 

30-3 

P 

7907180221 

7907100217 

79/03/22 

30-3 

Q 

7907180226 

7907100206 

79/03/30 

50-382 

0 

79 071B0244 

7907180233 

79/03/10 

50-366 

0 

79 07100261 

7907180243 

79/06/01 

70-754 


7907100263 

7907100236 

79/06/01 

50-338 

0 

7907100270 

7907160263 

79/07/02 

30-346 

Q 

7907180271 

7907100256 

79/06/01 

30-330 

0 

7907100279 

7907180256 

79/06/01 

30-330 

0 

79071Q0294 

7907100274 

79/03/16 

30-293 

0 

7907100296 

7907180207 

79/06/15 

50-346 

0 

7907100305 

7907180205 

79/05/04 

30-329 

0 

7907100319 

7907180307 

79/05/13 

30-133 

0 

7907180322 

7907160316 

79/06/20 

CONTRACT 


7907180323 

7907100274 

79/03/16 

30-293 

Q 

7907180320 

7907160312 

79/07/09 

50-333 

8 

7907180333 

7907100327 

79/06/26 

CONTRACT 


7907100333 

7907100323 

79/08/18 

30-313 

Q 

7907100349 

7907180344 

79/07/10 

CONTRACT 


7907100334 

7907100343 

79/03/10 

50-313 

Q 

7907100357 

7907100336 

79/03/17 

30-454 

0 

7907180374 

7907100366 

79/03/23 

30-471 

0 

7907180382 

79071 D0369 

79/03/16 

30-282 

a 

7907100398 

7907180393 

79/07/12 

30-283 

R 

7907180399 

7907100389 

79/03/17 

50-247 

0 

7907100407 

7907100401 

79/06/19 

90-220 

Q 

7907100409 

7907100402 

79/07/10 

50-133 

R 

7907180411 

7907100394 

79/03/10 

30-253 

Q 

7907180423 

7907100416 

79/03/10 

30-331 

a 

7907100437 

7907180430 

79/03/17 

30-286 

a 

79071B0444 

7907180442 

79/07/12 

30-267 

B 

7907100445 

7907180441 

79/05/17 

30-336 

a 

79D71B0449 

7907180429 

79/03/09 

50-431 

a 

7907180431 

7907100429 

79/05/09 

30-451 

0 

7907180432 

7907100440 

79/06/12 

71-61 


7907180434 

7907180453 

79/06/12 

71-07 


7907180435 

7907180304 

79/06/13 

30-234 

Q 

7907100439 

7907180437 

79/06/11 

71-37 


7907180460 

7907100436 

79/03/04 

30-346 

a 


7907180464 

7907100436 

79/03/04 

50-346 

0 

7907180470 

79071 B0466 

79/07/13 

50-336 

R 

7907100473 

7907100469 

79/07/11 

30-348 

R 

7907180474 

7907180456 

79/03/04 

30-346 

0 

7907180473 

7907180472 

79/07/03 

30-209 

8 

7<7071&0481 

7907180476 

79/07/13 

30-269 

R 

7907100402 

7907100477 

79/07/06 

50-209 

8 

7907180403 

7907100471 

79/03/16 

50-247 

0 

7907180488 

7907180405 

79/07/13 

30-269 

6 

7907180491 

7907180484 

79/07/10 

30-390 

8 

79071 B0494 

7907100490 

79/07/13 

30-3 

R 

7907100499 

7907100498 

79/07/06 

30-321 

8 

7907180300 

7907180492 

79/03/13 

30-293 

O 

79 07180301 

7907180497 

79/07/11 

50-390 

8 

7907180303 

790718050^> 

79/07/13 

50-270 

8 


ACCESSION NUN3ER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

7907180508 

7907160306 

79/07/09 

50-312 

ft 

7907180509 

7907180304 

79/07/11 

50-277 

9 

7907180513 

7907100496 

79/07/12 

50-390 

8 

7907180516 

7907180511 

79/07/13 

50-202 

ft 

7907180520 

7907180519 

79/07/12 

50-409 

R 

7907180324 

7907180518 

79/07/10 

50-302 

0 

7907180527 

7907180323 

79/07/11 

30-213 

R 

7907180536 

7907180531 

79/07/12 

50-260 

S 

7907180537 

7907180330 

79/07/13 

30-482 

8 

7907180 340 

7907100334 

79/07/11 

TOP REP 


7907180531 

7707180543 

79/07/06 

50-366 

8 

7907180533 

7707100548 

79/07/12 

50-302 

8 

7907180336 

7907180544 

79/07/02 

50-302 

8 

7907180560 

7907180534 

79/03/24 

50-293 

0 

7907180363 

7907180537 

79/07/11 

50-251 

0 

7907180370 

7907100559 

79/07/11 

30-243 

P 

7907180574 

7907100354 

79/05/24 

50-295 

0 

7907180373 

79071 00 36B 

79/07/12 

50-267 

8 

7907180382 

7907100576 

79/07/11 

30-346 

P 

7907180384 

7907100577 

79/07/17 

50-285 

P 

79071B0583 

7907180373 

79/06/14 

30-272 

0 

7907 1803 06 

7907100383 

79/07/13 

TOPREP 


7907180307 

7907100534 

79/05/24 

30-295 

Q 

7907180393 

7907100577 

79/07/17 

50-203 

P 

7907180399 

7907100377 

79/07/17 

50-203 

P 

7907180602 

7907180392 

79/06/00 

30-390 

Q 

79071BD603 

7907180390 

79/05/16 

30-338 

Q 

7907180609 

7907100377 

79/07/17 

30-285 

P 

7907180613 

7907180388 

79/06/27 

C0HMI&3t0N 

7907180614 

7907100592 

79/06/00 

50-390 

0 

7907180621 

7907100577 

79/07/17 

30-285 

P 

7907180622 

7907180308 

79/06/27 

COMMISSION 

7907100623 

7907180392 

79/06/00 

50-390 

Q 

7907100627 

7907100398 

79/05/16 

90-330 

0 

7907180633 

79O718OSB0 

79/06/27 

90-280 

u 

7907180640 

7907100392 

79/06/00 

50-390 

Q 

7907100633 

7907180643 

79/06/08 

50-298 

0 

790718068B 

7907180634 

79/05/10 

30-340 

Q 

7907180670 

7907100652 

79/06/08 

30-200 

0 

7907180673 

7907100651 

79/06/20 

50-320 

u 

790718067^9 

7907100652 

79/06/08 

80-280 

Q 

7907 1 00686 

7907180652 

79/06/00 

30-280 

Q 

7907100687 

7907100601 

79/06/15 

30-272 

0 

7907100693 

7907180692 

79/0 3/ IB 

30-317 

P 

7907100693 

7907180652 

79/06/00 

50-280 

0 

7907100690 

7907180684 

79/06/12 

70-020 


7907100709 

7907180604 

79/06/12 

70-020 


7907100713 

7907180696 

79/06/20 

50-171 

u 

7907180719 

7907180716 

79/06/14 

50-344 

0 

7907100720 

7907100684 

79/06/12 

70-820 


7907100730 

7907100715 

79/06/29 

FOIA 


7907100733 

7907100713 

79/06/29 

FOIA 


7907100734 

79O710O6B4 

79/06/12 

70-820 


7907100736 

7907100721 

79/06/27 

30-320 

u 

7907100742 

7907100715 

79/06/29 

FOIA 


7907100750 

7907180713 

79/06/29 

FOIA 


7907180731 

7907180721 

79/06/27 

30-320 

u 

7907100733 

7907100741 

79/06/07 

30-322 

0 

7907100737 

7907180713 

79/06/29 

FOIA 


7907180766 

7907100721 

79/06/27 

30-320 

u 

7907180783 

7907100721 

79/06/27 

30-320 

[> 

7907180791 

7907100349 

79/03/04 

30-393 

Oi 

7907180794 

7907 1 80787 

79/06/25 

30-338 

9 

7907180801 

7907100349 

79/03/04 

30-393 

Q 

79071BOBO3 

7907180707 

79/06/25 

50-338 

0 

7907180099 

7907100707 

79/06/25 

30-330 

0 

7907180016 

7907180707 

79/06/23 

30-338 

0 

7907180824 

7907 IQ 0017 

79/06/07 

30-471 

0 

7907180927 

79O71SO707 

79/06/25 

30-330 

0 

7907180848 

7907180041 

79/06/12 

71-3942 


7907180960 

7907180052 

79/06/12 

SECY 


7907180063 

7907 180037 

79/06/07 

30-37 

P 

79071G0B67 

7907180857 

79/06/07 

30-37 

P 

7707180069 

7907180052 

79/06/12 

BECY 


7907180004 

7907180B76 

79/06/03 

30-346 

P 

7907180809 

7907180876 

79/06/03 

30-346 

P 

7907180893 

7907160076 

79/06/05 

30-346 

P 

7707180893 

7907180078 

79/06/06 

30-443 

0 

7707180700 

7907180877 

79/06/12 

IPORTLIC 

7907190011 

7907190006 

79/06/14 

30-387 

0 

7907170012 

7907190009 

79/03/29 

SECY 


7907190014 

7907190008 

79/06/05 

50-437 

A 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACC£SSiaW NUMBER 


EN CLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

BUBJECT 

CATEOOnV 

7907190016 

79071901006 

79/06/14 

50-387 

Q 

79071900t9 

7907190006 

79/06/14 

SO -387 

0 

7907190021 

7907190017 

79/05/30 

71-31 


7907190029 

7907190006 

79/06/14 

SO-307 

0 

79 07190030 

7907190026 

79/05/30 

71-4949 


79 07190035 

7907190033 


REVIEW ORP 

7907190046 

7907190039 

79/06/21 

50-329 

A 

7907190049 

7907190038 

79/05/31 

50-298 

Q 

7907190053 

7907190048 

79/05/22 

30-309 

H 

7907190061 

7907190050 

79/06/06 

30-200 

Q 

7907190065 

7907 1900 38 

79/06/03 

70-2623 


7907190066 

7907190090 

79/06/06 

50-280 

Q 

7907L90070 

79O719O0SO 

79/06/06 

50-200 

0 

7907190073 

7907190042 

79/04/23 

30-10 

Q 

7907190078 

7907 1 90030 

79/06/06 

30-200 

Q 

7907190079 

7907190075 

79/06/05 

30-309 

H 

7907190092 

7907190025 

79/06/U 

50-309 

H 

7907190092 

7907190086 

79/06/14 

50-341 

0 

7907190093 

7907190081 

79/05/31 

40-299 


7907190093 

79071 9008 3 

79/06/00 

SO-321 

0 

7907190103 

7907190089 

79/06/08 

50-321 

0 

7907190105 

7907190096 

79/03/31 

50-313 

p 

790719010B 

7907190101 

79/06/11 

50-361 

0 

7907190110 

7907190085 

79/06/00 

50-321 

a 

7907190131 

7907190083 

79/06/08 

50-321 

0 

7907190100 

7907190124 

79/06/13 

50-498 

H 

7907190131 

7907190126 

79/06/08 

30-206 

P 

7907190132 

7907190120 

79/06/07 

30-413 

0 

7907190133 

7907190117 

79/03/05 

30-334 

P 

7907190134 

7907190127 

79/06/08 

50-338 

0 

7907190135 

7907 190 IS9 

79/06/00 

50-409 

Q 

7907190136 

7907190127 

79/06/08 

50-358 

0 

7907170137 

7907190120 

79/06/07 

50-413 

0 

7907190143 

7907190120 

79/06/07 

50-413 

0 

7907190149 

7907190120 

79/06/07 

30-413 

Q 

7907190132 

7907190127 

79/06/08 

50-350 

0 

7907190138 

7907190127 

79/06/00 

50-358 

0 

7907190160 

7907190134 

79/03/09 

50-352 

A 

7707190167 

7907190133 

79/06/12 

530-237 

F 

7907190194 

7907190183 

79/07/06 

FOIA 


7907190199 

7907190183 

79/07/06 

FOIA 


7907190202 

7907190183 

79/07/06 

FQIA 


7907190214 

7907190210 

79/04/12 

50-16 

P 

7907190215 

7907190208 

79/06/05 

50-437 

0 

7907190219 

7907190210 

79/04/12 

50-16 

P 

7907190280 

7907190203 

79/06/05 

50-437 

0 

7907190223 

7907190221 

79/07/09 

50-16 

P 

79 07190231 

7907190221 

79/07/09 

50-16 

P 

7907190233 

7907190221 

79/07/09 

30-16 

p 

7907190242 

7907190221 

79/07/09 

50-16 

p 

7907190246 

79071 90221 

79/07/09 

50-16 

Q 

7907190284 

7907190275 

79/06/20 

50-320 

□ 

7907190286 

7907190279 

79/06/11 

71-95 


7907190290 

7907190292 

79/06/21 

50-320 

0 

7907190303 

7907190287 

79/06/14 

50-416 

0 

7907190307 

79071902B7 

79/06/14 

50-416 

a 

79 07190313 

79071902B7 

79/06/14 

50-416 

a 

7907190319 

7907190287 

79/06/14 

50-416 

0 

7907190324 

7907190318 

79/06/14 

50-522 

o 

7907190357 

7907 1 90342 

79/07/16 

70PREP 


7907190358 

7907190350 

79/06/03 

40-8584 


7907190370 

7907 1 90366 

79/05/08 

50-344 

0 

7907190373 

7907190366 

79/03/00 

50-344 

0 

7907190382 

7907190373 

79/07/16 

50-324 

B 

7907190389 

7907190383 

79/07/11 

30-313 

R 

7907190445 

7907190440 

79/07/16 

30-302 

R 

7907190432 

7907190020 

79/06/06 

30-309 

H 

7907190482 

7907190473 

79/07/12 

30-295 

P 

7907190484 

7907190478 

79/03/17 

30-224 

0 

7907190487 

7907190480 

79/07/06 

50-325 

a 

7907190497 

79Q7190492 

79/03/14 

30-10 

0 

7907 1 90307 

7907190492 

79/03/14 

50-10 

0 

7907 1 90320 

7907190515 

79/07/13 

30-313 

8 

7907190324 

7907190323 

79/06/20 

50-416 

8 

7907190325 

7907190522 

79/07/16 

50-293 

B 

7907 IW30 

7907190528 

79/07/10 

30-302 

F 

7907190333 

7907190526 

79/03/00 

70-2623 


7907190334 

7907190531 

79/07/16 

50-324 

8 

79071 90537 

7907190332 

79/07/13 

50-316 

a 

7907190340 

7907190336 

79/07/16 

50-155 

p 

7907190344 

7907190541 

79/07/11 

50-368 

R 

7907190347 

7907190542 

79/07/13 

90-360 

0 

7907190330 

7907190536 

79/07/16 

50-155 

P 


ACCESSION 

NUMOER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7907190551 

7907190549 

79/07/12 

50-206 

P 

7907190550 

7907190556 

79/07/17 

50-339 

A 

7907190360 

7907190555 

79/07/13 

50-305 

P 

7907190570 

7907190563 

79/07/16 

50-237 

P 

7907190574 

7907190571 

79/07/14 

50-331 

R 

7907190577 

7907 190 572 

79/05/22 

71-3 


7907190501 

7907190568 

79/07/13 

50-209 

F 

7907190507 

7707190502 

79/06/11 

50-471 

0 

7907190600 

7907190590 

79/07/17 

50-344 

F 

7907190604 

7907190601 

79/06/20 

71-304 


7907190613 

7907190610 

79/06/20 

71-306 


7907190614 

7907190609 

79/06/07 

50-247 

P 

7907190620 

7907 1 90609 

79/06/07 

50-247 

P 

7907190623 

7907190609 

79/06/07 

50-247 

P 

7907190651 

7907190643 

79/06/08 

50-471 

0 

7907190652 

7907190647 

79/06/11 

50-348 

P 

7907190656 

7907190647 

79/06/11 

50-348 

P 

7907190661 

7907190647 

79/06/11 

50-348 

P 

7907190664 

7907190650 

79/06/06 

50-466 

0 

7907190666 

7907190660 

79/06/14 

70-1308 


7907190671 

7907190658 

79/06/06 

50-466 

0 

7907190727 

7907 1907 IS 

79/04/27 

50-201 

R 

7907190736 

7907 1 90658 

79/06/06 

50-466 

0 

7907190730 

7907190650 

79/06/14 

50-471 

0 

7907190742 

7907190732 

79/05/00 

0A999 


7907190744 

7907190739 

79/05/29 

40-4492 


7907190769 

7907190755 

79/05/31 

CONTRACT 


7907190760 

7907190760 

79/06/11 

50-309 

H 

7907190704 

7907190716 

79/06/15 

50-599 

0 

79071907B6 

7907190777 

79/05/31 

CONTRACT 


7907190812 

7907190795 

79/05/3* 

CONTRACT 


7907190045 

7907190042 

79/05/24 

50-409 

□ 

7907190B46 

7907190034 

79/06/26 

50-445 

M 

7907190052 

7907190818 

79/06/27 

REOOD 


7907190855 

7907190843 

79/06/25 

XPORTLIC 


7907190862 

7907190854 

79/06/15 

CONTRACT 


7907190869 

7907190851 

79/06/01 

40-8616 


7907200046 

7907200039 

79/06/27 

70-1113 


7907200049 

7907200039 

79/06/27 

70-1113 


7907200054 

7907200039 

79/06/27 

70-1113 


7907200064 

7907200059 

79/06/20 

70-1113 


7907200070 

7907200059 

79/06/20 

70-1113 


7907200074 

7907200059 

79/06/28 

70-1113 


7907200149 

7907200122 

79/05/10 

50-516 

0 

7907200203 

7907200105 

79/05/22 

50-237 

0 

7907200220 

7907200213 

79/04/25 

50-192 

a 

7907200224 

7907200211 

79/06/20 

50-269 

p 

7907200234 

7907200233 

79/05/10 

70-27 


7907200241 

7907200225 

79/05/1 1 

50-83 

0 

79 07200230 

7907200244 

79/05/09 

50-340 

Q 

7907200252 

7907200251 

79/07/12 

50-293 

R 

7907200253 

7907200247 

79/06/26 

50-488 

0 

7907200259 

7907200236 

79/07/16 

50-245 

R 

7907200262 

7907200260 

79/07/13 

50-298 

P 

7907200267 

7907200264 

79/07/12 

50-2t7 

P 

7907200290 

7907200278 

79/05/09 

50-281 

0 

7907200293 

7907200288 

79/07/16 

TOPREP 


7907200309 

7907200299 

79/07/11 

TOPREP 


7907200321 

7907200317 

79/07/11 

50-315 

ft 

7907200333 

7907200329 

79/07/11 

50-316 

R 

7907200341 

7907200337 

79/07/13 

50-321 

P 

7907200373 

7907201)366 

79/07/13 

50-331 

8 

7907200384 

790720037B 

79/07/13 

50-155 

8 

7907200400 

7907200395 

79/06/18 

50-57 

0 

7907200401 

7907200389 

79/07/10 

50-247 

8 

7907200406 

7907200395 

79/06/18 

50-57 

0 

7907200409 

7907200403 

79/07/13 

50-318 

8 

7907200411 

7907200404 

79/05/07 

50-280 

0 

7907200415 

7907200410 

79/07/16 

50-310 

8 

7907200416 

7907200395 

79/06/18 

50-57 

Q 

7907200420 

7907200393 

79/06/18 

50-57 

0 

7907200444 

7907200431 

79/06/19 

50-293 

0 

7907200433 

7907200431 

79/06/19 

50-293 

Q 

7907200460 

7907200431 

79/06/19 

50-293 

Q 

7907200469 

79072D0431 

79/06/19 

50-293 

Q 

7907200476 

7907200472 

79/07/ia 

50-334 

P 

7907200479 

7907200457 

79/07/05 

50-320 

H 

7907200484 

7907200477 

79/06/18 

50-387 

Q 

7907200490 

7907200485 

79/05/17 

70-820 


7907200491 

7907200477 

79/06/10 

50-387 

Q 

7907200496 

7907200477 

79/06/10 

50-387 

Q 

7907200503 

7907200477 

79/06/18 

50-387 

0 

7907200S04 

7907200501. 

79/05/31 

50-289 

Q 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


AGCEB8I0N NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

IB8UED 

SUBJECT 

CATEGORY 

7907230002 

7907230001 

79/06/20 

50'-250 

Q 

7907230006 

7907230003 

79/06/25 

50-3B7 

Q 

7907230000 

7907230005 

79/06/21 

50-311 

Q 

7907230009 

7907230007 

79/06/11 

71-00 


7907230011 

7907230005 

79/06/81 

50-311 

0 

7907230014 

7907230012 

79/06/20 

50-330 

0 

7907230015 

7907230005 

79/06/21 

50-311 

Q 

7907230010 

7907230012 

79/06/20 

50-330 

0 

7907230023 

7907230005 

79/06/21 

50-31 1 

O 

7907230024 

7907230012 

79/06/20 

50-333 

Q 

7907230025 

7907230019 

79/06/29 

71-216 


7907230033 

7907230028 

79/06/11 

71-120 


7907230036 

7907230030 

79/06/29 

71-217 


7907230030 

7907230029 

79/06/82 

50-220 

Q 

7907230039 

7907230012 

79/06/80 

50-333 

0 

7907230044 

7907230029 

79/06/82 

50-220 

Q 

7907230047 

7907230042 

79/06/89 

71-225 


7907230049 

7907230037 

79/06/11 

71-113 


7907230051 

7907230029 

79/06/82 

50-220 

Q 

7907230052 

7907230046 

79/06/05 

XPORTLIC 


7907230057 

7907230029 

79/06/22 

50-220 

0 

7907230059 

7907230055 

79/06/15 

QA999 


7907230061 

7907230055 

79/06/15 

OA999 


7907230067 

7907230055 

79/06/15 

QA999 


7907230069 

7907230054 

79/06/11 

71-123 


7907230074 

7907230055 

79/06/15 

QA999 


7907230080 

7907230071 

79/06/22 

50-389 

0 

7907230099 

7907230096 

79/06/20 

71-319 


7907230107 

7907230089 

79/06/18 

70-938 


7907230 U1 

7907230104 

79/06/20 

71-294 


7907230113 

7907230089 

79/06/18 

70-930 


79072301 18 

7907230009 

79/06/10 

70-933 


7907230120 

7907230115 

79/06/20 

71-204 


7907230120 

7907230089 

79/05/10 

70-938 


7907230130 

7907250126 

79/06/20 

71-320 


7907230146 

7907230140 

79/06/18 

XPORTLIC 


7907230151 

7907230077 

79/07/19 

50-220 

P 

7907230159 

7907230156 

79/06/20 

71-298 


7907230173 

7907230158 

79/07/80 

50-454 

K 

7907230174 

7907230170 

79/07/05 

50-320 

P 

7907230100 

7907230178 

79/07/06 

COMMISSION 

7907230191 

7907230187 

79/07/10 

COMMISSION 

7907230196 

7907230100 

79/06/04 

SECY 


7907230190 

79072301 07 

79/07/10 

CQMH18BI0N 

7907230201 

7907230 107 

79/07/10 

COMMISSION 

7907230200 

7907230106 

79/05/29 

50-295 

0 

7907230209 

7907230195 

79/07/11 

50-366 

K 

7907230213 

7907230106 

79/05/29 

50-295 

0 

7907230225 

7907230214 

79/06/11 

71-20 


7907230226 

7907230186 

79/05/29 

50-295 

0 

7907230229 

7907230223 

79/03/12 

FOIA 


7907230233 

7907230224 

79/07/19 

50-244 

P 

7907230235 

7907230223 

79/03/27 

FOIA 


7907230239 

7907230186 

79/05/29 

50-295 

o 

7907230246 

7907230241 

79/07/06 

50-201 

p 

7907230240 

7907230237 

79/06/11 

71-145 


7907230250 

7907230241 

79/07/06 

50-201 

p 

7907230255 

7907230251 

79/06/13 

71-4949 


7907230266 

7907230262 

79/06/20 

71-314 


7907230267 

7907230258 

79/06/11 

71-51 


7907230260 

7907230166 

79/05/29 

50-295 

o 

7907230272 

7907230269 

79/06/20 

71-307 


7907230274 

7907230271 

79/07/15 

50-317 

R 

7907230276 

7907230106 

79/05/29 

50-295 

o 

7907230281 

7907230279 

79/06/20 

71-305 


7907230283 

7907230278 

79/06/11 

71-47 


7907230291 

7907230286 

79/06/10 

0A999 


7907230292 

7907230207 

79/07/20 

50-333 

B 

7907230297 

7907230206 

79/06/10 

QA999 


7907230300 

7907230293 

79/06/11 

71-59 


7907230302 

7907230206 

79/06/18 

QA999 


7907230308 

7907230206 

79/06/10 

0A999 


790723031? 

7907230309 

79/06/20 

71-326 



7907230320 

7907230315 

79/07/10 

50-325 

S 

7907230331 

7907230326 

79/06/20 

71-322 


7907230343 

7907230325 

79/07/19 

50-325 

8 

7907230345 

7907230186 

79/05/29 

50-295 

0 

7907230340 

7907230342 

79/06/10 

50-352 

0 

7907230351 

7907230186 

79/05/29 

50-295 

0 

7907230354 

7907230349 

79/07/16 

50-313 

8 

7907230355 

7907230347 

79/06/08 

50-482 

a 

7907230356 

7907230106 

79/05/29 

50-295 

0 

7907230361 

7907230186 

79/05/29 

50-295 

0 


ACCESarON NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7907230363 

7907230359 

79/07/17 

30-269 

0 

7907230364 

790723D186 

79/05/29 

30-295 

0 

7907230374 

7907230350 

79/07/16 

30-493 

K 

7907230440 

7907230342 

79/06/10 

30-352 

Q 

7907230442 

7907230342 

79/06/10 

50-352 

Q 

7907230444 

7907230342 

79/06/10 

30-352 

Q 

7907230449 

7907230447 

79/07/06 

30-293 

P 

7907230452 

7907230060 

79/06/10 

30-412 

Q 

7907230453 

7907230060 

79/06/10 

30-412 

Q 

7907230473 

7907230467 

79/07/12 

50-366 

8 

7907230479 

7907230471 

79/03/02 

30-220- 

Q 

7907230482 

7907230480 

79/07/10 

30-366 

9 

7907230486 

7907230477 

79/07/13 

30-366 

8 

7907230487 

7907230474 

79/07/10 

30-336 

8 

7907230488 

7907230493 

79/05/11 

50-339 

0 

7907230493 

7907230491 

79/06/01 

50-244 

0 

7907230496 

7907230492 

79/06/27 

71-6S01 


7907230497 

7907230494 

79/07/20 

50-333 

P 

7907230499 

7907230492 

79/06/27 

71-6501 


7907230502 

7907230495 

79/06/22 

30-269 

P 

7907230504 

7907230472 

79/06/27 

71-6501 


7907230505 

7907230498 

79/06/14 

70-27 


7907230511 

7907230492 

79/06/27 

71-6501 


7907230515 

7907230498 

79/06/14 

70-27 


7907230517 

7907230493 

79/06/22 

50-269 

P 

7907230519 

7907230516 

79/07/10 

90-366 

S 

7907230523 

7907230498 

79/06/14 

70-27 


7907230532 

7907230495 

79/06/22 

bo-269 

P 

7907230541 

7907230533 

79/07/12 

30-321 

8 

7907230543 

7907230533 

79/07/16 

30-203 

8 

7907230553 

7907230546 

79/07/13 

30-366 

8 

7907230557 

7907230549 

79/04/27 

30-272 

0 

7907230559 

7907230535 

79/07/17 

50-331 

0 

7907230563 

7907230551 

79/07/10 

50-324 

0 

7907230565 

7907230554 

79/07/06 

COMMISSION 

7907230570 

7907230549 

79/04/27 

50-272 

Q 

7907230372 

7907230550 

79/06/14 

30-387 

0 

7907230576 

7907230571 

79/07/20 

50-338 

0 

7907230579 

7907230538 

79/06/14 

50-387 

Q 

7907230380 

7907230571 

79/07/20 

50-338 

8 

7907230585 

7907230550 

79/06/14 

50-387 

0 

7907230386 

7907230554 

79/07/06 

COMHiaSION 

7907230398 

7907230530 

79/06/14 

50-397 

0 

7907230611 

7907230554 

79/07/06 

COMHiaSlON 

7907230615 

7907230607 

79/06/19 

70-143 


7907230618 

7907230388 

79/07/18 

50-324 

s 

7907230619 

7907230854 

79/07/06 

COMMISSION 

7907230623 

7907230607 

79/06/19 

70-143 


7907230630 

7907230622 

79/06/11 

71-11 


7907230633 

7907230626 

79/07/16 

50-320 

p 

7907230635 

7907230627 

79/07/06 

CDKHIBBtON 

7907230639 

7907230634 

79/06/11 

71-34 


7907230640 

7907230607 

79/06/19 

70-143 


7907230652 

7907230607 

79/06/19 

70-143 


7907230653 

7907230645 

79/06/11 

71-150 


790723065B 

7907230655 

79/06/11 

71-32 


7907230660 

7907230657 

79/06/08 

COHMI6810N 

7907230666 

7907230662 

79/06/11 

71-35 


7907230680 

7907230673 

79/06/ U 

71-37 


790723069B 

7907230692 

79/06/29 

71-162 


7907230699 

7907230694 

79/05/23 

CONTRACT 


7907230707 

7907230060 

79/06/18 

50-412 

Q 

7907230713 

7907230705 

79/03/10 

CONTRACT 


7907230721 

7907230711 

79/06/26 

50-302 

0 

7907230722 

7907230719 

79/07/12 

CONTRACT 


7907230724 

7907230708 

79/05/16 

50-280 

0 

7907230727 

7907230060 

79/06/10 

50-412 

a 

7907230736 

7907230730 

79/05/25 

0A999 


7907230740 

7907230734 

79/05/16 

30-338 

0 

7907230746 

7907230741 

79/05/30 

50-456 

0 

7907230752 

7907230739 

79/06/19 

30-200 

u 

7907230757 

7907230739 

79/06/19 

30-200 

u 

7907230763 

7907230748 

79/06/10 

30-259 

0 

7907230768 

7907230755 

79/05/14 

50-390 

Q 

7907230771 

7907230743 

79/06/01 

27-39 


7907230775 

7907230748 

79/06/18 

50-25? 

0 

7907230782 

7907230776 

79/06/11 

71-105 


7907230784 

7907230748 

79/06/10 

50-259 

0 

7907230789 

7907230786 

79/06/11 

71-104 


7907230790 

790723074a 

79/06/18 

50-239 

0 

7907230792 

7907230787 

79/06/11 

71-103 


7907240014 

79072400^9 

79/06/29 

71-15 


7907240020 

7907240004 

79/06/19 

50-250 

Q 

7907240023 

7907240018 

79/06/29 

71 -aiB 




CROSS REFERENCE OF ENCLOSURES TO 
BOB PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DDCUiMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 






79O724O3B0 

7907840374 

79/06/11 

30-220 

P 

7907240029 

7907840004 

79/06/19 

50-250 

Q 

79072403B1 

7907240311 

79/05/84 

REOGD 


7907240034 

790724002B 

79/06/89 

71-219 







7907840037 

7907840032 

79/06/29 

71-226 


7907840392 

7907240374 

79/06/11 

50-220 

P 

7907240040 

790724003a 

79/06/29 

71-104 


7907840304 

7907840311 

79/05/24 

REOGD 


7907240044 

7907840042 

79/06/29 

71-166 


79 07240308 

7907240311 

79/05/21 

REOGD 







7907840391 

7907840303 

79/05/14 

50-390 

Q 

7907240049 

7907840046 

79/06/89 

71-166 


7907240392 

7907840307 

79/06/05 

30-263 

P 

7907S40065 

7907240004 

79/06/19 

50-250 

Q 






7907840070 

7907240004 

79/06/19 

50-250 

0 

7907240395 

790724031 1 

79/05/84 

REOGD 


7907840070 

7907840064 

79/06/29 

50-373 

0 

7907840396 

7907240307 

79/06/03 

30-863 

P 

7907240099 

7907240 0B4 

79/05/10 

50-510 

a 

7907240397 

7907240309 

79/07/13 

50-247 

0 






7907340406 

7907240311 

70/05/84 

REOGD 


7907840100 

7907840093 

79/06/25 

30-336 

p 

7907240411 

7907240403 

79/06/12 

30-247 

P 

7907240101 

7907240093 

79/06/25 

50-336 

P 






79 0784 01 OS 

7907840093 

79/06/25 

SO-336 

P 

7907240412 

7907840311 

79/05/24 

REOGD 


7907240110 

7907240 1 07 

79/06/11 

71-127 


7907240413 

7907240400 

79/06/15 

50-324 

0 

7907240112 

7907240106 

79/05/29 

30-301 

Q 

7907240415 

7907840403 

79/06/12 

50-247 

P 






7907240410 

7907240403 

79/06/12 

50-247 

P 

79078401 IB 

7907240051 

79/O6/0B 

90-308 

Q 

7907840419 

7907240311 

79/05/24 

REOGD 


7907240123 

7907240119 

79/05/14 

50-338 

0 






79078401 2S 

7907240047 

79/06/08 

30-490 

0 

7907240420 

7907840400 

79/06/15 

30-324 

Q 

7907240127 

7907840124 

79/06/01 

30-373 

0 

7907240423 

7907240417 

79/06/29 

50-471 

G 

7907240129 

7907240122 

79/05/24 

50-327 

0 

7907240426 

7907240311 

79/05/24 

REOGD 







7907240489 

7907240400 

79/06/13 

50-384 

0 

79078401 SB 

7907240134 

79/05/31 

50-237 

0 

7907240437 

7907840400 

79/06/19 

30-324 

Q 

7907240 14B 

7907240132 

79/05/25 

50-553 

0 






7907240152 

7907840144 

79/06/01 

50-266 

0 

7907240440 

7907840431 

79/05/14 

50-471 

D 

7907240163 

7907240155 

79/05/25 

30-369 

0 

7907240446 

7907240431 

79/05/14 

50-471 

D 

7907240164 

7907240156 

79/06/01 

50-329 

o 

7707240432 

7907240400 

79/06/19 

50-324 

0 






7607240456 

7907840447 

79/06/05 

50-267 

P 

7907240172 

7907840169 

79/05/30 

90-346 

0 

7907240491 

7907840472 

79/06/09 

27-39 


7907840104 

7907240170 

79/05/23 

50-250 

Q 






79072401 06 

79078401BI 

79/05/21 

50-438 

0 

7907240493 

7907240400 

79/06/12 

50-315 

P 

7907240191 

7907840107 

79/05/29 

50-409 

Q 

7907240903 

7907240462 

79/06/01 

50-466 

0 

79072401^8 

7907840189 

79/05/21 

50-339 

Q 

7907840900 

7907240499 

79/06/11 

71-110 







7907840912 

7907240462 

79/06/01 

50-466 

0 

7907240200 

7907240195 

79/05/30 

50-202 

0 

7907240982 

7907240513 

79/06/11 

71-140 


7907240201 

7907240197 

79/05/23 

50-390 

0 











7907240931 

7907240524 

79/06/11 

71-140 







7907840945 

7907240537 

79/06/11 

71-119 


7907240209 

7907240205 

79/06/26 

XPORTLIC 







7907240212 

7907240204 

79/06/18 

50-443 

0 

7907840949 

7907240573 

79/06/13 

50-189 

p 

7907240215 

7907840210 

79/06/18 

30-400 

Q 

7907840961 

7907240553 

79/06/11 

71-132 


790724021^ 

7907240204 

79/06/10 

50-443 

Q 

7907240963 

79072403B7 

79/06/09 

50-263 

p 

7907840216 

7907240213 

79/06/21 

XPORTLIC 


7907240971 

7907240566 

79/06/11 

71-134 







7907840970 

7907840573 

79/06/13 

50-189 

p 

7907840219 

7907840210 

79/06/18 

50-400 

Q 






7907240220 

7907240804 

79/06/10 

50-443 

Q 

7907840900 

7907840577 

79/06/11 

71-130 


7907240282 

7907240204 

79/06/18 

50-443 

0 

7907240990 

7907240504 

79/06/11 

71-73 


7907240285 

7907240210 

79/06/18 

30-400 

Q 

7907240997 

7907240509 

79/06/07 

50-272 

p 

7907240227 

7907240210 

79/06/18 

50-400 

0 

7907240601 

7907240595 

79/06/11 

71-76 







7907240603 

79072405B9 

79/06/07 

50-278 

p 

7907240236 

7907240280 

79/06/29 

71-153 







7907240243 

79078402^9 

79/06/85 

50-872 

0 

7907240619 

7907240609 

79/03/29 

50-334 

0 

7907840286 

7907240247 

79/06/11 

71-77 


7907240687 

7907240616 

79/05/29 

50-293 

0 

7907240262 

7907240261 

79/06/20 

QA999 


7907840630 

7907240683 

79/03/31 

50-305 

Q 

7907840263 

7907240861 

79/06/28 

OA999 


7907250083 

7907850019 

79/06/29 

71-161 







7907230089 

7907250027 

79/06/89 

71-82 


7907840264 

7907840261 

79/06/20 

0A99? 







7907240265 

7907840861 

79/06/20 

0A999 


7907250039 

7907850037 

79/05/19 

50-272 

H 

7907240267 

7907840266 

79/06/05 

50-294 

Q 

7907250061 

7907250051 

79/06/12 

50-360 

P 

7907240269 

7907240860 

79/06/26 

50-424 

Q 

7907250072 

7907850051 

79/06/12 

50-360 

P 

7907240270 

7907840259 

79/06/18 

90-424 

O 

7907250079 

7907250076 

79/03/30 

50-266 

0 






7907250000 

7907250051 

79/06/18 

50-360 

P 

7907240272 

7907240859 

79/06/10 

50-424 

Q 






7907240274 

7907240273 

79/07/02 

50-10 

0 

7907830008 

7907250077 

79/06/87 

50-440 

Q 

7907240275 

7907240859 

79/06/18 

50-424 

0 

79072900B3 

7907250076 

79/05/30 

50-266 

a 

7907240877 

7907840823 

79/06/21 

XPORTLIC 


7907890093 

7907850009 

79/06/83 

30-277 

0 

7907240270 

7907240839 

79/06/10 

50-424 

Q 

7907850108 

7707250090 

79/05/02 

06999 







7907250103 

7907250100 

79/06/88 

30-340 

0 

7907240279 

7907240876 

79/05/22 

90-200 

0 






79078402S3 

790784^255 

79/06/30 

50-872 

0 

7907250106 

7907250100 

79/06/22 

50-340 

0 

7907240284 

7907240230 

79/06/21 

XPORTLIC 


79078301 10 

7907850107 

79/06/13 

50-277 

p 

7907240805 

7907240239 

79/06/ IB 

50-424 

a 

79078501 13 

7907250107 

79/06/15 

50-277 

p 

7907240206 

7907240888 

79/06/06 

CONTRACT 


7907830116 

7907850107 

79/06/15 

50-277 

p 






7907250117 

7907250112 

79/06/15 

30-331 

p 

7907840291 

7907840833 

79/06/30 

50-272 

0 






7907240897 

7907240296 

79/05/16 

70-33 


79072501 18 

7907850118 

79/06/15 

50-331 

p 

7907840303 

7907240290 

79/05/22 

50-307 

0 

79078301 22 

7907850112 

79/06/15 

50-331 

p 

7907840317 

7907240314 

79/06/2? 

50-471 

0 

7907290124 

7907850181 

79/06/13 

CONTRACT 


7907240320 

7907240315 

79/07/18 

30-397 

0 

7907250130 

7907250127 

79/05/14 

CONTRACT 







7907250147 

7907250143 

79/03/24 

50-333 

Q 

7907840326 

7907840315 

79/07/10 

50-397 

8 






7907240328 

7907840324 

79/07/10 

50-1 55 

0 

7907250134 

7907250149 

79/05/21 

0A999 


7907840347 

7907240337 

79/OS/14 

50-339 

ot 

7907250173 

7907250171 

79/06/05 

COMMISSION 

7907840349 

7907840346 

79/07/1? 

30-302 

K 

79 072 SO 175 

7907850137 

79/05/31 

50-250 

u 

7907840350 

7907840342 

79/06/26 

50-272 

0 

7907230184 

7907250157 

79/05/31 

30-250 

u 






7907250192 

7907850190 

79/06/03 

06999 


7907240353 

7907840340 

79/07/1? 

30-261 

s 






7907240363 

7907840357 

79/07/10 

50-385 

8 

79 07250195 

7907250190 

79/06/03 

0A999 







7907250196 

7907250190 

79/06/03 

0A999 


7907240367 

7907840359 

79/07/1? 

50-340 

a 






7907240360 

7907840311 

79/05/24 

REOOD 


790729Q197 

7907850190 

79/06/03 

QA999 


7907840371 

7907240366 

79/07/19 

90-384 

0 

7907250209 

7907250206 

79/06/06 

30-233 

0 

7907240372 

7907840311 

79/05/24 

REOfiD 


790725021 1 

79072S02D6 

79/06/06 

30-853 

0 

7907840376 

7907240359 

79/07/1? 

90-340 

0 

7907850213 

7907250218 

79/05/30 

30-403 

0 






7907890216 

7907250812 

79/03/30 

50-403 

0 


7907840377 7907240311 79/05/24 REOOD 

7907840370 7907240374 79/0 A/ it 00-220 P 

7907240379 7907240359 79/07/19 30-340 8 


7907250222 7907850221 79/06/07 50-408 0 
790725022^ 7907850221 79/06/07 50-402 0 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMSER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 





7907290231 

79078S0230 

79/06/29 

CONTRACT 


7907250833 

7907290232 

79/06/01 

CONTRACT 


7907230240 

7907250230 

79/06/29 

XPDRTLIC 


7907290^4^ 

7907250244 

79/06/13 

71^3 


7907250360 

7907250233 

79/07/19 

50-316 

a 

7907290277 

7907250267 

79/07/03 

S 0-866 

a 

79072 50SB1 

7907230274 

79/07/13 

50-295 

a 

7907250202 

7907250270 

77/06/05 

50-409 

a 

7907290203 

7907250264 

79/07/13 

50-265 

a 

7907250891 

7907230204 

79/07/13 

50-10 

a 

7907250290 

7907250292 

79/07/19 

50-317 

s 

7907250301 

7907250290 

79/06/05 

50-373 

a 

7907290304 

7907290300 

79/07/19 

30-310 

a 

7907250312 

7907290300 

79/06/15 

50-244 

p 

7907250313 

7907250297 

79/07/05 

50-263 

a 

7907290314 

7907290310 

79/07/16 

30-397 

a 

7907290317 

7907230306 

79/07/10 

50-387 

A 

7907290319 

7907250308 

79/06/15 

50-244 

P 

7907250322 

7907250300 

79/06/15 

50-244 

P 

7907250329 

79072S032S 

79/07/20 

50-329 

0 

7907230331 

7907250384 

79/07/17 

50-387 

A 

7907250334 

7907290320 

79/06/82 

QA999 


7907230339 

7907250320 

79/06/22 

QA999 


7907230341 

7907290339 

79/07/13 

50-335 

0 

7907250347 

7907250320 

79/06/28 

QA999 


7907230394 

7907250390 

79/07/13 

50-219 

R 

7907290395 

7907250320 

79/06/88 

QA999 


7907230360 

7907850388 

79/06/22 

QA999 


7907230362 

7907850393 

79/07/19 

50-844 

P 

7907250367 

7907290320 

79/06/28 

QA999 


7907250372 

7907890364 

79/07/19 

50-249 

B 

7907250370 

7907290366 

79/07/13 

50-254 

B 

7907230302 

7907290379 

79/07/17 

50-311 

B 

7907250393 

7907250386 

79/06/89 

71-310 


7907250373 

7907250392 

79/07/20 

TOPREP 


7907250400 

7907290397 

79/06/89 

71-201 


7907850402 

7907250398 

79/07/09 

FOIA 


7907850409 

7907250399 

79/06/04 

40-0729 


7907850407 

7907250398 

79/07/09 

FOIA 


7907250412 

7907230399 

79/06/04 

40-0729 


7907250413 

7907850398 

79/07/09 

FOIA 


7907230486 

7907250423 

79/06/89 

71-137 


7907250428 

7907250481 

79/06/01 

50-437 

0 

7907250439 

7907250390 

79/07/09 

FOIA 


7907250443 

7907250436 

79/05/15 

50-440 

Q 

7907250482 

7907850436 

79/05/15 

50-440 

Q 

7907250454 

7907250434 

79/06/11 

50-391 

0 

7907850450 

7907250449 

1 /79/04 

50-320 

P 

7907250463 

7907250439 

79/07/03 

71-334 


7907250460 

7907250462 

79/04/26 

50-261 

0 

7907850470 

7907250390 

79/07/09 

FOIA 


79O78504B0 

7907230475 

79/06/04 

70-8623 


7907250401 

7907250390 

79/07/09 

FOIA 


7907250405 

7907250475 

79/06/04 

70-2683 


7907250400 

7907250479 

79/06/04 

50-402 

a 

7907230409 

7907250403 

79/04/10 

50-352 

A 

7907250491 

7907250475 

79/06/04 

70-2683 


7907290497 

7907250475 

79/06/04 

70-2623 


7907290900 

7907230390 

79/07/09 

FOIA 


7907250507 

7907250475 

79/06/04 

70-2623 


7907850912 

7907250390 

79/07/09 

FOIA 


7907250318 

7907250490 

79/06/01 

50-445 

0 

7907250919 

7907250475 

79/06/04 

70-2623 


7907290984 

7907250398 

79/07/09 

FOIA 


7907250333 

7907250528 

79/06/14 

50-295 

0 

7907250337 

7907250390 

79/07/09 

FOIA 


79 07250343 

7907250533 

79/06/15 

50-250 

p 

7907250349 

7907250535 

79/06/15 

50-250 

p 

7907250992 

7907250390 

79/07/09 

FOIA 


7907250993 

7907250540 

79/06/07 

0A999 


7907250997 

7907250535 

79/06/15 

50-250 

p 

7907250961 

7907250550 

79/06/12 

0A999 


7907250962 

7907250556 

79/07/ n 

FOIA 


7907250567 

7907250556 

79/07/11 

FOIA 


7907250569 

7907250563 

79/06/20 

0A999 


7907250571 

7907250564 

79/06/14 

50-330 

p 

7907250973 

7907250556 

79/07/11 

FOIA 


7907250370 

7907250564 

79/06/14 

50-330 

p 

7907850981 

7907250564 

79/06/14 

50-330 

A 

7907230382 

7907250556 

79/07/11 

27-47 


7907850383 

7907250576 

79/06/89 

50-295 

0 

7907230586 

7907250556 

79/07/11 

FOIA 


7907230S92 

7907250556 

79/07/11 

FOIA 



ACCESSION NUHBEfl 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7907850594 

7907250590 

79/06/01 

CONTRACT 


7907250595 

7907250509 

79/06/19 

50-869 

P 

7907250599 

7907850556 

79/07/ 1 1 

FOIA 


7907350600 

7907250509 

79/06/19 

50-869 

P 

7907250601 

7907250589 

79/06/19 

50-269 

P 

7907250606 

7907250509 

79/06/19 

30-269 

P 

7907260005 

7907260004 

79/05/10 

50-200 

0 

7907260007 

7907860004 

79/05/10 

90-200 

Q 

7907260017 

7907260006 

79/07/06 

90-440 

Q 

7907260023 

790726-0004 

79/05/10 

90-201 

Q 

7907260027 

7907260024 

79/06/04 

CONTRACT 


7907860029 

7907260010 

79/06/20 

aA999 


7707260045 

7907260010 

79/06/20 

0A999 


7707260050 

7907860009 

79/06/19 

90-309 

U 

7907860062 

7907860055 

79/06/26 

90-207 

Q 

7707260065 

7907260059 

79/06/13 

50-313 

U 

7707260076 

7907260055 

79/06/86 

90-207 

a 

7707260001 

79072600 1 0 

79/06/20 

aA999 


7707260088 

7907260063 

79/06/22 

50-344 

p 

7707860090 

7907260010 

79/06/20 

0A999 


7707260091 

7907260002 

79/06/04 

50-445 

u 

7707260092 

7 907260 084 

79/06/14 

50-317 

p 

7907260094 

7907260063 

79/06/22 

50-344 

p 

7907260096 

7907260084 

79/06/14 

50-317 

p 

7707260102 

790726D06B 

79/06/28 

50-344 

p 

7707260105 

7907260004 

79/06/14 

50-317 

p 

7707260116 

7907260 1 00 

79/06/21 

0A999 


7907260 1 27 

79072600B2 

79/06/04 

90-449 

u 

7907260120 

7907260121 

79/06/19 

50-596 

0 

7707260130 

7907260100 

79/06/21 

0A999 


7907260138 

7907260100 

79/06/21 

0A999 


7707260139 

7907860131 

79/06/26 

50-329 

0 

7907260142 

7907260133 

79/05/30 

50-953 

a 

7707260144 

7907260100 

79/06/21 

0A999 


7907260147 

7907860100 

79/06/21 

0A999 


7707260149 

7907260143 

79/06/06 

50-267 

p 

7707260151 

7907260145 

79/05/30 

50-395 

a 

7707260155 

7907260143 

79/06/06 

50-267 

p 

79072601 50 

7907860100 

79/06/21 

0A999 


7707260169 

7907260160 

79/06/07 

50-341 

a 

7907260195 

7907260177 

79/06/21 

50-315 

p 

7907260196 

7907260102 

79/06/07 

50-389 

a 

7907260200 

7907260177 

79/06/21 

50-315 

p 

7907260230 

7907260177 

79/06/21 

50-315 

p 

7707860240 

7907260223 

79/06/07 

50-10 

a 

7707260259 

7907260246 

79/06/13 

PRQJ 


7707860264 

7907260252 

79/06/OS 

50-409 

a 

7707260201 

7907260272 

79/06/00 

50-186 

a 

7707260300 

7907260290 

79/05/00 

50-155 

a 

7707260346 

7907260341 

79/06/29 

71-74 


7907860355 

7907260350 

79/06/29 

71-39 


7907860364 

7907260361 

79/06/29 

71-205 


7707260360 

7907260350 

79/06/07 

90-255 

u 

7907260373 

7907260370 

79/06/29 

71-157 


7907260300 

7907260377 

79/06/18 

CONTRACT 


7907260306 

7907260379 

79/06/29 

71-196 


7907260390 

7907860300 

79/06/10 

50-278 

0 

7907260376 

7907260300 

79/06/18 

50-272 

0 

7907860403 

79O726D380 

79/06/10 

50-278 

0 

7907860411 

7907260401 

79/06/29 

71-158 


7907860418 

7907260380 

79/06/10 

50-278 

0 

7907260420 

7907860421 

79/06/29 

71-154 


7907260431 

79O726O3S0 

79/06/10 

50-278 

0 

7907260437 

7907260432 

79/06/29 

71-151 


7907260449 

7907260448 

79/07/25 

50-320 

p 

7907260453 

7907260442 

79/07/25 

50-320 

p 

7907260454 

79G7860446 

79/06/29 

71-133 


7907260453 

7907260442 

79/07/25 

50-320 

p 

7907860464 

7907260451 

79/06/01 

COMNiaBION 

7907260466 

7907260442 

79/07/25 

50-320 

p 

7907260467 

7907860460 

79/07/10 

50-400 

A 

7907260469 

7907260465 

79/06/29 

71-89 


7907860473 

7907260451 

79/06/01 

CDHMI88I0N 

79 078604 B2 

7907260451 

79/06/01 

COHMISBION 

79 07860405 

7907260477 

79/06/04 

50-490 

a 

7907860486 

7907260431 

79/06/29 

50-409 

F 

7907260491 

790726045} 

79/06/01 

CONMlBSiaN 

7907260492 

7907260477 

79/06/04 

50-490 

a 

7907260496 

7907860451 

79/06/01 

COHHIBBION 

7907260506 

7907860495 

79/07/03 

90-340 

a 

7907260503 

7907260502 

79/05/89 

90-250 

a 

7907260513 

7907260451 

79/06/01 

COHMIBBION 

7907260515 

7907860511 

79/07/80 

90-397 

A 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBEfl 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DDCUKENT 

IBSUED 

CATEGORY 

7R07260517 

7907260495 

79/07/03 

50-348 

0 

79072A0gZi 

7907260451 

79/06/01 

COHNI801ON 

7907860922 

7907260516 

79/05/31 

SO-395 

Q 

7907260526 

7907260524 

79/05/07 

50-301 

Q 

7907260534 

79O726OS20 

79/06/01 

50-206 

Q 

7907260530 

7907260532 

79/05/30 

SO-387 

Q 

7907260942 

7907260495 

79/07/03 

50-340 

Q 

7907260949 

7907260543 

79/05/25 

50-275 

Q 

7907260997 

7907260554 

79/05/25 

50-397 

Q 

7907260961 

7907260559 

79/06/00 

50-445 

0 

7907260571 

7907260569 

79/06/01 

COMHIBSION 

7907260970 

7907260576 

79/07/17 

50-409 

r 

7907260981 

7907260579 

79/06/06 

50-80 

p 

7907260583 

7907260500 

79/07/23 

50-592 

0 

7907260584 

7907030357 

79/06/81 

TOPREP 


7907260906 

7907260582 

79/07/80 

50-872 

8 

7907260992 

79072605B9 

79/07/10 

50-336 

S 

7707260593 

7907260507 

79/07/80 

50-219 

s 

7907260996 

7907260594 

79/07/23 

50-244 

s 

7907260599 

7907260595 

79/07/23 

30-871 

8 

7907260600 

7907260602 

70/10/31 

CONTRACT 

7907260626 

7907260610 

79/06/00 

CONTRACT 

7907260631 

7907260687 

79/07/20 

50-296 

P 

7907860639 

7907260632 

79/07/19 

80-171 

R 

7907260640 

7907260636 

79/06/80 

CONTRACT 

7907860649 

7907260510 

79/05/81 

50-361 

Q 

7907260692 

7907260646 

79/07/83 

50-333 

S 

7907260660 

7907260683 

79/06/85 

CONTRACT 

7907860663 

7907260656 

79/07/20 

50-316 

6 

7907360671 

7907260666 

79/07/11 

50-361 

A 

7907S60677 

7907260666 

79/07/ U 

50-361 

A 

7907260679 

7907260667 

79/07/20 

50-893 

8 

7907260683 

7907260666 

79/07/U 

SO-361 

A 

7907260609 

7907260666 

79/07/11 

30-361 

A 

7907260692 

7907260686 

79/07/19 

50-293 

0 

7907260701 

7907860694 

79/04/19 

50-596 

0 

7907260703 

7907260695 

79/07/19 

50-293 

0 

7907260711 

7907860700 

79/07/11 

50-380 

P 

7907360718 

7907860694 

79/04/19 

50-596 

0 

7907260716 

7907260700 

79/07/11 

50-320 

P 

7907260717 

7907860710 

79/07/83 

50-213 

0 

7907260720 

7907260709 

79/07/19 

50-237 

S 

7907260721 

7907860700 

79/07/11 

50-320 

P 

7907260724 

7907860713 

79/07/20 

50-278 

B 

7907260747 

7907260741 

79/07/23 

80-333 

8 

7907260791 

7907260746 

79/07/19 

50-366 

P 

7907260760 

7907860763 

78/06/27 

50-450 

8 

7907260770 

7907260764 

79/07/80 

50-259 

P 

7907260701 

790726076? 

02/79/06 

CONTRACT 


7907260799 

7907860779 

79/07/19 

50-438 

8 

7907260001 

7907260709 

79/06/04 

CONTRACT 


7907260013 

7907860799 

79/07/10 

90-366 

8 

7907860015 

7907260810 

79/06/13 

90-837 

0 

7907260810 

7907260009 

79/05/31 

CONTRACT 


7907260022 

7907260810 

79/06/13 

90-237 

0 

7907260820 

7907860019 

79/07/20 

90-859 

p 

7907260B33 

7907260024 

79/07/10 

90-366 

8 

7907260030 

7907260019 

79/07/20 

50-859 

P 

7907260043 

7907260837 

79/07/20 

50-259 

P 

7907260845 

7907260B32 

01/79/06 

CONTRACT 


7907360846 

7907260037 

79/07/20 

50-859 

P 

7907260047 

7907860040 

79/07/18 

50-321 

8 

7907260054 

7907860019 

79/07/20 

50-859 

P 

7907260857 

7907260849 

79/06/05 

CONTRACT 


79072606^9 

7907260761 

79/05/02 

50-307 

0 

7907260934 

7907860984 

79/04/11 

CONTRACT 


7907260970 

7907260965 

79/06/01 

50-361 

0 

7907261011 

7907260999 

79/06/06 

50^461 

0 

7907270015 

7907870009 

79/06/01 

90-206 

0 

7907270016 

7907270000 

79/06/20 

90-261 

Q 

7907270023 

7907870000 

79/06/20 

50-261 

0 

7907270025 

7907870018 

79/06/21 

CONTRACT 


7907870041 

7907270034 

79/06/86 

CONTRACT 


7907270043 

79C727003A 

79/05/15 

50-364 

0 

7907870051 

7907870027 

79/06/81 

CONTRACT 


7907270053 

7907870048 

79/05/82 

90-261 

a 

7907270003 

7907870076 

79/06/11 

CONTRACT 


7907270101 

7907870093 

79/05/07 

CONTRACT 


7907270115 

7907870104 

79/06/05 

90-304 

0 

7907870118 

7907870110 

79/06/05 

50-267 

0 

7907870130 

7907270187 

79/06/07 

50-263 

0 

7907270141 

7907870140 

79/05/15 

50-275 

a 

"907270193 

7907870189 

79/06/10 

50-295 

p 

907270194 

7907870190 

79/07/17 

50-209 

R 


ACCESSION NUNDER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7907870195 

7907870187 

79/07/23 

50-366 

P 

7907270190 

7907870109 

79/06/10 

50-295 

P 

7907270202 

7907870170 

79/07/80 

50-819 

8 

7907870204 

7907270109 

79/06/10 

50-895 

P 

7907270217 

7907870210 

79/06/03 

COMMISSION 

7907870220 

7907870810 

79/06/05 

COMMISSION 

7907870221 

7907870206 

79/07/20 

50-277 

3 

7907270237 

7907270255 

79/07/83 

50-3 

J 

7907270264 

7907870868 

79/06/13 

50-409 

0 

7907270275 

7907870869 

79/07/80 

50-320 

P 

7907270276 

7907870270 

79/05/21 

50-344 

0 

7907270880 

7907270260 

79/06/14 

50-875 

Q 

7907270204 

7907270881 

79/05/29 

50-397 

A 

7907270290 

7907870807 

79/06/14 

50-397 

0 

7907870291 

7907870200 

79/07/03 

50-402 

0 

7907270305 

7907870894 

79/07/05 

50-445 

0 

7907270306 

7907270296 

79/06/21 

50-50B 

a 

7907270382 

7907270309 

79/07/03 

50-366 

p 

7907270320 

7907870309 

79/07/03 

50-366 

p 

7907270332 

7907270309 

79/07/03 

50-366 

p 

7907270341 

7907270336 

79/07/05 

50-366 

p 

7907270346 

7907270336 

79/07/05 

50-366 

p 

7907270350 

7907270336 

79/07/05 

50-366 

p 

7907270360 

7907270355 

79/07/03 

50-331 

p 

7907870364 

7907270355 

79/07/09 

50-331 

p 

7907270369 

7907270355 

79/07/05 

50-331 

p 

7907270370 

7907270375 

79/07/02 

50-369 

0 

7907270380 

7907270375 

79/07/02 

50-369 

0 

7907270301 

7907870379 

79/05/10 

50-820 

Q 

7907270302 

7907270376 

79/05/23 

70-1730 


7907870383 

7907270375 

79/07/02 

50-369 

0 

7907870306 

7907870304 

79/06^13 

50-220 

Q 

7907870307 

7707270375 

79/07/02 

50-369 

a 

7907870399 

7907870398 

79/05/00 

50-315 

0 

7907270401 

7907270393 

77/07/03 

50-302 

Q 

7907870402 

7907270393 

79/07/03 

50-302 

0 

7907270403 

7907870393 

79/07/03 

50-302 

Q 

7907270406 

7907870393 

79/07/03 

50-302 

0 

7907270407 

7907870392 

79/05/08 

50-315 

Q 

7907300010 

790730000B 

79/05/85 

50-330 

0 

790730001 1 

7907300001 

79/05/29 

50-308 

P 

7907300010 

7907300008 

79/05/85 

50-330 

Q 

7907300089 

7907300021 

79/05/31 

50-280 

Q 

7907300033 

7907300030 

79/06/10 

50-806 

P 

7907300035 

7907300030 

79/06/10 

50-206 

P 

7907300037 

7907300032 

79/05/24 

50-861 

0 

7907300041 

7907300030 

79/05/01 

50-373 

0 

7907300043 

7907300040 

79/05/30 

50-302 

Q 

7907300046 

7907300030 

79/05/01 

50-373 

3 

7907300050 

7907300044 

79/05/83 

50-244 

Q 

7907300050 

7907300055 

79/06/00 

50-490 

Q 

7907300062 

7907300060 

79/06/15 

70-1151 


7907300064 

7907300060 

79/06/15 

70-1151 


7907300070 

7907300060 

79/06/15 

70-1151 


7907300071 

7907300067 

79/06/06 

50-255 

a 

7907300002 

7907300075 

79/06/31 

50-280 

Q 

7907300006 

7907300003 

79/06/13 

50-315 

Q 

7907300089 

7907300077 

79/07/10 

50-373 

0 

7907300092 

7907300083 

79/06/13 

50-315 

Q 

7907300094 

7907300017 

79/06/19 

50-331 

Q 

7907300095 

7907300017 

79/06/19 

50-331 

Q 

7907300096 

7907300008 

79/05/08 

50-329 

Q 

7907300101 

7907300090 

79/05/88 

50-508 

Q 

7907300107 

7907300090 

79/05/28 

50-508 

0 

7907300109 

7907300090 

79/05/11 

70-2683 


7907300 UO 

7907300090 

79/05/22 

50-508 

0 

7907300114 

7907300098 

79/05/28 

50-500 

3 

7907300116 

7907300103 

79/06/06 

50-267 

0 

7 907300 J 85 

7907300119 

79/05/16 

50-344 

Q 

7907300135 

7907300119 

79/05/16 

50-344 

8 

7907300147 

7907300142 

79/06/10 

50-346 

P 

7907300152 

7907300142 

79/06/10 

50-346 

P 

7907300157 

7907300148 

79/06/18 

50-346 

P 

7907300160 

7907300140 

79/06/11 

50-820 

0 

7907300166 

7907300140 

79/06/11 

50-220 

0 

7907300160 

7907300156 

79/07/18 

FOIA 


7907300175 

7907300140 

79/06/11 

50-820 

0 

7907300100 

7907300156 

79/07/18 

PDIA 


7907300101 

7907300148 

79/06/11 

50-820 

0 

7907300194 

7907300191 

79/06/13 

50-266 

Q 

7907300205 

7907300200 

79/06/08 

71-6690 


7907300206 

7907300156 

79/07/10 

FOIA 


7907300200 

7907300800 

79/06/08 

71-6690 


7907300211 

7907300156 

79/07/18 

FOIA 




CROSS REFERENCE OF ENCLOSURES TO 
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PRINCIPAL 
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SUDJECT 
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7907300215 

7907300200 

79/06/00 

71“669B 


7907300216 

7907300156 

79/07/10 

FOIA 


7907300227 

7907300156 

79/07/10 

FOIA 


7907300233 

7907300233 

79/06/19 

50-34 A 

Q 

7907300235 

7907300156 

79/07/10 

FOIA 


7907300236 

7907300229 

79/06/20 

SO-445 

Q 

7907300249 

7907300156 

79/07/10 

FOIA 


7907300250 

7907300242 

79/05/14 

50-4^5 

a 

7907300253 

7907300156 

79/07/lB 

FOIA 


7907300256 

7907300242 

79/03/14 

50-A43 

Q 

790730025B 

7907300253 

79/07/18 

FOIA 


7907300260 

7907300245 

79/05/14 

70-25 


7907300263 

7907300253 

79/07/10 

FOIA 


7907300260 

7907300156 

79/07/10 

FOIA 


7907300271 

7907300261 

79/06/04 

CONTRACT 


7907300205 

7907300274 

79/06/01 

SO- 26 3 

Q 

7907300293 

7907300287 

79/07/24 

50-247 

8 

7907300307 

7907300297 

79/07/10 

50-368 

8 

7907300312 

7907300310 

79/07/24 

90-293 

8 

7907300317 

7907300314 

79/06/20 

71-292 


7907300323 

7907300321 

79/07/20 

50-340 

P 

7907300320 

7907300326 

79/06/13 

50-367 

a 

7907300337 

7907300325 

79/07/25 

50-316 

8 

7907300330 

79073002BO 

79/06/21 

30-295 

Q 

7907300339 

7907300331 

79/06/11 

30-263 

0 

7907300342 

7907300268 

79/06/21 

30-200 

a 

7907300350 

7907300344 

79/07/20 

50-302 

s 

7907300360 

7907300355 

79/07/03 

50-390 

G 

7907300372 

7907300364 

79/06/10 

50-410 

G 

7907300373 

7907300366 

79/07/27 

50-344 

F 

7907300374 

7907300364 

79/06/10 

30-410 

G 

7907300375 

7907300362 

79/07/26 

50-16 

R 

7907300370 

7907300364 

79/06/18 

50-410 

0 

7907300305 

7907300364 

79/06/18 

30-410 

G 

7907300395 

7907300307 

79/07/13 

50-359 

F 

7907300390 

7907300303 

79/07/24 

50-255 

3 

7907300406 

7907300400 

79/07/06 

30-346 

0 

7907300407 

7907300393 

79/07/24 

50-247 

P 

7907300412 

7907300403 

79/06/13 

50-305 

G 

7907300415 

7907300410 

79/06/15 

50-201 

1 

79073004J7 

7907300411 

79/07/11 

50-346 

5 

7907300410 

7907300410 

79/06/15 

50-20 ! 

1 

7907300424 

7907300410 

79/06/15 

50-20 1 

1 

7907300427 

7907300410 

79/06/15 

30-201 

1 

79073OO42G 

7907300423 

79/07/27 

50-324 

8 

7907300430 

7907300419 

79/06/U 

80-305 

G 

7907300431 

7907300425 

79/07/11 

90-346 

0 

7907300434 

7907300410 

79/06/15 

50-201 

1 

7907300435 

7907300426 

79/06/2/ 

50-312 

P 

7907300430 

7907300425 

79/07/ n 

FOIA 


7907300440 

7907300410 

79/06/18 

80-201 

1 

7907300444 

7907300410 

79/06/15 

50-201 

1 

7907300446 

7907300426 

79/06/27 

30-312 

P 

7907300450 

7907300445 

79/06/27 

50-312 

P 

7907300451 

7907300442 

79/06/14 

50-361 

G 

7907300460 

7907300454 

79/07/03 

50-302 

P 

7907300463 

7907300454 

77/07/03 

50-302 

P 

7907300466 

7907300410 

79/06/15 

50-201 

1 

7907300475 

7907300465 

79/05/07 

COMMISSION 

7907300476 

7907300454 

79/07/03 

30-302 

P 

7907300478 

7907300472 

79/06/06 

30-298 

G 

7907300484 

7907300472 

79/06/06 

50-290 

G 

7907300485 

7907300459 

79/06/07 

CONTRACT 


7907300400 

7907300416 

79/07/11 

50-346 

0 

7907300490 

7907300487 

79/05/30 

71-99 


7907300492 

7907300410 

79/06/15 

50-201 

1 

7907300494 

7907300416 

79/07/11 

50-346 

0 

7907300497 

7907300410 

79/06/15 

50-201 

I 

7907300500 

7907300410 

79/06/15 

50-201 

I 

7907300 505 

7907300490 

79/06/30 

CONTRACT 


7907300509 

7907300410 

79/06/15 

50-201 

1 

7907300510 

7907300510 

79/06/14 

CONTRACT 


7907300513 

7907300410 

79/06/15 

50-20 1 

I 

7907300517 

7907300410 

79/06/15 

50-201 

1 

7907300521 

7907300410 

79/06/15 

50-20! 

I 

7907300525 

7907300410 

79/06/15 

50-201 

I 

7907300526 

7907300481 

79/06/21 

50-305 

Q 

7907300532 

7907300410 

79/06/15 

50-201 

j 

7907300534 

7907300529 

79/05/23 

CONTRACT 


7907300536 

7907300410 

79/06/15 

50-201 

I 

7907300538 

7907300410 

79/06/15 

50-201 

I 

7907300544 

7907300410 

79/06/15 

50-201 

I 

7907300548 

7907300539 

79/06/19 

50-409 


7907300559 

7907300587 

79/06/05 

CONTRACT 



ACCESSION NUliliER 
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7907300569 

7907300564 

79/06/14 

CONTRACT 


7907300571 

7907300522 

79/06/14 

50-311 

S 

7907300583 

7907300414 

79/07/03 

50-313 

H 

7907310008 

7907310006 

79/06/29 

50-213 

Q 

7907310010 

7907310003 

79/07/05 

50-330 

Q 

790731001 1 

7907310006 

79/06/99 

50-213 

Q 

7907310014 

7907310006 

79/06/29 

50-213 

Q 

7907310017 

7907310006 

79/06/99 

50-213 

Q 

7907310027 

7907310023 

79/05/02 

50-29 

0 

7907310028 

7907310015 

79/06/L3 

50-331 

Q 

7907310039 

7907310005 

79/06/15 

50-337 

A 

7907310053 

7907310048 

79/06/10 

COMMISSION 

7907310057 

7907310051 

79/06/00 

CONTRACT 


7907310071 

7907310064 

79/07/10 

50-020 

P 

7907310006 

79 073 100 BO 

79/06/13 

50-254 

Q 

7907310090 

7907310073 

79/07/10 

CONTRACT 


7907310096 

7907310000 

79/06/13 

S0-2S4 

0 

7907310104 

7907310091 

79/06/29 

50-463 

U 

7907310107 

7907310094 

79/06/29 

50-333 

0 

7907310115 

7907310094 

79/06/29 

50-333 

0 

7907310121 

7907310094 

79/06/29 

50-333 

0 

7907310126 

7907310119 

79/05/16 

50-466 

0 

7907310130 

7907310094 

79/06/29 

50-333 

0 

7907310136 

7907310122 

79/06/99 

60-302 

u 

7907310158 

7907310023 

79/05/02 

50-29 

0 

7907310159 

7907310155 

79/03/29 

50-259 

0 

7907310163 

79O7310023 

79/05/09 

50-29 

0 

7707310164 

7907310143 

79/06/29 

50-275 

u 

7907310165 

7907310153 

79/03/29 

50-259 

0 

7907310167 

7907310023 

79/05/02 

50-29 

0 

7907310171 

7907310023 

79/05/02 

50-29 

0 

7907310178 

7907310023 

79/05/09 

50-29 

0 

7907310183 

7907310177 

79/06/01 

50-272 

p 

7907310105 

7907310173 

79/06/27 

50-546 

u 

7907310107 

7907310177 

79/06/01: 

50-272 

p 

7907310109 

7907310100 

79/06/14 

50-116 

G 

7907310190 

7907310101 

79/06/30 

50-335 

Q 

7907310193 

790731O172 

79/06/29 

50-546 

U 

7907310194 

79073J0181 

79/06/20 

50-338 

0 

7907310196 

7907310177 

79/06/01 

50-272 

P 

7907310190 

7907310181 

79/06/20 

50-330 

0 

7907310203 

7907310181 

79/06/20 

50-330 

0 

7907310206 

7907310197 

79/06/14 

50-315 

0 

7907310211 

7907310202 

79/06/99 

50-302 

u 

7907310222 

7907310213 

79/06/14 

50-358 

<J 

7907310232 

7907310224 

79/06/19 

50-321 

p 

7907310236 

7907010224 

79/06/12 

50-321 

p 

7907310239 

7907310224 

79/06/19 

50-321 

p 

7907310253 

7907310244 

79/06/29 

50-302 

11 

7907310269 

7907310266 

79/07/27 

50-396 

D 

7907310271 

7707310261 

79/06/29 

50-330 

U 

7907310277 

7907310261 

79/06/29 

50-338 

U 

7907310200 

7907310274 

79/07/117 

50-361 

A 

7907310286 

7907310274 

79/07/17 

50-361 

A 

7907310294 

7907310289 

79/07/06 

50-397 

K 

7907310300 

7907310299 

79/07/26 

50-255 

P 

7907310317 

7907310313 

79/07/23 

TOP REP 


7907310323 

7907310315 

79/06/06 

50-349 

0 

7907310336 

7907310329 

79/06/04 

50-266 

P 

7907310357 

7907310327 

79/07/30 

50-402 

A 

7907310365 

7907310327 

77/07/30 

50-482 

A 

7907310372 

7907310364 

79/07/24 

50-272 

S 

7907310373 

7907310359 

79/07/19 

50-346 

0 

7907310393 

7907310392 

77/07/23 

50-120 

R 

7907310427 

7907310424 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. Application/Construction Stage Documents and Correspondence 

This category follows the application from submission to the day preceding the issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall into other specific categories. Included are: 

1. Correspondence and documents relating to unresolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item i. 

3. Correspondence regarding Preliminary and Final Safety Analysis Reports. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Applicant's Quality Assurance Manual. 

6. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

7. Federal Register notices that do not apply to other categories. 

8. Information on laws and changes in regulations or policy that affect the status of the applica- 
tion (NEPA, Water Quality Improvemenl Act, Water Pollution Control Act, etc.). 

9. Scheduling of license application submission or review. 

10. Reports of site visits. 

11. Backup technical documents (i.c., topical reports) submitted in support of the application. 

12. Early site review information. 

13. Construction Permit, amendments and correspondence relating to construction permit. 

14. Environmental review information. 

15. Construction permit. 


B. Utility Preliminary Safety Analysis Report (PSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt. 

5. Hazards Summary Report submitted by utility (now designated PSAR). 
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6. Safety Analysis Report submitted by utility (now designated PSAR). 

7, Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 

1. Environmental Report (ER) submitted by the utility, 

2. Amendments and supplements to the ER. 

3. Transmittal letters, 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional infonnation, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2, 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

1. Draft and Final Environmental (Impact) Statements (DES and FES). 

2 Supplements to DES and FES, 

3. Correspondence relating to the DES or FES. 

4. Comments from otlier federal, state, and local government agencies, 

5. Transmittal letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements, 

7. Backup technical documents submitted in connection with above. 

8. Notices of availability of above. 

9. Draft of detailed statement. 

E. NRC Safety Evaluation Report (SER), Supplements and Correspondence 

1. Safety Evaluation Report (SER). 

2. Supplements to SER. 

3. Correspondence relating to SER. 
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4. Notices advising of the availability of 1 and 2. 

5. Infoimation on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where tlie primary subject of discussion is the 
safety review or safety evaluation. 

8. Tiansmittal letteis. 

9. Comments from otlier agencies relative to safety review. 

10. NRC-AEC Hazard Analysis Reports (now designated SER). 


F. Security, Medical, Emergency, and Fire-Protection Plans 

All plans in this category are submitted separately. Information submitted for tire PSAR or FSAR 
IS excluded. 

1. Correspondence relating to plans. 

2. Supplements, changes, and revisions to plans, 

3. Fire Hazard Protection Plan and Surveys, 


G, Adjudicatory Correspondence 

This category contains all documents on hearings, Atomic Safety and Licensing Board (ASLB) 
review, and opposition except word-for-word transcripts of ASLB hearings (Category T) and anti- 
trust hearings (Category N). 

1. ASLB hearing and review documents. 

2. Correspondence to and from intervenors. 

3. Correspondence to and from persons writing in opposition to tlie facility. Those writing for 

information or in support of tlie facility are In category H, 

4. Board orders and decisions. 

5. Requests to make appearances at hearings, 

6. Transmittal of supporting documents (i.e., SER, FES) to the board, 

7. Federal Register notices regarding hearings. 

8. Requests for a hearing. 

9. Petitions from participants (includijig petition for request for extension). 

10. Corrections to transcripts, 

11. Professional qualifications, if presented at a hearing. 
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\ 1 . Me III Oran cl urns and orders authorizing issuance of license, changcSj anci othci issuances iiy 
the Atomic Safety and Licensing Board, 

I ^ Heanng index 


H, General correspondence 

Tins category includes documents with little or no bearing on the status of the application oi 
license, hems that have no substantive technical content or meaning foi the status of the license 
or application arc included, 

I Qualification statements of new employees. 

2 . Change of address notifications 

3 Changes in organization. 

4 Changes in service lists, ‘‘Certificate of Service'’ documents (without a document nttachod)v 

5. NRC requests to applicant for additional copies of documents. 

6. Correspondence from the public in support of or requesting inforjiintioii about ilio facility, 

7. Letters of "concern*' (NOT " opposition'’) and response thereto. 

8. Correspondence on stnctly administrative matters, 

9. Correspondence regarding the local Public Document Room. 

JO Me(norancia io Public Document Room regarding withholding a document (iinaccoiimanlctl hy 
that document^ 

1 1 . Press releases from applicant. 

Any other material dial fits die criteria given above. 

13- Professional qualifications (resumes). 


L Financiai Information 
L Company annual reports. 

2. Separately submitted finanefaJ information and related correspondence. 


J. Insurance and Idemnity Information 


1. All and 

2. Endorsements to Insurance policies. 

3. NELPIa - Bndtgy Liability ft„p„,y 
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K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This categoiy is strictly limited (o the items listed below. All related correspondence falls in 
category A oi P. 

1. Final Safety Analysis Report (FSAR), 

2. Amendments and changes to the FSAR, 

3* Transmittal lettcis. 

4. Letters acknowledging receipt of items. 

5. Hazaids Final Summaiy Report (now designated FSAR). 

6. Certificates of Service of FSAR. 


L. Limited Work Authorization and Related Correspondence 

This category is limited to items issued before the construction permit is granted. 

1. Limited Work Authorizations. 

2. Environmental exemptions. 

3. Coirespondence relating to 1 and 2. 

4. All information concerning site preparation prior to the issuance of a construction permit. 


M. Antitrust Correspondence 

L All material concerning antitrust except hearing transcripts (category N) 

2, All material marked with an A immediately following tlic docket number. The A signifies 
antitrust proceedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transcripts of hearings in antitrust matters. In most 
cases they will be marked with an A following the docket number. Related correspondence falls 
in category M. 


O. Advisory Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1. Correspondence and letter reports relating to ACRS reviews 

2. Correspondence from ACRS 

3. Announcements of ACRS meetings 
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4. Transmittal letters to ACRS 

5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes tlie position of the application file for geneial technical items dated on or after 
the issuance of the operating license, it includes; 

1. Operating license^ amendments, pioposed amendments, and changes. 

2. Technical specifications and changes. 

3. Announcements of issuance of I and 2. 

4. Transmittal letters. 

5. All general technical correspondence relating to technical specifications or opeiating license. 

6. License conditions, 

7. Operator licenses or administrative information bearing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the main subject is technical 
specifications^ operating license, or any tcclinical issue arising after the issuance of the 
operating license. 

9. Correspondence regarding codes (ASME), regulations, laws, or changes In policy that may 
affect plant operation or bear on the operating license. 

10. Information on the Standard Review Plan (SRP). 

11. Results of suiveys or tests conducted in accordance with the technical specifications (NOT 
periodic reports, which fall in category R). 

12. Requests for issuance of operating license. 

13. Requests for copies of items 1 and 2 and responses. 

14. Correspondence on generic technical issues. 

15. Owner’s group meeting announcements and reports. 

16. Orders for modification of license. 

17. Requests for extension date of license or license modification. 

18. Quality assurance information. 

19. Environmental matters (technical). 

20. Emergency core cooling system. 

21. Radioactive waste information. 
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Q. Inspection Reports, IE Bulletins and Correspondence 
L Inspection reports. 

2. Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3. Responses by applicant to IE correspondence. 

4. Applicant’s dcteimination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncomphance. 

6. Any coirespondence relating to inspection and enforcement that does not specifically relate 
to incidents as defined in category S. 

7. In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R. Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual reports (otlier than financial) 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Gray Book Information. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks of Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents relating to the above listed items. 


S, Reportable Occurrences, LERs and Related Correspondence 

This category contains all materials relating to abnormal, unusual, reportable, nonroutme, or 10 
CFR 50,55e occurrences. This includes: 

1. All 24-hour, 10-day, 30-day, interim, final, and followup reports on these events. 

2. Other related documents. 

NOTE: Also called licensee event reports, incident reports, etc. 
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T. Hearing Transcripts on Non- Anti trust Matters 

Tins category contains word-for-word transcripts, corrections to the transcript, attachments 
and Vu-Graphs, Exampies of non-antitrust matters include: 

1 . ASLB Jiearings. 

2. Commission Meetings. 

3. Commission Briefings. 

4. Telephone conversations. 


U. Congressional/Executive Conespondence 
K Testimony before Congress. 

2. Prepara toiy and backup documents foi Congressional testimony. 

3. Letters to and from Congress and the Executive Branch. 

4. Responses to letters from members of Congress and tJie Executive Branch. 

5. Correspondence to and from the NRC Office of Congressional Affairs. 


V. Operator Examinations 

1. NRC Examination Results. 

2. Power Plant Examination Summary Slioet. 

3. Related correspondence, 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR — Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

I. Sunshine Act Fedeial Register notices* 

2* Full, written explanation of closed meetings. 

3, Certification of General Counsel on closed meetings, 

4, Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings* 

5, Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6, Enclosuies to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7* Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of tlie Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission m 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nucleai facilities and the adequacy of related safety standards* The documents in this category 
arc: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3* ACRS-generated reports, memoranda and correspondence that are publicly available. 

4* ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactoi Safeguards. 


AGREEMENT - State Agreements and Programs 

Tlois category contains records that pertain to the Commission's activities and interaction with State 
governments* Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC*s regulatory authority over nuclear materials; ( 2 ) the Agency’s role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting, It includes: 
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1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly Stale liaison officers, regarding: 

a, cooperative programs in such technical areas as radiation control, emergency lesponse 
planning to radiological incidents, water quality and transportation suiveillance* 

b, technical assistance to Agreement States m reviewing applications, compliance actions, 
developing regulations, and other aieas. 

2. Agendas, reports and transcripts of regional workshops and training progiams on curient 
matters of policy and regulations; uq , decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business m 
the Office of the Commissioners, including: 

U Incoming and outgoing correspondence to and from the Conunissioners relating to official 
NRC business, including reports and other enclosures, 

2. Travel vouchers, telephone logs and official appointment calendais of individual Commissioners, 

3. Weekly Information Reports (SECY series number) prepared by the Executive Directoi foi 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category, For all othei staff papers 
with a SECY series designation prepared for Commission review, see SECY categoiy. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of Issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance, 

4. Contractual documents and contract modifications, if any. 


FOI A - Freedom of Information Act Requests and Releases 

Tins category contains requests for agency records and records released in accordance with the 
provisions of the Freedom of Information Act (FOIA). Documents in this category include: 
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1 . Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year— numerical sequence) for NRC lecords made in accordance 
with the provisions of the Freedom of Information Act. 

2. Coriespondence between the NRC and the lequester relevant to the processing, appeal, 
denial or granting of an FOIA request, 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS — Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1 . Draft repoi ts of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E — Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 

Inspection and Enforcement. These issuances describe particular events that occur at a facility 

that may require some follow-up action on the part of licensees. Also included in this category 

are preliminary notifications of events (PNOs). 

1 . I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports, NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors, 

1. These reports are normally final work products and are characterized by the following criteria: 
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a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical researcli conducted for the Commission. 

2. Correspondence from industry, government and interested members of tJie public commenting 
on reports or requesting clarification or interpretation. 

3* Internal NRC memoranda summarising meetings or discussions pertaining to the content of 
the reports. 


ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC*s Office of Standards Develop' 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by tlie NRC Office 
of Standards Development, see the REGGD category, 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents In this category are: 

1 . Federal Register notices stating the terms or substance of (he proposed rule or a specification 
of the subject and issues involved. 

2 . Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10, 
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4. Requests ftotn the niiclcai industiy, oigani/ulions and other parties for written hUerpretations 
of the PR. 


PRM “ Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 

party to issue, amend or icscind an NRC icgulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation, 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to llic PRM, 

NOTE: For staff recommendations to the Commissioners on whether the PRM should bo denied 
or issued as a Proposed Rule, see the SUCY category. 

For Commission review of staff recommendations, sec the lOCFR category. 


PROJ — Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (i) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes arc identified with a “P” 
prefix, fallowed by a seiies of numbers, 

I. ‘Trc-dockeled’’ commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. Those are 
live same categories as those used for the Docket 50 scries, 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2, Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4, Early site review information. 

5, Backup technical documents submitted In support of the application, 

6. Early site visits. 
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B, Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of tlie PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any, 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust leview. 

Q. Inspection Reports 

L Inspection reports of the applicant's quality assurance program. 

2. Notices of deviations. 

3. FolloW'Up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and otlier government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliatice Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

K Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency, 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or tlie 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to piovide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
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criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include. 

1. NRC Inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations, 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1 . Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatoiy Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 


NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1 . Project description documents, 

2. Letter reports of accomplislunents and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4* ‘‘Quick look’* reports. 

5 . Informal experimental data reports and post-irradiation examination analyses, 

6. Conceptual design descriptions. 
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7. Letter reports of foreign travel and site visits by contractors. 

S. Letter, montfUy, quarterly, interim or annual status or progress leports on other research 
projects contracted for by the NRC. 

9. Meeting sununaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

JO. Staff Research Information Letters (RILs) transmitting the documented results fiom com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP “ NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
defined teclinical areas. They review and comment on research plans and predicted results of 
major experiments^ the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

] . Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion, 


RM “ Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are Instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding, 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 
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SKCY Position Pnpers Hcforc the Commission 

'I'liis Qilcgory consists of stiiK piipcis picpiiied for lire information or approval of the Cotnmis- 
sloiicis wliich (tio nssigncrl ii SliCY icport sciics code. Included aie; 

1. Coiiimission Action papers, which noinially include alternatives and recommendations by the 
staff on a given issue and lequirc Commission action. 

(’oiiscnt ('alendnr items and Policy Session items. 

NOTH P'or Weekly Inlbrinalioii Reports prepared by EDO to the Commissioners providing a 
sinnmaiy ol key events and items of interest undertaken by staff and program offices, 
.see the NRC Comniissloners categoiy. 


'I'OPREP ■ Vendor Rcporla niul Related Correspondence 

This categoiy contains topical roporls, gcnoially of a tcclinlcal generic natuie, submitted by 
vondois, and conespoiuloncc pertaining to the NRC review of these reports. General vendor 
lelaled coirc.spoiuience that is not docket .specific is also included in this category, 

I. Topical loports, dealing wiili such technical matters as specifications, testing and safety 
sniimilied liy aicliilccl, engineers and otiicr vendors, 

3. Rcvlsltnis, modifications and amendments to topical leports. 

.1. Coriespondcnce between NRC and vendors pertaining to the review of submittals. 

<1. Meeting iigciuliis, suminniics, ininuics and correspondence pertinent to vendor activities, 
programs, mctliodologics and design criteria. 

NOTE: 1‘or rcporls submillcd by iitililies dial are written by vendors on their behalf and that 
leliite to (tockolcd ciiso.s, see the categories for the Docket 50 series. 


WASTE MGT -• Nuclear W»s(c Management 

Tills category is (oplcal in nature and conlains records dealing with the activities of the NRC 
Division Waste Managoincnl. Each topic has been as^giied a number, with ''j® 
by a WM prefix. These documents deal primailly willi NRC’s Interaction widr DOE and its future 
rule lu licensing and legulating DOE facililies designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing witlr low-level 
waste issues and tasks. The documonls In this category aic; 

1 Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their 8 m>l 0 Blcal exploration program to identify sites for nuclear waste repositories. 

2. lirieflngs by DOE on research being conducted on spent fuel storage and nuclear waste 
miinagonionl. 

3 Cor,o*po„d™« |.o,.alnl„B •» ad.»o.y .ol. pro«.g DOE wlU, ...hnlcl .»l...nc. 
in (ho Wasio Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developlnE positions on the content and format of environmental 
rcporls for geological roposllories. 
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XPORTLIC — Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, leactors, nuclear facility components or leactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U,S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office ot the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE. For transcripts of Commission meetings and papers submitted for Coitimissionei 
consideration oi information, see lOCFR category. 
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